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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commision (NRC). This informa- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used heieydocketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information includes the information formerly issued through the Department of Energy’s 
Technical Information Center under the title Power Reactor Docket Information (PRDI) and, in addition, 
information received or generated on other uses of radioactive materials. The last issue of PRDI, published 
in January 1979, was an annual cumulation of the information for 1978, The Title List series initiated by 
this document replaces PRDI, which will no longer be prepared. Plans for providing microfiche of the 
docketed material will be announced in a future issue of the Title List and in other mailings and 
announcements. 

We are making the monthly issues produced in 1979 available free to all who. sub scribed to PRDI In Calendar 
Year 1978. We are doing this to encourage your comments, criticisms, and suggestions. In particular, if 
there are title descriptions that are not meaningful, please let us know so that we can correct the data base. 
In so far as possible, we would like this document to be a valuable part of your reference material. 


DOCKETED ITEMS . .i p on.. 

Beginning with Vol. 1 , No. 4, the listings within dockets are divided into the categories used for, filing and 

searching in thd NRC P.ublic Document Room. Those categories are: 


A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 

E. - NRC Safety Evaluation Report (SER), supplements and correspondence 

F. 1 Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. ’ Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 
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Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 


Appendix A sets forth those categories and describes the materials available in each. Omission of a 
category in the listing for a docket indicates that no documents in that category were filed in the time 
period of the report. 


The principal elements of the entries in the list are: 


(7^ P. Operating license stage documents & correspondence 

® ® 


7904170015 Forwards info on TMIrJM Hendrie 790410 testimony, preliminary 
chronology of NRC actions, description of events & generic consideration 
of incident. 

REHM, T.A. Office of the Executive Director for Operations. 

79/04/12.1 93pp. 



1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number 

3. Description of information contained in the document 

4. Personal auUior. An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source 

6. Date of document described 

7. Pages in document 

8. If this space Is blank, the document is available to t!ie public only in the NRC Public Document Room, 
17 17 II St., N.W., Washington, D.C. 20S55. If this space is filled , it gives other sources for copies of the 
document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or “Available at GPO.” 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items tiiat were submitted as enclosures to principal items. 
In general, 'indented items ate not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in. the last line of the item following entry 5. 

NONDOCKBTED ITEMS 

Beginning with Vol. 1, No. 6, the nondocketed items are divided into the categories used for filing and 
searching in the NRC Public Document Room. Those categories and their symbols are; 

lOCFR “ Commission Meeting Records 

ACR^ — Advisory Committee on Reactor Safeguards 

COMMISSION - NRC Commissioners 

CONTRACT - NRC Contracts and Modifications 

FOIA - Freedom of Information Act Requests and Releases 

GEl^ TECH IS — Generic Technical Issues 

I&E — Inspection and Enforcement 

MISC - Public Document Room Miscellaneous 

NUREG - NUREG Reports and Related Correspondence 

ORG - Correspondence with other organizations 

PR — Proposed Rule 

PRM - Petition for Rulemaking 

PROJ — Projects-Pre docket licensing 

PT21 ~ Noncompliance Reports and Related Correspondence 
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QA999 - Quality Assurance Inspections 
REGGD - Regulatory Guides 
RES - Research and Teclinical Assistance tlepor'ts 
REVIEW GRP - NRC Research Review Groups 
RM - Rulemaking 

SECY - Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP - Vendor Reports and Related Correspondence 
WASTE MGT - Nuclear Waste Management 
XPORTLIC -* Export and Import licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The principal elements of the nondocketed items are: 

CD NUREG - NUREG Reports and Related Correspondence 

(D (1) 


(b 


7901060007 NUREG/CR-0161 

“Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package.” Quarterly 
Progress Report 780101-780331 . Identifies parameters which affect 
normal shock & vibration environs.* 

FIELDS, S.R., MECH, S.J. Hanford Engineering Development Laboratory. 
FIN A-2093.| 78/11/30, 26^p. Av ailable at NTIS . 

@ ® © @ ® 



1 . Nondocketed category 

2. NRC Accession Number 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that there is no personal author 


6. Corporate, agency or other nonindividual source 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number it will 
appear following this entry. 

8., Datd of document described 

9. Pages in document ^ ^ 

10. If this space is blank, the document is avaUable to the public only in the NRC Public Document Room, 
17 17 I-i St. N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of 
the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or Available at 


GPO.” 


The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented 
items preceded by a dash are enclosures to unindented items. 
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NOTES; 


1. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be cliarged to American Express credit cards ; supply tlie charge- 
card number when placing your order. 

2. The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D.C. 20402 

To place orders for or to obtain price information about NRC publications at GPO, either write to 
GPO or call the Inquiry Desk at (202) 783-3238 . Publications can be charged to VISA or Master- 
charge credit cards^supply tlie chargecarcl number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to Uio NRC PDR or call (202) 634-3274. When ordering documents listed 
in tJiis publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documonts listed in this title list may be purchased. Reproduction 
charges for duplication are as follows: 8^ per page for standard size paper; 11^ per page for oversized 
paper (drawings); 25^ per microficlie for 24x diazo duplicates. A minimum charge of $2.00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 


vili 



ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

27-010 

Beatty, NV, Nuclear Engineering Co. 

1 

40-8636 

Wold Nuclear Co. 

5 

27-039 

Sheffield, IL, Nuclear Engineering Co. 

1 

40-8663 

Nuclear Dynamics, Inc. 

6 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

1 

40-8674 

Plateau Resources, Ltd. 

6 

27-048 

Richland, WA, Nuclear Engineering Co. 

2 

40-8675 

Energy Fuels Nuclear, Inc. 

6 

40-0229 

Union Carbide Corp, 

2 

40-8677 

NL Industries, Inc., Bearings Division 

6 

40-0299 

Union Carbide Corp, 

2 

40-8681 

Energy Fuels Nuclear, Inc. 

6 

40-0341 

General Services Administration 

2 

40-8692 

Cotter Corp. 

6 

40-1162 

Western Nuclear, Inc. 

2 

40-8698 

Plateau Resources, Ltd, 

6 

40-1341 

Edgemont Uranium Mine, TVA, and 

2 

40-8721 

Rocky Mountain Energy Co. 

6 


Mines Development, Inc. 


40-8722 

Brush-Wellman, Inc. 

7 

40-1386 

Raytheon Co, 

3 

40-8725 

Gulf Mineral Resources Co. 

7 

40-2061 

West Chicago Facility, Kerr-McGee Corp. 

3 

40-8727 

Kerr-MoGee Nuclear Corp. 

7 

40-2259 

Pathfinder Mines Corp. 

3 

40-8728 

Teton Exploration Drilling Co,, Inc, 

7 

40-3453 

Atlas Minerals 

3 

40-8745 

Ogle Petroleum 

7 

40-4492 

Federal American Partners 

4 

40-8748 

Cyprus Mines Corp., Uranium Division 

7 

40-6940 

Kaweckl Berylco Industries, Inc. 

4 

40-8751 

Cotter Corp. 

8 

40-7344 

General Electric Co. 

4 

50-2 

Unlv. of Michigan Research Reactor 

8 

40-7869 

Plateau Resources, Ltd. 

4 

50-3 

Indian Point Station, Unit 1 

8 

40-8027 

Kerr-McGee Corp. 

4 

50-5 

Pennsylvania State Univ. Research 

9 

40-8102 

Exxon Minerals Co. USA, Exxon Corp. 

4 


Reactor 


40-8200 

Cleveland -Cliffs Iron Co, 

5 

50-10 

Dresden Nuclear Power Station, Unit 1 

10 

40-8304 

Wyoming Mineral Corp, 

5 

50-13 

Babcock & Wilcox Co. Critical 

Facility 

11 

40-8348 

In Situ Uranium Leaching Project 

5 

50-20 

Massachusetts Institute of Technology 

11 

40-8380 

Rocky Mountain Energy Co, 

5 

Research Reactor 


40-8452 

Bear Creek Uranium Co, 

5 

50-27 

Washington State Univ. Research 
Reactor 

12 

40-8502 

Irigaray Mine, Wyoming Mining Corp. 

5 

50-29 

Yankee-Rowe Nuclear Power Station 

12 

40-8584 

Union 76 Minerals Exploration Co. 

5 

50-54 

Union Carbide Research Reactor 

14 

40-8631 

Army, Dept, of, Armament Materiel 
Readiness Command 

5 

50-57 

State Univ. of New York Research 
Reactor 

14 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-59 

Texas A&M Univ. Research Reactor 

14 

50-150 

Ohio State Univ, Research Reactor 

20 

50-62 

Univ, of Virginia Research Reactor 

15 

50-151 

Univ. of Illinois Research Reactor 

20 

50-70 

General Electric Co. Test Reactor 

15 

50-155 

Big Rock Point Nuclear Plant 

20 

50-72 

Univ. of Utah Research Reactor 

15 

50-156 

Univ. of Wisconsin Research Reactor 

23 

50-73 

General Electric Nuclear Test 

15 

50-157 

Cornell Univ. Research Reactor 

23 


Reactor 


50-160 

Georgia Institute of Technology 

23 

50-77 

Catholic Univ. of America Research 

15 


Research Reactor 



Reactor 


50-163 

General Atomic Co. 

23 

50-83 

Univ. of Florida Training Reactor 

15 

50-166 

Univ. of Maryland Research Reactor 

23 

50-87 

Westinghouse Critical Experiment 

16 

50-170 

National Naval Medical Center 

23 

50-89 

General Atomic Co, 

16 

50-171 

Peach Bottom Atomic Power Station, 

24 

50-54 

Rockwell Internationa! Research 

16 


Unit 1 



Reactor 


50-182 

Purdue Univ. Research Reactor 

24 

50-97 

Cornell Univ. Zero Power Reactor 

16 

50-184 

National Bureau of Standards Reactor 

24 

50-98 

Univ. of Delaware Research Reactor 

16 

50-186 

Univ. of Missouri Research Reactor 

24 

50-99 

Babcock & Wilcox Test Reactor 

16 

50-187 

Space Radiation Research Reactor 

24 

50-106 

Oregon State Univ. 

16 

50-188 

Kansas State Univ. Research Reactor 

24 

50-111 

North Car oil na S tat e U ni V. Rese a r ch 

16 



24 

Reactor 


50-192 

Univ. of Texas Research Reactor 

50-112 

Univ, of Oklahoma Research Reactor 

16 

50-193 

Rliode Island & Providence Plantations 

24 




AEC 


50-113 

Univ. of Arizona Research Reactor 

17 

50-199 

Manhattan CoUege Research Reactor 

25 

50-116 

Iowa State Univ. Research Reactor 

17 

50-201 

West Valley Reprocessing Plant 

25 

50-123 

Univ. of Missouri Research Reactor 

17 

50-206 

San Onofre Nuclear Station, Unit 1 

25 

50-124 

Virginia Poly tech Institute Training 

17 


Columbia Univ. Research Reactor 

27 

Reactor 


50-208 

50-128 

Texas A&M Univ. Research Reactor 

17 

50-210 

NASA Critical Facility 

27 

50-129 

West Virginia Univ. Research Reactor 

17 

50-213 

Hacldam Neck Plant 

27 

50-131' 

Omalia Veterans Administration Hospital 

17 

50-219 

Oyster Creek Nuclear Power Plant 

29 


Research Reactor 


50-220 

Nine Mile Point Nuclear Station, 

32 

50-133 

Humboldt Bay Power Plant, Unit 3 

17 


Unit 1 


50-134 

Worcester Poly t ech I n st itu t e 

19 

50-223 

Univ. of Lowell Research Reactor 

33 


Research Reactor 


50-224 

Univ. of California Research Reactor 

33 


Research Reactor 

19 

50-225 

RPI Critical Experiment 

34 


tor 

19 

50-228 

Aerotest Radiography & Research 

34 


Facility 

19 


Reactor 



ritlcal 

19 

50-237 

Dresden Nuclear Power Station, Unit 2 

34 




50-243 

Oregon State Univ. Research Reactor 

36 



20 





X 



Docket 


Name 


Docket 


Name 


Page 


50-244 

Robert Emmet Ginna Nuclear Plant, 

Unit 1 

36 

50-245 

Millstone Nuclear Power Station, Unit 1 

39 

50-246 

Advanced Critical Reactor Experiment 

40 

50-247 

Indian Point Station, Unit 2 

40 

50-249 

Dresden Nuclear Power Station, Unit 3 

43 

50-250 

Turkey Point Plant, Unit 3 

45 

50-251 

Turkey Point Plant, Unit 4 

47 

50-252 

Univ. of New Mexico Research Reactor 

49 

50-254 

Quad-Cities Station, Unit 1 

49 

50-255 

Palisades Nuclear Plant 

50 

50-256 

Univ. of Montevideo Research Reactor, 
Uruguay 

53 

50-259 

Browns Ferry Nuclear Power Station, 

Unit 1 

53 

50-260 

Browns Ferry Nuclear Power Station, 

Unit 2 

55 

50-261 

H. B. Robinson Plant, Unit 2 

56 

50-262 

Brigham Young Univ. Research Reactor 

58 

50-263 

Monticello Nuclear Generating Plant 

58 

50-264 

Dow Chemical Co. 

60 

50-265 

Quad-Cities Station, Unit 2 

60 

50-266 

Point Beach Nuclear Plant, Unit 1 

62 

50-267 

Fort St. Vrain Nuclear Generating 

Station 

64 

50-269 

Oconee Nuclear Station, Unit 1 

66 

50-270 

Oconee Nuclear Station, Unit 2 

68 

50-271 

Vermont Yankee Nuclear Power Station 

71 

50-272 

Salem Nuclear Generating Station, 

Unitl 

72 

50-274 

U.S. Geological Survey Research 

Reactor 

76 

50-275 

Diablo Canyon Nuclear Power Plant, 
Unit! 

76 

50-276 

Georgia I nstitute of Technology 

Research Reactor 

79 

50-277 

Peach Bottom Atomic Power Station, 
Unit 2 

79 


Page 


50-278 

Peach Bottom Atomic Power Station, 
Units 

81 

50-280 

Surry Power Station, Unit 1 

83 

50-281 

Surry Power Station, Unit 2 

86 

50-282 

Prairie Island Nuclear Station, Unit 1 

88 

50-284 

Idaho State Univ. Research Reactor 

90 

50-285 

Fort Calhoun Station, Unit 1 

90 

50-286 

Indian Point Station, Unit 3 

92 

50-287 

Oconee Nuclear Station, Unit 3 

95 

50-288 

Reed College Research Reactor 

98 

50-289 

Three Mile Island Nuclear Station, 

Unitl 

98 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

103 

50-294 

Michigan State Univ. Research Reactor 

106 

50-295 

Zion Nuclear Power Station, Unit 1 

106 

50-296 

Browns Ferry Nuclear Power S tation, 

Unit 3 

108 

50-297 

North Carolina State Univ. PULSTAR 
Reactor 

110 

50-298 

Cooper Nuclear Station 

no 

50-301 

Point Beach Nuclear Plant, Unit 2 

111 

50-302 

Crystal River Nuclear Plant, Unit 3 

112 

50-304 

Zion Nuclear Power Station, Unit 2 

116 

50-305 

Kewaunee Nuclear Power Plant 

118 

50-306 

Prairie Island Nuclear Station, Unit 2 

120 

50-309 

Maine Yankee Atomic Power Plant 

121 

50-311 

Salem Nuclear Generating Station, 

Unit 2 

122 

50-317 

Rancho Scco Nuclear Generating 

Station 

125 

50-313 

Arkansas Nuclear One, Unit 1 

129 

50-315 

Donald C. Cook Nuclear Power Plant, 
Unit 1 

132 

50-316 

Donald C. Cook Nuclear Power Plant, 
Unit 2 

134 

50-317 

Calvert Cliffs Nuclear Power Plant, 
Unitl 

136 


xi 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-318 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

138 

50-358 

William H. Zimmer Nuclear Station, 

Unit 1 

197 

50-320 

Three Mile Island Nuclear Station, 

Unit 2 

140 

50-360 

Battelle Memorial Institute Critical 
FaciUty 

198 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

147 

50-361 

San Onofie N uclear Station, Unit 2 

198 

50-322 

Shoreham Nuclear Power Station 

149 

50-362 

San Onofre Nuclear Station, Unit 3 

200 

50-323 

Diablo Canyon Nuclear Power Plant, 

150 

50-363 

Forked River Nuclear Station, Unit 1 

201 


Unit 2 


50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

201 

50-324 

Brunswick Steam Electric Plant, Unit 2 

153 

50-366 

Edwin I. Hatch Nuclear Plant, Unit 2 

203 

50-325 

Brunswick Steam Electric Plant, Unit 1 

155 

50-367 

Bailly Generating Station 

205 

50-326 

Univ. of California at Irvine Research 
Reactor 

157 

50-368 

Arkansas Nuclear One, Unit 2 

206 

50-327 

Sequoyah Nuclear Plant, Unit 1 

157 

50-369 

William B. McGuire Nuclear Station, 
Unit 1 

208 

50-328 

Sequoyah Nuclear Plant, Unit 2 

I6Q 

50-370 

William B . McGuire Nuclear Station, 

209 

50-329 

Midland Plant, Unit 1 

162 


Unit 2 


50-330 

Midland Plant, Unit 2 

164 

50-373 

LaSalle County Station, Unit 1 

210 

50-331 

Duane Arnold Energy Center 

167 

50-374 

LaSalle County Station, Unit 2 

212 

50-333 

James A. Fitzpatrick Nuclear Power 

168 

50-375 

Nuclear Examination Reactor 

213 


Plant 


50-376 

North Coast Nuclear Plant 

213 

50-334 

Beaver Valley Power Station, Unit I 

171 

50-382 

Waterford Generating Station, Unit 3 

213 

50-335 

St. Lucie Plant, Unit 1 

173 

50-387 

Susquehanna Steam Electric Station, 

215 

50-336 

MiUstone Nuclear Power Station, 

175 


Unit 1 



Unit 2 


50-388 

Susquehanna Steam Electric Station, 

217 

50-338 

North Anna Power Station, Unit 1 

177 


Unit 2 


50-339 

North Anna Power Station, Unit 2 

180 

50-389 

St. Lucie Plant, Unit 2 

219 

50-341 

Enrico Fermi Atomic Power Plant, 

184 

50-390 

Watts Bar Nuclear Plant, Unit 1 

220 


Unit 2 


50-391 

Watts Bar Nuclear Plant, Unit 2 

222 

50-344 

Trojan Nuclear Plant 

185 

50-394 

California State Polytechnic College 

223 

50-346 

Davis-Besse Nuclear Power Station, 

188 


Research Reactor 



Unit 1 


50-395 

Virgil C. Summer Nuclear Station, 

223 


rclear Plant, Unit 1 

191 


Unit 1 



1 , Unit i 

193 

50-396 

Univ. of Virginia Cavalier Reactor 

225 


lit 2 

194 

50-397 

WPPSS Nuclear Project, Unit 2 

225 


■ 

195 

50-399 

Mendocino, Unit 2 

226 



196 

50400 

Sheaton Harris Nuclear Power Plant, 

226 




UnUl 




197 

50401 

Shearon Harris Nuclear Power Plant, 

227 


Uiut2 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-402 

Shearon Harris Nuclear Power Plant, 

229 

50449 

Douglas Point Nuclear Station, Unit 2 

257 


Unit 3 


50452 

Greenwood Energy Center, Unit 2 

257 

50403 

Shearon Harris Nuclear Power Plant, 

Unit 4 

230 

50453 

Greenwood Energy Center, Unit 3 

257 

50404 

North Anna Power Station, Unit 3 

231 

50454 

Byron Station, Unit 1 

257 

50405 

North Anna Power Station, Unit 4 

232 

50455 

Byron Station, Unit 2 

258 

50406 

Tuskegee Institute Research Reactor 

233 

50456 

Braidwood Station, Unit 1 

259 

50407 

Univ. of Utah Research Reactor 

233 

50457 

Braidwood Station, Unit 2 

260 

50409 

La Crosse Boiling Water Reactor 

233 

50458 

River Bend Station, Unit 1 

261 

50410 

Nine Mile Point Nuclear Station, 

235 

50459 

River Bend Station, Unit 2 

262 


Unit 2 


50460 

WPKiS Nuclear Project, Unit 1 

262 

50412 

Beaver Valley Power Station, Unit 2 

235 

50461 

Clinton Power Station, Unit 1 

263 

50413 

Catawba Nuclear Station, Unit 1 

236 

50462 

Clinton Power Station, Unit 2 

263 

50414 

Catawba Nuclear Station, Unit 2 

237 

50463 

Fulton Generating Station, Unit 1 

264' 

50416 

Grand Gulf Nuclear Station, Unit 1 

238 

50466 

Allens Creek Nuclear Station, Unit 1 

264 

50417 

Grand Gulf Nuclear Station, Unit 2 

239 

50467 

Allens Creek Nuclear Station, Unit 2 

266 

50423 

Millstone Nuclear Power Station, 

Units 

241 

50471 

Pilgrim Nuclear Power Station, Unit 2 

266 

50424 

Alvin W. Vogtie Nuclear Plant, Unit 1 

241 

STN-50477 

Atlantic Generating Station, Unit 1 

267 

50425 

Alvin W. Vogtie Nuclear Plant, Unit 2 

242 

STN-50478 

Atlantic Generating Station, Unit 2 

267 

50426 

Alvin W. Vogtie Nuclear Plant, Unit 3 

243 ' 

STN-50482 

Wolf Creek Generating Station 

267 

50427 

Alvin W. Vogtie Nuclear Plant, Unit 4 

243 

STN-50483 

Calloway Plant, Unit 1 

269 

50433 

Univ. of California at Santa Barbara 
Research Reactor 

243 

STN-50484 

STN-50485 

Tyrone Energy Pork, Unit 1 

Sterling Power Project Nuclear, 

270 

270 

STN-50437 

Floating Nuclear Plant 

243 


Unit 1 


50438 

Bellefonte Nuclear Plant, Unit 1 

244 

STN-50486 

Calloway Plant, Unit 2 

271 

50439 

BoUefonte Nuclear Plant, Unit 2 

245 

STN-50488 

Perkins Nuclear Station, Unit 1 

272 

50440 

Perry Nuclear Power Plant, Unit 1 

246 

STN-50489 

Perkins Nuclear Station, Unit 2 

272 

50441 

Perry Nuclear Power Plant, Unit 2 

247 

STN-50490 

Perkins Nuclear Station, Unit 3 

273 

50443 

Seabrook Nuclear Station, Unit 1 

248 

STN-50491 

Cherokee Nuclear Station, Unit 1 

274 

50444 

Seabrook Nuclear Station, Unit 2 

249 

STN-50492 

Cherokee Nuclear Station, Unit 2 

275 

50445 

Comanche Peak Steam Electric 

250 

STN^0493 

Cherokee Nuclear Station, Unit 3 

275 


Station, Unit 1 


50496 

Montague Nuclear Power Station, 

276 

50446 

Comanche Peak Steam Electric 

254 


Unit 1 


STN-50447 

Station, Unit 2 

GESSAR>238 

257 

50497 

Montague Nudeat Power Station, 

Unit 2 

276 

50448 

Douglas Point Nuclear Station, Unit 1 

257 

STN-50498 

South Texas Project, Unit 1 

276 
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Page 

STN-50499 

South Texas Piojcct, Unit 2 

280 

STN-50-553 

Phipps Bend Nuclear Plant, Unit 1 

302 

50-500 

Davis-Besse Nuclear Power Station, 

284 

STN-SO-554 

Phipps Bend Nuclear Plant, Unit 2 

303 


Unit 2 


STN-50-556 

Black Fox Station, Unit 1 

304 

50-501 

Davis-Desse Nuclear Power Station, 

284 



304 


Unit 3 


STN-50-557 

Black Fox Station, Unit 2 

STN-50-S02 

Haven Nuclear Plant, Unit 1 

284 

STN-SO-566 

Yellow Creek Nuclear Plant, Unit 1 

305 

STN-5 0-503 

Haven Nuclear Plant, Unit 2 

284 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

306 

STN-5 0-504 

Koslikonong Nuclear Plant, Unit 1 

284 

STN-5 0-5 68 

NEP N uclear, Unit 1 

307 

STN-50-505 

Koshkonong Nuclear Plant, Unit 2 

285 

STN-50-569 

NEP Nuclear, Unit 2 

307 

STN-50-506 

Koshkotiong Nuclear Plant, Unit 3 

285 

STN-50-574 

Bagnac Nuclear Power Project, 

307 




Philippines 


STN-50-507 

Koshkonong Nuclear Plant, Unit 4 

285 

STN-50-580 

Erie Nuclear Plant, Unit 1 

308 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

285 

STN-5 0-581 

Erie Nuclear Plant, Unit 2 

308 

STN-50-S09 

OTPSS Nuclear Project, Unit 5 

286 

STN-5 0-584 

GIBBS AR,Gibbs&Hill 

309 

50-513 

WPPSS Nuclear Project, Unit 4 

286 

STN-5 0-5 92 

Palo Verde Nuclear Station, Unit 4 

309 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

287 

STN-5 0-593 

Palo Verde Nuclear Station, Unit 5 

309 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

287 

STN-50-596 

New Haven, Unit 1 

309 

STN-5 0-5 16 

Jantesport Nuclear Station, Unit 1 

288 

STN-5 0-597 

New Haven, Unit 2 

309 

STN-5 0-5 17 

Jamesport Nuclear Station, Unit 2 

288 

50-598 

Northwestern Unlv. 

309 

STN-5 0-5 18 

Hartsvllle Nuclear Plant, Unit 1 

289 

50-599 

Carroll Facility I 

310 

STN-5 0-5 19 

Hartsville Nuclear Plant, Unit 2 

290 

50-600 

Carroll FacUity II 

310 

STN-5 0-520 

HartsviUc Nuclear Plant, Unit 3 

291 

70-0008 

Battelle Columbus Laboratories 

311 

STN-5 0-521 

Hattsvllle Nuclear Plant, Unit 4 

291 

70-0025 

Rockwell International Corp. 

311 

STN-5 0-222 

Skagit Nuclear Power Project, Unit 1 

292 

70-0027 

Babcock & Wilcox Co. 

311 

STN-5 0-5 23 

Skagit Nuclear Power Project, Unit 2 

294 

70-0033 

Texas Instruments, Inc. 

312 

50-525 

Barton, Unit 2 

295 

70-0036 

Combustion Engineering, Inc. 

312 

STN-5 0-528 

Palo Verde Nuclear Station, Unit 1 

295 

70-0135 

Babcock & Wilcox Co. 

312 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

296 

70-0143 

Nuclear Fuel Services, Inc, 

312 

STN-5 0-530 

Palo Verde Nuclear Station, Unit 3 

298 

70-0250 

The Boeing Co, 

312 

50-537 

Clinch River Breeder Reactor 

299 

70-0364 

Parks Township Site, Babcock & 

312 

50-538 

Memphis State Uitiv. Research Reactor 

299 


Wilcox Co. 


STN-5 0-545 

RESAR-3S 

299 

70-0371 

United Nuclear Corp. 

313 

STN-5 0-546 

Marble Hill Nuclear Station, Unit 1 

299 

70-0687 

Union Carbide Corp. 

313 

STN-50-S47 

Marble Hill Nuclear Station, Unit 2 

300 

70-0693 

Nuclear Research Corp. 

314 

50-549 

Greene County Nuclear Power Plant 

302 

70-0734 

General Atomic Co. 

314 


xiv 
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70-0754 

Vallecitos Nuclear Center, General 

314 

71-0114 

Colby-Thielmeier Testing Co, 

319 

Electric Co. 


71-0121 

Neutron Products, Inc. 

319 

70-0820 

United Nuclear Corp. 

314 

71-0159 

Lockheed Missile & Space 

319 

70-0824 

Babcock & Wilcox Co. 

315 

71-0160 

Omaha Testing Laboratories, Inc. 

319 

70-0903 

Gulf United Nuclear Fuels Corp, 

315 

71-0193 

Navy, Dept, of 

319 

70-0925 

Cimarron Facility, Kcrr-McGec Corp. 

316 

71-0199 

Navy, Dept, of 

319 

70-1100 

Combustion Engineering, Inc, 

316 

71-0206 

Pryor Foundry, Inc. 

319 

70-1113 

General Electric Co. 

316 

71-0225 

Navy, Dept, of 

320 

70-1143 

Westinghouse Electric Corp. 

316 

71-0239 

Navy, Dept, of 

320 

70-1151 

Westingliouse Electric Corp. 

316 

71-0248 

Monsanto Research Corp, 

320 

70-1193 

Cimarron Facility, Kerr-McGee Corp. 

317 

71-0250 

Transnuclear, Inc. 

320 

70-1201 

UF-6 Conversion Facility, Babcock & 
Wilcox Co. 

317 

71-0258 

Nuclear Engineering Co., Inc. 

320 

70-1257 

Mixed Oxide Fabrication Plant, 

317 

71-0345 

Carolina Power & Light Co. 

320 

Exxon Nuclear Co., Inc. 


71-0347 

Stone & Webster Engineering Corp. 

320 

70-1308 

Morris Operations, General Electric Co. 

317 

71-0349 

Caterpillar Tractor Co. 

320 

70-1362 

Hahnemann Medical College & 

Hospital, Philadelphia, PA 

317 

71-0352 

Niles Steel Tank Co. 

320 

70-1729 

Fuel Recovery & Storage Station, Allied 

318 

71-0355 

Jersey Central Power &. Light Co. 

320 

General Nuclear Services 


71-0356 

Navy, Dept, of, USS Piedmont 

320 

70-2205 

St. Luke’s Hospital, Milwaukee, WI 

318 

71-0357 

Navy, Dept, of, USS Vulcan 

320 

70-2623 

McGuire Spent Fuel Pool, Duke Power 
Co. 

318 

71-0358 

Navy, Dept, of, USS Sierra 

320 

70-2756 

Transnuclear, Inc. 

318 

71-0359 

Pick Instrument Products Co., Inc. 

321 

70-2761 

Transnuclear, Inc. 

318 

71-0360 

Navy, Dept, of, USS Yosemite 

321 

70-2776 

Transnuclear, Inc. 

318 

71-0362 

Wisconsin Public Service Corp. 

321 

71-0003 

Exxon Nuclear Co., Inc. 

318 

71-0363 

Briggs Engineering & Testing Co., Inc, 

321 

71-0006 

United Nuclear Corp. 

318 

71-0364 

Naval Nuclear Power Unit, Port I lueneine, 32 1 
CA 

71-0024 

Hittman Nuclear & Development Corp. 

319 

714949 

Model: UNC-1484, Combustion 

321 

71-0026 

Eastern Testing & Inspection 

319 


Engineering, Inc. 


71-0027 

Babcock & Wilcox Co. 

319 

71-5026 

Model; BC48-220, Atcor,Inc. 

321 

71-0060 

Morrison-Knudsen Co., Inc. 

319 

71-5059 

Model! Urany Nlt-Tnk, Nuclear Fuel 
Services, Inc, 

321 

71-0073 

Morrison-Knudsen Co. , Inc. 

319 

71-5086 

Model! UNC-2600, General Atomic Go. 

321 

71-0079 

Babcock & Wilcox Co. 

319 

71-5395 

Model: CC, Westinghouse Electric Corp, 

321 

71-0088 

Babcock* Wilcox Co. 

319 

71-5450 

Model; RCC-1, -2, -3, Westinghouse 

321 

71-0096 

Pan American World Airways 

319 

Electric Corp. 



XV 



Docket 

Name 

Page 

Docket 

Name 

Page 

71-5467 

Model: Mark VR, VE & Mark 15, 

321 

71-9001 

Model: IF-SOO, General Electric Co, 

324 


Energy, Dept, of 



71-5641 

Model: UNC-2500 


71-9006 

Model: 500 SU.Argonne National 

324 

321 


Laboratory 

71-5768 

Model: BB-250-2, Combustion 

321 

71-9007 

Model: 520, Argon ne National 

324 


Engineering Co., Inc. 



Laboratory 

71-5796 

Model; 181361, Picker Corp. 

321 

71-9009 

Model: FL 10-1, General Electric Co. 

324 

71-5805 

Model: Atcor VNDB Cask , Atcor , Inc. 

322 

71-9010 

Model; NLI-1/2, NL Industries, Inc. 

324 

71-5939 

71-5957 

Model: GE-1500, General Electric Co* 

322 

71-9011 

Model: B-MEH-00-00004, Transporta- 
tion, Dept, of 

324 

Model: BML-1, Energy, Dept, of 

322 

71-9019 

324 

71-5980 

Model: BU-7, General Electric Co. 

Model: GE-600, General Electric Co, 

Model: B3-1 , Nuclear Engineering Co . 

322 

71-9027 

71-6058 

Model: 741, Technical Operations, Inc. 

324 

322 

71-9028 

71-6078 

Model: 927 A1 & Cl, Combustion 

Model; 684, Technical Operations, Inc. 

324 

322 



Engineering, Inc. 


71-9032 

Model: 650, Technical Operations, Inc. 

324 

71-6144 

71-6206 

Model: 6144, Nuclear Engineering Co. 

Model: B, Babcock & Wilcox Co. 

322 

71-9033 

Model: 660 & 660E, Technical 
Operations, Inc. 

324 

322 

71-9035 

324 

71-6244 

Model: 6244, Chem-Nuclear Systems, 

Model; 680, Technical Operations, Inc. 

322 



Inc, 


71-9039 

Model: 715, Technical Operations, Inc. 

325 

71-6275 

Model: LL-28-4, Chem-Nuclear 

322 

71-9044 

Model: GE-1 600, General Electric Co. 

325 


Systems, Inc. 



71-6280 

Model: A-0109 

323 

71-9070 

Model: N-55, Energy, Dept, of 

325 

71-6300 

Model: UNC-1 352, Combustion 
Engineering, Inc, 


71-9079 

Model; HN-100 Series 2, Hittman 

325 

323 


Nuclear & Development Corp. 

71-6345 

Model; ANL-402-SPM,.403-SPM, 


71-9081 

Model: CNSI-16 00, Chem-Nuclear 

325 

323 


Systems, Inc. 


E.I. du Pont de Nemours & Co., Inc. 




71-6357 

Model: NNFD-10, Babcock & Wilcox Co. 


71-9085 

Model: Sentinel 85 

325 

323 


71-6375 

Model: PB-1 , Cliem-Nuclear Systems, 

Inc. 


71-9086 

Model: HN-100 Series 1, Hittman 

325 

323 


Nuclear & Development Corp. 

71-63'86 

Model: 235R001, Energy,Dept, of 

323 

71-9089 

Model: NH-100 S, Hittman Nuclear 
& Development Corp. 

325 

71-6400 

Model; Super Tiger, Westlnghouse 

323 

71-9094 

Model: CNSI-1 4-1 95-H, Chem-Nuclear 

325 


Electric Corp, 



Systems, Inc, 

71-6568 

Model: LL-60.150, TVA 

323 

71-9096 

Model: CNSI-2 1-300, Chem-Nuclear 

325 

71-6581 

Model: 51032-1 &-! A, Exxon 

323 


Systems, Inc. 


em-Nuclear 


71-9105 

Model: Rad-Waste CR.I, Chem-Nucleax 
Systems, Inc. 

325 


323 






71-9107 

Model: 771, Technical Operations, Inc, 

326 



323 

71-9108 

Model: AL-33-90, Atcor, Inc. 

326 



323 

71-9111 

Model: CN6-80A, Chem-Nuclear 

326 





Systeihs, Inc. . r 



324 

71-9113 

Model: 7-100, Ch.em-Nuclear Systems, 

326 





Inc. 
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71-9119 

Model: BAPL 5910 BRDCG, Energy, 
Dept, of 

326 

71-9132 

Model; T-3, Nuclear Packaging, Inc. 

326 

71-9137 

Model: 820 

326 


Docket 

Name 

Page 

71-9851 

Model: Lithium Hydroxide Fire/ 

Impact Shield, Energy, Dept, of 

326 

71-9853 

Model: ORNL-BNL-NBS Unirradiated 
Fuel Container, Energy, Dept, of 

326 

71-9932 

Model; UC-609, Energy, Dept, of 

326 
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Docket 
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Advanced Critical Reactor Experiment 

50-246 

40 

Browns Ferry Nuclear Power Station, 

Unit 2 

50-260 

55 

Aerotest Radiography & Research 

Reactor 

50-228 

34 

Browns Ferry Nuclear Power Station, 

Unit 3 

50-296 

108 

Allens Creek Nuclear Station, Unit 1 

50-466 

264 

Brunswick Steam Electric Plant, Unit 1 

50-325 

155 

Allens Creek Nuclear Station, Unit 2 

50-467 

266 

Brunswick Steam Electric Plant, Unit 2 

50-324 

153 

Arkansas Nuclear One, Unit 1 

50-313 

129 

Byron Station, Unit 1 

50454 

257 

Arkansas Nuclear One, Unit 2 

50-368 

206 

Byron Station, Unit 2 

50455 

258 

Duane Arnold Energy Center 

50-331 

167 

California State Polytechnic College 

50-394 

223 

Atlantic Generating Station, Unit 1 

STN-50477 

267 

Research Reactor 



Atlantic Generating Station, Unit 2 

STN-50-478 

267 

Calloway Plant, Unit 1 

STN-50-483 

269 

Babcock & Wilcox Co. Critical Facility 

50-13 

11 

Calloway Plant, Unit 2 

STN-50486 

271 

Babcock & Wilcox Co. Test Reactor 

50-99 

16 

Calvert Cliffs Nuclear Power Plant, 

Unit 1 

50-317 

136 

Bagnac Nuclear Power Project, Philippines 

STN-50-574 

307 

Calvert Cliffs Nuclear Power Plant, 

50-318 

138 

Bailly Generating Station 

50-367 

205 

Unit 2 



Barton, Unit 2 

50-525 

295 

Carroll Facility 1 

50-599 

310 

Battellc Memorial Institute Critical 

50-360 

198 

Carroll Facility II 

50-600 

310 

Facility 



Catawba Nuclear Station, Unit 1 

50413 

236 

Beaver Valley Power Station, Unit 1 

50-334 

171 

Catawba Nuclear Station, Unit 2 

50414 

237 

Beaver Valley Power Station, Unit 2 

50412 

235 

Catholic Univ. of America Research 

50-77 

15 

Bcllefonte Nuclear Plant, Unit 1 

50-438 

244 

Reactor 



Belief onte Nuclear Plant, Unit 2 

50439 

245 

Cherokee Nuclear Station, Unit 1 

STN-50491 

274 

Big Rock Point Nuclear Power Plant 

50-155 

20 

Cherokee Nuclear Station, Unit 2 

STN-50492 

275 

Black Fox Station, Unit 1 

STN-50-556 

304 

Cherokee Nuclear Station, Unit 3 

STN-50493 

275 

Black Fox Station, Unit 2 

STN-50-557 

304 

Clinch River Breeder Reactor 

50-537 

299 

Braidwood Station, Unit 1 

50456 

259 

Clinton Power Station, Unit 1 

50461 

263 

Braidwood Station, Unit 2 

50457 

260 

Clinton Power Station, Unit 2 

50462 

263 

Brigham Young Univ. Research 

50-262 

58 

Columbia Univ, Research Reactor 

50-208 

27 

Reactor 



Comanche Peak Steam Electric Station, 

50-445 

250 

Browns Ferry Nuclear Power Station, 

50-259 

53 

Unit 1 



Unit 1 



jdx 
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Docket 
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Docket 

Page 

Comanche Peak Steam Electric Station, 

50-446 

254 

Fort St, Vrain Nuclear Generating 

50-267 

64 

Unit 2 



S tatlon 



Donald C. Cook Nuclear Power Plant , 

50-315 

132 

Fulton Generating Station, Unit 1 

50463 

264 

Unit 1 



General Atomic Co, 

50-89 

16 

Donald C. Cook Nuclear Power Plant, 

50-316 

134 




Unit 2 



General Atomic Co. 

50-163 

23 

Cooper Nuclear Station 

50-298 

110 

General Electric Test Reactor 

50-70 

15 

Cornell Univ, Research Reactor 

50-157 

23 

General Electric Nuclear Test Reactor 

50-73 

15 

Cornell Univ. Zero Power Reactor 

50-97 

16 

Georgia Institute of Technology 

50-160 

23 




Research Reactor 



Crystal River Nuclear Plant, Unit 3 

50-302 

112 

Georgia Institute of Technology 

50-276 

79 

Davis-Bcssc Nuclear Power Station, 

50-346 

188 

Research Reactor 



Unit 1 



GESSAR-238 

STN-50447 

257 

Davis-Besse Nuclear Power Station, 

50-500 

' 284 




Unit 2 



GIBBSAR, Gibbs & Hill 

STN-SO-584 

309 

Davis-Besse Nuclear Power Station, 

50-501 

284 

Robert Emmet Ginna Nuclear Plant, 

50-244 

36 

Unit 3 



Unit 1 



Diablo Canyon Nuclear Power Plant, 

50-275 

76 

Grand Gulf Nuclear Station, Unit 1 

50416 

238 

Unitl 



Grand Gulf Nuclear Station, Unit 2 

50417 

239 

Diablo Canyon Nuclear Power Plant, 

50-323 

150 




Unit 2 



Greene Country Nuclear Power Plant 

50-549 

302 

Douglas Point Nuclear Station, Unit 1 

50448 

257 

Greenwood Energy Center, Unit 2 

50452 

257 

Douglas Point Nuclear Station, Unit 2 

50449 

257 

Greenwood Energy Center, Unit 3 

50453 

257 

Dow Chemical Co., Research Reactor 

50-264 

60 

Haddam Neck Plant 

50-213 

27 

Dresden Nuclear Power Station, Unit 1 

50-10 

10 

Shearon Harris Nuclear Power Plant, 

50400 

226 




Unit 1 



Dresden Nuclear Power Station, Unit 2 

50-237 

34 

Shearon Harris Nuclear Power Plant, 

50-401 

227 

Dresden Nuclear Power Station, Unit 3 

50-249 

43 

Unit 2 



Erie Nuclear Plant, Unit 1 

STN-50-580 

308 

Shearon Harris Nuclear Power Plant, 

50402 

229 



Unit 3 



Erie Nuclear Plant, Unit 2 

STN-50-581 

308 

Shearon Harris Nuclear Power Plant, 

50403 

230 

Joseph M. Farley Nuclear Plant, 

50-348 

191 

Unit 4 



Unit 1 



Hartsville Nuclear Plant, Unit 1 

STN-50-518 

289 

Joseph M. Farley Nuclear Plant, 

50-364 

201 



Unit 2 



Hartsville Nuclear Plant, Unit 2 

STN-50-519 

290 

Enrico Fermi Atomic Power Plant, 

50-341 

184 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

291 

Unit 2 



STN-50-521 

291 

Hartsville Nuclear Plant, Unit 4 

James A. Fitzpatrick Nuclear Power 

50-333 

168 



Plant 



Edwin I. Hatch Nuclear Plant, Unit 1 

50-321 

147 

Floating Nuclear Plant 

STO-50437 

243 

Edwin I, Hatch Nuclear Plant, Unit 2 

50-366 

203 

Forked River Nuclear Station, 

50-363 

201 

Haven Nuclear Plant, Unit 1 

STN-5 0-502 

284 

Unit 1 



STN-50-503 

284 

Haven Nuclear Plant, Unit 2 

Fort Calhoun Station, Unit 1 

50-285 

90 




XX 



Name 

Docket 

Page 

Hope Creek Nuclear Station, Unit 1 

50-354 

195 

Hope Creek Nuclear Station, Unit 2 

50-355 

196 

Humboldt Bay Power Plant, Unit 3 

50-133 

17 

Idaho State Univ. Research Reactor 

50-284 

90 

Indian Point Station, Unit 1 

50-3 

8 

Indian Point Station, Unit 2 

50-247 

40 

Indian Point Station, Unit 3 

50-286 

92 

Iowa State Univ, Research Reactor 

50-116 

17 

Jamcsport Nuclear Station, Unit 1 

STN-50-516 

288 

Jamesport Nuclear Station, Unit 2 

STN-50-517 

288 

Kansas State Univ. Research Reactor 

50-188 

24 

Kewaunee Nuclear Power Plant 

50-305 

118 

Koshkonong Nuclear Plant, Unit 1 

STN-50-S04 

284 

Koshkonong Nuclear Plant, Unit 2 

STN-50-505 

285 

Koshkonong Nuclear Plant, Unit 3 

STN-50-506 

285 

Koshkonong Nuclear Plant, Unit 4 

STN-50-507 

285 

La Crosse Boiling Water Reactor 

50-409 

233 

LaSalle County Station, Unit 1 

50-373 

210 

LaSalle Courtty Station, Unit 2 

50-374 

212 

Limerick Generating Station, Unit 1 

50-352 

193 

Limerick Generating Station, Unit 2 

50-353 

194 

Maine Yankee Atomic Power Plant 

50-309 

121 

Manhattan College Research Reactor 

50-199 

25 

Marble HiU Nuclear Station, Unit 1 

STN-50-546 

299 

Marble HUl Nuclear Station, Unit 2 

STN-50-547 

300 

Massachusetts Institute of Technology 
Research Reactor 

50-20 

11 

William B, McGuire Nuclear Station, 

Unit 1 

50-369 

208 

William B. McGuire Nuclear Station, 

Unit 2 

50-370 

209 

Memphis State Univ, Research Reactor 

50-538 

299 

Mendocino, Urdt 2 

50-399 

226 

Michigan State Univ. Research Reactor 

50-294 

106 


Name 

Docket 

Fiage 

Midland Plant, Unit 1 

50-329 

162 

Midland Plant, Unit 2 

50-330 

164 

Millstone Nuclear Power Station, 

Unit 1 

50-245 

39 

Millstone Nuclear Power Station, 

Unit 2 

50-336 

175 

Millstone Nuclear Power Station, 

Unit 3 

50423 

241 

Montague Nuclear Power Station, Unit 1 

50496 

276 

Montague Nuclear Power Station, Unit 2 

50497 

276 

Monticello Nuclear Generating Plant 

50-263 

58 

NASA Critical Facility 

50-210 

27 

National Bureau of Standards Reactor 

50-184 

24 

National Naval Medical Center 

50-170 

23 

NEP Nuclear, Unit 1 

STN -50-568 

307 

NEP Nuclear, Unit 2 

STN-50-569 

307 

New Haven, Unit 1 

STN-SO-596 

309 

New Haven, Unit 2 

STN-50-597 

309 

Nine Mile Point Nuclear Station, 

Unit 1 

50-220 

32 

Nine Mile Point Nuclear Station, 

Unit 2 

50410 

235 

North Anna Power Station, Unit 1 

50-338 

177 

North Anna Power Station, Unit 2 

50-339 

180 

North Anna Power Station, Unit 3 

50404 

231 

North Anna Power Station, Unit 4 

50405 

232 

North Carolina State Univ. PULSTAR 
Reactor 

50-297 

110 

North Carolina State Univ. Research 
Reactor 

50-111 

16 

North Coast Nuclear Plant 

50-376 

213 

Northwestern Univ. 

50-598 

309 

Nuclear Examination Reactor 

50-375 

213 

Oconee Nuclear Station, Unit 1 

50-269 

66 

Oconee Nuclear Station, Unit 2 

50-270 

68 

Oconee Nuclear Station, Unit 3 

50-287 

95 

Ohio State Univ. Research Reactor 

50-150 

20 


xxl 



Name 

Docket 

Page 

Name 

Docket 

Page 

Omalia Veterans Administration 

Hospital Research Reactor 

50-131 

17 

Quad-Cities Station, Unit 2 

50-265 

50-312 

60 

125 



Rancho Seco Nuclear Generating 

Oregon State Univ. 

50-106 

16 

Station 



Oregon State Univ. Research Reactor 

50-243 

36 

Reed College Research Reactor 

50-288 

98 

Oyster Creek Nuclear Power Plant 

50-219 

29 

RESAR-3S 

STN-50-545 

299 

Palisades Nuclear Plant 

50-255 

50 

Rhode Island & Providence 

50-193 

24 



Plantations AEC 



Palo Verde Nuclear Station, Unit 1 

STN-50-528 

295 

River Bend Station, Unit 1 

50-458 

261 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

296 

River Bend Station, Unit 2 

50-459 

262 

Palo Verde Nuclear Station, Unit 3 

STN -50-530 

298 

H.B. Robinson Plant, Unit 2 

50-261 

56 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 

309 

Rockwell International Corp, Critical 

50-147 

19 

Palo Verde Nuclear Station, Unit 5 

STN-50-593 

309 

Facility 



Peach Bottom Atomic Power Station, 
Unit 1 

50-171 

24 

Rockwell International Research Reactor 

50-94 

50-225 

16 

34 



RPI Critical Experiment 

Peach Bottom Atomic Power Station, 

50-277 

79 


50-272 

72 

Unit 2 



Salem Nuclear Generating Station, 




Unit 1 



Poach Bottom Atomic Power Station, 

50-278 

81 


50-311 

122 

Unit 3 



Salem Nuclear Generating Station, 




Unit 2 



Pebble Springs Nuclear Plant, Unit 1 

50-514 

287 

San Onofre Nuclear Station, Unit 1 

50-206 

25 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

287 

San Onofre Nuclear Station, Unit 2 

50-361 

198 

Pennsylvania State Univ, Research 

50-5 

9 


50-362 

200 

Reactor 



San Onofre Nuclear Station, Unit 3 

Perkins Nuclear Station, Unit 1 

STN-50488 

272 

Saxton Nuclear Experiment^ Facility 

50-146 

19 

Perkins Nuclear Station, Unit 2 

STN-50-489 

272 

Seabrook Nuclear Station, Unit 1 

50-443 

248 

Perkins Nuciear Station, Unit 3 

STN-50-490 

273 

Scabrook Nuclear Station, Unit 2 

50444 

249 

Perry Nuclear Power Plant, Unit 1 

50-440 

246 

Sequoyah Nuclear Plant, Unit 1 

50-327 

157 

Perry Nuclear Power Plant, Unit 2 

50-441 

247 

Sequoyah Nuclear Plant, Unit 2 

50-328 

160 

Phipps Bend Nuclear Plant, Unit 1 

STN-50-553 

302 

Shoreham Nuclear Power Station 

50-322 

149 

Phipps Bend Nuclear Plant, Unit 2 

STN-50-554 

303 

Skagit Nuclear Power Project, Unit 1 

STN -5 0-522 

292 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

103 

Skagit Nuclear Power Project, Unit 2 

STN -50-5 23 

294 

Pilgrim Nuclear Power Station, Unit 2 

50-471 

266 

South Texas Project, Unit 1 

STN-50498 

276 

Point Beach Nuclear Plant , Unit 1 

50-266 

62 

South Texas Project, Unit 2 

STN -50499 

280 

Point Beach Nuclear Plant, Unit 2 

50-301 

111 

Space Radiation Research Reactor 

50-187 

24 

Prairie Island Nuclear Station, Unit 1 

50-282 

88 

State Univ. of New York Research 

50-57 

14 



Reactor 



Prairie Island Nuclear Station, Unit 2 

50-306 

120 

Sterling Power Project, Nuclear, 

STN-50485 

270 

Purdue Univ. Research Reactor 

50-182 

24 

Unit 1 



Quad-Cities Station, Unit 1 

50-254 

49 

St. Lucic Plant, Unit 1 

50-335 

173 



Name 

St. Lucie Plant, Unit 2 

Virgil C. Summer Nuclear Station, 
Unit 1 

Surry Power Station, Unit 1 

Surry Power Station, Unit 2 

Susquehanna Steam Electric Station, 
Unit 1 

Susquehanna Steam Electric Station, 
Unit 2 

Texas A&M Univ. Research Reactor 

Texas A&M Univ. Research Reactor 

Three Mile Island Nuclear Station, 
Unit 1 

Three Mile Island Nuclear Station, 
Unit 2 

Trojan Nuclear Plant 

Turkey Point Plant, Unit 3 

Turkey Point Plant, Unit 4 

Tuskegee Institute Research Reactor 

Tyrone Energy Park, Unit 1 

UCLA Training Reactor 

Univ. of California at Santa Barbara 
Research Reactor 

Union Carbide Research Reactor 

Univ. of Airzona Research Reactor 

Univ. of California 

Univ. of California at Irvine Research 
Reactor 

Univ, of California Research Reactor 

Univ. of Delaware Research Reactor 

Univ. of Florida Training Reactor 

Univ. of Illinois Research Reactor 

Univ. of Illinois LOPRA Research 
Reactor 

Univ. of Kansas Research Reactor 
Univ. of Lowell Research Reactor 
Univ. of Maryland Research Reactor 


Docket 

Page 

Name 

Docket 

Page 

50-389 

219 

Univ. of Michigan Research Reactor 

50-2 

8 

50-395 

223 

Univ. of Missouri Research Reactor 

50-123 

17 



Univ. of Missouri Research Reactor 

50-186 

24 

50-280 

83 

Univ. of Montevideo Research Reactor, 

50-256 

53 

50-281 

86 

Uruguay 



50-387 

215 

Univ. of New Mexico Research Reactor 

50-252 

49 



Univ. of Oklahoma Research Reactor 

50-112 

16 

50-388 

217 

Univ. of Texas Research Reactor 

50-192 

24 

50-59 

14 

Univ. of Utah Research Reactor 

50-72 

15 

50-128 

17 

Univ. of Utah Research Reactor 

50-407 

233 

50-289 

98 

Univ. of Virginia Cavalier Reactor 

50-396 

225 



Univ. of Virginia Research Reactor 

50-62 

15 

50-320 

140 

Univ. of Washington Research Reactor 

50-139 

19 

50-344 

185 

Univ. of Wisconsin Research Reactor 

50-156 

23 

50-250 

45 

U.S. Geological Survey Research 

50-274 

76 



Reactor 



50-251 

47 

Vermont Yankee Nuclear Power 

50-271 

71 

50-406 

233 

Station 



STN-50-484 

270 

Virginia Polytcch Institute Training 

50-124 

17 



Reactor 



50-142 

19 

Alvin W. Vogtlc Nuclear Plant, Unit 1 

50424 

241 

50433 

243 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50425 

242 

50-54 

14 

Alvin W. Vogtlc Nuclear Plant, Unit 3 

50426 

243 

50-113 

17 

Alvin W. Vogtle Nuclear Plant, Unit 4 

50427 

243 

50-357 

197 

Washington State Univ. Research 

50-27 

12 



Reactor 



50-326 

157 

Waterford Generating Station, 

50-382 

213 



Unit 3 



50-224 

33 

Watts Bar Nuclear Plant, Unit 1 

50-390 

220 

50-98 

16 

Watts Bar Nuclear Plant, Unit 2 

50-391 

222 

50-83 

15 

Westinghouse Critical Experiment 

50-87 

16 

50-151 

20 

West Valley Reprocessing Plant 

50-201 

25 

50-356 

197 

West Virginia Univ. Research Reactor 

50-129 

17 

50-148 

20 

Wolf Creek Generating Station 

STN-50482 

267 

50-223 

33 

Worcester Polytcch Institute Research 

50-134 

19 



Reactor 



50-166 

23 





xxiii 



Name 

Docket 

Pa^e 

WPPSS Nuclear Project, Unit 1 

50-460 

262 

WPPSS Nuclear Project, Unit 2 

50-397 

225 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

285 

WPPSS Nuclear Project, Unit 4 

50-513 

286 

WPPSS Nuclear Project, Unit S 

STN-50-509 

286 

Yank ee-R owe Nuclear Power 

50-29 

12 


station 


Name 

Docket 

Page 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

305 

Yellow Creek Nuclear Plant, Unit 2 

S'fN-50-567 

306 

William H. Zimmer Nuclear Station, 

Unit 1 

50-358 

197 

Zion Nuclear Power Station, Unit 1 

50-295 

106 

Zion Nuclear Power Station, Unit 2 

50-304 

116 



LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-010 DEATTV. MV 


79122S0&40 Forwaril# nonpraprictary Inap Rapt 76-02 #ot Nuclaar 
Enginaaring Co !• cartlFlcation of dacuaant> In raspanae to 
791101 Itr. 

CCHJERtO. C. Executive Officar for Oparations Support. 79/11/14. 
2pp. 


~7912280&4S Reaueats nonpropriatarg Insp Rapt 76-02 (i stataaant 
cartlfglng rapt as public racord. 

BRYAN. R.K.. ICLSON. B.H. Navada. Btata of. 79/11/01. 2pp. 


—7912200652 Nonproprlatary IE Inap Rapt 79-02 on 760309-0415. 
Nonconpllanca noted; radwaata raaovad Fron ehlpplng 
contalnera. radwaata not diapoaad of within six aonths froa 
data of recaipt I. dispoeal of uncontainad radwaata. 

UENSLAUSKI. F. A. > PHILLIP. 0. A. Rag ion S. San Franciaco. Office of 
tha Director. BOOK. H. E. Ragion 5. San Franciaco. Fuat Facilitg 

li Hatariala Bafatg Branch. 76/05/11. 88pp. 


— 7913200658 Order ouapanding licenea for handling of nuclear aatl due to 
vlolatlona noted in 760309 inap. 

DAVIS. J. 0. Office of Inapectlon t. Enforceaent. Office of tha 
Olr actor. 76/03/11. 3pp. 


—7912200667 Ltr conflralng allagationa that enplogaae had rawoved 
equipnant Si watla fron aita. Raquaate cooperation fay local 
reaidanta in continuing atteapt to locate addl tanks. 

ENOELKEN. R. H. Region S. San Franciaco. Office of tha Director. 
76/03/31. 14pp. 


— 7912380676 "Radtatton Survey In Beatty. NV ti Surrounding Area 
(Mar 1976). - 

HENDRICKS. 0. H, > FORT.C.U. Environaental Protactlon Agency, 
76/04/30. 47pp. 


DOCKET 27-039 SHEFFIELD, IL. . NUCLEAR ENOINEERINO CO. 


7912180444 Forwards quarterly Monitoring data of pteaoaatars Si walla in 
vicinity of Trench 10 6 Trench 18 auaps. per 790423 agreenent 
w/NRC. 

BAER. T. 8. Nuclear Engineering Co.. Inc., (subs, of Teledyne. Inc. >. 
79/11/06. Ip. 


— 791S1B0448 Trench IS Monitoring record for Jul-Sept 1979. 

a Nuclear Engineering Co. . Inc. > (subs, of Taledyne. Inc. ). 
79/09/30. Ip. 


7912130290 Order denying Chicago Section of ANS 790828 Motion to coapal 
NRC- to file draft ElB fc to coMpel study of reasonable 
alternativas for suspension of OL. No authorities cited which 
require or permit euch action hy ASUa. 

OOODHOPE. A. C. Atonic Safety and Licensing Board Panel. 79/12/03. 
3pp. 


7912260290 Motion for reconsideration of ASLB 791203 order holding' that 
Nuclear Engineering is still In possession of existing 
license. Certificate of Svc end. 

CONNER. T.B. Nuclear Enginaaring Co.. Inc., (subs, of Telodyna. 

Inc.). CONNER. T.B. Conner. Moore li Corher. 79/12/ia 6pp. 


DOCKET 27-047 BARNHELL. SC. . CHEH-NUCLEAR SYSTEMS 


7912140114 Forwards Amend 19 to License 46-13536-01. 

DRAOONETTE. K. 8. Low Level Haata Licensing Branch. 79/11/07. Ip. 


—7912140119 Aaind 19 to License 46-13536-01. Conditions 4 tc 14. Author lies 
oporation under supervision of J8 Corbett. D EbenhaekiHR 
Oakley. LB Hcbbard h LO Toner. Radweate receipt ti dlapotal 
shall be h andled on individual truckload heals. 

DRAOQf£TTE> K. 8. Chea-Nuclaar SysteMS. Ine. 79/11/07. tp. 


7912200001 Forwards Haste Packaging Insp Rept 79-03B on 791017. 
SUTHERLAND. J. T. Region 2. Atlanta. Fuel Facility tiliaterlalo 
Safety Branch. 79/11/07. 2pp. 


■7913300002 Haste Packaging Insp Rept 79-03B on 791017. Noncomp 1 iaiyie 
noted; improper blocking li bracing. 

P0TTER.J.P.. HOODRUFP. R. L. Ragion 3. Atlanta. Fuel Facility ti 
Materials Safety Branch. 79/11/07. Spp. 


7912200344 Forwards waste packaging Imp Rept 79-02A on 790925-26. No 
noncoaplienca noted. 

BUTHERLAfR). U. T. Region 2. Atlanta. Fuel Facility 6 Hatarlals 
Safety Branch. 79/11/07. Bpp. 


—7912200395 Haste packaging Inep Rapt 79-02A. No nonceapllahea noted. 
Kajor areas inspected: shipping paper 6 DOT placarding 
raquireaents. radiation levelsi rtaovabla contanination. DOT 6 
NRC package features. 

BR OW. B. A. Region 2. Atlanta. Office of the Director. 

POTTER. J.P. Region 2, Atlanta. Fuel Facility 6 Materials sLfety 
Branch. 79/11/06. 6pp. 


7912360072 Correcis Haste Packaging Imp Rapt 79-OlC. Paragraphs S ti 10 
discuss drUM shipped by B6H. containing liquid metis. Drun in 
fact shipped hy Dawha Public Power Co. 

SUTHERLAND. J. T. Ragion 2. Atlanta. Fuel Facility E Naterlmla 
Safety Branch. 79/11/00. 2pp. 


— ^7912360070 Forwards Haste Packaging Imp Rept 79-OlC on 790911-13. 
SUTHERLAND. J. T. Region 3. Atlanta, Fuel Facility 6 Materials 
Safety Branch. 79/10/30. 2pp. 


•7912260065 Haste Packaging Insp Rapt 79-OlC on 790911-13. Nencoapl lance 
noted; faleificatlon of shipping papers, 

UOOORUFF.R. L. . POTTER, J.P. Region 2. Atlanta, Fuel Facility E 
Hatarials Safety Branch. 79/10/19. Spp. 


7912260142 Forwards Haste Packaging Imp Rapt 79-03H on 79092S. 
SUTHERLAND. J.T. Region 2, Atlanta, Fuel Facility E Haterlmle 
Safety Branch. 79/11/09. 2pp. 


— 7912260145 Haste Packaging Insp Rept 79-02B on 790925. Noncomp lianee 
noted; excessive levels of eontaainatlon in llcantae shipment 
vehicle. 

BROIM.R. A. Ragion 2. Atlanta. Office of tha Director. 

POTTCR.J.P. Ragion 2. Atlanta, Fuel Facility E Materlale Bafety 
Branch. 79/11/06. 4pp. 


7912310030 Forwards Haste Packaging Insp Rept 79-04B on 791031, 
SUTHERLAW. J, T, Ragion 2. Atlanta. Fuel Facility E Materlale 
Safety Branch. 79/11/19. 2pp. 


— 7912310038 Haete Pactaging Ipsp Rapt 79-048 on 791031. NoncompI lance 
noted: Improper placarding of vehicles. 

POTTER.J.P., BRDUN.R,A. Region 2. Atlanta. Fuel Facility E 
Hatarials Bafety Branch. 79/11/14. 4pp. 


7912170381 Notifies of coapleted revtpw of DO Eisenhut 791100 meath to 
HR Denton re Itrs to licensees concerning solid radwatta. 

Authors of Itr did not sufficiently ceneider technical E 
political problems associated w/approech. 

COLLINS, J.T. TMI-R Dparatlons/Support. 79/11/36. 4pp. 


—7912170304 Forwards ltr to licensees on solid radwasta. In order to 
continue aveilability of waste burial facllltlee. action 
Items in ltr must be implamanted by licensees. 

ElBEMiUTi D. 0. Division ef Operating Reaeters. 


79/11/00. 


18pp. 



2 


DOCKETED ITEMS 


— 791217038“? SumnuBTi) o# 791017-19 meeting u/Bfcate of SC palicg k 
technical offlclale re laui level radwaste. Itinerarg h SC 
Dept of Health tc Environ cotitrol draft Itrs to Ctiem-Nuc 1 ear 
Sge.Inc end. 

e Comnilfeion. 79/10/19. 9pp. 


7912170286 aummarg of 791030 meeting le/SC Bureau of Radiological 
KealihiSC Oeological Qurvegt vendor & USOS in Colunbia<SC re 
geologic ti hgdrotogle atpecte of facilltg & impact of 
reported fault on Integritg of cite. 

LEFEVREaN. Seosclencee Branch. 79/ 12/OS. Spp. 


— 7912170230 Summarg of 791030 meeting ulth SC Dept of Health k Environ 
Centrolj IfSOSt 8C Oeological Surveg k vendor In Columbla^SC 
re apparent fault at site. Faults at site should not have 
significant effect on radionuclide migration. 

TURIr 0. P. Loy Level Haste Licencing Branch. 79/ll/'07. 8pp- 


D0CKE7 40-0341 GENERAL SERVICEG ADMINISTRATION 

7912040031 Ack receipt of 791018 Ur ^RC of stops taken to 

correct violations noted In IE Insp Ropt 40-O34l/79-0r 
MCCLIMTOCKi R. 0. Region !• Philadelphia. Office of the Director. 
79/10/30. Ip. 


—7918040036 Responds to NRC 790919 Itr re violations noted in IE Insp 
Rept 40-0341/79-01. Corrective ac 1 1 ons : reg tonal radiological 
surveg k audit conducted t. actions taken to ensure proper 
instrument calibr. .i 

PERRVMANi G. I. General Services Admi nlatratl on. 79/10/10. Jpp. 


--791E04003S Discusses IE Insp 
notice of violation. 
MCCLINTOCK. R. □. Region 
79/09/19. 2pp. 


Rept 40-0341/79-01 on 790029 8. forwards 
I, Philadelphia, Office of the Director. 


DOCKET 27-048 RICHLAND, MA. .NUCLEAR ENGINEER IN® CO. 

7912210108 Foruards 6NH Ltcanse 16-192D4-01 author! ling receipt & 
disposal of SNM at lou level waste burial ground at Hanford, 

HA. 

SHITH, R. D, Lou Level Haste Licensing Branch. 79/12/04. 2pp. 


•791321011>0 BNM License 16-19804-01 for Nuclear Engineering Co, Inc 
authorltlng receipt 6 disposal of SNN at loy level uaste 
burial ground at Hanford, HA. 

SfllTHiR.D. Loy Level Haste Licensing Branch. 79/11/30, 24pp. 


•7912210114 "Lou Level Haste Burial Oraund Site Closure k 
Stahiliiationf “ Revision 1. 

* Low Level Haste Licensing Branch. 79/05/17. 7pp. 


7918310249 Forwards FR notice of Issuance of reneyal license for 
disposal of BNM. 

DRAOONETTE, K. S. Lou Level Haste Licensing Branch. 79/12/13. Ip. 


— 7912310289 Notice of Issuance of renewal llctnsa for disposal of BMH. 
BRAODNETTE. K. B. Lou Level Waste Licensing Branch. 79/12/18. 

4pp. 


— 7918040045 Notice of violation 
failure to conduct roquired 
* Region 1, Philadelphia, 


from insp on 790029. Noncomp 1 ianco noted 
Insps of Curtis Dag depot. 

Office of the Director. 79/09/19. 


Ip. 


7912200007 Responds to IE Bulletin 79-19, -'Packaging of Lou Level 
ftaduaste for Transport & Burial. " Raduaste generated 
occasl onal lifi upon repackaging of leaking containers or 
shlpment/relocatlon of tnatls requiring decontamination, 
PERRVMANiO. I. General Services Administration. 79/11/8B. 4pp. 


DOCKET 40-1162 WESTERN NUCLEAR. INC. 


7918110072 Notifies af Issuance of License Amend 5, author i i ing raise 
of util tailings dam to elevation 6410 ti operating level of 
tailings pend to elevation 6400. i 

SCARANOfR.A, Uranium Recoverg Licensing Branch. 79/10/11. 3pp. 


7912030033 Foryards results of analtjsis of nine samples of sediment 
collected between louest settling pond 6 ore haul road 
within water drainage pathwag.as directed bq NHC. 

BPODEMiO. Western Nuclear. Inc. isubs. of Phelps Dodge Corp. ). 
79/10/89. 3pp 


7912310271 Forwards FH notice of Issuance of reneyal license for 
disposal of BNM.iRspiaces Page 4 of notice sent w/791213 Itr. 

W/o and. 

DRAODNETTE, K. 8, Lou Levs I Haste Licensing Branch, 79/12/14. 

8pp. 


79128S0672 Urgas flnaUiatlon of DOE plana for acceptance of 
comnarcial transuranlc waste. Nuclear Engineering Co 
will not accept BNN at site. 

MARTIN, J'. ft. Diviaion of Haste Management. 79/18/18. Ip. 


79121 10115 Motif ies of amend fee ovorpagment per issuance of License 
Amend 4 on 790625. Ref und will be made. 

MlLLERfW. 0. License Fee Management Branch. 79/11/02. Ip. 


79121B0073 Requests const insp of lift in tailings retention dam. 
authortied bg Amend 5 to license. Inap is necessary within 
neit two uks, In light of Lessons Learned Task Force 
recammendatlons from Church Rock dam failure. 

ECARANO.R. A. Uranium Recovery Licensing Branch. 79/11/09, Ip 


•7912260674 Returns License 16-19804-01, due to alleged defects in 
licensing procedures. No nuclear waste will be accepted at 
site. 

NEEL, J. N. Nuclear Engineering Co. i Inc. f isubs. of Toledyne, 
Inc. ». 79/18/07. 2pp. 


DOCKET 40-1341 EDCEMONT URANIUM MINE, TVA S, HINES DEVELOPMENT, INC. 


7912140255 Forwards conceptual d econmias ioning plan, in response to 
request to 0 Trager of NRC. W/o enc I . 

MILLS, L.M. Tennessee Volley Authority, 79/10/03. Ip. 


DOMESTIC LICENSING OF SOURCE MATERIAL 

BOCKET 40-0839 UNION CARBIDE CORF. 


79121900B6 Responds to request for participation In EIS for Edgemont II 
mill in SD. Proparot ion of entire EIB has been contracted to 
DRNL. 

SCARANOiR.A. Inter lor. Dap t. of . 79/11/16. 2pp. 


79121805^5 Bummary of 791016 meeting u/ANL in Silver Bpring. HD re 
linlpn Carbide Corp new proposed tailings disposal plan t, 

FEB preparation. 

KOTSCH.J. L. Uranium Recovery Licensing Draneh. 79/11/81. app. 


DOCKET 40-0299 UNION CARBIDE CORF. 


79181708S6 Authorties archeological survey on 3.5 sectlone of land ti 
Site 48NAI08. For ward! State of HT 791106 Itr describing 
site. 

REKBMEVER. P. C. Union Carbide Corp. 79/11/13. 8pp. 


7912310190 Foruards 791130 permeability tests rept per Lleana# Amend 
13, Condition 2. Tests indicate average permeability of 
0.83 ft/yr for clay liner as installed. 

HONO.T. Union Carbide Corp. 79/12/05. Spp. 


7918170725 Summary of 790924-25 site visit it scoping 
scoping committee t, list of attendees end. 

TRACER, E. A. Uranium Recovery Licensing Branch. 


meeting. Outline of 
79/11/16. 11pp. 


7912180005 Cemmonts on doe ommt ss loni ng plan t< environ rept, Rept 
procodurally adequate w/rospoct to description 8, evaluation 
of selected disposal si t b, mi 1 1 si te 8, fish & ulldlife 
resources. _ , 

TAUn.S. H. Interior. Dept, of. Fish k Wildlife Service. 79/11/19. 
2pp. 


7912J70069 Forwards comments re land use, surface water hydrology, 
geology fc terrestrial biota required for review of environ 
rapt for Edgemont U mill docomraissloning. Requests response 
according to agreed timetable. -.ntnjni 

SCARANO.R. A. Uranium. Recovory Licensing Branch. 77 /l»/wi. 


18pp. 



DOCKETED ITEMS 
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DOCKET 40-1386 RAYTHEON CO, 


7912O30SS1 Ack raciipt of 79102S 1 tr informing NRC of stops taksn to 
corract violations noted In IE Insp Rept 40-1386/79-01. 

HCCLINTOCK> R. 0. Region 1> Philadelphia. Office of the Director. 
79/11/01. Ip. 


— 791S030SS8 Responds to NRC 790918 Itr re violations noted in IE Insp 
Rept 40-1306/79-01. Corrective at ti ons: breath Ing lone 
sampling to be initiated for determination of thorium 
contamination in uiork areas. 

MERROW. R.J. Raytheon Co, 79/10/82, 3pp, 


“7912030224 DIbcusbbb IE Insp Rept 40-1306/79-01 on 790016-17 t> forwards 
notice of violation. 

MCCLINTOCK. R. 0. Region 1. Philadelphia. Office of the Director 
79/09/IB. 2pp. 


DOCKET 40-8061 WEST CHICAGO FACILITY. KERR-HCGEE CORP, 


7912070009 "Stab llljtat ion Plan." 

• Kerr-McOee Chemical Corp. (subs, of Kerr-McOee Corp. >. 79/08/15. 

894pp. 


7912050019 Summary of 790919 meeting w/state. local ti federal 
representatives in Region 3 ofcs re Kerr-McOee b tab! 11 latlon 
plan for site. 

NIXON. W. A. Uranium Fuel Licensing Branch. 79/09/25. 2pp. 


7912030008 Submits demands for Inclusion in 79H06 meeting between NRC 
tc Kerr-McOee in Rockvllla.MD re decommisai onlng of Meet 
Chicago f acl 1 i ty . Urgas future nontechnical meetlngB be held 
in Chicago area. 

RENNELS.A.E. West Chicago. IL. 79/10/31. Ip. 


7912030024 Conflrmi 791101 telcon re matls taken from factory site 6 
inetalled elsewhere. Ofc of Atty Oeneral regucsts 
radiological measurements on all matl taken from site. 

HANSELL. D. Illinois. State of. 79/11/02. 2pp. 


7912190217 Requests thorough analysie of Kerr-McQea lab. converted into 
ofcs In Chicago. IL. in which ekcess levels of radiation have 
been detected, Also requests identification of other Kerr- 
HcGee bldgs. 

HANSELL. D. Illinois. State of. 79/11/19. ip. 


7918170177 Forwards comments from various organ! lat Ions. re proposed 
stabllliatlon plan S. IE study on airborne risks posed by 
thorlum-baaring residues found at various places in West 
Chicago. IL. 

NIXON.U. A. Uranium Fuel Licensing Dranch. 79/11/21. 10pp. 


DOCKET 40-2259 PATHFINDER MINES CORP. 


7912170143 "Ground Water Hydrology Adjacent to Pathfinder Gas Hills 
Tailings Reservoirs." 

HOWLETT.L,. HOFFMAN. Q. L. Hydro-Engineering, 79/07/31. 122pp. 


7912170282 Notifies of error in 790302 semiannual effluent monitoring 
rept. Topsoil sample analyses presented as "soluble" should 
be identified as "total" concentrations. Std rept form 
corrected to eliminate further prob lems. 

NUOENT.E.L, Pathfinder Hines Corp, 79/10/31. ip. 


7912170204 Forwards data accumulated 790706-14 on in vivo lung analysis 
re 791029 request. 

NUOENT.E.L. Pathfinder Mines Corp. 79/11/14, Ip. 


--791217O20S "Rspt of In Vivo Counting for Pathfinder Mines Corp." 
HELOEBON. 0. L. Helgeson Nuclear Services. Inc. 79/00/24. Spp. 


7912190400 Amends Source Matl License 8UA-678i author! I ing use of new 
solvent extraction circuit. Installation U maint of fire 
protection sys required for solvent extraction bldg. 

8CARAN0. R.A. Uranium Recovery Licensing Branch. 79/11/14. Spp. 


7912190612 Amend 6 to License 8UA-672. author 1 ting replacement of 
solvent extraction circuit. Licensee must maintain Halon 1301 
fire protection sys in bldg. 

GILLEN. D.M. Uranium Recovery Licensing Branch. 79/11/14. 2pp. 


7912200285 Ack receipt of 790822.0917 «< 1026 Itra Informing NRC of 
steps taken to correct violations noted in IE Insp Rept 
40-2259/79-01. 

EVERETT.R. J. Region 4. Dallas. Fuel Facility tc Materials Safety 

Branch. 79/11/19. 10pp. 


--79122B0295 Responds to NRC 790926 Itr re violations noted in lE Insp 
Rept 40-2259/79-01. Corrective actlonsiulll improve mgt 
control by direct access to mgt level personnel during entry 
& exit interviews. 

NUOENT.E.L, Pathfinder Mines Corp. 79/10/26. 10pp. 


--791220O3O3 Ack receipt of 790022 U 0917 ttrs Infarning NRC of steps 
taken to correct violations noted In IE Insp Rept 
40-2259/79-01. Requests addl info. 

8EYFRIT.K.V. Region 4. Dallas. Office of the Director. 

79/09/26, Ip. 


--7912200311 Responds to NRC 790906 Itr re violations noted in IE Insp 
Rept 40-2259/79-01. Corrective actions: radiation health 
physicist will audit performance of radiation dept every 30 
days for six months. 

NUOENT.E.L. Pathfinder Mines Corp. 79/09/17, 3pp. 


--7912170180 Submits comments on Kerr-McOee Chemical Corp proposed 
stabilization plan re activities in Wost Chicago. IL. EPA 
eamments end. 

HANSELL. D. nilnois. State of. 79/10/19. 25pp. 


--79121701BS Forwards results of oxperlment conducted on West Chicago 
soil samples re airborne thorium risk experiment. 

GRANT. W.B. Region 3. Chicago. Office of the Director. 79/10/26. 

8pp. 


7912050041 Summary of 791113 meeting u/Kerr-hcOoe re commento prepared 
by various organizations on proposed stabilization plan for 
facll 1 ty. Vender agreed to provide changed or addl pages for 
stabilization plan to reflect answers. 

NIXON.W.A. Uranium Fuel Licensing Dranch. 79/11/27. 2pp. 


--7912200325 Ack receipt of 790022 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 40-2259/79-01. 

Requests addl info. 

BEYFRIT. K. V. Region 4. Dallas. Office of tho Director. 

79/09/06, Ip. 


--7912200331 Responds to NRC 790731 Itr re violations noted in IE Insp 
Rapt 40-2259/79-01. Corrective actions: personnel In radiation 
dept will InspBCt equipment before operating equipment. 

NUOENT.E.L. Pathfinder Mines Corp. 79/08/82. Bpp. 


--7912280339 Forwards IE Insp Rapt 40-2259/79-01 on 790625-86 *< notice of 
violation. 

SEYFRIT. K. V. Region 4. Dallas. Office of the Director. 

79/07/31. 2pp. 


7912200450 PNO-1 1 1-79-049: on 791 126. rad loactlvlty detected in bldg 
purchased several years earlier from vendor. No radiation 
levels likely to cause exposures In excess of NRC limits. 

PAPERIELLO. C. J. . ROY. 0. Region 3. Chicago. Office of the Director. 
79/11/28, Ip. 


7912260103 Forwards FR notlca re vendor decommission plans for rare 
earth facility (< NRC Intent to prepare EIB. 

CROW. W. T. Uranium Fuel Llcenelng Branch. 79/12/11. tp. 


--7912280346 Notlca of violation from insp 790625-26. 

e Region 4. Dallas, Office of the Director. 79/07/24. 2pp. 


--791880O36O IB Insp Rept 40-2259/79-Oi on 790625-26. Noncomp liance noted: 
failure to perform monthly contamination surveys (< scrubber 
operational checks ti failure to post license V regulations. 

DROWN. 0. D. Region 4. Dallas. Fuel Facility & Materials Safety 
Branch. CAIN. C. L. . HARRISON. H. C. Region 4. Dallas, Office of 
the Diroetor. 79/07/24. 9pp, 


“7912260106 Notice of availability of stabilization plan b Intent to 
prepare DE6 ra approval of plan to dacommlsslon rare earth 
fad 1 Ity. Btabl 1 Iiatlon plan U raeipiant address list end. 

CROW. W. T. Uranium Fuel Licensing Dranch. 79/12/11. 3pp. 


DOCKET 40-3453 ATLAS MINERALS 


7918170241 Advises of deferral of Yuba City project due to cost, 
procedures ti concerns re efficiency of recovery sys. Requests 
roeponie to 790829 Itr. 

SWANSY. 0. T. Atlas Minerals. 79/10/10. Ip. 
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T'yiaosooas Daelinsi 7?0924 of far to p«rtlcipat» In ALAHA itudg. 
SUANBYj a. T. Ablai Minardi i. 7Y/10/19. Ip. 


791203032? Acl racalpt of 790914 Ifcr Inforainp MRC of afcapt tikan to 
corrtct violations noted in IE Insp Ropt 40-3433/79”0l. 

Raoiiosts further Info. _ 

eVERETTi H, J. Rajion 4i Dallasr Fuel Facility Bi tlatarSal* flafatg 

Branch. TY/IO/S?. Ip. 


— 7913310449 Submite results of 791030 raiietlon survey of former UB 
Enarpy Corp leatal bldg located at Federal American Partners 
U milling site. Contamination levels aceaptabla for 
unrastrittad use. _ . ^ 

CAIN.C.L. Region 4, Dallas. Fuel Paeilltu t. Materials Bafstg 






DOCKET 40-6940 KAMECKl BERVLCO INDUaTFllEB, INC. 


♦7913030330 Responds to NRC 790B20 Hr re violations noted in !E Insp 
Rapt 40-3493/79-01. Corrective actions: constant floui 
raspirometar purchased to bo uorn bg nalnt personnel. 

BWANBV'.O.T. Atles Minerals. 79/09/14. 4pp. 


— ^7913030331 Forwards IE Inip Rapt 40-3493/79-01 en 790717-19 * notice of 
violation. _ . . 

BROiM. 0. D. Region 4. Dallas. Fusl Facility t. Msttrials Safety 

Branch. 79/0B/20. 3pp. 

— 7913030333 Notice of violation from Imp on 790717-19. 

a Region 4. OaUai.. Office of the Director, 79/00/17. 3pp. 


•7913030334 IE Inep Rapt 40-3483/79-01 on 790717-19. Noneomptlane a noted: 
ImpTopar selaellDn of rsiptrator agolpaanl failure to 
conduct biweekly surface contaminetlon surveys of change 
rooms. 

a Region 4. Dallas^ Offica of the Director. 79/00/17.' 6pp. 


7913300137 Notifies that Souret Matl License BUA-917 is amendid 
ravistng Condition 19. authorising elevation Ineraata of 
tailings impoundment 6 tailings pond, 

aCARANa.R.A. Uranium Racovary Licensing Branch. 79/10/39. Spp. 


7913300163 Forwards "Rapt of In Vivo Counting. 79071 1-13. " 
BWANBY.9.T. Atlas Ninarals. 79/11/18. Ip. 


7912170078 Forwards nottes to te published in FR> listing major proposed 
licensing actions filed w/Div of Fuel Cycle b Hatl Safety 
not previously listed In FR. 

CUNHINCHAM. R. E. Division of Fuel Cycle li Material Safety. 

79/11/19. ip. 


— 7912170070 Notice of racsipt of applleations for lleenias. amends b 
license riniwals. 

CUNNINOHAM. R. E. Division of Fuel Cycle b Material Safety. 
79/11/19. &pp. 


DOCKET 40-7344 OENERAL ELECTRIC CO. 


7912110189 Ack receipt of 791101 Itr informing NRC of steps taken In 
Tssponss to IE Insp Rep ti 30-06047/79-01 b 40-7344/79-01. OE 
interprststlon af lOCFRSO correct ra aeeast. Interlock 
control not rtiiuired. 

MCCLINTOCK.R. 0. Region 1* Ph lladelph iat Off lee of the Director. 
79/11/14. ip. 


—7918110167 Responds bo NRC 791026 Itr re IE Insp Rspts 30-06047/79-01 li 
40-7344/79-01. Correct tvs actions: compllancs W/10CFR80 
achieved re control of noeetlp line scanner in Bldg 100, 

Requests NRC advice re need for Interlock control. 

MCFADDEN. Xr. Oaneral EUctrle Co. 79/11/01. Ip. 


— ^7913300163 '"Rapt of In Vivo Countlngi 79071 1-13. “ 

a Helgaion Nuclear Barvlcee. Inc. 79/07/13. 14pp. 


7912300638 Dlscussas 791113 insp of const of IB-ft rise to tailings 
pond. Testing proeedurat b const activities adtquate. Hatl 
masts design space for toHi. 

HQWARDiT.R. Atlas Minerals. 79/11/30. Spp. 


7913310162 Forwarda design crtterlaj gradation curve b hydrologic b 
const data design drawing par 791330 maatlng, 

BUANBY.O. T. Atlas Minerals. 79/12/03, Bpp. 


DOCKET 40-4493 FEDERAL AMERICAN PARTNERS IMININOJ 


— 7913110173 Discusses IE Imp Septa 30-06047/79-01 b 40-7344/79-01. No 
noneoapllanco notsd. Major araas Inspected; llcansaa actlona 
re radiation safety, llcanst fa NRC rules. NRC understands Bldg 
100 will be equipped u/Interloeks per lOCFRSO. 

HCCLIKTOCKjR. C. Region 1. Philadelphia. Office of the Director. 
79/10/36. 3pp. 


DOCKET 40-706? PLATEAU REBDURCE0. LTD. 


7913130360 Dlscussss dacomtniss lonlng plans for facility. Monitor Ing 
under way, Mill startup planned for first quarter of 1901. 
Transfer of wst tailings will begin by 810301 b be completed 
by 010431. 

NENMAN.P. Plateau Raaourcas. Ltd. 79/11/13, Spp. 


7918180179 Raqussts permission to construct b opsrett major mod b 
aspansion of facility under Llenast 8UA-667. Forwerds 
supportive documantat ion. "Msjor Mod C8000 Tons per Day Mill 
Addition) to Source Metis License BUA-667 Application." 

HRIOHTiK. H. Federal Anarlcen Partners <MlnlngJ. 79/11/14. Ip. 


—7913100104 "Mijor Mod <3000 Tent Par Day Mill Addition) to Seurea Metis 
License 8UA-667 AppllcatlDn. " Bsvsn ovsrtiie drawings sncl, 
a Fsdaral American Partners (Mining), 79/11/14. 83pp. 


7918170093 Summery of 791009 aaeting w/TVA b Federal Amariesn Partners 
In Silver Sprlng.HD re license ranewel request, 

OILLENi D. H. Uranium Recovery Licensing Branch. 79/10/86. 8pp. 


7913030013 Forwerds results of in vivo body scans reprassntlng dat* 
taken from 30 tmpleyess over 3-yr pariad. performed par 
NRC raquaab. 

BPIBAK. J. F. Fsderal American Partners. 79/11/01. Spp. 


7913170099 Cenflrets 791108 telcon w/R Cooparsteln re decommissioning 
of Bhooterlng Canyon RbD site. Updmtad propotad 
decommissioning plans due by 791331. 

LINEMAN. J.J. Uranium Recovery Licensing Branch. 79/11/80. Ip. 


D(KKET 40-0037 KERR-MC<SEE CORP. 


7913360383 Requeete oiomption from licensing fsas. Amtnds will bs issued 
te llcancaat to Incorporate decomMiatlonlng b amargsney 
plans as eondlttom of licenses. 

ROUSE. L.C. Probabilistic Analysis Branch <Pra 7910301. 70/07/13. 

Spp. 


7913030017 Rtsponds to NRC 791010 telcon re eddl Info to support 
791008 request for excaptlon to Rag Oulde 3. 13. Dlseuesas 
pond fill schedule b above- b balow-grade pond failures. 
SHELLEY-M.J. Ksrr-McOse Corp. 79/10/31. Spp. 


7913170114 Foreeerds projected schedule for Federal Aiserlcan Partners 
environ rspt rsvlswi based on receipt of rept by 791207. 

LIhCHAN.U. J. Uranium Recovery Licensing Branch. 79/11/30. 3pp. 


7913310379 Conflrma adding discuislon re moving eeletlng tailings pond 
to agenda of 791810 meeting w/NRC In Silver SprtngiHD. 

SPIBAMi J. F, Federal American. Partners (Mining). 79/ll/Sl. Ip. 


DOCKET 40-8108 EXXON H1NERAL8 CO. USA* EXXON CORP. 


7918040029 Rtsponds to 790730 requaat for Info ra In situ U solution 
ostr action technology b specific projects utlll t ing sodium 
carbonate-bicarbonate as 1 Ixlvlant. FoTwardt MUREO/CR-031 1 b 
NURE0-04B?, H/o and. 

MILLER.H. J. Uranium Recovery Licensing Branch. 79/00/80. ip. 


7913310449 Forwards Region 4 791113 rapt ra aurvey of former UB Energy 
Corp metal bldg daeontamlnatad by Fddaral Amarlcan 
parkfiars, Bldg meats unrestrletsi use criteria. 

LINEHAN.J. J. Uranium Recovery Licensing Branch. 79/11/89. Ip. 


7918310190 Advises of planned program to Improve vantilatlen In mill 
yallowcaka work areas. Altaratione do not change opsration 
mode tlgnlflcankkyi as dtseusssd In 791036 telcon. Deter iptlon 
of proposed alterations and. 

OHTLOFFiO.O. Eckon Minerals Co.. U0A, 79/10/30. 6pp. 



DOCKETED ITEMS 


5 


791SS001&? Farbiardi r«pt "In Vivo Lung Counting Data> Highland U 
Op*r«tlon»i 1970-1979. “ 

9ALMON8DN. D. J. Exion Minaral* Co. , USA, 79/11/09. Ip, 


— ^7918200173 "In Vivo Lung Counting D«ta> Highland U Oparatlona. 
1978-1979. '• 

a E«ion Hintralt Co. • USA. 79/11/09, 4pp. 


791S1907S0 Ha^uaiti confirmation that amand to llcanac ii not naceatarg 
to allow acceptance ti procaiting of U lolutione !< ilurries 
at facllitg. 

□HTLOFFiO.D. Etaon Mineral e Co. . USA. 79/11/18. Ip. 


DOCKET 40-8200 CLEUEUAND-CLIFFS IRON CO. 


7912190279 Reiiueiti llcenia cancellation. Forward! "North Rolling Pin in 
Situ Solution Mine Teat tc Reatoration Summargt " giving 
peat-oparattonal finding!. 

BOHERVILLEi K. 0. Claveland-Cllf f a Iron Co. 79/tO/Sf). Ip. 


r‘*7918190S80 "North Roiling Pin In Situ Solution Mina Teat Ic Restoration 
fluAMarg. " 

UATKINStD. In-Situ Consulting. 79/01/31. 98pp. 


DOCKET 40-B304 UYOMINO MINERAL CDRP. 


7912110092 Rasponds to 790S1& Itr ra llcanaa renewal. Advises that 
79072& Itr was in error. Requests proposed plans for RI<D 
activities prior to license renewal. Addl site info 
nacassarg. 

SCARANOfR. A. Uranium Recoverg Licensing Branch. 79/10/24. Spp, 


7912190768 Hlthdrawa request for hearing ra renewal of license. Requests 
postponement until 800111 for providing planning info re 
RbD activities. 

SCHENOEL. K. R. Hgomlng Mineral Corp. 79/11/13. ip. 


7912120093 Summarg of 791102 meeting w/vendor in Silver SpringiMD re 
status of lictnsa rtnaual rsquasti Halvlant aacurtion at 
commarcial in situ slta ti status of amend application to 
authoriia Incraaie In flow rata eapacltg. 

C00PER8TEIN* R. Uranium Racovarg Llcansing Branch. 79/11/19, 
Spp. 


7912180100 Bummarg of 791101 meeting w/HY Mineral Corp in Silver 
SpringiMD ra in situ U lelutlen attraction activities at 
Irigarag site, 

COOPERSTElNi R. Uranium Racovarg Licensing Branch, 79/11/19. 
Spp. 


DOCKET 40-8348 IN 8 ITU URANIUM LEACHING PROJECT 


7912170243 "Addandum to egnopsis of Rssaarch In Bltu U Leaching 
Projecti Results of Aquifer Stab i 1 itation Observation ti Othar 
Survags. " Drawing end. 

a Minerals Exploration Co. (subs, of Union Oil Co, of California). 
79/10/24. 37pp. 


DOCKET 40-8330 ROCKY MOUNTAIN ENERGY CD, 


7913170172 Notifies of exeurslon in Pattarn 3 Nina Mile Late in situ 
laach tast operation. Dlscovartd during routine check of pH 
li conductivltg of monitor well sample. 

ROTHFLEiaCHt J. E Uranium Recovorg Licantlng Branch. 79/11/21. 
Ip. 


DOCKET 40-8802 IRIOARAV MINEi WYOMING MINING CORP. 


7912310193 Forwards status rept In form of 790917 (t 81 eammunicationa 
betuean Irlgarg facllitg & Stata of WY. Includss water 
qualitg anelgsesi static water levels t> ptexometrlc contours. 
SCHENDELi K. R. Westlnghouee Electric Corp. i Wgoming Mineral Corp. 
79/09/26. 13pp. 


7912310197 Forwards status rapt in form of 790926 & 1012 eommunicatlons 
batuaen Irlgarg facllitg t< State of WY. Includes add! water 
qualitg analgsis results from shallow monitor & shallow 
research will samples. 

SCHENDELi K. R. tlestlnghouse Electric Corp. i Ugomlng Mineral Corp. 
79/10/16. 24pp. 


7912170170 Forwards change request h latest communications batwaan 
Irlgarg facllitg b State of WY. 

SCHENOEL. K. R. Ugoming Mlnar al Corp, 79/11/12. Spp. 


7912200014 Forwards update of Inigararg 517 ammonia transport b 
convsrslon monitoring program re requlrementa of license 
Cond lilon 38. 

FORDi H. Mgomlng Mineral Corp, 79/11/16. 9pp. 


7912120093 Summary of 791108 masting u/vandor In Silver SpringiMD ra 
status of llcanaa renewal raqueati 1 lx i viant etcurslon at 
conwnarcial in situ site b status of amend application to 
authoriis increase in flow rate capacity. 

CDOPERBTEINi R. Uranium Recoverg Licensing Branch. 79/11/19. 

3pp. 


7912180100 Summary of 791101 meating ui/WY Hintral Corp in 61 Ivar 
BpringiMD re in situ U solution extraction activitiei at 
Irigarag alts. 

CQOPERBTElNi R. Uranium Recovery Licensing Branch. 79/11/19. 

3pp. 


7912130011 Providsa written summary of verbal update given at 791102 
meeting re excursion cleanup procedures required for 
Irigarag mine by MY Dept Environ duality. 

FOROiM. H. Ugoming Mineral Corp. 79/11/26. 2pp. 


7912810042 Forwards notice of violation from Stats of HY Dipt of 
Environmental Qualitg re topaeil waste noted during 791018 
insp. Cease b desist order Issued 791031. Supporting documents 
end , 

SCHENDELi K, R. 'Wyoming Mineral Corp. 79/11/36. 86pp, 


7912280106 ForwaTjds 791116 Itr from HV Mineral Corp to State of HY 
Dept of Environ Quality. Weak Ig water quality analyses for 
shallow monitor fa shallow reaearch walls end, 

WICHERBiD. L. Wyoming Mineral Corp, 79/11/26, 13pp. 


7912310803 Forwards latest communications between Irlgarg mins site b 
WV Dept of Environ Quelity. Indudee weekig water qualitg 
analyses for shallow monitor lone. 

MICHERSi D. L. Wyoming Mineral Corp. 79/11/28. 9pp. 


7912270047 Forwards 791029 itr from WY Mineral Irlgarg facility to 
Stata of WY re operations under Mining Permit 478. Two 
ovarsiia drawings end. 

8CHENDEL.K. R. Wyoming Mineral Corp. 79/H/30. 28pp. 


DOCKET 40-8804 UNION 76 MINERALS EXPLORATION CO. 


79121702S3 Informs that on 791tl4i embankment fill placement on Call C 
of tailings impoundment was suspended for duration of winter 
months. Final fill placement will commence in Spring 1900. 

ACOBTAiA. P. Union 76 Minarais Exploration Co, 79/11/19. Ip. 


DOCKET 40-B452 BEAR CREEK URANIUM CD. 


DOCKET 40-8631 ARMY. DEPT. OF, ARMAMENT MATERIEL READINESS COMMAND 


7912200604 Requeets written confirmation of 790924 talcon lauthorlilng 
Incrtasa In sampling frequency for grixtlg source term 
monitoring. 

MEDLOCKiR. L. Bear Creak Uranium Co, 79/11/07. 2pp. 


7912270232 Forwards in vivo counting data for each emplogse at Bear 
Creak. 

HERSLOPTi L. W. Rocky Mountain Energy Co, 79/it/26. Spp, 


7912110182 Discusses IE Insp Repts 30-06068/79-01.30-08867/79-01. 
40-0681/79-01 fa 70-0693/79-01 on 791003, No noneompllance 
noted. Major areas inipeetad: radiation safety fa compliance 
w/NRC regulatlone, 

MCCLINTOCKi R. 0. Region 1. Philadelphia. Office of the Director. 
79/10/18. 2pp. 


DOCKET 40-0636 WOLD NUCLEAR CO, 


7912130002 Notifies of termination of Lictnsa BUA-1329iin accordance 
w/79oei6 Itr. 

8CARAND.R.A. Uranium Recovery LI censing Branch. 79/10/18. Ip. 
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79IS 170113 R^cDfTLirrtQ nds termination af License SUA-13a9. per Wold Ni/clear 
Co 790016 request. Fie 1 d investigation reveals that no iJ 
solution eitraction has occurred. Final survoillancs <ar 
dficammlesi onlng unnecc essarq . 

CDQPEOSTElNi R. Uranium Recovarg Licensing Dranch. 79/10/10. 

app- 


DOCKET 40~B663 NUCLE/iR OrNAHICS, INC, 


79:12130139 Forwards “Restoration Summary Bept on In Situ Solution 
Mining Tost Si te. " 

STOICKi/l. F. Huclaar Dynamics, 79/10/19, Ip. 


— 7912120137 "Restoration Summary Rapt on In Situ Solution Minins Test 
Site. " 

CANNAOVi F, X . Nuclear Dynamics. 79/10/19. AOpp, 


7912190010 Forwards doc umantali on of ounorsh ip or control of land to be 
used for tailings disposal in accordance w/Condltlon as of 
Llcanss SUA-1350. Includes warranty deeds & mill site claims. 

DAKERi C. E. Energy Fuels Nueleari Inc. 79/11/12. 91pp. 


7912310169 Dlseussss 791109 const inap of embanlmants on Cells l.a & 3. 
Const procoduret appear adequate. Memo documenting 791010 
site visit enclosed. 

KELSON. J.D Colorado State Untv, 79/11/12. 3pp. 


DOCKET 40-B692 COTTER CDRP. 


7912190636 Lists contract costs incurred S< manhours ispended In 
reviewing 7S0324 appl i cati on. Approved by RA Scarano. 

ROTHFLElBCHi vJ. E Uranium Recovery Licensing Branch. 79/H/06. 

Ip- 


— 7912120190 Forwards Itr of notification of restoration activities, 
prepared by FX Connad y. pro ject engineer. 

8T01CK. A. F. Nuclear Dynamics. 79/07/13. Ip. 

"791212(H53 Ltr of notification of restoration ac tlvi ties. Out 1 Ines 
transition from end of leaching to restoration proper. 

CANNADT.F. X. Nuclear Dynamics, 79/07/09. 3pp. 


DOCKET 40-6698 PLATEAU RESQUflCES. LTD. 


7912130192 Amend 1 to License 8UA-1371 . author I* 1 ng const of embanlimont 
for tall’tngs impoundment by adding Condition 40-43 6 
modifying Condition 19, Paragraph C. 

SCARANO. R. A. Uranium Recovery Licensing Branch. 79/09/28. 3pp. 


7912210112 Advises that data tor si>th quarterly rept under License 
SUA-1331 can be found in “Restoration Summary Rept on In 
aitu Mining Test Bite Sundance Proj, Crook County. MV, •' 

3T0ICK. A. F. Nuclear Dynamics. 79/11/26. Ip. 


DOCKET 40-8674 PLATEAU RESOURCE 


DOCKET 40-6721 ROCK.V MOl/NTAIN ENEROY CO, 


7912130702 Reques 
within proposed 
site plan end. 
ROTHFLElBCHi J. E 

2pp. 


ts listed or proposed threatened endangered species 
U recovery project area. Map of U project 

Uranium Recovery Licensing Branch. 79/06/lS. 


7912280002 Forwards request to amend License SUA-1326. A1 so discusses 
compliance u/other conditions of license re radiation safety 
afflc er. earthen berm around ore storage pad. dust eontrol, 
reclamation plans t, equipment for In vivo lung counts. 

SEWELL. R.D. Plateau Resources. Ltd. 79/10/31. 3pp. 


—7913260089 Requests amend of License SUA-1326 including changes to 
address, amount, mgt control program ti arsa for 
decommissioning. 

SEWELL. R.B. Plateau Resources. Ltd. 79/10/31. 5pp. 


— 7912260102 Requests submission of fee to amend License 8UA-I336. 
JACKSON. 0. License Fee Management Branch. 79/11/29. Ip. 


--7912260108 Forwards fee for amend to License BUA-1326. 
NEMMANiP. Plateau Resources. Ltd. 79/12/03. Ip. 


7912130084 Requests supplemental info on surface water fsatures. seepage 
recovery 4 pipeline failure for review of 790212 environ 
info re source matl license app 1 1 cat Ion. Requests Info re 
endangered species for biological assessment. 

R0THFLE16CH. J. E Uranium Recovery Licensing Branch. 79/10/12. 

2pp. 


— 7912130091 Requests identification oP listed or proposed endangered 
species within arte of proposed project location. 

ROTHFLEIBCH. J. E Uranium Recovery Licensing Branch. 79/06/15. 

2pp. 


— 7912130133 Notlfiee of concarns re project in Natrona County . WY. Pub lie 
lands within project not Ident I f I ed. Environ rept did not 
specify occupation of public land. Location of federal 
minerals not Identified. 

BAKER. D.P. Inter lor, Dep t. of . Bureau of Land Management. 79/09/19. 

5pp. 


DOCKET 40-8675 ENEROY FUELS NUCLEAR. INC. 


7912180260 Forwards Bourco Matl License SUA-1325. All adminl » trot ive, 
operating 4, monitoring procedures must be implemented at 
ieost 30 days from license Issuance date. 

SCARANOiR.A. Uranium Bee ovary Licensing Branch. 79/09/29. ip. 


-7912160264 Source Matl License SUA-1323 for Energy Fuels Nuclear. Inc 
authorlilng use of crushed natural U ore at ore buying 
station near Hanksvi I le. UT. 

SCARANO. R. A. Division of Fuel Cycle I, Material Safety. 79/09/28. 

ispp. 


79122602S0 Confirms 791004 rept re status of Rocky Mountain Energy Co 
Nine Mile Lake commercial solution mining project. 

ROTHFLEIBCH. J. E Uranium Recovery Licensing Branch. 79/10/22. 

Ip. 

7918170267 Forwards response to NRC 791012 questions re environ rept tr 
source matl lie ense. Reques t s e ommenta. W/o end. 

NEUMANN, M.R. Rocky Mountain Energy Co- 79/11/09. 3pp. 

7912160086 Forwards revised environ rept, "Prlnlcipal Paremeteri for 
Radiological Assessment.'' 

NEUMANN. K.R, Rocky Mountain Energy Co. 79/11/14. Ip. 


DOCKET 40-0677 NL INDUSTRIES. INC. , DEARIN08 DIV. 


7912030120 Submits application for Aieend 2 te NL Bearlnps/NL Indus trios 
eiport license Increaelng amount of U to 60,000 ib 4 
extending expiretion date to 020101. 

CIANI.F, NL Industries, Inc. 79/10/30. ip. 


DOCKET 40-8681 ENERGY FUELS NUCLEAR. INC. 


7918120011 Amend 1 to Bource Matl License SUA-13SB re Conditions 85 4 
86 authorlilng fleet stage of const of enbankments 4 liner 
sys of tailings retention sys. 

8CARAND.R.A. Uranium Recovery Licensing Dranch. 79/10/12. 4pp. 


7912130167 Confirms 791016 tn 1 con, 1 tsml 1 1 ng specific concerns about 
oiemorandum of agreement re mitigation of adverse effect at 
mill site. Licensee wil l avoid project design within 100 ft 
of perimeter of reclaimed tailings Inpoundmant area. 

SCARANO.R. A, Uranium Recovery Licensing Drench. 79/10/19. 0pp. 


79181B0093 Revised environ rept. “Principle Parameters for Radiological 
Assessment. “ 

a Rocky Mountain Energy Co. 79/11/14. IBpp. 


7912310200 Submits formal written notification of excursion at 
fac 1 1 Ity. Forwards chronology of excursion verification for 
Well M-40, corrective actions t, drawing of Pattern III well 
layout. Progress repts forthcoming. 

DOLBERi C, M. Rocky Mountain Energy Co- 79/11/16, 19pp. 


7912190484 Advises that Board of Natrona County Commiisiohers has no 
qusstlons or comments on environ rept or source matl 
license application. 

BCHULTE. F. L. Natrona County, WV. 79/U/19. Ip. 


^2310372 Comments on Rocky Mountain Energy, response to questions rs 
proposed in situ U operation at Nine Mile Lak e, Casper. MV. 
auggests response to question re examinotian of groundwater 
rights & supplies is speculative. 

BEDDNT.N.E, Wyoming, State of. 79/11/26. 3pp. 
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DOCKET 40-0782 BRUSH -WELLMAN, INC. 


79l2800SBa Forwards plan for future decontamination It reclamation of 
recDverg operation, as required by Condition 27 of source 
mat! license. 

ZUEHLKEi J. R. Druih-Wel Iman, Inc. 79/11/15. 2pp. 


DOCKET 40-0725 OULF MINERAL RESOURCES CO. 


79120S044S Offers no comment re Oolf Resources Co pro ject. Requests 
Requests relevant matl as available. 

CARTER, D, McKinley Area Council of Oovts, OallupiNM. 79/10/04. Ip, 


7912190642 Summary of 791022-23 site visit It scoping moot Ing. Outl Ine of 
scoping meeting h list of attendees end. 

TRADER, E. A. Uranium Recovery Licensing Branch. 79/11/16. ISpp. 


DOCKET 40-8787 KERR-MCOEE NUCLEAR COfiP. 


7918190131 Forwards addl info re application for source matl license 
covering U recovery activities front mlneuatar per 791003 
request. Includes map fc organization description. 

SHELLEY, W. J. Kerr-McQee Corp. 79/11/07. 10pp. 


7912170129 Discusses Ogle Petroleum application for license to extract 
in situ U from site In Fremont County, WV. Requests info re 
endangered or threatened species in area. 

MILLER, H.J. Uranium Recovery Licensing Branch. 79/11/07. 3pp. 


7912310515 Provides comments re environ rept on prodoetian-scale in 
situ U mine In Bison BasiniWY, Eventual disposal of 
evaporitos should be further discussed to assure hajardaus 
matl will not be abandoned at site. 

MENARD, H. W, Interior, Dept, of, Oeologlcal Survey. 79/11/15, Ip. 


7912200616 Forwards transcript of 791101 meeting w/NRC re environ 
scoping. 

CATCHPOLE, 0. J. Ogle Petroleum, Inc. 79/11/16. 2tpp. 


7912190212 Discusses Ci submits comments on review of Ogle Petroleum 
Environ Rept for proposed Bison Basin in situ U leach mine 
in Fremont County, HV. Section re solid effluents requires 
clarification concerning low level radioactive solids, 

LARBON.H, C. InterloriDept. of, Bureau of Mines. 79/11/21, Ip. 


7912310165 Responds to HRC 791107 Ur re U extraction from ore body 
in Fremont County, Uy, Biological assessment required to 
determine if proposed project will affect endangered 
species. 

BTlLEBiH.E, Interior, Bept. of, Fish It Wildlife Service. 79/11/23 
ip. 


•7918190136 NPDES Permit WY-00S84tl, issued to Kerr-HcOee Nuclear Corp. 
• Environmental Protection Agency. 7B/0S/0B, 10pp. 


—7918190144 NPDES Permit HV-0026aai, lesuad to Korr-McOea Nuclear Crop, 
* Environmental Protection Agency. 70/04/10, 11pp. 


•7918190148 NPDES Permit WY-0026aia, issued to Korr-McOee Nuclear Corp. 
• Environmental, Protection Agency. 70/OS/OB. 10pp. 


DOCKET 40-3728 TETON EXPLORATION DRILLING CO, , INC. 


79121B0394 Accepte application requeet for source matl license to 
conduct U solution mining RfcD operation. Addl environ ropts 
naodod. Forwards request for addl info. 

MILLER.H. J. Uranium Recovery Llceneing Branch. 79/10/22. 4pp. 


7912200893 Advises that permission to Install equipment does not 
constitute NRC approval of app 1 ieation. Parmlssion granted 
due to RhD nature of facility, 

MILLER, H.U. Uranium Recovery Licensing Branch. 79/11/09, Ip. 


7913310212 Comments by State of WV Executive Dept on environ rept fop 
proposed production-scale in situ mlne:NRC should more fully 
scrutinize potential surface (, groundwater Impacts. 

Supporting documentation end. 

HERBCHLER, B. Wyoming, State of. 79/11/23, 12pp. 


7912270067 Notifies of completion of acceptance review of 790B10 BNM 
license application t< supporting environ rept. Documents are 
accep tab le. Bimonthly repts re review schedule will be 
provided. 

MILLER. H.J. Uranium Recovery Licensing Branch. 79/11/86, Spp. 


•7912870069 Notice of availability of environ rept h intent to prepare 
draft EIB re issuance of source matl license for Bison Basin 
project in Fremont County, WV. Questions, comments b requests 
for addl info end, 

8CARAN0, R. A. Uranium Recovery Licensing Branch. 79/10/09. 

9pp. 


7912190208 Comments on environ rept for Olge Petroleum, Inc in situ U 
Mine, Fremont County, WY. Requests to review environ statemunt. 
when prepared, to ascertain any adverse impacts to Indian 
land It people of Wind River Indian Reservation, 

» InterloriDept. of, Bureau of Indian Affairs. 79/11/88. Ip. 


DOCKET 40-0745 DOLE PETROLEUM 


7918S10tB6 Application for source matl llcenea authorizing extraction 
of 180,000 kg U-30B In wet slurry form. Rasumas for OJ 
Hartman, OJ Catchpole t< JO Ulalpando end, 

CATCHPOLE, 0. J, Ogle Petroleum, Inc. 79/08/01. 6pp. 


7918130408 Forwards transmittal Ups for environ rept, per list provided 
by BJ Fisher. Ltrs also notify of 791101 public meeting in 
Riverton, WY to discuss scaling for Bison Basin Project, 

CATCHPOLE, 0. J. Ogle Petroleum, Inc. 79/10/19. 8pp. 


7918810300 Forwards notice of intent to praparo DEB b scaping meeting, 
s Uranium Recovery Licensing Breach. 79/10/26. Ip. 


DOCKET 40-B748 CYPRUS MINES CORP. . URANIUM DIV. 


7912130318 Responds to 790918 request for placement on mailing list for 
receipt of matl re environ Impact of area. Two license 
applications for mills In areas are under review. DEB will be 
sent when available, 

SCARANOiR.A, Uranium Recovery Licensing Branch. 79/10/16. ip. 


7912110292 Notifies of completion of acceptance review of byproduct 
matl license application & supporting environ rept re 
proposed Hansen project, Document acceptable for detailed 
review. 

SCARANOiR.A. Uranium Recovery Licensing Branch, 79/10/23. ip. 


— 7918210312 Notice of availability of environ rapt t, intent to prepare 
DEB re issuance of eourca matl license, 

SCARANOiR.A, Uranium Recovery Licensing Branch. 79/10/09. 

app. 


7918810317 Forwards notice of intent to prepare draft environ Impact 
statement l< notice of scoping masting. W/o end. 

* Division of Waste Management, 79/10/86. Ip, 


—7912210383 Forwards notice of Intent to prepare draft environ impact 
statement b notice of scoping mooting. W/o end. 

* Divlelon of Waite Management. 79/10/86, Ip. 


— 7912810328 Forwards notics of intent to prepare draft environ Impact 
atatament b notice of scoping meeting, W/o end, 

* Division of Wasts Managament. 79/10/26. ip, 


7912210278 Forwards notice of availability of environ rapt b notice of 
791106 scoping meeting. W/o end. 

• Office of Nuclear Material Safety b Safeguards, 79/10/26, ' Ip, 


•7912810877 Forwards notice of availability of environ ropt b notice of 
79U06 scoping meeting. W/o end. 

* Office of Nuclear Material Safety b Safeguards. 79/10/86. ip. 


■7912810886 Forwards notice nf availability of environ rept b notice of 
791106 scoping meeting. W/o end. 

» Office of Nuclear Material Safety b Safeguards. 79/10/26. Ip. 


•7912810290 Forwards notice of availability of environ ropt b notice of 
791106 scoping meeting. 

* Office of Nuclear Material Safety b Safeguards. 79/10/26. Ip. 


“*“*7912810295 Notice of availability of environ rept b intent to prepare 
draft environ impact statement re issuance of source matl 
licensee. 

BCARANO, R. A. Uranium Recovery Licensing Branch. 79/i'O/aa. 

Spp. 
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DOCKETED ITEMS 


CXKKET 40-B751 COTTER CDRP. 


79ial3031B R.spofiJ* bo 790913 P.qur.t for 

^^roeolpt of «iatT ro onvlroti lapact of 1 be 

applications for -ills in areas are under TevieM.DEB Mill he 

Lie ensins Branch. 79/10/1*. Ip. 

OONlESTtC UCENSINQ OF PRODUCTION AND UTIUZATION FACILITIES 

docket 30-2 UHIV. OF HICHICAN REB EAnCH REACTOR 

^ protection plans 

7912180206 Fnraard* draPb Rig Ould. 9. XX. -Std Content for 

Llceniee Physical aecurity Plan for Pretactlon of SW1 of 

Hoderate or Lou Btrategit Blgnlf Icanci. H/o ■"olivini 79/00/22 
REloiR.M. opiratlng Reactors Branch 4 <Pre 7910301. 79/00/22. 

2pp. 

DOCKET SO-3 INDIAN POINT STATION. WIT 1 

F. Securityf midlcali emerg ency t fire protection plans 

7912800022 Dlf cusses MRC 791109 aeeting re eaersenev preparedneea teaa 
”i2vi®u ob:«tiva..Provld., guidance 

easrgency preparedness 6 assuring capability of offsite 

taka aD0root*lata aaariBrtcy •ckioita. ^ c 

CRINeLb.K.. CDLLINS.H . BNIEZEK.J. Eaergeneg Preparodnes* Task 
Force. 79/11/23. 30pp. 

7912800122 Notification of 79120S 

Tcvlow eaergenev preparedness capabilities. List of NR 

e 0-naidarii feion# and. . ^ 7^/11739 3 ip» 

EISENHWTp D. 0. Division of Operatlnfl Raaetors. 79/11/^9. JPP 

7912260003 Notification of 79121B .seating w/util in Ossining.NV re 

eoargeneg planning. „ i 79 / 12/07 See. 

OLSHAHtC. N. Operating Reactors Branch 1, 79/12/0/. PP 

O. Adjudicatory correspondence 

7912060644 Btate.ent In support of UC3 ’90917 p.titlon f^ 
deeeeuelssioning of Unit 1 6 suspension 

Rtauests institution of proceeding per 10 cra 2 . 202. Af f idavi 

Certificate of Sve t. 15 *., 

ABRAM3.R.. BIALIK. E. 1. New Yorl. State i»F. 79/11/1*. ISPP- 

791211003B Confiras receipt of end 

all PWas. Forwards FR notice indicating that petition will be 

treated in accordance W/10CFR2. 206. -ro/ii/aa le 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/23. P 

—7912110126 Notice of request for *“ “*■ "'* 

Environ Coalition on Nuclear Fouer 790^9 ,petitlon 
reoueetlng suspension of all OLs for F*®*- . . 79 / 11/33 

HUULEfl. 0. R. Office of Nuclear Reactor Regulation. 79/11/23. 

3Spp. 

7912200270 Forwards stateioont wade *" ‘"PP®*'*^ 

gacoMlssionlng of Unit 1 6 suspension of o|leratlon at 

BRONN.P. D. oi Mld-Hudion Nuclear Opponents. Inc. 79/11/27. Ip. 

—7912200276 Btateaent of PDO Brown in support 0 / ^8 petition for 
oroceedlng to institute deeooais signing of Unit 1 *< 
suspension of operation at Units 2 I. 3 pending safoty 

BROHNrP. D. 0. md-Hudson Nuclear Opponentk. Inc. 79/11/26. 8pp. 

7912040074 Notice of withdrawal froa pr^eedings effeeilv# 791130. 
BdnHfB.H. HearlTig Branch 2. 79/11/29. Ip* 

.7912040070 Notice of appearand on behalf of |^C. Cartificate of Sve 
end. 


HOORE.U.e. Hearing Branch 2. 79/11/29. Upp. 


7912260368 Requests eitension until B002W to 

NY State Energy Ofc fc Citl sens’ C®*"****" ^ 
Environ petitions for review of A1.A8-436 fc ALAB-S6! re 
seismic Issues. Certificate of Sve enel. 

HCXlflE. U. E. Hearing Branch 2. 79/12/07. 4pp. 


79121B0410 Requests eanfirwatlon of 800126 deadline for f«C response 

"r oc. 7,1... I",;;; ;; j;";. „ .. 

lOCFBia. 206. AISTO requests weeting to discuss issue 
ic’OT?E.B?^^heldDn. Suraon fc Heiss. 79/12/10. Ip. 

-7912100422 Request, thet Co-i..Un 

intervenor OCS 79032B salsale reanalgsli 

Co«I«lon «.t ...u». jurisdiction since staff ha. i««< 

no reply to WS in st» r,., IK 168.E.R. Bheldon. 

ICIBS. E.R. Union of Concerned Bcientiets. wbibo.w." 

Harwon U Melss. 79/12/10. 3pp. 

7912310078 Three Itr. requesting favorable action on petition to shut 
KAHZAN.L.. BRQDEBKY.N- AffiU-tion Unknown. 

79/12/10. 3pp. 

7912190239 Order granting eit.n.ion until 

hW at It. &ergg Ofc I. Citliens Cowsltlee for Protection of 

!STiir8.S*“5mce':; ;s:*a:cr.t.rg of tt. coo-l..lon. 79/12/14. 

IP. 

7912310109 T-b Itr. requesting favorable action on petition to suspend 

79/12/18. 3pp. 

7912190107 Forwards 791217 Itr to Coeuslssioner Ahearno re UCS peition 
on safety If site location issues. 

FIBm" House of Rep. 79/12/17. Ip. 

-7912190114 Request, quick response to UCB petition re resolution of 
site loeetion 6 safety I**®**- . 

FIBHiH. House of Rep. 79/12/17. Ip. 

H. Oeneral co rrespondenc e 

7912140198 Request, that EJ Beck be deleted from eaployee list 6 that 

JP Oavls be added as replaeeaent. v.»»k •70/11/27 Id. 

DAUI8. U. P. Consolidated Edison Co. of New York. 

P. Oparatlng liesnse stage decuaents t. correspondence 

7911090248 ■auaB.ry of Operating E.perlence H/Re circulating Stea* 

EIsaWUrrD.O. Division of Operating Reactors. NUBE0-OS23. 

79/01/31. B9pp. 

7912050163 Discusses NRC review of l^e 6 ” 

control RPX sys at Mestinghouse PHRe. Requests ’*5^ 
review to ensure requirement for rod aaint to within -h/ ia 
steps indicated & BPI sys verified accurate *'**^J" J^***£*' 

BCWENCER. A. Operating Reactors Branch 1. 79/10/29. 7pp. 

791 1190148 FoTwsrds •Discussion of TWl Lessons Learned Bhort-Tera 
ReiuiieaenU- Revisions to end iapleaentation sehedule for 
T.qoir.aent. should be subaitted w/ justification 
within 15 days. If •'‘‘•dule requiraoents cannot be *■*! ^^^ 3 ^ gpp. 
DEHTON.H.R. Office of Nuclear Reactor Regulation. 79/lO/ao. pp 

79121001B9 Discusses M5C 791101 meeting w/representatives of NBBB 
vendors h fuel suppliers re discussion of 

portions of ECC9 ovaluatlon nodels dealing w/fuel cladding 

swelling 6 incidence of rupture. Vendor reiponeea 

EtBERHUTi D. O. Division of Operating Reactors. 79/11/09. 6 pp. 

—7912100255 Hasponds to NRC 791101 request re noneoopllanee of 
Mestinghouse ECC0 evaluation aodel “"J®*', 
of 10CFB50 App K. Evaluation of thrae fual rod aodela 

indicates no safety P»‘*"'l''“» 5}?5fl2 4eo 

ANOERBON. T. H. Mestinghouse Electric Corp. 79/11/02. 4pp. 

-7912100330 Responds to NRC 791101 ra "*‘*^“"* “ 

rupture data.Revieu of analytical oodels «. tests }"J*®**®* 
cooplianca W/10CFR50 App R.All OE specs for calculated peat 
cladding tea? remain unchanged. 9 <i. 

BUCHHOLZi R.K. Oeneral Electric Co. 79/12/07y Spp. 

—7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by J“®^ *“J[®j[* 
used in vendor evaluation models ft thet analyses demonstrate 
all criteria of IOCFH50, 46 satisfied. - * . 

n macV fO p Etxon Nuclear Co. • Inc. .{subs, of Esion Corp. I. 
79/11/02 5pp. 



DOCKETED ITEMS 


3 


--7912100436 Forward* addl Info re evaluation of Impact of NRC proposed 
ruptore/blocliag* model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 
aWSLEyiO. F. Exxon Nuclear Co., Inc. (sub*, of Exxon Carp, ). 
79/11/04. 22pp. 


7912070263 Partially responds to FOIA ree^uest for document re Pawling, 
NY site. Forward* requested info. Bubmits addl info: sodium 
deuterium reactor never built at site, no matl ever used at 
sit* (i no radioactive matl disposed of in lake. 

CARR.J.C, Division of Rules and Records. 79/11/16. 3pp. 


7912070291 Bubmits partial response to FOIA request for documents re 
Nuclear Development Assoc iat ion, Uni ted Nuclear Corp,Oulf 
United Nuclear Corp << ATCOR, Inc, concerning facility site. 

Forward* rsquested Info. Provldss addl Info re site. 

CARRiJ.C. Division of Rules and Record*. 79/11/16, 3pp. 


7912130284 Forwards application for amend to OL changing ET8 t< required 
fee. Ft* paid under protest, 

CAHILL, M.'J. Consolidated Edison Co. of Ntw York. 79/12/03. Ip, 

““7*712130291 Application to amend ET8 distinguishing limiting conditions 
ti monitoring rtqulremtnts, eliminating repetitive specs, 
reporting requirement* ti bases l< updating ETS rept to 
reflect present technology, 

CAHILL, H. 0. Consolidated Edison Co. of New York. EARLY, A. E. 

Power Authority of the State of New York. 79/12/03. 23pp. 


-7912130306 Revised Paget 1-1 through 3.6-1 of ETB re limiting 
condition* 1< monitoring requirements, annual environ 
operating rept b nonroutine reportable environ oceurrenees. 
Affidavit of svc end, 

# Coniolldated Edison Co. of Nsu York. 79/12/03. 46pp. 


7912180361 Rtsponds to NRC 791029 Itr re control rod position 
indication *y*. Taeh Bptct rtvltsd to limit rod misalignment 
t( Unit 1 shutdown awaiting dsdtlon on ECC8. 

CAHILLtH. J. (ionsoltdated Edison Co. of N*w York. 79/12/07. Ip, 


7912200413 Notifies of 791210 site visit of NRC Emsrgency Planning Task 
Force to evaluate upgrading of amergancy planning since TMI 
accident. Requests participation of NY State Energy Ofc. 

OOLLINSjH. E. Assistant Dirsctor for Emorgsncy Preparedness, 
79/12/07. ip. 


7912270339 Forward* "Program Plan for Performance Verification of PWR 
Bafety/Rellef Valves b Bys" b supplemental info in response 
to TMI Lassont Learnad Task Pores Recommandations 2. 1. 2. 

CAHILLtU. J. Consolidated Edison Co. of Ntw York. 79/12/17. 7pp. 


•7912270373 "Program Plan for Performance Varlflcatlon of PHR Bafetu/ 
Relief Valves b Sy*. " 

e Electric Power Research Institute. 79/12/13, 62pp. 


7912270267 Forward* 791220 eonfartnee paper re Indian Peint/Zion near 
sit* etudie*. Requests paper be made part of public record. 

PEOPLEB, D. L. Commonwealth Edison Co. # Consolidated Edison Co. of 
New York. » Power Authority of the State of New York, 79/12/21, 


7912050234 Forwards IE Info Notice 79-27, "Sloam Oonorator Tube 
Ruptures at Two PWR Plants. " No response required. 

GRIER, Q, H. Region 1, Philadelphia, Office of the Diroctor. 
79/11/16. Ip. 


7912100113 Forwards IE Info Notice 79-28, "Ovarloading of Btructupal 
Elements Due to Pipe Support Loads. " No response required. 

CRIER, B.H. Roglon 1, Philadelphia, Office of the Director. 
79/11/16, Ip. 


7912110396 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Reiated 
Reactor Coolant Bys Instrumefitation During Operation." No 
specific action or response required. 

GRIER, D.H. Region i, Philadelphia, Office of the Director' 
79/11/19. Ip, 


7912030221 Forwards IE Bulletin 79-26, 
Blades. " No response required, 
ORIER,D. H. Region 1, Philadelphia, 
79/11/20. Ip. 


"Boron Loss From DNR Control 
Office of the Director. 


,7,auou=ao rorwaros It circular 79-24, "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BHRs, " No 
response required. 

GRIER, B.H. Region 1, Phi ladolphia. Office of the Director. 

79/11/26, Ip. 


7912110031 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate," No response required, 

ORIEfi.B.H. Region t, Philadelphia, Office of the Director. 

79/ 1 1 /26. 1 p . 


7912190018 Forwards IE Bulletin 79-27, "Los* of Non-Class IE 
Instrumentation b Control Power Bys Dus During Operation. “ 
Written response required. 

ORIER.D.H, Region 1, Philadelphia, Office of the Diroctor. 
79/ii/30. Ip, 


7912310209 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncomp llanees, 10CFR2I. " No action required. 

79/?2/06*^ 1 *' Philadelphia, Office of the Director. 


roruaro* it uuitecin 79-20, 


nairunccian or Momco 


Model EAIBO Limit Switches at Elevated Temps. “ Written 
response required. 

GRIER, D.H. Region 1, Philadelphia, Office of the Dirsctor. 
79/12/07. Ip. 


79122B01BB Forward* IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

ORIER.Q.H, Region 1, Philadelphia, Office of the Director. 


Periodic operating reports b related correspondence 


7912140333 Forward* Nov 1979 data rs fish species specified in 
401 certification to'NV Btate Dept of Environ Conservation. 
MONTI, W. A. Consolidated Edison Co. of New York, 79/12/10. 


Section 

17pp. 


•7912270273 "Indian Ppint/Zlon Near Site Studies," presentation to NRC. 
# Commonwealth Edison Co. # ConsoUdatsd Edison Co. of Nsw York. 

• Power Authority, of the State of New York. 79/12/20. 31pp. 


7912310181 Informs that no response to NRC 791030 Itr can be provided 
for Unit 1 since unit shut down in 1974. Presently awaiting 
decleion by company re Installation of ECCB. If unit returned 
to svc, util will respond to NURE0-O57B. 

CAHILL, H. J. ConsoUdatsd Edison Co. of New York. 79/12/21. Ip. 


0. Inspection raports, IE BuUatlns b corraspondinee 


7912130213 Respond* to IE Bulletin 79-18. Evacuation announcement sys 
taet* in Dee 1970 reveal several daficltncles which wara 
eorpactid. Audibility tasting will be continued annually. 

CAHlLLtW. J, Commonwealth Edison Co. 79/10/15. 2pp. 


7912170186 Respond* to lE Oullatln 79-23, "Potantiat Failure of 
Emargency Diesel Oenarator Field Exciter Transformer." 

Deacrlbed condition* re connaetions neutral of generator b 
neutral of primary windings of EPT not applicable, 

CAHILL, W.d. Consolidated Edison Co, of New York, 79/10/29. 8pp, 

7912030023 Forwards IE Circular 79-22, "Btrok# Tims* for Power Operated 
Valve*. No rssponsi riqulred, 

1> Philadelphia, Office of the Director. 

79/11/16. Ip, 


7912170302 Forwards dally records of fish collection for Nov 1979. 
CAHILL, W.J. Consolidated Edison Co. of Nsui York. 79/12/14. ip. 


7912170307 Tabulation of dally records of fish collection for Nov 1979. 
a Consolidated Edison Co. of New York. 79/11/30. Spp. 


U. Congrsisional/Executtve Correspondence 


7912140S2B Concurs w/Ksneny Commlsston recommendation re emergency 
evacuation plans for power plant areas. NRC should rule 
directly on UC6 petition to shut down plant. 

BINGHAM, J. House of Rep. 79/11/14. Ip. 


DOCKET 80-5 PENNSYLVANIA STATE UN IV. RESEARCH REACTOR 
F. Security, medical, emergency b firs protection plans 


7912120206 Forward* draft Reg Guide 3. XX, "Btd Format b Content for 
Llcenaee Physical Bscurtty Plan for Protection of 9NM of 
Modarata or Low Strategic Slgnlf icanea, " H/o end. 

REID, R.W. Qparatlng Reactors Branch 4 (Pre 791030). 79/08/22. 
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DOCKETED ITEMS 


DOCKET 50-10 DRESDEtJ NUCLEAR POWER STATrON. UIUT 1 


F. Stcurltvi aedical, Bmsrgsnc)^ b f)r« protaction plans 


791350003S Oisrusses NRC 79)109 rte>etirg re ectcrjentij p ^epa^ed^ Bss team 
review at j»c 1 1 ve s . P rov i del guidancs fop ioprovlng licrntee 
Bsiergency preparodnoss t assuring capability of offsite 
agencies to take appropriate enargency actions. 

CRIilESiB.K. Eaergency Preparedness Task Force. 79/11/23. 30pp. 


79IS270063 Forwards list of specific iteais requiring updating in 
emergency pi ans. Eeiergertcy plans were evaluated using code 
requinmentSf Reg Guide 1.101 {< Emergency Planning Revlaw 
Guidelines Number li Revision I 

IPPOLITO, T. A Operating Reac tors Branch 3. 79/11/30. 7pp. 


7912S70093 Act receipt of 790916 Itr transmitting security personnel 
training b qualification plan. Requests submittal of Class 1 
b 111 fees totalling 14,000. 

MILLER, M.O. License Fee Management Branch. 79/lS/iO. Ip. 


H. General correspondence 


791328060$ Discusses 791204 title change af manager of nuclear 
operations to vice pres i dent. Drgani ja tion structure not 
altered. No revision will be made to OA program topical rep t 
CC-l-A until organiiation structure is delineated. 

JANECEKj R. F. Commonuiea 1 th Edison Co. 79/12/19. Ip, 


P. Operating license stage documants b correspondence 


7912100189 Discusses NRC 791101 meeting u/repr esenta t i ves of NSSS 
vendors b fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 

EISENHUT. 0. 0. Division of □peratlng Reactors. 79/11/09. 65pp. 


“7'^I2’100259 Responds to NSC 791101 request re noncomp 1 lanes of 
Uistinghouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
Indicates no- safety problems for Uestinghouse plants. 
ANDERSON, T. M. Uestinghouse Electric Corp. 79/11/02. 4pp, 


— 79121CD330 Responds to NRC 791101 request re DRNL cladding sutelllng b 
rupture data. Review of aralgticai models b tests Indicates 
compliance w/lOCFfiSO- App K.AII GE specs for cateulated peak 
cladding temp remain unchanged. 

Bl/CkOtOur. R, H. General Electric Co. 79/12/07. Spp. 


--7912100407 Forwards response to NRC 791101 request re rod burst test 
data, Concludes that data praperlq represented b-y fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

aMSUEY.e.F. Eicon Nuclear Co., Inc. (subs, of Eison Corp. ). 
79/11/02. 5pp. 


-7912120330 "Unit 1 Leak Rate Tost Rept 1977. " 
* Commonuea 1th Edison Co. 77/18/31. 49pp. 


7912070417 Comments on end Fugro, Inc revleui of LLL/TERA rept re 
seismic haiard analysis. Variance In esport opinion suggests 
that prog ram output is Inaccurate.Questlonable areas must be 
resolved in order for methodologii to bo useful. 

%JANECEK,R. F. Commonuealt.h Edison Co. 79/11/29. 8pp. 

— 7912070420 "Critique of LLL/TERA Ropts on Beiemlc Haiard Analysis," 
prepared for Nuclear Sves Corp, 

s FUROD Consulting Engineers b Geologists. 79/10/26. 7pt>. 


79121I039B Summary of 791011 meeting u/utll re 6EP seismic reviiui. 
LEVIN, H, A. Systematic Evaluation Program Branch. 79/11/29. Bpp. 


7912310361 Submits requested info on SEP Topic IX-3, "Station Sve b 
Cooling Water Sys. “ Total residual heat released during coot 
down from normal operating temp to 212 F approi 475,3 
million BTU. 

JANECEK, R. F. Commonuiealth Edison Co. 79/11/29. 6pp. 


7912040297 Forwards supplementary response to be incorporated into 
791018 Itr re lessons learned commitments to meet near-term 
raquirenents. 

REEDiC. Commonuealth Edison Co. 79/11/30. 7pp, 


79I20404BS Bubmits updated schedules for Installation of recirculation 
pump trip mods per 790329 Itr. 

PEOPLES, D.L. Commonwealth Edison Co, 79/11/30. 2pp. 


7912070475 Notification of 791206 meeting u/util b Dow Chemical In 
Bethesda,HD to discuss disposal of solidified wattes in low 
level waste burial sites. 

O'CONMOR.P. H. Operating Reactors Branch 2. 79/11/30. Ip. 


7912120411 Forwards supplementary rosponso re commitment to meet 
short-term requirements of Lessons Learned Task Force. 

REED.C. Cammonwealth Edison Co. 79/11/30, 7pp. 


7912120425 Forwards supplemental reeponse to 79101B Itr re commitments 
to Lessons Learned Task Force recommendations. 

PEOPLED, D.L. Cammonwealth Edlsun Cu. 79/12/03. 2pp. 


7912140266 Forwards design drawings re water suppression sys, detection 
sys b Unit 1 fire pump. Drawings availeble in Central Files 
only. Hy draol ic calculation info b Fairbanks morse manual 
describing fire pump oncl. 

JANECEKiR.F, Commonwealth Edison Co, 79/12/04. 2pp. 


7912210349 Forwards cover sheet for CE-l-A, Revision 10, inadvertently 
omitted from 791116 transmittal. 

NAUOHTON, W. F. Commonwealth Edison Co, 79/12/13. 2pp. 


7912100456 Forwards addl info re evaluation of impact of NRC proposed 
rupture/bloekage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

WSLEV.Q.F. Elion Nuclear Co. , Inc. (subs, of Ei ion Corp. ), 
79/11/04. 22pp. 


7912D40261 foruaros plant steam bypase 
Info provided to CE for incorporation 
PEOFLES.a. L. Commeniaeal th Edison Co. 


capacity sheets, p ercent 
into NEDD-24708. 
79/11/16. 200pp. 


rated. 


7912110017 Forwards updated lists of SEP topics not requiring site 
review due to ongoing generic licensing activities outside 
SEP or beceuse of inapplicability to facility. 

Z1£MANN,D. L. Operating Reactors Branch 2. 79/H/I6. 8pp. 

of SEP Topic XVII ’•Dperational QA 

7aioyi i'll! incorporates util 

781023 suggested mods. 

ZIETFAfaf, D. L. Operating Reactors Branch 2. 79/11/20. App. 


^ •*** 00114 radwaste 

a ® *'/»"PO»'ary storage. Fad 1 1 tics have instituted 
Improved waste minieil latlon proarams 


ORANT.P. , LO,R. Envi ronoentaTcCa 1 uatior Branch. 


79/11/23, 2pp. 


79iaia03M Forwards -Integrated Sphere Leak Rate Test" 
wircnt i^p'^rated Leak Rate Test Rept 1977. - 
iJAf£CEX» R. F, -CaQaantiBa 1 th Edison Co. 79/11^23. ip. 


procfduro h 


-7912120327 “Integrated Sphere Leak Rate Test" procedure 
* Comanwealbh Edison Co. 77/00/31. 61pp. 


7912370469 Forwards response to NRC request for eddl Info on TMI 
Lessons Learned Task Force Rocomnendatlons 2. 1.7a b 2. 1.7b, 
PECWLES, D. L. Cammonwealth Edison Co. 79/12/14. Bpp, 


791231034B Forwards revisod pages to CE-l-A, "Comm Ed OA Program for 
Nuclear Oenerating Stations," Revision 11. 

•JANECEK, R, F. Commonwoa 1 th Edison Co, 79/12/20. Ip, 


—7912310359 Revised pages to CE-l-A, "Comm Ed QA Program for Nucteur 
Oenerating Stations, “ Hevlslon 11, 

• Commonueelth Edison Co. CE-l-A. 79/11/21. t6pp. 


0. Inspection reports, IE Dulletina b correspondence 




50-249/79-21 on 790904-28 b notice of violation 




HEISHHAN.R, F. 
Support Branch 


Region 3, Chlcogo, Reactor Operations Nuclear 
79/10/10. 2pp. 


“7912050020 Notice of violation from insp on 790904-28, 

« Region 3, Chicago, Office of the Director. 79/10/15. 


2pp. 


50-010/79-19,50-237/79-23 b 50-249/79-81 
790904-88. NDneompUancB noted: failure to control access to 
*< Manure to follow procedures, 

BARKER, JL., WALKER, R.D., BPESBARD, R, L. Regions, Chicago, 
Office of the Director. 79/10/15. 9pp. " 


7912050204 Notice of violation from insp on 790904-2B. 

* Region 3, Chicago, Office of the Director. 79/lO/tS. 


2pp. 
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7919070264 Foru*r(t» IE In»p Ropt S0-O1O/79-S0 on 791016. No 
noncompllAiice notod. 

0AVI8.A. B. Rtglon 3. Chleagoi FubI Facility 6 Hatarlals Safety 
Branch. 79/10/28. 2pp. 


■7912070870 IE Imp Rept SO-OlO/79-80 on 791016. No noncompl lanes noted. 
Major areai inspected; radwaeta rngt & radiation protaetion 
for. Unit 1 decontamination. 

FtSMER, H. L. , HIATT. J.H. Region 3. Chicago, Office of the 
Director. 79/10/23. 3 pp, 


7912200006 Forwards IE Bulletin 79-20, "Possible Hal function of Na«co 
Model EAIBO Limit Switches at Elevated Teapa. “ Action 
required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/12/10. 
Ip. 


7918800443 Notification of 791813 meeting u/utl 1 to discuss IE Bulletin 
79—02 anchor bolt Sc base plate analysis. 

JORDAN, E.L. Division of Reactor Operations Inspections. 79/18/U. 
3pp. 


7912800344 Forwards waste packaging tnsp Rept 79-08A on 790983-26. No 
nonconpllance noted. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility It Materials 
Safety Branch. 79/11/07. 2pp. 


7918130679 Forwards IE Insp fiepts 30-010/79-21, 80-237/79-24 b 
30-249/79-22 on 791009-18 tc 18-18 k notice of violation. 

Inep popti ti notice of violation withheld (ref 10CFR2. 790>. 

HIND, J, A. Region 3, Chleege, Safeguards Branch. 79/11/09, 2pp. 


R. Periodic operating reports tc related correspondence 


7912100377 Forwards monthly operating repts for Nov i979. 
BTEPHENBONc D. B. Commonwealth Edison Co. 79/1S/07. Ip. 


'7912iB03B6 Monthly operating repts for Nov 1979. 

C1ESZKIEWIC2, B. Commonwealth Edison Co. 79/12/03. I9pp. 


7912080106 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves. “ No response required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/11/16. 
ip- 


7912100213 Forwards IE Info Notice 79-80, "Overloading of Structural 
Elements Due to Pipe Bupport Loads, " No response required. 

KEPPLER, J, 0. Region 3, Chicago, Office of the Director. 79/11/16. 


7918110957 Forwards IE Info Notice 79-89, "Lots of Nonsafsty-ReUted 
Reactor Coolant Sys Instrumentation During Operation. " No 
epeclflc action or response required, 

KEPPLER,^. 0, Region 3, Chicago, Office of the Director. 79/11/16. 


7918190013 Forwards IE Circular 79-28, "Stroke Times for Power Operated 
Relief Valves. " No written response required. 

PAPPAS.H. Region 3, Chicago, Office of the Director. 79/11/19, 

3pp. 


7918050330 Forwards IE Bulletin 79-86, "Boron Loss From DHR Control 
Blades. " Response required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/H/80. 


7912040009 Ack receipt of 791108 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 80-010/79-19, 
80-837/79-23 k 30-249/79-21, 

HEIBHMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 
Bupport Branch. 79/11/21. ip. 


9. Reportable occurrences, LERs b related corr espoti Jenc e 


7912180068 P NO- 1 1 1— 7 9-08 5: on 79102S, essant lat sves motor gonarator set 
tripped, result Ing In tripping of Unit 3 reac tor. Caused by 
slamming of essential sves electrical panel door. 

CREED, J. , DDNAHUE, J. F. , HIND, J. A. Region 3, Chicago, Office of the 
Director. 79/10/36. Spp. 


7912170166 PNO-I I r-79-8SA; threatening telephone calls cana from court- 
committed patient. All affected licensees notifiod. 

BELANOERiJ, , DONAHUE, J, F. , HIND, U. A. Region 3, Chicago, Office of 
the Director. 79/10/29, tp. 


79120300Q8 PNO-I 1 1— 79-031 : on 791023, Federal Highway Administration 
Bureau of Motor Carrier Safety issued notice of shipping 
violation for improper packaging of low specific activity 
rmdloactlva matl.Util fined. 

BARKER, J.L., SPESBARD, R. , HEISHMAM, R. F. Region D, Chicago. Office 
of the Director. 79/il/Ol. Ip. 


7918170390 PND-1 1 1— 79-030; on 791 1 13, controe tor working outside facility 
sphere fell 30 ft fro’in scaf folding . Dr olce back * neck. 

SPeasARB, R.j HEIBHMAN. R. F. Region 3, Chicago, Office of the 
Director. 79/11/14, Ip. 


7912870343 Responds to NRC requests for info re loss of offsite power 
events at facll 1 ty. Forwards answers to questions re 691112 
b 700122 events. LER 7a-003/03L-0, 790128 deviation rept b 
list of 34S kV b 13B kV line falluros during 1974-1979. 

JANECEK.R.F, Commonwealth Edison Co. 79/12/19. 21 pp. 


•7912040011 Responds to NRC 791018 Itr ra violations noted In 
Rapts 90-010/79-19,30-837/79-23 b 80-849/79-21. Corrective 
actions; personnel instructed to lock door to high radiation 
area. 

PEOPLES, D. L. Commonwealth Edison Co. 79/11/00. 9pp. 


IE 


Insp 


7918100417 Forwards IE Circular 79-24. "Proper Installation b 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
written reeponse required. 

KAPLER, vl.O. Region 3, Chicago, Office of the Director. 


Callbr of 

79/1 1/86. 


DOCKET 50-13 BABCOCK b HILCOX CO, CRITICAL FACILITV 
F. Security, medical, emergency b Fire protoctlon plans 


7912180806 Forwards draft Reg Ouida S, XX, "Std Format b Content for 
Licensee Physical Security PJan for Protection of 9NH of 
Moderate or Loin Strategic Significance. " W/o end, 

REID, R. H. Operating Reactors Branch 4 (Pro 791030), 79/00/22 

2pp. 


P. Operating license stage documents b correspondence 


79181401S7 Forwards IE Circular 79-23, "Motor Starters & Contactors 
to Optratft. “ No written rtaponsa ret^ulred. 

KCPPLERtU. 0. Region 3 j Chicago* Office of the Director. 79/H/ai 


Submits Oddi info In support of request for amend to tleenso 
CX-10. Discusses probability of max credible accident b need 
for amend to Tech Specs. 

OLSEN, A. F. Babcock bHllcox Co. 79/12/03. Ip. 


7912110395 Notifies that NRC intends to routinely forward to 
appropriate state public util rugulatory groups b state atty 
general ofes copies of escalated enforcement eorrespondonc'b 
sent by NRC to licensees. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/11/20. 


7918190199 Forwards IE bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Bye Bus During Operation. " 

Hritten response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director, 79/11/30. 


DOCKET 30-80 MABBACHUBETTB INST. OF TECH. REB. REACTOR 
F. Security, medical, emergency b fire protection plans 


7912120206 Forwards draft . Rog Quids 3. XX, "Btd Format b Content for 
Licensee Physical Bceurily Plan for Protection of SNM of 
Moderate or Low Strategic Significance." W/o end. 

REID, R. W, Operating Reactors Branch 4 (Pro 7910301, 79/00/38 


7912140056 Forwards IE Info Notice 79-30, "Reporting of Defects b 

KFPPt’Bo^*i"n'**' T 0*' response required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/18/06 


Q. Inspection rsports. IE Bulletins b correspondence 


7918060131 Ack receipt of 791018 Itr informing NRC of steps taken 
correct violations noted in IE Insp Rept 80-080/79-08 

Philadelphia, Office of the Director. 

79/11/06. Ip, 


ttk 
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— 791S0AO14A Reiponds to NRC 7V09S5 Itr re vioiations notffit in IE Insj) 
Rept 30-020/7'7-02. Carrec I i ve ac tion« : c hange e uilll be 
presented to committee bij 791130 b senior revieu board will 
conduct overall revieu. 

CLAnK>L. Massachusetts Institute of rechnology. 79/^10/15. 3pp- 


7913100189 Diicusaes NRC 791101 ineetinp u/repreientativea of NBSB 
vendors (t fuel suppliers re dl scuoston of respective^ 


portions of ECC8 evaluation models dealing M/fuel cladding 
swelling & incidence of rupture. Vendor responses 
eiSENHVT/ D. 0. Division of Operating Reactors. 79/11/09. 


fiSpp. 


--7912060153 Forwards IE Insp Rept SO-020/79-02 on 790029-31 i notice of 
violation. 

ORtERiD.il. Region !• Philadelphia. Office of the Director. 
79/09/25. 3pp. 


7913100295 Responds to NRC 791101 renuest re noncosipllance of 

Mestlnghouse ECCB evaluation model under reguirements 
of lOCFRSO App K.Evaluation of three fuel rod models 
indicates no safety problems for Weetlnghouse plants. 
ANDERSQNr T. II. Mestlnghouse Electric Corp. 79/11/02. 4pp. 


— 7912060161 Motlce of violation from insp on 790B29-31. 

• Region 1> PhlladelpMai Office of the Director. 79/09/20. 

app. 

^7912060171 IE Insp Rept 50-020/79-02 on 790B29-31, Noncoapl ianee noted: 

failure to adhere to radiation protection procedures, to 
revieu procedures rc re<iualif icat ion fa to annuallg revieu 
operator exam results. 

BTETHAtT.F. . FOLEY. T. Region lj Philadelphia. Office of the 
Director. MCCADE. E. C. Region 1. Philadelphia^ Reactor 

Operations Nuclear Support Branch. 79/09/20, 9pp. 


—7912100330 Responds to NRC 791101 request re DRNL cladding auelling fa 
rupture date. Revieu of analgtical models fa tests indicates 
complience w/IOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

niirsaini 7. R. M. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod hurst test 
data. Concludes that data properlg represented bg fuel modele 
used in vendor evaluation models & that analgses demonstrate 
all criteria of tOCFRSO. 46 satisfied. 

DMELEViO.F. Exxon Nuclear Co.. Inc. tsuba. of Exxon Corp. 1. 
79/11/03. 5pp. 


DOCKET 50-37 HASH 1 NOTON STATE UN IV. RESEARCH REACTOR 
F. Securitg. medical, emergency fa fire protection plans 


7913120206 Forwards draft Reg Guide 5. XX. "Bid Format fa Content for 
Licensee Physical Becurlty Plan for Protection of SKM of 
Koderate or Lou Btrategic Significance.’* H/o end. 

RElDfR.H. Operating Reactors Branch 4 CPre 791030). 79/00/22. 

Spp. 


3912100267 Forwards changes to securltv 
10CFR3. 7901. 

BRANDStF. H. Uashlngton State Univ. 


plan. Changes withheld 
79/10/19. 2pp. 


<ref 


Q. Inspection reports. IE Bulletins fa correspondence 


7912110095 Forwards IE Insp Rept 50-027/79-03. No noncompliance noted. 
Insp rept withheld Iref 10CFR2. 790). 

NORDERHAlfO. L. R. Region 5. San Franclaco. Safeguards Branch. 

79/11/13. 3pp. 


DOCKET 30-29 VAMiEE-RDHE NUCLEAR POWER STATION 


--79121004S6 Forwards addl Info re evaluation of impact of NRC proposed 
rupture/blDckage model used in vendor evaluation model. 

No adverse impact from new rupture hurst data or use of MIC 
rupture/bloekage model on licensing calculation results. 

OMSLEV.O.F. Exxon Nuclear Co.. Inc. isube. of Exxon Carp. 1. 
79/11/04. 23pp. 


7913170084 Forwards requirements for auxiliary feedwater sys. 

EtBENHUT. D. O. Assistant Director for Dperatlng Reactor Projects 
(Pr# 7910301. 79/11/09. 3pp. 


— 7912170007 Operating procedure for auxiliary feedwater s 
a Assistant Director for Operating Reactor Projects 
79/11/09. 33pp. 


ys. 

(Pre 7910301. 


7913030099 Notification of 791115 meatlna w/util 
discuss asysusetric LDCA loads issue. 

ICDBFORD. 8. B. Division of Operating Reactors. 


in Belhesda.MD to 
79/11/14. Ip. 


7913110033 Forwards updated lists of 6EP topics not requiring site 
review due to ongoing generic licensing activities outelde 
BEP or hecBuse of inapplicability to facility. 

ZIEMANNi D. L. Operating Reactors Branch 2. 79/11/16. Hpp. 


F. Becurity. medical, emergency fa fire protection plans 


7913300023 Oiscussas NRC 791109 meeting re emergency .preparedness team 
review objectives. Provides guidance for Improvinj licensee 
emergency preparedness fa assuring capability of offsite 
agencies to take appropriate emergency actions. 

OBIKEB. n. K. , COLLINS.lf, . ENIEZEK. J. Emergency Preparedness Task 
Force. 79/11/33. 30pp. 


0. Adjudicatory correspondence 


7912030175 Requests that NRC provide requlrernsnli for coat burden 
comparison of proposed aiymmetric LDCA loads. Util will 
Inetltuta intervlce Insp program to Minimite time required 
to rxech decision re plant mad Imp 1 eeientatlon. 

OHOCE.R. H. Yankee Atomic Electric Co. 79/11/19. Spp. 


7912170192 Forwards evaluation of BEP Topic XVII "Dperational OA 
Program," Review completed. Asseaement incoporates util 
781020 suggeetod mods. „ 

ZIEMAHNrD. L. Operating Reactors Branch 2. 79/11/80. 2pp. 


7912110030 Confirms receipt of end 790339 petition to suspend OLs for 
all PMRi. Forwards FR notice Indleetlng that petition will be 
treated In accordance w/10CFR3. 306. 

DENTON. H.H. Office of Nuclear Reactor Regulation. 79/11/33. Ip. 


— ^7913110136 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspaneion of all tX.s for PMRs. 

HU.LER.D. R. Office of Nuclear Reactor Regulation. 79/11/23. 
SQpp. 


P. aperating license stage documents fa correspondence 


7908010337 Notifies of status of rept on reactor cavity annulus seal. 
Kdet FUR users removs ring during normal operation. Others 
store seal ring in raised position during normal operation. 
LAIHAS.O. Plant Systems Branch iPrs 7910301, 79/07/05. 7pp. 


7913050201 Discusses WC review of LEHs fa Tech Spec requirements re 
control RPI sys at Mestlnghouse PWRs. Requests Tech Bpies 
review to ensure requirement for rod eaint fa API eys 
verified accurate within 13 steps. 

ZIEttANN. D. L. Operating Reactors Branch 1. 79/10/39. 7pp. 


7912060175 Bummary of 79110B meeting w/util In Bethesda.MD re adequecy 
of electric distribution sys voltages. 

BUROER,A. Dperatlng ReactoTS Branch 2. 79/11/31. 4pp. 


7912170411 Bummary of 790980 meeting w/util in Bethesde.MD re BEP 
review topics concerning hydrologic description, flooding 
potential fa protection requirsmento. emfety-related water 
supply fa dam integrity. • 

LEVIN. H. A. Bystonatle Evaluation Program Branch. 79/11/37. 4pp. 


791204020B Forwards Figure 1 as horixontal seismic response spectra. 
Datalled rept for site dependent response epectra will be 
forwarded soon. _ . 

GROCE. R.H. Yankee Atomic Electric Co. 79/11/39. App. 


7913040348 Comments on NUBEO-oa77. "Potential for Low Fracture 
Toughness fa Lamellar Testing on PWR Bteam Benerator fa 
Reactor Coolant Pump Supports." Hatl tost repts for steam 
generator base matl end. . 

. - HOFFMAN. J.R, Yankee Atomic Electric Co. 79/11/29. Ip. 


--7918040353 Mat! test rapt for etaaei generator base matt, 
a Ooslin-Blrmingham Mfg. Co. 70/05/01, . Ip. 


7912140370 Provides info on adequacy of sleetrie distribution xys 
voltage. Otscuises nature of potential problem. 

CROCE. R.H. Yankee Atonic Electric Co. 79/11/01. 3pp. 


13110314 Inforxte of voltage regulators to be Installed by 791208 to 
correct potential undervoltage problem. Requests extension, 
until mid-Jan 1900 to xMibe voltage rogolator final tlee to 
avoid outage fa minimise thermal _ 

MOODY. D.E, Yankee Atonic Electric Co. 79/13/03. 3pp. 



DOCKETED ITEMS 
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7912190763 Suma^riiSB NRC Leisons Lsarnvd Imp lem Bn tat ion Team 791016 
talcon H/utll TB responss to NRC 790913 Itr. Foruards list of 
it«a» net nfeting schedule & list of iteas needing 
clarification. 

BUROERiA. Operating neactors Branch 2. 79/13/03. 3pp. 


791221015B Forwards loss of offsite power survey. Response requested 
within 90 dags. 

ZlEnAlWi D. 1.. Operating Reactors Branch 2. 79/12/04. 3pp. 


7912120299 Changes util 791203 Itr re installation of voltage 
regulators by renovlng Bd-h requirement for plant trip. 
HOQOYiO. E. Yankee Atomic Electric Co. 77/12/OA. Ip. 


7912130230 Responds to 79120A telcon to clarify util 791119 Itr which 
Included addl NRC requlreaent. Attachment reaffirms 
conmitnent to increased scope of short-teroi requirements of 
Lessons Learned Task Force. 

HOODY.O.E. Yankee Atomic Electric Co. 79/12/07. 3pp. 


7913180611 Clarifies 791107 response to NRC 790912 Itr re steam 
generator water hammers. No uatir hammer eiperlence since 
plant 1966 mod. 

HOQOYiD. E. Yankee Atomic Electric Co. 79/12/07. Ip. 


7912270030 Discusses future info needs to facilitate epidemiologic 
■tudlei of health affects of low level exposure to ionizing 
radiation. Contractor Is Equifax. 

ZlCKAIWiO. L. Operating Reactors Branch 2, 79/12/07. 8pp. 


7912200391 Forwards evaluation of draft NUREO 0630> "Cladding/ 
Bwalling li Rupture Hodele for LOCA Analysie. " Recommends 
esperietantal program not be limited in scope of temp Ic 
pressure conditions/ but focus on tsst matrix for LOCA model. 
VANOENBUROHi D. Yankee Atomic Electric Co. 79/12/10. 8pp. 


•—7912200996 "Technical Evaluation of Draft NUREO-0630. " 
« Yankee Atomic Electric Co. 79/12/10. 16pp. 


7918180190 Notifies that util no longer takes exception to Item 2.2.2b 
In util 791207 Itr. Description of on-site technical support 
ctr will be submitted by DOOlOi. 

KAY/J.A. Yankee Atoeiic Electric Co. 79/12/14. ip. 


7912180199 Commits to full requlrsments Ic schedules of Lessons Learned 
Task Fores short-term requirements w/exception of items 
having difficulty w/equipmsnt procurement. Provides schedule 
for leiplementlng exception items. Shutdown commencing 800119. 

KAYiJ. A. Yankee Atomic Electric Co. 79/12/14. 2pp. 


7912270494 Submits info re TNI Lesions Learned Task Force short-term 
requirements/ in response to NRC 791210 request. Specifically 
dlscusasB auxiliary feedwater flow indication/ testability/ 
power supply ti indication accuracy. 

KAY/J. A. Yankee Atomic Electric Co. 79/12/14. 9pp. 


7912270203 Discusses review of waste gas/covar gas sys ability to limit 
nefela gas release w/o use of three gas decay drums. Noble 
gases have net exceeded dose objectives of 10CFR90/App I, Bys 
can keep offsite doses within otajaetlves. 

KAV/J. A. Yankee Atomic Electric Co. 79/12/17. 9pp. 


7912270932 Forwards rasponse to NRC requirements for auxiliary 
fsedwater sys re NUREO-0978 li NUHE0-O9B9. Intent uf NRC 
requirements are met o'r exceeded by design changes at 
facility. 

NODDY/ O.E. Yankee Atomic Electric Co. 79/12/21. 13pp. 


7918310936 Reiterates that steam generator water hammer not experienced 
at facility subeequant to 1966 mods. 

HOODY/D. E. Yankee Atomic Electric Co. 79/18/81. Ip. 


a, tnepectlan reports/ IE Bulletins Ik correspondence 


7918180218 Responds to IE Bulletin 79-84. Facility uses electrical heat 
trace/ steam heating or flow ti tneulatlon to prevent lines 
from frees ing. 

OROCE/R.K. Yankee Atomic Electric Co. 79/10/10. Ip. 


7918140293 Responds to IE Bulletin 79-08/ "Pipe Support Base Plate 
Designs Using Concrete Expsneion Anchor Bolts. " Test 
proflram Instituted to assure proper installation of 
•xpanslon anchor bolts. 

ORACE/R. H. Yankte Atomic Elactrlc Cq. 79/10/31. 3pp. 


7912060177 Ack racelpt of 791016 itr informing NRC of steps tsksn to 
correct violations notad in IE insp Rapt 90-029/79-08. 

BHITH/O.H. Region 1/ Philadelphia/ Fual Facility ti Naterlals 
Safety Branch. 79/11/06, Ip, 


—7912060189 Responds to NRC 790920 Itr re violations noted In IE Insp 
Rept 30-029/79-OB, Corrective actions; individuals 
relnstructed in proper wearing of dosimetry Ic extensive 
review begun. 

HOODY/D.E. Vankeo Atomic Electric Co. 79/10/16. 4pp. 


—7912060189 Forwards IE Insp Rept 30-029/79-09 on 790709-12 b notice of 
violation. 

SKITH.O.H Region 1/ Philadelphia. Fuel Fad llty & Naterlals 

Safety Branch. 79/09/20. 2pp. 


—7918060193 Notice of violation from insp on 790709-12. 

* Region 1. Philadelphia. Office of the Director. 79/09/17. 

2pp. 


—7912060201 IE Insp Rept 90-029/79-^)8 on 790709-12. Noncompllance noted: 
Improper wearing of dosimeters. errors in dosimetry records 
ti radwaste transfer in unauthorlted form. 

PLUHLEE.K. Region 1. Philadelphia. Office of the Director. 
eroilR.J. P. Region 1. Philadelphia. Fuel Facility I. Naterlals 
Safety Branch. 79/09/17. 10pp. 


7912260301 Forwards IE Insp Rept 50-029/79-11 on 791017-19. No 
noncompllance noted. 

BRUNNER. E.J. Region li Philadelphia. Reactor Operations Nuclear' 
Support Branch. 79/11/08. 2pp. 


—7918260302 IE Insp Rept SO-029/79-11 on 791017-19. No noncompllance 
noted. Major areas inspected; plant operations Ic areas 
applicable to selected LERs & IE bulletins. 

KEIHIO/R. R. Region 1. Philadelphia. Reactor Qperations Nuclear 
Support Branch. LAZARUS. M.J. Region 1/ Philadelphia. Office of 
the Director. 79/11/07. 7pp. 


7912130096 Provides supplemental response to IE Bulletin 79-14* 
"Beisnlc Analysis For As-Built Safety-Related Piping." 
Program initiated to assure that all 2. S inch It larger 
pipes meet design requirements. 

OROCE/R. H. Yankee Atomic Electric Co. 79/11/14. 2pp. 


7912030067 Forwards IE Circular 79-22/ "Stroke Tinas for Power Operated 
Relief Valves." No response required. 

DRIER. B.H. Raglan 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912050311 Forwards IE Info Notice 79-27. "Steam Denerator Tube 
Ruptures et Two PUR Plants," No response required. 

CRIER. B.H. Region 1. Phtladalphla. Office of the Director. 
79/11/16. Ip. 


7912100197 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elemsnts Due to Pipe Support Leads." No response required. 
ORIER/B.a Rsglon 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912200474 Ack receipt of 791019 Itr informing NRC of steps taken to 
correct violatlone noted in IE Insp Rept 90-029/79-07. 

MARTIN. U.O. Region 1/ Philadelphia. Safeguard* Branch. 79/11/16. 
IP- 


—7918200479 Forwards IE Imp Rept SO-029/79-07 on 790709-13 l< notice of 
violation. Notice of violation withheld (ref 1OCFR2.790. ) 

MARTIN. U,0. Region 1. Philadelphia. Safeguards Branch. 

79/09/20. 2pp. 


■7918200478 IE Insp Rept 90-029/79-07 on 790709-13. Noncompliance netid: 
infraction re eoamurilcation b deficiency In records b rept*. 

Details withheld iref 10CFR3.790. S 

DEVLIN. J. Region 1. Philadelphia. Safeguards Branch. 

BAILEY/R. J. I U0r£8.E. N. Region 1. Philadelphia. Office of the 
Director. 79/09/07. Ip. 


7912110490 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
Reactor Coolant 8ys Instrumentation During Operation." No 
specific action or response required, 

DRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip, 


7912090337 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades." No response requlrsd. 

DRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/11/20, Ip. 


7912060600 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on SURs, * No 
response required. 

ORIER/B.H. Region 1. Philedelphla. Office of the Director. 
79/11/26. Ip. 
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7913110096 Foruards IE Circular 79-33. "Hator 8tart«r» 6 Contactors 
Failed to Dporot-e, ” No responao required, 

CRIER.D. H. Regiati 1. Philadelphia. Office of the Director. 

79/IUS6. Ip, 

7913310023 Outlinei KRC underataoi) In® of status of IE Bulletin 79-14 re 
eelsnlc analijsla for aa-l>uilt safety-related pip lofl. Request a 
prompt notification if situation differs. 

GRIER. Q.H. Rojlon 1. Philadelphia. Office of the Director. 

79/it/3H- Spp. 


7913190099 Foruiards IE Bullotln 79-37. "Lost of Nan-Class IE 
Instrumentation t Control Pouer Sys Bus During Operation. " 
Uritten response required. 

ORIER.D.H. Region 1. Phllado I phia. Office of the Director. 

79/1 l/ao. Ip. 


7912310334 Forwards IE Into Notice 79-30. "Reporting of Defects fc 
Woncomp 1 lances. lOCFRSl. " No action required. 
dtlERrD.H. Region 1. Phi ladel pbla. Office otf the Director. 
79/13/06. 4pp. 

7913190772 Forwards IE Bullotln 79-20. "Possitle Malfunction of Namco 
Model EAiao Limit Ewltches at Eleveted Temps. " Written 
response required. 

CRlERaS.H. ■ Region 1. Phlladelphl.r. Office of the Director. 
79/13/07. ip. 

7913300383 Foruardi IE Info Notice 79-31. "Use of Incorrect Amplified 
Responee Spectra." No written response required. 

CRtERaB.H, Region 1. Philadelphia. Office of the Director. 
79/13/12. Ip. 


n. Periodic operating reports I. related correspondence 


7913100341 Forwards monthly operating rept for Nnv 1979. 
KCXIDV.D. E. Vankee Atomic Electric Co. 79/13/13. Ip. 


— 7913100343 Monthly operating rept for Nov 1979. 

9J00REM. R.M. Yankee Atomic Electric Co. 79/12/12. Spp. 


DOCKET 50-34 UNION CARBIDE RESEARCH REACTOR 


F. Security I med leal, ctnergency & fire protection plans 


7913120306 Forwards draft Reg Quicte 3. XX. "Std Format b Content for 
Licensee Physical Security Plan for Protection of 3NM of 
Moderate or Lou Strategic Significance." U/o end. 

REID. R.M. Operating Reactors Branch 4 iPre 7910301, 79/09/38. 

Spp. 


Q. Inspection reports. IE Suiletins tt correspondence 


791S2600S4 Ack receipt of 791035 Itr informing NRC of steps teken to 
correct violations nobod in IE Insp Ropts 50-054/79-03 fc 
70 -06B7/ 79-01. . 

MARTIN. H. 0. Region 1. Philadelphia. Safeguards Branch. 79/11/19, 

Ip. 

—7912360061 Responds to NRC 790919 Itr re Violations noted in IE Insp 
ftepts 30-084/79-03 & 70-0687/79-01. Correc blve actions; 
increasing mgt control of training program fc schedule of 
audits promulgated. 

HCODVEHN. J. d. Union Carbide Corp. 79/10/25. Ip. 


—7913260060 Forwards IE Insp Repts SO- 034/79-03 B 70-0607/79-01 on 
790424-37 A notice of viola tion. Not ice of violation 
withheld ireP iOCFR3.790». 

MARTIN.W.O, Region 1. Philadelphia, Oafeguards Branch. 

79/09/19. 3pp. 


—7913260074 IE Insp Ropts 50-054/79-03 fc 70-0607/79-01 on 790424-37. 
Noneampliane e noted: failure to perform required training 
of p ersonr i 1. Deta i 1 s of insp withheld (ref 10CFR2. 790), 

HaLODY. D. U. . ZIBULSKY.H. Region 1. Philadelphle. Office of the 
Director. JOYNER, J.K, Region 1. Philadelphia. Safeguards 

Branch, 79/00/30. ip. 


DOCKET 50-57 STATE UN IV. OF NEW YORK RESEARCH REACTOR 
F. Becurlbg. metfienl. emergency & fir* protection plans 


6. Reportable occurrences. LERs b related corrospondence 


7912060662 PND-1-79-013; on 791036, computer study indicated that if LOCA 
occurs during startup mode.u/four main coolant pumps 
operating, poss ib 1 llty of safeguards bus voltage degrailatton 
ocists. Interim corrective actions under rcvlaw, 

LAIARUS. M. , MARTIN. T.T,. QRUNMER. E. J. Region i. Phllads Iphla. 
Office of the DlractoT. 79/10/26. ip. 


7913070437 Forwards LER 79-037 /fr3L-0. 

AUTIQ.H.A. Yankee Atomic Electric Co. 79/12/04. ip. 


7912130206 Forwards draft Reg Guide 5. XX, “Std Format 6 
Llconsee Physical Security flan for Protection of SNM 
Hodarate or Low Strategic Significance." U/o end. 
REID.R.H. OperatlnH Roottors Branch 4 iPre 791030). 
2pp. 


Content for 
of 

79/00/22. 


0. Inspection reports. IE Dullotlne *t corrospondence 


7912180141 AeV receipt of 790924 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-087/79-01. 

BMITHi 0. H. Region i. Philadelphia. Fuel Facility b Materials 

Safety Drench. 79/10/17. ip. 


— 7912070444 LER 79-027/ 03L-0; on 791 105. during plant atortup in Mode 3. 
past-accident hydrogen control sys HV-SDV-l *. 3 foiled to 
seat properly. Caused by oil b dirt buildup on valve 
Internals, Valves cloaned, retested b returned to ive. 

FHENCKiL. 0. Yankee Atomic Electric Co. 79/13/04. Ip. 


-791S120144 Responde to NRC 790613 Itr re violations noted in IE Inep 
Rept 00-057/79-01, Corrective act ions; eampuc security poUce 
Instructed In safety procedures b copy of 10CFR80 posted at 
reactor bridge access. 








7912100292 PorwariTs LER 79-03B/0BL-0. 

AUTID.H. A. Vankee Atonic El oc trie Co. 79/12/05, Ip. 


•7912100296 LER 79-020/03L-0; on 791 105, timing test not performed after 
repair of containment Isolation valve. Caused by paroonnel 
error. Importaneo of using proper procedures pointed out to 
appraprlste personnel. 

MAY.E. L. VanktH Atomic Electric Co. 79/12/09. Ip, 


— 7913120147 Forward B IE Insp Rapt 90-057/79-01 on 790226-28 b notice of 

8M1TH.0.H, Region 1, Philadelphia. Fuel Facility b Materimls 

Safety Branch, 79/06/12. 2pp. 


— 7912130149 Notice nf violation fro* Insp on 790336-28. 
a Region 1. Ph 1 lado Iphla. Offlci of the Director. 
Ip, 


79/06/06. 


7912110287 Forwards LER 79-039 /03L-0. 

AUTIO.H. A Yankeo Atonic Electric Co. 79/12/06. Ip. 


—7912110290 LER 79-029/03L-0; on 791106, during testing of post-accident 
hydrogen venting sys,HV-SOV-l b 3 failed to seat properly, 

Caused by oil b dirt buildup on valvo internals. Valves 
cleaned. Inspacted b returned to eve, 

FRENCH. L.D. Yankee Atomic Electric Co. 79/13/06 tp. 


7913110391 Forwards LER 79-030/03L-0. 

AUno.H.A. Yankeo Atomic Eloctrle Co. 79/12/07. Ip. 


—7912110393 LER 79-030/ 03L-0: an 791109, during safety injection 
accvikulator time delay verification procedure OP-4630, TDC4 
setpoint discovered to be buyond Tech Spec Unit. Cause under 
investigation, Tenporarllv replaced time delay relay. 

MAY.E. L. Yankoe Atomic Electric Cd. 79/13/07. Ip. 


7912130159 IB Insp Rept 30-057/79-01 on 790226-SH, Noncoeipllanee noted: 
failure to provide notice to radiation uorkor.i b to pos. 

DDNALDBaN.Dr**'8T0HR, .1. P. Region 1, Philadelphia. Office of the 


DOCKET 50-59 TEXAS AbM UNIV. RESEARCH REACTOR 
F. Security, medical, emorgoncy *< fire 


13120306 Forwarde draft Rag Ouide 

.leensee Physical Sacurlty Plan for “J 

•loderate or Low Btrategie Significance, ^/o enel. 
lElDiR.W. Operating Raacbors Branch 4 (Pre 791030). 
2pp. 


Content for 
of 


79/0B/22. 


DOCKETED ITEMS 


1B 


J. Iniuranct & indiRnlfcy infarmatlon 


7912100303 Feruardf ixtcutcd Amend 19 to Inde/nnitu Agtaemant E-IS 
modifying prafatery language* "In courae of tranaportatlon. " 
FENNER. E.H. Teaaa ARM Unlv. 79/1S/03, 2pp. 


DOCKET 50-62 UN IV. OF VIROINIA RESEARCH REACTOR 


F. Security, medical, emergency R fire protection plana 


7912120206 Foruarda draft Reg Oulda 9. XX< "Std Format R Content for 
Ulceneae Phyiical Security Plan for Protection of SNM of 
Moderate' or tow Strategic Significance." W/o end. 

REIDifl. H. Operating Reaetora Branch A (Pre 791030>. 79/08/22. 

2pp. 


Q. tnepactlon reporta. IE Dulletlna R cerreapendance 


791221CX)34 Act receipt of 791116 Ur Informing NRC of atepe taken to 
correct violation R deviation noted in IE Inap Rept 
90-062/79-02. 

SUTHERtAND. J. T. Region 2. Atlanta. Fuel Facility R Matarials 

Safety Branch. 79/12/12. Ip. 


— 7912210038 Raeponda to NRC 791024 Itr re vlelatlona noted In IE Inap 
Rapt 90-062/79-02, Corrective actlona:door to posslhle high 
radiation area locked. Pocket doaimeteri reaponae R leak 
tastad, 

BHRIVER. D. N. Virginia. Unlv. of. 79/11/16. 2pp. 


—7912210043 Forwards IE Inap Rept 90-062/79-02 on 790910-21 R notlcea 
of Violation R deviation. 

SUTHERLAND. U. T. Region 2. Atlante. Fuel Facility R Materials 

Safety Branch, 79/10/24. 2pp, 


— 7912210046 Notice of violation from Inap on 790918-21. 

a Region 2. Atlente. Office of the Director. 79/10/24. Ip. 


—7912210048 Notice of deviation from Inap on 790918-21, 

a Region 2. Atlante. Office of the Director. 79/18/04. Ip. 


—7912210191 IE Inap Rept 90-062/79-02 on 79091B-81. Noneoir.pUanco noted; 
failure to lock high radiation area R failure to source R 
leak test pocket dosimeterB. 

EHAUDi S. C. I MRAYiO. R. Region 2. Atlanta. Office of the Director. 
OIBBON. A. F. Region 8. Atlantav Fuel Facility R Materials 
Safety Branch. 79/10/23. 7pp. 


DOCKET 90-70 OENERAL ELECTRIC TEST REACTOR 


F. Security, medical, emergency R fire protection plana 


7912120206 Foruarda draft Reg Guide 9, XX. "Std Format R Content for 
Licensee Phyaical Security Plan For Protection of 8NH of 
Moderate or Low Strategic Significance. " N/o end. 

REIDiR. U. Operating Reactors Branch 4 (Pre 791030>. 79/08/88. 

2pp. 


0. Adjudicatory corraspondenct 


7918170004 Forwards NRC reply to OE request for espedlttoua review of 
EI8 for OETR, 

KENDRIE.J, M. Commlasion. 79/09/07. 3pp, 


—7912170007 Suggests NRC Ignore OE request that EIS he expedited. OE info 
re QETR la unreliable. Safety evaluation should ha carefully 
considsrad. . 

BALDljlM. U. A. Friends of the Earth. 79/06/06. 2pp. 


7912170013 Forwards order to show cause for shutdown R schedule for 
completion of OETR seismic review. A8LB ruling expected 
791024. 

HENDRIE. U, M, Commission. 79/09/07, 7pp. 


—7912170017 Rsqueais expeditious review of facility R Issuance of safety 
evaluation. Mods made according to more conservative design 
bases. Bafsty evaluation completion da'^es have repeatedly 
slipped. - I 

BEATON. R.H, General Electric Co. 79/08/31. 3pp. 


7912070296 Request for Interlocutory appeal from A8LB 791010 memorandum 
R order re denial of RV Dtllumi request to perticipete in 
proceedings R to bo represented by staff members not 
admlttad to praetlcs before federal or state bars, 

DELLUMB.R. V. Housa of Rep. 79/10/26. 3pp. 


7918130103 Seeks denial of Intervenor RV Drllums 791026 request to 
certify Interlocutory appeal re portions of A8LB 791009 
order. Intervenor failed to show rulings are adverse to 
public Interest or create unsuual delay or expense. 

BHANSON.D.T. Hearing Branch 1. 79/11/16, 9pp. 


P. Operating license stage documents R eorrespondenco 


7912140243 Forwards Info in response to NRC 790214 request for addl 
info re request for revision to Tech Specs for License TR-l. 

Tech Specs mods end. 

CUHNINOHAH, 0, E. General Electric Co. 79/12/10. Ip. 


"7912140369 Forwards supplemental info to 7Q01 16 application re Lieenee 
TR-l. Revisions to Tech Specs Included. 

DARMITZEL.fi. W. General Electric Co. 79/12/11. 11pp. 


0. Inspection reports. IE Bulietins R corrEspondence 


7912280379 Forwards IE Insp Repts 50-070/79-03 R 50-073/79-02 on 
791107-09 R notice of deviation. Ends withheld 
(ref 10CFfi2. 790). 

NORDERHAVO. L. R. Region 9. Ban Francisco. Safeguards Branch. 
79/12/12. 2pp. 


DOCKET 90-72 UNIV, OF UTAH RESEARCH REACTOR 


F, Security, medical, emergency R fire protection plans 


7912120206 Forwards draft Reg Ouido 3. XX. "Std Format R Content for 
Lleonsee Physical security Plan for Protection of SNM of 
Moderate or Lou Strategic Bignl f icance. " H/o end, 

RElO.n.H. Operating Reactors Branch 4 CFre 791030). 79/08/22. 

2pp. 


DOCKET SO-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F, Security, medical, emergency R fire protection plans 


7912120206 Forwards draft Reg Guide 5. XX.. "Btd Format R Content for 
Licensee Physical Security Plan for Protection of 8NM of 
Moderate or Lou Strategic Significance. " W/o end; 

HElDi R, W. Operating Reactors Branch 4 iPre 791030). 79/00/22. 

2pp. 


F. Operating license stage documents R correspondence 


7912270017 Aek receipt of 79060B Itr tranonltting revised 
requallf icatlon program for OETR. Program approved. 

CDLLTN9. P. F. Opwrator Licensing Branch. 79/12/10. Hpp. 


0. Inspection reports, IE Bulletins R correepondenca 


7912280379 Forwards IE Insp Repts 90-070/79-03 R 50-073/79-08 on 
791107-09 R notice of deviation. Ends uithheld 
(ref 10CFR8. 790). 

NORDERHAUO, L, R. Region 9, San Frandaco. Safeguards Branch. 
79/18/12. 2pp. 


DOCKET 90-77 CATHOLIC UNIV. OF AMERICA RE6EARCH REACTOR 


F. Security, medical, emergency R fire protection plans 


7912120206 Forwards draft Reg Guide 9. XX, "Std Format R Content for 
Licensee Physical Security Plan for Protaetion of BNH of 
Hoderate or Low Strategic Significance. " U/o end. 

REID, R. M. Operating Reactors Branch 4 <Pro 791030). 79/08/88, 

2pp. 


DOCKET 50-B3 UNIV. OF FLORIDA TRAINING REACTOR 


F, Security, medical, emergency R fire protaetion plans 


7912120206 Forwards draft Reg Guide 9, XX, "Btd Format R Content for 
Licensee Physical Security Plan for Protection of BNH of 
Moderate or Low Btrategle Significance. " W/a end. 

REID.R.W. Operating Reactors Branch 4 <Pro 791030). 79/0B/22. 

Spp. 
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P. tlpcrft'tlng llcsn&e stags documants b correspondence 


791S2601B0 Discusses review of revised retiuallf 1 eat Ion pragraia. 
Provision, should be includeil for operator evaluation. 
Cta.LINSjP. F. Operator Licensing Branch. 79/ll/3<i. Ip. 


— 79120S04.93 IE I nap Eap* S0-09-l/7«?-Ol On 790904-06. No noneooipliance 
noted . Major areas insp acted; phy s lea 1 status b tlffletable re 
dismantling plan for reactor. „ , ~ 

BPOKkH. E. Region 3. Ban Francisco, Fuel FaciUtg b Materials 

Bafetij Branch. CURTIS, J.R. Region 3, Ban Francisco. Office of 


n.l,>nr1:ar 


•7a / 1 n / < A 


Q. Inspection reports, IE Bulletins b eorreapondenc e 


7912310052 Ael receipt of 791130 Itr inforralng NRC of steps taken to 
cerract violations noted in IE Insp Rept 30-083/79-03. 

LEHia,n.C. Region 3, Atlanta. Reactor Operations Nuclear Support 

Branch. 79/12/11. Ip. 


— 79I2210'03D Responds to NRC 791120 Ur re violations noted in IE InSp 
Rept 30-OD3/79-i)2. Correc ti ve act Ions; started meeting agenda 
b approval of minutes of previous meeting b In-depth review 
performed for 1978. 

D1A2.M. J. Florida, Univ. of. Oalnesville. 79/U/3D. 2pp. 


DOCKET 30-97 CORNELL UNIV. ZERO POWER REACTOR 
F. Becurlty, medical, emergency b fire protection plana 


791S120S06 Forwards draft Reg Guide 9. )()!, " 

Licensee Physical Becurity Plan for Prote 
Moderate or Low fltrategie Significance." 
REID.R.M. Operating Reactors Branch 4 


Btd Format b Content for 
ction of 8NH of 
W/q end. 

(Pre 791030). 79/03/82. 


2pp. 


J. Insurance b indemnity information 


-7912310061 Forwards IE Insp Rept 50-083/79-08 on 791022-33 b notice of 
violation. ,, , 

LEWIS, R.C. Region S, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/11/20. 2pp. 


7912100339 Forwards eseeuted Amend IS to Indemnity Agreement E-4 to 
modify prefatory language, "In course of transportation.* 
VERBAOE.P. A. Cornell Univ. 79/12/03. 2pp. 


— 7912210063 Notice of violation from insp on 791022-25. 

a Region 2. Atlanta, Office of the Director. 79/11/20. ip. 


DOCKET 50-9B UNIV. OF DELAWARE RESEARCH REACTOR 
F, Security, nidical, emergency b fire protection plans 


—7912210069 IE Insp Rept 90-003/79-02 on 791022-25. Noneompl lance noted: 
failure to make written records of monthly meetings b 
failure to make intensive review of facility operations 
during 1977. 

OVLIAHiC. Region 2, Atlanta, Office of the Director. 

BURNETT, P. T. Region 3, Atlanta. Reactsr Operations Nuclear 

Support Branch. 79/11/20. 6pp. 


7912120206 Forwards draft Re 
Licaneee Phyelcal Security 
Moderate or Lew Strategic 
REID.R.H. Operating Rea 
3pp. 


g Guide 9. KX, "Std Format b Content for 
Plan for Protection of BNM of 
Significance. " U/o end. 
dors Branch 4 (Pre 791030). 79/0B/22. 


DOCKET 90-07 HESTIHGHOUSE CRITICAL EXPERIMENT 
F. Security, tnsdical. emergency b fire proteelton plans 


7912120206 Forwards draft Reg Oolde 9. XX, "Btd Format b Content for 
Licensee Physical Becurlty Plan for Protection of SNM of 
Moderate or Lou Strategic Significance." W/o oncl- .,o,,.o,an 

REIDiR. W. Operating fleaetors Branch 4 (Pre 791030). 79/09/22. 

2pp. 


DOCKET aO-99 BABCOCK b WILCOX TEST REACTOR 
F. Security, medical, emergency b fire protection plans 


7918180206 Forwards draft Reg Guide 9. XX, "Std Format b Content for 
Licensee Physical Security Plan for Protection of BNM of 
Moderate or Low Stratoglc Significance." H/o end. 

RE1D<R. M. Operating Reactors Branch 4 (Pre 791030). 79/0B/S3. 

Spp. 


P, Operating llcenee stage documents b correspondence 


7912070341 Requests 2-yr deferral for nonpouer reactor licensee! to 
comply w/upgrade rule. Training roaetor will not operate as 
Category 1 safeguards facility. Description b functions of 
training reactor b upgrade rule options end. 

ROTH,J.M. Hestinghoose Electric Corp. 79/11/19. 5pp. 


DOCKET 80-106 OREGON STATE UNIV. 

F, Security, medical, emergency b fire protection plans 


7918130306 Foruerds draft Reg Guide S, XX, "Btd Format b Contant for 
Llcenaea Physical Security Plan for Protection of BNM of 
Moderate or Lou Strategic Significance. " M/o end. 

RElOaR.W. Operating Reactor* Branch 4 (Pre 791030), 79/08/38. 

Sdo. 


DOCKET SO- a? GENERAL ATOMIC CO. 

F. Becurlty, medical, emergency b fire protection plans 

7912120206 Forwards draft Reg Guide S. XX, “Btd Formefe fc 
Licensee Phyelcal Saeurlty Plan for Ppotactlon of BNM 
Moderate or Low Strategic Significance." W/o end. 
REIDrR.W. Operating Raactor* Branch 4 (Pre 791030). 
2pp. 

0. Inapection reports. IE Bulletins b torrespondenee 


Content for 
of 

79/08/82. 


7912070179 Foruerds IE Insp Repts 90-009/79-02 b 80-163/79-02 on 
790912-14. No noneompl lance noted. 

CHEWS, J.L. Region 9, San Franc lieo. Reactor Operations Nuclear 

Support Branch. 79/10/19. 2pp. 


—7918070198 IE Insp Rapts 80-009/79-02 b 80-163/79-08 on 790918-14. No 
noncomplianc# noted. Major artae inspactaii: organi cation, logs 
b r#eords,Tavltw b audit, procedurea b reportatle avanti, 

PAUL KENB ERR Y, B. Region 9, Ban Francisco. Reactor Operation! 

Nuclear Support Branch. UDHNSON,A. D. . MORRILL, P.J. Ragion 8, 
8an Francisco, Office of the Director. 79/10/19. 4pp. 


DOCKET 90-94 ROcfcwfeLL INTERNATIONAL RESEARCH REACTOR 
a. Inspection raports, IE Bulletina b correepondanee 

7918080691 Forwards IE Insp Rept SO-094/79-01 on 790904-06. No 
neneompllanca noted. 

BOOKaH. E. Region 5, San Franclieo, Fuel Facility b Matarlela 
Safety Branch. 79/10/16. 8pp. 


DOCKET 80-1 11 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR 
F. Security, Medical, emergency h fire protection plans 


7912180206 Forwardi draft Reg Guide 9. XX, "Btd Format b Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate op Low Strategic Bignl f Icance. " M/o dnej- ta/na/oo 

REID.R.M. Operating Reactors Branch 4 (Pre 791030), 79/00/28. 

8pp. 


P. Operating license etage documents b correspondence 


7912130433 Modifies request for estenelon of License R-63 to change 
explraticn data to 830819 b to discontinue area b stack 
monitors.daily air samples b uaeVly smear survey. 

SAXEaR. F. North Carolina State Univ. 79/18/07. Spp. 


DOCKET 50-118 UNIV, OF OKLAHOMA RESEARCH REACTOR 
F. Security, medical, emergency b fir* protee tion^lens 


7918120806 Forwards draft Rag Guide 8. XX, "Btd J* Content for 

Lleeneae Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance." M/o and. 

REIO, R. W. Operating Raactore Branch 4 (Pre 791030). 79/08/28. 

2pp. 



DOCKETED ITEMS 


17 


DOCKET 80-113 UNIV. OF ARIZONA RESEARCH REACTOR 


F. Bacurltv< madical* ■mergencg tt fir* protection plane 


791S1S0206 Foruard* draft Reg Guide 9. XXi "Std Format ti Content for 
Lieaneee Phgiieal Becurltg Flan for Protection of BNM of 
Moderate or Lou Strategic Significance.'' U/o end. 

AEtOiR. H. Operating Reactore Branch 4 (Pre 791030). 79/0B/22. 

2FP. 


DOCKET 80-116 IOWA STATE UNIV. RESEARCH REACTOR 


F, Securltgi medical) emergeneg !■ fire protection plans 


79121S0206 Forwards draft Reg Ouide 9. XXi “Std Format 6 Content for 
Uieantet Physical Seeuritg Plan for Protection of BNM of 
Moderate or Low Strategic Significance. ” U/o end. 

RElDiR. H. Operating Reactors Branch 4 (Pre 791030). 79/0B/22. 

2pp, 


DOCKET 80-123 UNIV. OF MISSOURI RESEARCH REACTOR 


F. Securltui medical) emergency St fire protection plans 


7'91S1S0206 Forwards draft Reg Ouide 9. XX# "Std Format k Content for 
Llcentie Physical Security Plan for Protection of SNH of 
Moderate or Low Strategic Significance. " H/o end. 

REIDtR.H. Operating Reactore Branch 4 (Pre 791030). 79/08/22. 

2pp. 


791S200364 Ferwardi Phyiical Security plan. Plan withheld 
fref i0CFR2. 790). 

EDNARDS)D. R. Mleeourii Univ. of. Rolla, 79/12/14. Ip. 


P. Qperatiiip license etage documenti b eorrespondonco 


7'918070439 Application for renewal of Lieente R-79 for 10 yrs. Complete 
tat of eupportlng documentation will be forwerded by 791220. 
MARCWLLO) J. M. Mlieourl) Univ. of. Rolla, 79/10/13. 2pp. 


791S040267 Conflrme that lictnie rtnewal application will be completed 
by 791217. All doeumentation is complete except for ravition 
of Tach Space. 

EDWARDS) D.R. Mieeourl. Univ. of. Rolla, 79/11/27. Ip. 


7918200482 Foruarde Tech Specs, hezerd analysis. smtrgsncy preparedness 
plansi financial liability statsmsnt b EIA in support of 
llctnsf rsnswal application for Licanss R-79. Security plon 
wlthhald (rtf lOCFRS. 790), 

EDUfMDSi 0, R. Missouri) Univ. ofr Rolla, 79/12/14. Ip. 


— 791220048B Forwards financial statsmsnt in support of rsnswal of 
Lictnte R-79. Currant optrating hudgst for FY79-aO end. 
MARCHELLO. J. M. Missouri. Univ. of. Rolla. 79/12/14. 11pp. 


—7912200460 Emsrgsncy Prepartdnsss Plans. 

# Mlasourl) Univ. of. Rolla. 79/10/31. 48pp, 


—7912200463 Tech Specs. 

« Missouri. Univ, of. Rolla. 79/12/11. 22pp. 


—7912200468 Hazard. Analysis Summary Rept, 

« Hiatourl) Univ, of. Rolla. 79/12/11. e7pp. 


— 79122Q0469 EIA supporting rsnswal application for llcensa R-79. 
» Missouri) Univ. of. Rolla, 79/12/11. 13pp. 


DOCKET 80-124 VIROINIA POLYTECH INST. TRAINING REACTOR 
F. Stcurltyi msdteal. smtrgsncy t firs protsctton plans 


7918120206 Forwards draft, Rtg Ouidt 8. XX. “Std Format b Contsnt for 
Llcansio Physical Security Plan for Protection of 8NM of 
Modoratt or Low Btrotogle Significance," W/o end. 

RCIDtS. W. Operating Reactore Branch 4 (Pre 791030). 79/0B/22, 

8pp. 


DOCKET 80-128 TEXAS AfcM UNIV, RESEARCH REACTOR 


F. Security, medical, emergency fc fire protection plant 


7912120206 Forwards draft Reg Ouide 5. XX, "Btd Format b Content for 
Licensee Physical Security Plan for Protection of BNM of 
Moderate or Low Strategic Significance." W/o end, 

REID.R. W. Operating Reactors Branch 4 (Pro 791030). 79/08/32. 

2pp. 


Q. Inspection reports, IE Bulletins & correspondence 


7912090678 Forward's IE Insp Rept 50-120/79-03 on 791101-02. No 
noncompliance noted. 

MADBEN. 0. L. Region 4, Dallas. Reactor Operations Nuclear Support 

Branch. 79/11/14, 2pp. 


— 7912050600 IE Insp Rept 50-120/79-03 on 791101-02. No noncompliance 
noted. Major areas Inspected: security plan.SNM protection, 
security organ! zatlon. access control. alarm ays. 
communications b turvel 1 lance. 

MADSEN. O.L. Region 4. Dallas, Reactor Operations Nuclear 

Support Branch. CALDWELL. R. A. Region 4, Dallas, Office of the 
Director. 79/11/13. Ip. 


DOCKET 90-129 WEST VIRGINIA UNIV. RESEARCH REACTOR 


F. Security, medical, emergency b fire protaetlon plans 


7912120206 Forwards draft Reg Guide 9, XX, "Btd Format b Content for 
Licensee Physical Security Plan for Protection of 6NM of 
Moderate or Low Strategic Significance. " Vl/a end. 

RE1D)R.H, Operating Reactors Branch 4 (Pre 791030). 79/00/22. 

2pp. 


P. Operating license stage documente b correspondence 


7912040449 Submits info reyoestsd by P Erickson teleon rs 790927 
resusst to dlsmantls b dispose of A0N-2ltP reactor. Outlines 
plans for handling irradiated reactor components b storage 
of source. 

BUACKSHAM,0. L. West Virginia Unlv. 79/11/30. 2pp. 


DOCKET 90-131 OMAHA VET. ADMIN. HOSP, RESEARCH REACTOR 


P. Security, medical, emergency b fire protection plans 


7912120206 Forwards draft Rag Ouide 9. XX. "Btd Format b Content for 
Licansse Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance. " U/o end. 

RElDiR.H, Operating Raactors Branch 4 (Pre 791030). 79/0B/22. 

2pp. 


Q. Inepection report!. IE Bulletins b correspondence 


7912130386 Forwards IE Insp Rept 80-131/79-01 on 791019-16. No 
noncomp lianes noted. 

MADSEN. O.L. Region 4. Dal lee, Reactor Operations Nuclear Support 
Branch. 79/10/29. 2pp. 


—7912130399 IE Insp Rapt 80-131/79-01 on 791018-16. No noncompllanca 
noted, Major areas inspsetsd; organ! lation. reactor logs b 
records, aud its. reauallfication training, procedures) - 
surveillance tests, asperlments b radiation control. 

MADSEN, O.L. Region 4, Dallas. Reactor Operations Nuclear 
Support Branch. KELLEY. D. L. Region 4, Dallas, OfflcB of the 
Director. 79/10/28. 4pp. 


DOCKET 80-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


P. Security, medical, emergency b fire protection plans 


7912200022 Discusses NRC 791109 meeting ri smsrgtncy prsparadness team 
rsvlew objeettvas. Provides guldanca for improving Ileanssa 
tnergeney prapartdnsss b aieurlng capefaility of offsite 
aganciee to take appropriate emergency actions. 

GRIMES, B.K. Emsrgsncy Prtparsdnsss Task Fores. 79/11/23. 30pp. 


0, Adjudicatory correspondence 


7912080347 Reaueet for leave to reply to interveners' 791016 msmorardum 
in support of answer in opposition to licenses request to 
hold proceedings in abeyance. 

LOCKE. R.P. Pacific Gas b Electric Co, 79/10/31. ip. 
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-7912030351 R»ply to intoTvenoos' 79101<» tEiBcn-oranduis in suppu 
in opposition to licensee roquest to hold proceedings in 
abeyance, Proceed Ings must be delayed IS months to allou 
completion of geological studies. 

LOCKE.R.F. Pacific Qas U Electric Co, 


79/lO/ai. dpp. 


— 7912050336 Forwards annual statistical rept 
body esposure for CV??. 

CRAME.P.A. Virginia Electric U Power Co. 


of recorded 
7B/03/H. 


p e rsonna I 
Spp. 


whole 


— 7912050360 Forward s tabulation of porsonne 
work fc job function for 1977. 

CHANE.P.A, Pacific Cas & Eiectrlc Co. 


I eipDSure 
70/03/14. 


to radiation 
3pp, 


by 


“7912050364 Forwards annual statistical rep 
body ecposura for CY7B. 

CRANEiP.A. Pacific Oas 5 Electric Co, 


t of recorded p 
79/03/27, 2pp. 


ersonnal 


whole 


0. Inspection reports, IE Bulletins fa 


7912100273 Forwards IE Info Notice 79-20) Overloading of Structural 
Elements Due to Pipe Support L-oads. " No response required. 
ENOEtKENtR. H. Region S) San FranclscO) Office of the Director. 
79/11/16. ip. 

7912110310 Forwards IE Info Notice 79-29, “Loss of Nonsafety-Relatod 
Reactor Coolant 3ys instrumentation During Operation. No 
specific action or response required. 

ENSELKENj R. M. Region 5, San Francisco, Office of the Director. 
79/11/16. Ip. 


7912070022 Forwards IE Circular 79-24, "Proper InstaUatlon fa Callbr of 
Cora Spray Pipe Dreak Detection Equipment on DHRs. " No 

ENOELKBN, R. H. Region S, Ban Franc Iseo, Office of the Director. 




—7912080369 Forwards tahulatlon of personnel eaposure to radiation by 
work fa job function for 1973, Certi f Icate of Svc anel. 

CRANE. P. A, Pacific (Jas fa Electric Co. 79/03/27. 4pp. 

79120602S1 Forwards Hooduard Clydt Consultants 791026 Ur outlining 
status of geologic fa seismic investigations Involving plant. 
Certificate of Sue end, 

LOCUE.R.F, Pacific Oas fa Electric Co. 79/11/09. 6pp. 

7918260097 Raquists that A Baldwin, counsel for Friende of the Earth, bo 
placed on mailing list for all correspond once re util. 

880HN, U. J. Joneo, Brawn fa Clifford. 79/12/03. Ip. 

79122B0574 Requests immediate closing of faellltg due to proilmltg of 
earthquake faults. - 

WHEELER.R. A. Affiliation Unknown. 79/12/22. 2pp. 

7918310510 Response to applicant 790927 motion to hold proceedings in 
abeuanea until 80IOD1. Applicant request preserves status quo 
w/o prejudice to rights of parties.NRC has no objections to 
granting motion until soiemlc fa geologic studies conducted. 

GOLDDEBO, 8.C. Hearing Branch 2. 79/12/86. 5pp- 


-7912310312 Affidavit attesting that delay In resumption of util 
activities until BOlOOl will preserve status quo. Prof 
qualifications & Cortificate of Bve end. 

OAHrtlLLiH.P. Division of Operating HBaelori. 


77121 1026B forwards IE Circular 79-83, "Motor Startors fa Contactors 
Failed to Operate," No response raqu ired. h 4 ,..rt»r 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/11/26, ip. 

7912110494 Notifies that NBC intends to routinsly forward to 
appropriate state public util regulatory groups fa state atty 
general ofea copies of escalated enforeemont correspondence 


sent by NBC to licensees. 
ENGELKEN, B. H. Region 3, 
79/U/26. Ip. 


San Franc iicD, Office of the Director. 


79/18/20. 7pp. 


7912190143 Forwards IE Bulletin 79-87, “Loss of Non-Class IE 
Instrumentation fa Control Power Qyi Bus During Operation." 

Written response required. . l. 

ENOELKBN, R. H. Region 5, Ban Francisco, Office of the Director. 

79/11/30. ip, 

7918310269 Forwards IE Info Notice 79-30. "Reporting of Defects fa 
Monconpllancos, 10CFR81. ’■ No action required. . 

ENOELKENi fl. H. Region 5, Ban Francisco, Office of the Dlrsctor. 

79/12/06. 4pp. 

7912190001 Forwards licensee responses to IE Bulletin 79-23, "Potential 
Failure of Energancy Diesel Generator Field Esclter 

CREWef Sru**"' Region 3, Ban Franc iceo. Reactor Operations Nuclear 

Support Branch. 79/12/07. Ip. 


P. Operating lleense stags d-ocuraonts fa corrtsfondenes 


7912100139 Discusses NRC 791101 ,iipettng u/representatives of NBS3 
vendors fa fuel suppliers re discussion of respactlve 
portions of ECC8 evaluation models destlng w/fual cladding 
sbielllng fa incidence of rupture. Vendor responses ««}. 

EISENHUT, D. 0. Division of Operating Boaetors. 79/11/09. 63pp. 


— 7912100283 Responds to NBC 791101 request re noncompllane » of 
Nestinghouse ECCS evaluation model under requirementB 
of I0CFB30 App K. Evaluation of three fuel rod models 
indicates no sofaty problems for Restlnghouee plants. 
ANDERfiON. T. M. Weatinghouse Electric Corp. 79/11/02. 4pp. 


— 7913100330 Responds to NRC 791101 requost re OfiNL cladding swelling fa 
rupture data-Rsvlew of analytical wodsls fa tests Indicates 
compliance w/lOCFR80 App K.All GE specs for ealculoted peak 
cladding tamp remain unchanged. 

aUCHHQLZ, n. H. eeneral Electric Co. 79/12/07. 2pp. 


— 7913100407 Forwards response to NRC 791101 request re rod burst lest 
data. Concludes that data properly represented by fuol model# 
used In vendor evaluation modale fa that analyses domonstrato 
all criteria of 10CFB50. 46 satisfiod. 

OHSLEV,O.F. E**on Nuclear Co,, Inc. Isuba. of Ex/on Corp. I, 
79/11/02. 5?p. 


— 79SS1DQ4S6 Forwards addl info re evaluation of impact of NRC proposed 
rup tur a/b 1 flc kage model used in vondor evaluation isodal. 

Nii adverse lapaet from new rupture hurst data or use of NRC 
ruptura/bleckagi modal on licensing calculation results. 

QMBLEVrO.F. Sxson Nuclear Co., Inc. (subs, of Eison Corp.). 
79/11/04. 22pp. 


7918200439 Notification of cancelled 791211-13 meeting w/utll fa 
Woodward fa Clyde in Euraka, CA to discuss propoeid 
continuation of seismic & geologic investigation. 

HQOKEYiV.U. Oporating Reactors Branch 3. 79/12/06. 2pp. 


— 7'gi2190002 Respond B to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Oensrator Field Eiciter Transformer." 
Facility will conduct roqulrod siistalned full load operation 
test of emergonev generator prior to startup. 

CRANEiP.A. Pacific Oas fa Electric Co. 79/10/86. Ip. 


7912190003 Busponds to IE DulVetin 79-33, "Potential Failure of 

Emergency Diesel Ganerotor Field Exciter Transformer." 
Facility will conduct load tost of emergoney diesel 
generator prior to recovery from refueling shutdown. 

OOODHIN, C. Portland General Electric Co 79/10/11. Ip. 


-7912190006 Heeponds to IE Bulletin 79-33, "Potential Failure of 
Emergency Diesel Oanorator Field Ecelter Transformsr. " 
Facility will conduct test of emergency dleoel g#n*ra-or# 
preeaadlng Mar 1980 refueling outage. 


7913200236 Forwards IE Bulletin 79-28, "PoBSlble Malfunction of Meroco 
Modal EAiaO Limit Switches at Elevated Temps." Action 

ENOELtlEN. R. H. Region S, Ban Francisco, Office of the Director. 
79/12/07, ip. 

7912280619 Forwards IE Info Nofeles 79-31, "Use of Incorrect Amplified 
Response Spectra." Nu written reepanse requirid. , „ . 

ENGSLKEN, R. H. Region S, Ban Francisco, Office of the Director. 
79/ia/l3. ip. 


B, Periodic operating reports fa related correspondence 


7912180346 Forwards monthly operatlna rept for Nov 
WEEK9<E. D. Pariflc Oas fa Electric Co. 79/12/04. 


1979. 

Ip. 


-7912130330 Monthly operating rept for Nev 

OETTY, D. C. Pacific Oas fa Electric Co. 79/13/03. 
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DOCKET 80-134 WORCESTER PDLVTECH INST. RESEARCH REACTOR 
F. 6«curityi umaraancg ti fire protection plans 


7912180206 Forwards draft Reg Guide 3, XX> "Std Format Si 
Uicanaea Physical Security Plan for Protection of 8NM 
Moderate or Low Strategic Significance." M/o end. 
REIOiR. W. Operating Reactors Branch 4 (Pre 791030}. 
Spp. 


Content for 
of 


79/0B/22. 


Q. Inepection reports) IE Bulletins S< correspondence 


7912260330 Forwards IE Insp Rept 30-134/79-01 on 790903. No 
noncDApliance noted. 

MARTIN) W. O. Region 1) Philadelphia) Safeguards Branch. 79/11/02. 

3pp. 


— 7912050637 Forwards Amend 10 to License R“71i negative dec larotiun) ElA 
& safety evaluation. No significant environ impact associated 
ui/opera 1 1 on. No EI6 needed. 

LEAR 1 0. Operating Reactors Branch 3 (Pre 791030). 76/02/03. 

2pp. 


— 791SOS0640 Amend 10 to License R-71i mod If y Ing Tech Spocs re production) 
monitoring U release of AR-41. changes to restrictions on 
in-coro esperiments It administrative changes. 

LBAR/0. Operating Reactors Branch 3 (Pre 791030). 76/02/03. 

10pp. 


—7912050646 Negative declaration re issuance of EIS. No significant 
environ impact associated w/proposed license amend. EIS not 
warranted. 

nEOAN)M. H. Assistant Director for Environmental Projects. 

78/12/19. ip. 


7918260331 !E Inep Rept 50-134/79-01 on 790903. No noncompl lance notod. 

Major araas inspected: matl control 6 accounting. 

UOYNER)J.H. Region 1) Philadelphia) Safeguards Branch. 

BUHJ1ER0. R. T. Region 1) Philadelphia) Office of the Director. 

79/10/33. 3pp. 


DOCKET 30-139 UNIV. OF HABHINOTON RESEARCH REACTOR 


— 7912030649 EIA supporting negative declaration re need for separate 
EIB. 

* Assistant Director for Environmental Projects. 75/12/19. 

3pp. 

— 7918030681 Safety evaluation supporting Amend 10 to License R-71. 
o Assistant Director for Environmental Projects, 76/02/03. 

4pp. 


F. Becurityi ffladleal) emargency t« fire protection plans 

7912120206 Forwards draft Reg Guide 3. XX) "Btd Format (U Content for 
Licenses Physical Sacurity Plan for Protection of SNM of 
Moderate or Low Strategic Bignlf tcanee. •' M/o end. 

REID)R.H. Operating Reactors Branch 4 (Pre 791030). 79/08/22. 

2pp. 


8. Reportable oeeorrencos) LERs & related correspondence 


“7912050660 Forwards responses to questions raised by D Jaffe Ir Black in 
7S0928 telcon re unlv 6 Nuclear Energy Lab commitment to 
tuo-yr environ TLD program 6 radiation oiposures to 
personnel within meteorological lab. 

RA8TENBER0) H. E. California) Unlv. of) Los Angelos. 73/11/03. 

7pp. 


—7912030661 Forwards application for amend of License R-71.TE Hlelts Itr 
to UCLA environ health fc safety officer end. 

HOBSON) d.H. California) Unlv. ofi Los Angeles. 73/03/22. 2pp. 


7912880608 flO: on 791811)Whlle reactor shut down) graduate student 
spilled five gallons of water on reactor top. Mater aboorl/ad 
by graphite moderator resulted In negative reactivity. 

Facility currently resolving problem. 

CHALK) H.B, MaehlngtoA) Unlv. of. 79/12/21. 2pp. 


DOCKET 30-142 UCLA TRAINING REACTOR 

F. Security) medical) emergency 6 fire protection plans 


7912120206 Forwards draft Reg Guide 3. XX) "Std Format li Content for 
Llcenste Physical Security Plan for Protection of BNM of 
Modarate or Low Strategic Significance. " H/o end. 

RE1D)R. M. Operating Reactors Branch 4 (Pre 791030). 79/00/22. 

2pp. 


— 7918030664 Proposed Amend 10 to Lleonso R-71. Util safety analysis 
end. 

» California) Unlv. of) Los Angeles. 73/05/16. 12pp. 

— 7918030663 Amend 9 to License n-71) ine orporat iiig end Tech Specs into 
license. . , . ^ , 

SKDVHOLT) D. J. Atomic Energy Commission) Directorate of Licensing. 
71/03/01. 3pp. 

V9i80S066B Ravlsed Tech Specs transmitted u/Anend 9) reflecting Amend 10 

changes. 

* California) Univ. of) Los Angeles, 71/03/01, 16pp. 

Q. Inopoetlon reportsi IE Dulletlna it correspondence 


0. Adjudicatory eorrespandenee 


7912190091 Ad receipt of 791003 requeet to shut down facility. Raqueot 
being treated ae request for action under 10CFR2. 206. 

FR notice end. ^ 

OTELLQ.V, Office of Inspection fc Enforcement. Office of the 
oirector. 79/11/30. Ip. 


— 7918190098 Notice of request for action under 10CFR2. 806. 

STELLO. V, Office. of Inepection 8< Enforcement. Office of the 
Director. 79/11/30. 2pp. 


'912050346 Forwards IE Insp Rept 80-142/79-04 on 790927-83. No 
noncompl lance notod. ..... . . 

HOOK.H. E. Region 3. Ban Fronciseo. Fuel Facility I. Naterlals 
Ds«»t-i) nfanph 70/10/S3. 2dD. 


—7918030338 IE Insp Rept 30-142/79-04 on 790927-20. No nonccmpllance 
noted. Major areas inspected: UCLA-basad group concerns re 
esceesivs Ar-41 oiposure from stack effluent. 

BOOKiH. E. Region 3. Ban Francisco. Fusl Facility b Materials 
Safety Branch. BAIRD.O. I). Region 3. San Francisco. Offles of 
the Director. 79/10/19. Spp. 


—7912190105 Requests shutdown of facility Si public hearings re 
relicenelng L intarvenor status, Newspaper articles re safety 
question end. 

HIRSCH.0. 0. Committee to Bridge the Gap. 79/10/03. 6pp. 


— ^7912190119 "UCLA Nuclear Reactor - Is It Safe. “ 

♦ Committee to Bridge the Gap. 79/10/03. 39pp. 


—7918190125 IE Insp Rept 30-142/73-01 on 730123-24. NoneompUance noted: 
arror in callbr curve of gaseous effluent monitor t> 
ventilation exhaust .air not properly diluted or released. 
MCHaLAMBKIiF. A, t BODK.H, E. Region 3/ San Francieeo. Office of 
the Director. 73/02/11. 11pp. 


P. Operating licsnie stage documents b correspondence 


7912030635 Responds to FOIA request for UCLA Nuclear Energy Lab 
Facility Ltcensa R-71. BAR b application for licanset Amend 
lO.Furuardt Info listed in App- A. 

CARR.J.C. Division of Rules and Records. 79/11/16. 2pp. 


DOCKET 80-146 SAXTON NUCLEAR EXPERIMENT AU FACILITY 
8. Repovtahle eecurroiiees) LERs b related correspondence 


791826000S PNa-I-79-002A: on 7910022. fol louup survey was performed by 
inspector to verify cleanup of unrastrlcted area where 
contaminated soil was discovered on 790920. Identlflsd small 
redioactiva area, appro* two ft in dlamatar. Monitor planned. 

PLUMLEEi K. . SMITH. jD.H. Office of Inspactlen b Enforcement. Office of 
the Director, 79/10/22. 2pp. 


DOCKET 30-147 ROCKHcLL INTL. CORP. CRITICAL FACILITY 

Q. Inapaetlon raports. IE Bulletins b corraapondanco 


7912060021 Forwards IE Insp Rept 50-147/79-01 
noncompl lanes noted. 

HOOK. H. E. Region 3. San Franc Iscot Fuel 
Safety Branch. 79/10/17. Rpp. 


on 790904-06. No 
Facility b Materials 
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— 7912a&00ai IE Insp Hept 50-147/79-01 fln 790904-06. No noncaapl lane* 
noted. Major ar«ao Inopocted: phasic* 1 statu* of factlltija 
survolilance program 6 tiootablo re dismantling plan. 

EO(lK>H.E. Region 9< Ban Franciscoi Fuel Faeltitg li Materials 

Safety Branch. CllRTISiJ. R. Region S. San Francisco. Sfflc* of 
tha Director. 79/10/16. 3pp. 


DOCKET 90-148, UNI V. OF KANSAS RESEARCH REACTOR 
F. Becurltyj medical, emergency b fire protection plans 


7918120206 Foruards draft Reg Guide 9. XXj ’Std Foraat ti Content for 
Licensee Physical Security Plan for Protection of SMI of 
Moderate or Lou Strategic Significance." U/o end. 

REIDiR.U. Operating Reactors Branch 4 (Pro 7910301. 79/0B/22. 

2pp. 


0. Inspection reports. IE Birlletini U correspondence 


7912120229 Foruards IE Insp Kept 90-140/79-08 on 791028-24 b notice of 
violation. 

MADSEN. O.L. Region 4. Oallas. Reactor Operations Nuclear Support 

Branch, 79/11/07. 2pp. 


—7912120233 Notice of violation from insp on 791022-24. 

« Region 4. Dallas. Dffice of the Director. 79/11/09. Ip. 


—7912120239 IE Insp Rept 90-148/79-02 on 791022-24. None omp Hence noted!; 
failure to implement design change properly. 

BPANOLER. R. 0. I RUCKER. M.J. Region 4. Dallas. Office of the 
Director. MADSEN. 0. L. Region 4> Dallas. Reactor Operations 

Nuclear Support Branch, 79/11/09. 9pp. 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 
F. Security, medical, energeneg b fire protection plan* 


7918180206 Foruards draft Rep Quide S. XX. "Std Format t< Content for 
Licensee Physical Security Plan for Protection of BNH of 
Kaderate or Lou Strategic significance.' M/o end, 

REID. R. M. Qpsratinp Reactors Branch 4 (Prs 7910301. 79/0B/22. 

8pp, 


DOCKET 50-191 UNIV. OF ILLINOIS RESEARCH REACTOR 
F. Security, medical, emergency b fire protection plane 


7918180206 Feruardc draft Reg Quid* 5. XX. "Std Fermat fc Content for 
Licensee Physical Security Plan for Protection of SNH of 
Moderate or Lou Strategic Significance. ' tf/o end. 

REID. R.M. aperating Reactors Branch 4 (Prs 791030). 79/0B/28. 

2pp. 


DOCKET 30-159 910 ROCK POINT WCLEAR PLANT 


F. Sacurltyi medical, emergency b fire protection plane 


7912180339 Natl flee of delay in Plant Bye Branch Teem 1 evaluations of 
facility fire protection sys. Outlines of assistance needed 
end. 

LAINAS. 0. Plant Systems Branch. 79/11/16. 9pp. 


7912200022 Discufsas NflC 791109 meeting re emerganey preparedness taaai 
review objectives, Provides guidance for Improving licensee 
emergmey preparedness (. assuring capability of effslta 
agenctee to tale appropriate tmergancy actions. 

CRIMES. B.K. Emergency Preperednes* Task Force. 79/11/83. 30pp. 


7912200129 Notifies of completion of. design detail review of fire 
protection sy* re util 790631 raspenie to HRC 790404 safety . 
tvaluatlon. Design criteria for mod* are acceptable, 

LAlNASiO. Plant Systems Branch. 79/11/23, 3pp, 


7912310492 Rettuests installation ef backup power for rad emergency 
telephanes. as discussed in 791116 telcon. 

KEPPLER.a. 0. Region 3. Chicago. Office of the Director. 79/11/30. 
Ip. 


7912180604 Notifies that plant red emergency telephone has smergency 
backup poursr.ln raspens* to NRC 791130 ra<iuest, 

KOFFMAN. 0. P. Cantumars Power Co. 79/12/13. Ip. 


0. Adjudicatory correspondence 


7918170419 Agrees w/J Qul 791030 Itr re nuclear power plant, 
a Chrlsta-Marla. 79/10/31. Ip. 

— 79121704IB Req.ue*ts that NRC deeund plant maintain shutdown condition 
to protect clbiiens. 

BUI. J. Affiliation Unknown. 79/10/30. 8pp. 

7912130193 Comaents on intorvenor* charge* that plant Is unsafe. 
Allegation* are inaccurate b w/o merit. as evidenced by 
recent insp 1. return to operation. 

YOUNQDAia.. R. C. Consuaers Power Co. 79/11/14. Ip. 

7912070470 Requests to make United appearance etatenent at special 
prehearing confer ante. 

JADHIN.D. Affiliation Unknown. 79/11/15. Ip. 

791206013S Requests to make United appearance statement at llcanaing 
prehearing. 

LETARTE,a Affiliation Unknown. 79/11/17. Ip. 

7912060640 Restatemenb of contuntlons. Alleges that MIC cannot allow 
spent fuel pool eipanslon until storage Sc permanent disposal 
probleas eolved. Urges review of possibility of Class 9 
accident. Certificate of Bve end. 

SHE1.DCH,K. P. Christa-fterim. SHEUMW. R. P. Sheldon. Harmon St Heiss. 
79/11/80. 9pp. 


7918110374 Contentions questioning whether Big Rock old pool meets 
present requirements for spent fuel pool. Urges postponement 
of licensing until long-term waste disposal problem is 
solved. 

O'fClLL.J.P. Affiliation Unknown. 79/11/20. 10pp. 


7918070000 Motion for approval of MIC. Chrl stellar la Sc CPC stipulation 
re Christa-Marla 791030 contentions. Restatsmsnt of 
contentions filed an 791L80.WqC b CPC objections will be 
filsd on 791129. 

HOOflE. J. E. Hearing Branch 3. 79/11/26. 2pp. 


—7912070344 Stipulation of contentions re Christa'fleria petition to 
intervene as meBbar oP 24 citiiens associations in area. 
Btatoaint re consolidation w/Crlsta-Merla will be filed at 
791809 prehearing conference. U/Csrtlflcete of Svc. 

NOCmEiU. E. Hearing Branch 2. OAU.O.J. Consumers Power Co. 
BHEUXIH. K.P. Chrleta-Maria. 79/11/26. 8pp. 


7912100319 Order shifting sit# of 791809 prehearing conforene* to 
Holiday Inn.US Route 131 SouthtPetoskey.HI., 

OROBSMAN. H. Atomic Safety and Licanilng Board Panel. 79/11/28. )p. 


7912070076 Response to Christa-Merie Ic OP O'Neill 791120 contantione. 
Chrlsta-Nerte Contentions 1 b 7-9 are InadmlBslbla b 
Contsntions 2-6 are subj to 791126 stipulation. JP O'Neill 
Contentions l.B.942.8.a.E.3.8.F b 4 admissible. 

HOORE.J. E. Hearing Branch 2. 79/11/29. 32pp. 


—7912070108 Forwards raspanss to A8LB question. TNI occwrencs ms 
C lass 9 accldsnt from pesslbls standpoint rather than 
actual. Two Certiflcatas of Bve end. 

MATr8aN>R. J. THt-2 Lessons Lsarned Task Force. 79/08/16. Bpp. 


7912100322 Notice of appearance In proceeding. Certificate of Bve and. 
eOLOBERO. 8.C. Antitrust Division. 79/11/29. 3pp. 


7912170179 Rasponsi objecting to Chrlsta-Haria 791030 Contentions 1 i» 
7-9. Contention l>ra stay aP precasdlng pending rulemaklnff 
contradicts NRC 791089 notice. Centsntions 7 b 8 Imprsclse b 
lack bases for assortlon. Contention 9 Is outside proceeding. 
HILLER.ni. > BAULO. J.> BTEPTOE, P. ConsuMrs Power Co. 79/11/29. 
11pp. 


7912170008 Request for ardor granting eitansion until 791203 to rawpand 
to Intervener JP d 'Neill 791120 restatement af eententlons. 
Restatement has caused MIC to completely rewrite draft 
rreponte. 

CALLOtJ. Consumers Power Co. OAIXO>J. lshem< Lincoln b Beelw. 
79/12/01. 3pp. 


7912170098 Response to intervanor JP O'Neill 791830 b 1120 contentlono. 
No objection to Contentions I. 5 b XI. C. Csntsntions II. E. 3 b 
II. B will bs accepted if addl Info provided. All ether 
contentions should bs rejected as too general er Irrelevant. 

OALLOtJ. . HILLER. M. I.) STEPTOG. P. Consumers Power Ce. 79/12/01. 

18pp. 
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— 791Bt700&3 For»)»ril» rBi|u»it for addl info re SEP Topic IX-1 
Bfeoraa*-** Cortlflcato of Svc and. 

ZlEMAMitP. L. Oporatins Reactors Branch 2. 79/H/27. 3pp. 


Fuel 


79121300B2 Forwards roquost for addl 
Storage. 

^IEKAN^i• D. L. Operating Reactors 


info re BEP Topic IX-l.Fud 
Branch 2. 79/11/27. 3pp. 


79iai'9020i Forwards proposed prehearing conference agenda b hearing 
schoduie. Requests deteraination on how prehearing conference 
will proceed b foraolation of schedule for parties to 
follow. 

rK)ORE.J. E. Mooring Branch 2. 79/12/03. 3pp. 


7912190310 Forwards “Hept on Sgiteisatic Evaluation of Opsrating 
Piii;illtiss> " as possible background info ra spent fuel pool 
proceeding. 

HOOREo). E. Hearing Branch 2. 79/12/03. Ip. 


_-7qri2t90316 *Rept on SgsteBatic Evaluation of Operating Facilities. * 
tt Office of Nuclear Reactor Regulation. 79/11/25. 3Bpp. 


7912310438 Ael receipt of 791104 petition to delay facility restart* 
pending reeolutlDn of seven identified issues. Request was 
not received before restart. Petition will ba treated under 
10CFR2.20&. . n 

DEMTWftH. R. Office of Nuclear Reactor Regulation. 79/12/04. 2pp. 


-7913210441 Notice of request for action under 10CFB2. 206 ra delay in 
DE)^m*H.R. Office of Nuclear Reactor Regulation, 79/12/04. 1pp. 


7912170042 Requests Class III fee re review b approval of radiological 
effluent Tech Spec changes. Fee for 790927 rsquBst due IS 
days upon receipt of Itr. 

HILLER* H, □. License Fee Manageaent Branch. 79/11/87. 


ip- 


7912130112 Forwards request for addl info re proposed erpanslon of 
spent fuel pool storage capacity. 

n I ~ a. 1 _ _ *s 








7912140107 Forwards assissnent of repair of reactor vessel 
drive penetration. Repair acceptable. 

ZIEMAMd*D. L. Operating Reactors Branch 2. 79/11/30. 


control rod 
2pp. 


7912050497 Responds to NRC 791016 Itr re 781129 b 1228 submittals re 
fool handling accidents in containment purge sys. Final 
solution on containment isolation sys will be submitted by 
800201. 

HOFFMAN. D.P, Consumers Power Co. 79/12/03. Ip. 


7912060621 Requests NRC review of end draft matls re proposed Tech 
Spec change concerning radiological off luents. Draft Dose 
Calculation Manuals. draft process control programs b 
radiological effluent Tech Specs end. 

HWTFKAN. D. P. Consumers Power Co. 79/12/03. 2pp. 


■7912310443 Petition to intervene. Identif iem seven issues that must be 
resolved prior to fecility restert. School eys should have 
workable evacuation plans. All NRC requirements should he 
implemented w/o changes. 

BIER*>I.. dOWIB.S. J. Affiliation Uninown. 79/11/04. 8pp. 


— 7912060622 Draft radiological effluent Tech Specs for Palisades. 
» Contumisrs Power Co. 79/11/30. 9pp. 


7912060623 Palisades draft Offsite Dose Calculation Manual. 

e Consumers Power Co. 79/11/30. SOpp. 


H. Oaneral correspondence 


7912060308 Notifies that offsite radiation protection training course 
Por HRC inepecMri B satisfactory. Requests advance 
notification of arrival of NRC parsonnal. 

LOUDENBLAOER* T. Consumeri Power Co. 79/12/03. Ip. 


J. Insurance b ifidemnity information 


7912040447 Forwards Amends 9 b 17 to Indemnity AgraementB 8-40 b D-22. 
roepactively* modifying prefatory language ra course of 
trmnepertmtlon. 

IRELAND. *1. H. Consumers Power Co. 79/11/29. 3pp. 


P. Operating 1 (tense stage documents b correspondence 


7912060624 Palisades health physics procedure for laundry raduaste 

batch calculation b release authoriiation. 

* Consumers Power Co. 79/10/08. 11pp. 


— 7912060625 Palisades health physics procedure for modified raduaste 
calculation b release authoriiation. 

# Consumers Power Co. 79/10/09. 9pp. 

7912060626 Palisades health physics proeadurt for sampling watte gas 

decay tank. 

* Consuaiers Power Co. 79/04/10. 2pp. 

— 7912060627 Palisades health physics procedure for analysis of wastt 
gas decay tank samples, 
a Coniuners Power Co. 79/04/10. Ip. 


7912100189 OlecuBSes NRC 791101 meeting w/represantalives of HBB3 
vendors b fuei suppliers re discussion of respective 
portions of ECCa evaluation models dealing w/fuel cladding 
swelling b Indidance of rupture. Vendor responses encl. 

EIBCNHUT* D. 0. • Division of Oporating Reactors. 77/11/09. 63pp. 


— 7912100235 Responds to NRC 791101 request re noncampl lance of 
Westlnghouse ECC8 evaluation model under requiremante 
of lOCFRSO App K. Evaluation of three fuel rad models 
indicates no safety problems for Hosttnghouse plants. 
ANDERaON. T. H. Hestlnghouso Electric Corp, 79/11/02. 4pp. 


— ^7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture date. Review of enelyticel models b tests Indicates 
compliance w/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unclianged. 

BUCHHQLZ. R. H. General Electric Co, 79/12/07. 2pp. 


— 7912060628 Palisades health physics procedure for calculation of usste 
gat decay tank. 

• Consumers Power Co. 79/10/10. 13pp. 


— 7912060629 Palisades health physics procedure for stack gas particulate 
b iodine sampling. 

* Consumers Power Co. 79/10/10. 8pp. 

— 7918060630 Pelitadee health physics procedures for stack gas sample 
counting. 

* Consumers Power Co. 79/10/10. Ip. 

— 7912060631 Palisades health physics procedures for authoriiation of 
containment purge. 

* Consumers Power Co. 78/03/30. 4pp. 


— ^7912100407 Forwards response to NRC 791101 request re rod burst test 
deke.Cancludee that date properly represented by fuel eiodels 
used in vendor evaluation modele b that enalysee demonstrate 
all criteria of lOCFRSO. 46 satisflod. 

CIH9LEY*0.F. Eieon Nuclaar Co.* Ine, Isuba. of Eseon Corp. >. 
79/11/02. Spp. 

— ^7912100436 Forwarde addl Info ro evaluation of impact of NRC proposed 
rupture/bleckeie model uaod in vendor evaluation model. _ 

Ne edveree ieipaet from new rupture hurst data or use of »«C 
Irupture/blockage model on licensing calculation reeulte. 

OWSLEYiO.F. Etton Nuclear Co.* Inc. (subs, of Eiion Corp.). 
79/11/04. 22pp. 


7912110018 Foretarde updated lists of BEf topics not roquiring slto 
review duo to ongoing generic licensing activities outside 
BEF er becauae of inapplicability to facility. 

Z1EMANN*0.L. Oporating Reactore Branch 2. 79/11/16. Bpp. 


— 7912060632 Palisades health physics procedure for calculation of 
condsnesr offgas effluents. 

* Consuaers Power Co. 79/10/10. Ip. 


— 7912060633 Palisades health physics 
sump calculations. 

* Consumers Power Co. 79/10/06. 


— 7912060634 Palisades draft procesi 
* Consumers Powsr Co. 79/11/30. 


procedure for turbine b dirty waste 
‘P- 

control program* Nov 1979. 

3pp. 


— 7912060636 Palisades operating procedures for gaseous radwaste sys. 
* Consumers Power Co. 79/10/18. I7pp. 


— 7912060637 Palisades operating procedures for solid raduaste sys. 
# Consumeri Power Co. 79/10/10, 2Spp, 
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--79J2060641 PaJlsade* operating proceiores for •spent resin handling 

sg «. 

■» Con’sumers Pouer Co. y^/iO/lB. IQpp. 


— 7912070413 Operating procedures for liquid raduaate sgs. 
• Consuaers Pouer Co. 79/10/'23. 34pp. 


— 79ia0704lA Handling procedure for radloatlive mall shipnent, 
Consirmers Power Co. 79/0S/3O. 17pp. 


— 7912070419 Draft process control program for packaging of drg sollcl 
waste. 

• Consirmers Power Co. 79/12/03. 8pp. 


— 7912070421 Hadi 0 c h emi 8 trg procedure tor aampllng. 
* Coniirners Power Co. 79/12/03. 9pp- 


—7912070429 Radlochemlstrg procedure for changing stack gat sampling 
filters. 

s Contunors Power Co. 77/0&/27. dipp. 


—7912070429 Raddocheisdstrg procedure for sampling ti analysis; lake water 
daikg & monthlg composite samples, 
e Consumers Power Co. 76/10/18. 4pp, 


— 7912070432 Radioc hemlstrg procedure for offgas composition analgtio. 
e Consumers Power Co. 76/09/30. 9pp. 


— 7912070435 Radiochemistrij procedure for analgsls of offgas. 
• Consumers Power Co. 77/01/12. flpp. 


—7912070441 Radiochemistr g procedure for analgsls of liquid radioactive 
batch. 

* Consumers Po-uer Co. 79/12/03. 16pp. 


— 7912070449 Radioe henistrg procedure for analgsls of ttaek gas filters. 
* Consumers Power Co. 77/05/02. 19pp. 


—7912070430 Draft Offsite Dose Calculation Manual. 
» Consumors Power Co. 79/11/30. 29pp. 


—7912070465 Draft radiological effluent loch Specs. 
• Consumers Power Co. 79/11/30. 14pp. 


— 79120’70467 Health phgstcs procedure for stack gas calculations & 
effluent records at Palisades, 
e Consumers Power Co. 79/12/03. Vpp. 


7912070123 Forwards license tec for review of App I sutnltial re 
radiological effluent Tech Spec changes. 

FOOO. W. 0. Consumers Power Co. 79/12/04. Ip. 


7912100374 Responds to NRC 791009 request for c larlf icatlon of limit 
switch development for valves shown on util Drawing 
0740030103. Forwards info re limit switch development. Torque 
switches will be verified •during outage. 

HOFFHAH. D. P. Consumers Pouer Co. 79/18/04. 2pp. 


7912810193 Continuing review op proposed spent fuel pool storage 
eapacltg espanslon. Requests addl info re SEP Topic IX-i.info 
on proposed ecpanslon Lnsp b test procedures for rack 
lifting (< transporti'ng devices. 

ZlEMAfiMj D. L. Operating Reactors Branch 2. 79/12/07. 2pp. 


7912170233 Notifies that response to HRC 791023 Itr ro operation u/opan 
purge l» vent valvos •during normal operation is drlaged 
pending receipt of irfa from Allis-ChalmeTB. Response will be 
forwarded bg 791221. 

KOFFMANi D, P. Consumers Power Co. 77/18/13. Ip. 


V9l2aiOH6 Raspenijs to NRC 791030 Ur re Tttl-a Losaons todiTnod Task 
Foreg Status rept & ■sbort— toTft TeccinAfl*ndation 5 & provides 
Implementation schedule, 

KUSTONiR. U, Consumers Potuar Co. 79/12/17. 2pp. 


7912210iB2 Forwards response to HRC Itr re interim position for 
conteinment purge & vent valve operation pending resolution 
of isolation velve operab Illtg. Final data received & 
operations In coiipllanee. 

HUSTON.R.H, Consumers Power Co, 79/12/17. 6pp. 


79123104S8 Forwards tabulation of aettons addressing requirements 
791030*ilp^'''’"’ Tm -2 Incident. Bupersedes 

HOFFHANiD, P. Consumers Power Co. 79/18/27. 64pp. 


— 7912310464 "Pr^ogect Requirements for Steam Drum Safetg Relief Valve 
Position Indicators PRD~CPR-OOli " controlled copg. Supporting 
riocume^ntatlon end. 

» Energg Incorporated. 79/13/06. IBpp. 


— 7912310469 Const specs for inside containment portion of steam drum 
safety relief valve position indication tgs, 

TRDHKIMOINEN, 2. Energy Incorporated. 79/12/06. 2Bpp. 


— 7912310469 Const specs for outside containment portion of steam drum 
safety relief valve position indication sgs. 

TROHKIMOINEN^O. Energy Incorporated. 13090-'000. 79/12/14. 17pp. 


— 7912310473 Test spec for pressuriier relief valve position indication 
sys. 

OREENrH.M. Energy Incorporated. 79/12/14. 47pp. 


791231-035S Responds to 791123 request for addl info re proposed 
expanilon of spent fuel storage. New spent fuel racks will b« 
installed per detailed procedures ra specific transit paths 
6 installation sequences. 

HOFFftANi D. P. Consumers Power Co. 79/12/23. Spp. 


Q. Inspection reporter IE Bulletins Ic correspondence 


7912050110 Forwards IE Circular 79-22i "Btrole Times for Power Operated 
Relief Valves. " No rasponse required. 

KEPPUERt <J. 0. Region 3. Chicago. Office of- the Director. 79/11/16. 
ip. 


7912100226 Forwards IE Info Notice 79-20. '‘Overloading of Structural 
Elsmenta Due to Pipe Bupport Loads . “ No response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/il/t6. 
Ip. 


7912110971 Forwards IE Info Notice 79-29. “Less of Nonsaf ety-Ralated 
Reactor Coolant Bgs Instrueientation During Operation.” No 
specific action or rosponse required, 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/ii/t6. 
ip. 


7912260140 Forwards IE lnsp Bept 50-135/79-13 on 791024-86 & 29-31. 
No noncompl iance noted. 

HEIQHHAN. R. F. Raglan 3. Chicago. Reactor Operations Nuclear 

Support Branch. 79/11/16. 2pp. 


—7912260144 IE lnsp Hopt 50-159/79-13 on 791024-26 1. 29-31. No 
nonconp I lance noted. Major areas inspected : completion of 
lnsp requirement of IE Bvllstin 79-00 fc followup actions 
relative to LERs. IE bulletins 6 open insp items. 

RIDGITAY. K. R. . BOYD. D. C. Region 3. Chicago, Office of the 
Director. 79/11/16. 6pp. 


7912090363 Forwards IE Bulletin 79-86, "Boron Lost From DWR Control 
Blades. '' Response raquired. 

KEPPLER, J. 0. Region 3. Chicago. Off ice of the Director. 79/tl/SO. 
Ip. 


791210042B Forwards IE Circular 79-24. "Proper Installation tt Callbr of 
Core Spray Pipe Break Ooteetton Equipment on DHRs. " No 
written response required. 

KEPPLER. J. 0. Region 3. Chicago, Office of the Director. 79/11/26. 

Ip- 


79181 10292 Forwards IE Circular 79-23. "Kotor Starters fc Contactors 
Failed ta Operate. " No response required. 

KEPPLER, J. O. Region 3, Chicago, Office of the Director. 79/11/26. 
Ip. 


7912110403 Notifies that NRC intends to routinely forward ta 
appropriate state public util regulatory groups 6 state atty 
genera] ofee copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER. il. 0. Region 3, Chicago. Office of the Director. 79/11/28. 
Ip- 


7912190216 Forwards IE Bulletin 79-27, "Loss of Non-Claqs IE 
Instrumentation S, Control Power Sys Bus During Operation. " 

Written response required, 

KEPPLER. J. 0. Region 3, Chicago. Office of the Director. 79/11/30. 
ip. 


7912140079 Forwards IE Info Notice 79-30. "Reporting of Defects 6 
Noncompl lances. 10CFR21. " No action or response required. 

KEPPLER. J.O. Regions. Chlcego, Office of the Director. 79/12/06. 
»P- 
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7913180438 Foruard* r«vi»Jt>n to 790201 Inttpvtea tsft proaram for 
pump* ti valvap) Incorporating ehango* ratulttng from 790S16 & 

17 alti matting ut/NRC. Raqueatt commants. 

FIELDe>H. Coniumirs Pouter Co, 79/1S/07. ip. 


-•-791212043& "Daecr ip tlon of Iniarvici Teet Program for Pumps ii Valve* tc 
Raiiuette for Relief from Specific ASHE Code Requirement!." 

« Coneumer* Pouter Co. 79/12/07. 41pp. 


7918200106 Foruarde IE Bulletin 79~28> "Postlble Holfunctlon of Namco 
Model EAIQO Limit Butltchet at Elevated Temp*. " Action 
raquirad. 

KEPPLERiJ. 0. Region 3> Chlcagoi Office of the Director. 79/12/10. 
ip. 


S. Reportable aceurrencef> LERt it related eorreepondence 


7918070070 PNO-II 1-79-34; on 791104. util achieved eritlcallts) following 
refueling h malnt outage. Caused bg leakage in control rod 
drive F-S >< loose inlet diffuser plate. Repairs required 
removal of cor* !< vessel internals. 

RIDOWAViK. R. I BOYD. 0. C. Region 3. Chicago. Office of the Director. 
79/11/05. Ip. 


7918060446 Forward* LER 79-026/03L-0. 

HOFFMAN. D.P. Consumer* Power Co. 79/12/03. Ip. 


— 7918060450 LER 79-026/03L-0; on 791101. during monthlg spectfle gravitg 
checks on reactor depressur 1 i ing sg*. batterg C.cell 48 read 
below Tech Spec limit. Plant in shutdown stags. Causa 
undetermined. Call replacad on 791103 prior to plant startup. 

• Consumers Power Co. 79/12/03. Ip. 


7912140407 Forward* LER 79-087/03L-0. 

HU6T0N. H. H, Consumer* Power Co. 79/12/11. Ip. 


— 7912140409 LER 79-027/03L-0; on 791 115 during power operation. emergeneg 
condenser sgs temps indicated leakage at outlet valve. Cause 
will be investigated at future shutdown. No leakage from 
primerg sge occurred. 

» Consumers Power Co, 79/12/11, tp. 


7918140412 Forwards updated LER 78-04B/03X-1. 
HUSTON. R.W. Consumere Power Co. 79/12/11. Ip. 


—7912140413 Updated LER 7e-04B/03X-l; on 781 108. during power operation, 
noted amergpncg condenser shell side temp was 203 P. Temp 
returned to normal levels when inlet valve In loop 2 closed, 

Caused bg Inproperlg fitted gate valve disc. 

« Consumers Power Co. 79/18/11. Ip. 


7912310483 Forward* LER 79-O20/O1T-O, 

FIELDS. H. Consumer* Power Co. 79/12/26. Ip. 


—7912310492 LER 79~08B/OIT-0: on 791813. design review of CV4097 k CV4093 
containment isolation valves indicated valves might not 
close under uoret LOCA pressure condition* unless alreadg 
partlallg closed. Caused bg inadequate epech. 

* Coniumers Power Co. 79/18/26. 2pp, 


T. Hearing transcript* on non-antltruit matter* 


7918i90344 Transcript of ASLB 791203 prehearing confertnco in Petoskcg. 
til re apent fuel expansion. Pp i-234. 

OROaBMANiH.i SKON.F. J. < PAR18.0.H. Atomic Bafety and Licensing Board 
Paital. 79/18/05. 255pp. 


U. Congrsiilonal/Exf cutive Correspondence 


7918180570 Responds to 790914 Itr re facility restart. Laak was found in 
reactor coolant pressure boundary. Fad t itg shut down to 
correct problems. Technical review tt onsite insp provide 
adequate asturanee of safe operation. 

0038ICK.L, V. Office of the Executive Director for Operations. 
79/10/12. Ip, 


—7918120574 Forwards R Bagar 790912 Itr opposing reopening of facllitg. 
Requests comment. 

ALBOBTA. D. House of Rep. 79/09/14. 2pp. 


7912140530 Forwards M Drake t< BI.C Nrlght itrs of concurn for plant 
operation*. Requests response to iesues raised. 

LEVSN.C, 8inat*. 79/11/09. 4pp. 


DOCKET 50-156 UNlV. OF WISCONSIN RESEARCH REACTOR 


F. Security, medical, emergeneg k fire protection plans 


7912120206 Forwards draft Reg Oulde 5, XX. "8td Format 8. Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance." U/o end. 

REID.R.W. Operating Reactors Branch 4 (Pre 7910301. 79/08/82. 

2pp. 


DOCKET 50-157 CORNELL UNIV. RESEARCH REACTOR 


F. Becuritg. medical, emergeneg & fire protection plans 


7912120206 Forwards draft Reg Oulde S. XX, "Btd Format & Content for 
Licensee Physical Security Plan far Protection of ENM of 
Moderate or Low Strategic Significance." W/o end. 

REID.R.H. Operating Reactors Branch 4 (Pre 791030). 79/OQ/S2. 

2pp. 


J. Insurance k indemnity information 


7912100335 Forwards executed Amend 12 to Indemnity Agreement E-4 to 
modify prefatory language. *'in course of transportation. " 

VERBAOE, P.A. Cornell Univ. 79/12/03. 8pp. 


DOCKET 50-160 OEOROIA IN5T. QF TECH. RESEARCH REACTOR 


F. Security, medical, emergency k fire protection plans 


7912120206 Forwards draft Reg Ouide S. XX, "Btd Format Si Content for 
License* Physical Security Plan for Protection of 6NM of 
Moderate or Low Strategic Bignif 1 cance, " U/o end. 

REID.R.W. Operating Reactors Branch 4 iPrt 7910301. 79/08/22. 

2pp. 


DOCKET 30-163 GENERAL ATOMIC COMPANY 


F. Security, medical, emergency ti fire protection plans 


7912120206 Forwards draft Reg Oulde 5. XX> "Std Format «< Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance. " W/o end. 

REID.R.W. Operating Reactors Branch 4 (Pre 791030). 79/08/28. 

3pp. 


0. Inspection report*. IE Bulletin* (< correspondence 


7912070179 Forwards IE Insp Repte 50-089/79-02 k 50-163/79-02 on 
790912-14. No noneompl lance noted. 

CREWS. J.L. Region 5, San Francisco. Reactor Operations Nuclear 
Support Branch. 79/10/19. 2pp. 


—7912070198 IE Insp Rept* 50-089/79-02 «< SO-163/79-02 on 790912-14. No 
noncompliance noted. Major areas inspected: organiiat 1 on. log s 
ti records, review t< audit, procedures & reportable events. 
FAULKENBERRY. D. Region 5. San Francisco. Reactor Operations 

Nuclear Support Branch. vIOHNGON. A. 0. . MORRILL. F.J. Region 9. 
San Francisco. Office oP the Director. 79/10/19. 4pp, 


DOCKET 50-166 UNIV. OF MARYLAND ReSEARCH REACTOR 


F. Becurtty. medical, emergency t. fire protectien plans 


7912120206 Forwards draft Reg Guide 9. XX. "Std Format ti Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance." W/o end, 

REID.R.W. Operating Reactors Branch 4 (Pre 7910301. 79/08/22. 

8pp. 


DOCKET 30-170 NATIONAL NAVAL MEDICAL CENTER 


F, Security, medical, emergency & fire pretectlon plans 


7912120206 Forwards draft Reg Ouide 3. XX. "Std Fermat ti Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Lew Strategic Significance. " W/o end. 

REID.R.W. Operating Reactors Branch 4 (Pre 791030), 79/09/82. 

2pp. 
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DOCKET 50-|7t PEACH BOTTOM ATOMIC POWER STATION. UNIT 1 


P. Ojxrifcing llccnat stage docuoints it corretpondance 


7911190143 Forwjrdp "Dticosslon of Trtf Lcaioni Learned Short-Term 
Regu Irtaente. * Revlilons to end impleaentation schedule for 
NURE<i-097B requlreaents should be submitted w/jus 1 1 f icetlon 
within IS dagiiif schedule reguirenents cannot be met. 

DENTOM, H. R. Office of Nuclear Reactor Regulation. 79/10/30. 3pp. 


DOCKET S0-ia7 SPACE RADIATION RESEARCH REACTOR 


F. aecurlty. medlealt emerganeg Si fire protection plans 


7912120304 Foruards draft Reg Oulde 9. XXi “Std Format b Content for 
Licaniee Phgsicel Securltg Plan for Protection of SNM of 
Moderate or Lou Strategic Significance. " H/o end. 

REIO.R, N. Operating Reactors Branch 4 (Pre 791030). 79/03/22. 

3pp. 


DOCKET 50-1 G2 PUIOUE UN IV. RESEARCH REACTOR 
F. Seeurltgi oadicat. eaorgeneg b fire protection plans 


7912120204 Forwards draft Reg Guide 9. XX. "Std Fornet 4 Content for 
Licensee Physical Security Plan for Protection of SNM of 
Koderate or Low Strategic Significance. “ W/o end. 

RElD.R.H. Operating Reactors Branch 4 CPre 791030). 79/03/23. 

2pp. 


J. Insurance !■ indeanity information 


7912090563 Forwards eaecuted Amend 10 to indemnity Agreeaent E-4, 
modifying pTsfatory language re “course of transportation. '■ 
BERTRAH, K. D. Purdue Univ. 79/11/21. 2pp. 


DMKET 50-164 fUTlONAL BUREAU OF STANDARDS REACTOR 
P. Security, medical, emergency fa fire protection plans 


7912130204 Forwards draft Reg Oulde S. XX, "Std Format fa Content for 
Licensee Physical Security Plan for Protection of BNH of 
Hoderate or Leu Strategic Significance." H/o end. 

REtO.R. N. Operating Reactors Branch 4 IPre 791030). 79/08/22. 


79121003M Forwards amend to securltg fa safeguards plan. Amend withheld 

I n#* lUCrfiS. rTOja 

CommireeiDept. of. Hatlona) Bureau of Standards. 

79/12/09. ip. 


Q. inipe eticn reports, IE Bulletins fa correspondence 

7912090079 Forwards JE Insp Rept 90-134/79-04 on 790329-31. No 
noncompliance noted. 

MARTIN. W.O. Region 1. Philadelphia. Safeguards Branch, 79/10/09. 


50-134/79-04 on 790829-31. No noncompliance 
noted Major areas inspected: seeurt ty plan, protec t ion of 8NH. 
security organiiation, access control, alarm sus & 
survei llance. Detail s withheld Iref 10CFn2.790). 

W^,R, H., MKE^.L. N. Region I, Philadelphia, Office of the 

*' aefeguerd. 


POCKET 90-194 WI V. OF M IBBOURI RESEARCH REACTOR 
F. Security , medica l, emergency fa flpe protection plans 


7912120204 Fsrwarils draft Reg Oulde 5. XX. "Std Feraat 
wiS!"'!* Becupity Plan for Protection of SN 

i Slpnlfleenee. « M/o end. 

REID,R. u. Operating Raactori Branch 4 (Pre 791030 
*PP. 


Content for 
of 


79 /OB/ 22. 


a. In s pection reports. I^Bulletins fa correspandence 


Pf 791023 Ur informing MHC of steps taken to 
DAVlIf* B* * 50-184/79-04. 

B?«f; 79/11/2?.® "u!’’ P«lHty faM.t.rlal. Safety 


Sf^F??? M •* *hlp-.nts included in scopS of 

^«)N.D.L.: BR1»«B.R.„, Missouri, Unlv. of. Columbia, 79/10/2 


0. Inspection reports, IE Bulletins fa correspondence 


7912090312 Forwards IE Insp Rept 90-107/79-02 on 791014-10. No 
noncompliance noted. 

CREMB, J. L. Region 9, San Francisco, Reactor Operations Nuclear 
Support Branch. 79/10/30. 2pp. 


7912090314 IB Insp Rept 50-187/79-02 on 791014-lB. No noncompliance 
noted. Major areas inspected: operating fa malnt procedures, 
revlty fa audit. 

STERNBERG, D. M. Region 9, Ban Francisco, Raactor Operafclone 
Nuclear Support Branch. CARLSON, J. 0. , MORRILL. P.J. Region 5. 
San Francisco, Office of the Director. 79/10/29. 3pp. 


DOCKET 90-180 KANSAS STATE UNIV. RESEARCH REACTOR 
F. Security, medical, emergency fa fire protection plans 


7912120204 Forwards draft Reg Oulde 9. XX, "Std Format fa Content for 
Licensee Physical Beeurity Plan for Protection of SNM of 
Moderate or Low Btretegle Significance." H/o end. 

REID, R. M, Operating Reactors Branch 4 (Pre 791030). 79/03/22. 

3pp. 


DOCKET 90-192 UNIV. OF TEXAS RESEARCH REACTOR 
F. Security, medical, emergency fa fire protection plane 


7912120204 Forwards draft Rag Oulde 9. XX, "Btd Format fa Content for 
Llcentec Physical Security Plan for Protection of 8NM of 
SkTetogU aigniflcenee, •' W/q end. 

RElD.R.H, Operating Rcaetore Branch 4 (Pre 791030). 79/00/22. 


80-193 RHODE IBLAND fa PROVIDENCE PLANTATIONS AEC 
F. Security , medical, emergency fa fire protection plane 




■ ov , . „ • -w.uw J. AR, • o*g rormec « uontenc ror 

Llceneee Phyilcal Becurltg Plan for Protaetlon of BNM of 
aignlflcanee, " H/o end. 

RtiD, R. H. Operating Reactors Drench 4 (Pre 791030). 79/03/22. 

rfpP. 


llcenie etaga documante fa correepondenca 


raoua.I. Sa — aaa u « --.-.g uranen review Of ecienCi 
DddJ »t‘Hjatlon of alumintda fa 
SiBA? Pi^oposed mods ere acceptable. 

CHECK.P.B. Reactor Safety Branch. 79/11/27. 2pp. 


R^ Perl odtc "f ^ftlng reporte fa ralattd corraepondence 


7912380497 Responds to FOIA 
factlltlee In RI. Forwards 
end. 


requBit for access to Info re nuclear 
doeumenti lifted In App A. H/o 


CARR, J. C. 


Division of Rules and Records. 79/12/18, 2pp. 


corrsspondtne. 


^-llure to initlat. JuU^Itic^SSSidSir;?*^ 
Spsrllto^s. ‘ Importance of procedure stressed to 
DJMEOLIO, A. F, Rhode Island, State of. 79/11/28, ip. 




discovered 

‘"r: f'***"* on trSd door.oSSJ.r" 

SiwIj ?n ? m"* "• ‘fpUflisnted. 

DIMEOLtD, A. F, Rhode Island, State of. 79/12/03, Ip. 
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Notiflvt of trror in 791803 Ur re RD SO-193/79-03. Deto In 
flrtt Una of aeconi) paragraph ihould read 791189. 

DlHEOLIOi A. F. Rhode Itland, State of. 79/13/07. Ip. 


DOCKET 80-199 MANHATTAN COLLEOE RESEARCH REACTOR 


F. 8ecurltg> medleali emergeneg h fire protection plane 


7918120206 Foruardt draft Reg Ouide 9. XX, "Btd Format t< Content for 
Licensee Phgsical Becuritg Plan for Protection of 8NH of 
Moderate or Lou Strategic Significance.” U/o end. 

REID,R.U. Operating Reactors Branch 4 (Pre 791030>. 79/08/28, 

8pp. 


DOCKET 80-201 UE8T VALLEV REPROCESSINO PLANT 


P. Securitg, medical, emergeneg (i fire protection plans 


7912040088 Regueets submittal of eategorg F fee for safeguards 
conttngeneg plan t, securitg personnel training fc 
qualification plan approved 790814. 

MILLER, W.O. Licenii Fee Management Branch. 79/11/08. Ip. 


0. Inspection reports, IE Bulletins 1, correspondence 


7918060808 Act receipt 791005 Itr informing NRC of steps taksn to 
correct violations noted In IE Insp Rept 90-201/79-08. 

SMITH, O.H. Region 1, Fh i tedelphia, Fuel Facllltg (< Materials 
Safetg Branch. 79/11/06. tp. 


“7918060813 Responds to NRC 790913 Itr re violations noted in IE Insp 
Rept 30-801/79-02, Corrective actions: requirements for hand h 
foot counter posted, rad tatlon area sign posted I, proper 
labeling emphaslied. 

DUCKUORTH, J, P, Nuclear Fuel Barvices, Inc. <subs. of Oettu Dll 
Co. >. 79/10/08. 3pp, 


“7912060833 Forwards IE Insp Rept 30-801/79-02 on 790606-08 tc notice of 
violation. 

SMITH, O.H. Raglon 1, Phi lada iphla, Fuel Facllltg 6 Materials 
Safetg Branch. 79/09/13. 2pp. 


—7912060837 Notice of violation from insp on 790606-00. 

* Region 1, Philadelphia, Offiea of the Director. 79/09/11, 

app. 


“7912060240 IE Insp Rept 80-201/79-02 on 790606-08. Noncomp 11 ante notad; 
failure to follow procedures In use. of hand 6 foot counter, 
to post radiation arse (t to labsl eontainsr. 

CLEMONS, P. E. Raglon 1, Philadelphia, Office of the Director. 
8T0HR,J. P. Region 1, Philadelphia, Fuel Facllltg 6 Materials 
Safetg Branch. 79/09/11. 8pp, 


DOCKET 30-206 SAN DNDFRE NUCLEAR STATION, UNIT I 


F. Securitg, medical, emergeneg fc fire protection plans 


7912200088 Discusses NRC 791109 meeting re emergeneg preparedness team 
review objectives. Provides guidance for Improving licensee 
emergeneg prsparednesi 6 assuring capabllitg of offsite 
agencies to take appropriate emergeneg actions. 

GRIMES, B.K. Emergtneg Preparedness Task Foret, 79/11/83, 30pp, 


7918180443 Responds to NRC 791008 Ur re radiation safetg csrtl f leatlon 
of NRC personnel. NRC radiation safetg course meets 
rcquiremsnts of util training program 1, is acceptable. 

HAYNES, J.O. Southern California Edison Co. 79/18/03, Ip, 


7918180872 Forwards addl info re emergeneg planning In response to NRC 
791031 request, Addl copies of responses re Units 8 6 3 will 
be tranemittod w/Amend 17 of F8AR, Info Is responsive to 
specific questions 6 NRC overall action plan. 

BABKlNfK, P. Southern California Edison Co, 79/18/10. S3pp. 


7918310009 Forwards proprtetarg request for addl Info to complete 
review of safeguards contlngencg plan. Details withheld 
(ref 10CFR8. 790). 

ZIEMANN,D.L. , Operating Raectors Branch 2. 79/12/11. 8pp. 


9. Adjudteatorg correspondence 


7912110039 Confirms receipt of end 790389 petition to euspend OLs for 
all PWRe. Forwards FR notice indicating that petition will be 
treated in accordance w/lOCFHS. 806. 

DENTON, H.R. Office of Noe liar Reactor Regulation. 79/11/83. ip. 


— 7918110186 Notice of request for action pursuant to lOCFRa. 806 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PNRs. 

MULLER, 0. R. Office of Nuclear Reactor Regulation. 79/11/83. 
38pp. 


7918310008 Utr to all CA residents. Notifies that petitions to suspend 
or revoke OL will be treated as requests for action under 
10CFRS.806 .fr notice end, 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/12/13. 2pp. 


--7912310004 Notice of receipt of Identical petltloni submitted bg CA 
residents requesting action under 10CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation, 79/18/13. Ip. 


--7918310006 Requests suspension or revocation of OL due to new info re 
earthquake-caused ground motions not taken Into account whan 
OL issued, 

SMITH, J. L. Affiliation Unknown. 79/ i 1/14. Ip. 


I. Flnanc la 1 information 


7918270361 Forwards 8EC Form 10-K 6 1979 internal cash flow projection 
in eompliance w/10CPR140. 21. 

HUOHEe,H. 0. Southern California Edison Co. 79/12/10. 2pp. 


P. Operating license stage documents 6 correspondence 


7911090240 "Summarg of Operating Esperitnee H/Recirculating Steam 
Oinerators. " 

E16ENHUT, D. 0. Division of Operating Reactors. NUREO-0583. 
79/01/31. evpp. 


7908010339 Notifies of status of rept on reactor cavitg annulus seal. 
Most PWR users remove ring during normal operation, Others 
store teal ring In raised position during normal operation. 
LAINASiO. Plant Sgstems Branch (Pre 791030). 79/07/03, 7pp. 


7912080107 Discusses NRC review of UERs 6 Tech Spec requirements re 
control RPI sgt at Nestinghouse PURs, Requests Tech Specs 
review to ensure requirement for rod msinl to within +/- 12 
steps indicated 6 RPI sgs verified accurate within 12 steps. 
BCHHENCERiA. Operating Reactors Branch 1. 79/10/89. 7pp. 


7912100109 Discusses NRC 791101 meeting w/repreiontatives of NB9B 
vendors 6 fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling 6 incidence of rupture. Vendor responseo end. 

EI8ENHUT, D. 0. Division of Operating Reactors. 79/11/09. 63pp, 


—7912100288 Responds to NRC 791101 request rs noncompliance of 
UestinghousB ECCS evaluation model under requirements 
of 10CFR50 App K. Evaluation of three fuel rod models 
indicates no safetg problems for Neitlnghouse plants. 
ANDERSON, T. M. IrJestlnghouso Electric Carp. 79/11/02. 4pp. 


— 7918100330 Responds to NRC 791101 request re ORNL cladding swelling 6 
rupture data. Review of analgtical models 6 teats Indieatss 
compliance w/lOCFRSO App K.Atl OE specs for calculated poab 
cladding temp remain unchanged. 

BUCHHOLZ. R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rad burst test 
data. Concludes that data properlg represented hg fuel models 
used in vendor evaluation models 6 that analgses dsmonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OHS LEY, 0. F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 
79/11/02. Spp. 


— 7912100486 Forwards addl info re evaluation of Impact of NRC proposed 
rupture/blockage model used in vender evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

0H8LEY, 0. F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.}. 
79/11/04. 22pp. 


7918200068 Forwards NRC generic 6 plant-specific requirements for 
auxlliarg feedwater sgs. Designs 6 procedures of facllltg 
should be evaluated against requirements to determine degree 
of conformltg. 

EISENHUT, D. 0. Division of Operating Reactors. 79/11/13, 3ipp. 


7912110032 Forwards updated lists of SEP topics not requiring site 
review due to ongoing generic llcinsing activities outside 
SEP or because of Inappllcabl lltg to facllltg, 

ZIEMANNiD. L. Operating Reactors Branch 2. 79/11/16. Spp. 
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7913060170 Burnmary of 791024-38 tneetlna u/utll In B« theaiJa. Md r» otil 
rasponiB to laason* iBarnad from TMI. 

SHBAi J. J. Operating Heactors Branch S. 79>'11/18. ISpp- 


7913110413 Bumnary of 790916 meeting u/util b consultants in Dathasdar 
MD ra details of specific earthguale study. 

LEVlMi H. A. Systematic Evaluation Program Branch. 79/11/19. 62pp. 


7918170196 Foruards evaluation of SEP Topic XVII "Operational OA 
Program." Assessment incorporates util 781003 suggested 
nods. 

ZlEMAMNt D. L. Operating Reactors Branch 2. 79/11/20. 4pp. 


7912170189 Foruards evaluation of SEP Topic XVII "Operational QA 
Program," Revieiii completed. Assessment incorporates util 
7B1S07 suggested nods. 

ZIEMANN.D. L. Operating Reactors Branch 2. 79/11/27. 8pp. 


7912100306 Forwards corrected Page 2 of 791116 response to NltC 790921 
Itr re pollclea It procedures for surveillance tests oP 
reactor safeguards sys. 

DASHIM. K. P. Southern California Edison Co. 79/12/03. 2pp. 


7913210332 Forwards "Hevieu of Repts on Simulation of Oround Motions. 
OERNREUTER. 0. L. ■ TOKARZiF.^. Lawrence Liverraare taboratory. 
79/12/06. ip. 


— 7912210343 "Ravleu of Repts on Simulation of Ground Motions. “ 

BERNREUTER) 0. L. Lawrence Livermore Laboratory. 79/12/04. 16pp. 


7913140340 Notifies of change In eseluiion area boundary distance from 
containment. List of SEP topic assessments referring to 
exclusion area boundary distance end. 

NAYNES. J. 0. Qouthern Callfornie Edison Co. 79/12/07. 2pp. 


7918190791 Forwards luestlons re study< "flept O'f Evelualon of Max 
Earthquake it Site Ground Motion Parameters Associated u/ 

Offshore Zone of Deformation Facility." 

OEVIf^tJ.F. Interiori Dep t. ofp Oeologieal Survey. 79/18/07. 4pp. 


7918180^19 Notifies of completed rivleu of Tech Bpees re control rod 
position Indication sys. Control rod misalignment limitations 
not Included In Tech Bpees. Evaluettoni w/Nestinghouie re 
corrective actions undtrway. Data! 1 s available by 791228. 

BASKIMiK. P. Southern California Edison Co. 79/12/10. 2pp. 


7913210369 Responds to NRC 7910S3 Itr re operation of containment purge 
6 vent valves pending rasalutlsn of isolation valva 
oparablllty. Purga valves closed during reactor operation 
until operability under design basis LDCA is proven. 

DASKIN.K.P. Southern California Edison Co. 79/12/14. 3pp. 


79ISS70304 Forwards revisions to util 790913 commitments ra compliance 
u/short-tarm TMI Lessons Learned Task Force reciulrements par 
NURE0-097B. 

BASKINiK.P. Southern California Edison Co, 79/12/14. 8pp. 


G. Inspection reportsi IE Dultettni It correspondence 


7918050094 Forwards IE Insp Rept 80-306/77-14 on 790907-08 It 10-13. No 
nonconplianca notad. 

CRENSivI. L. Region 9f Ban Francisco. Reactor Opera t Ions Nuclear 

Support Branch. 79/10/36. 3pp. 


—7918080096 IE Insp Rept 50-206/79-14 on 790907-06 & 10-13, No 
noncampl lance noted. Ma jor area* Inspected: QA/QCi 
adminlstrationi procuremdntst receipt, storage 6 handling of 
equipment k mails. 

HILLER.L. F. ) KORN. A. Region 8< San Franc Iscoi Office of the 
Director. FAULKENBERRYi B. Region 5i San Franelicai Reactor 
Oparatlone Nuclear Support Branch. 79/10/36, 7pp. 


7913100280 Forwards IE Info Notice 79-26. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response riquired. 
ENCELKEN. R . H. Region 9. San Franc! scat Office of the Director, 
79/11/16. Ip. 


7913110917 Forwards IE Info Notice 79-89. "Loss of Nonsafe ty~Relatad 
Reactor Coolant Bys Instrunentation During OpeTatlon. " No 
epoctflc action or response required. 

ENOELKENtR.H. Region 9, Ban Franc! sea. Office of the Director. 
79/11/16. Ip. 


79IS0700S3 Forwards IE Circular 79-24i "Proper Installatton k Callbr of 
Core Spray Pipe Oreab Detection Equipment on BURa.** No 
responso required. 

ENGELKENiR.N. Region 9, Ben Francltce. Office of the Director. 
79/11/36. Ip. 


7918110272 Forwards IE Circular 79-33. "Motor Starters fc Contactor* 
Failed to Operate." No response required. 

ENGELMENi H. H. Region 9, Ban Francleco. Office of the Director. 
79/11/26. Ip. 


7913110496 Notlfloe that NRC Intends to routinely forward to 
appropriate state public util regulatory groups l< state atty 
general ofci copies of escalated enforcement correspondence 
sent by NRC to llceneaei. 

ENOELHEM. R. H. Region 5. San Francisco, Office of the Director. 
79/11/26. Ip. 


7918190153 Forwards IE Bulletin 79-37, "Loss of Non-Class IE 
Instrumentation t, Control Power Sys Dus During Operation. " 
Written response required. 

ENGELKENi R. H. Region 9. Ban Francisco, Office of the Director. 
79/11/30. Ip, 


7918310273 Forwards IE Info Notice 79-30, "Reporting of Defects t< 
Noncampl lances. 10CFR31. " No action required. 

ENGELKEN. R. H. Region 9, Ban Francisco, Office of the Director. 
79/13/06. 4pp. 


7913160479 Forwards util 790911 8, 1009 replies to IE Bulletin 79-17. 
CREHSaJ. L. Region 9, San Francisco, Reactor Operations Nuclear 

Support Branch. 79/12/07. Ip.. 


7913190001 Forwards licensee responses to IE Bulletin 79-23, "RotentUl 
Failure of Emergency Diesel Generator Field Exciter 
Trinsfcrmer, " 

GflEVIS. J.L. Region 9, San Francisco, Reactor Operations Nuclear 

Support Branch. 79/13/07. Ip. 


—7912190006 Responds to lE Bulletin 79-23, "Potintlel Failure of 
Emergency Diesel Generator Field Exciter Transformer." 
Facility will conduct test of emergency diesel generators' 
pracetdlng Mar 1960 refueling outage. 

BEAD.J.O. Southern California Edison Co. 79/10/32. 2pp. 


7913200344 Forwards IE Bulletin 79-36, "Possible Malfunction of Namco 
Model EAIOO Limit Switches at Elevated Temps." Action 
required. 

ENGELKEN. fl. H. Region 9, Ban Francisco, Office of the Director. 
79/12/07. Ip. 


7913310132 Forwards responses to IE Bulletin 79-21, "Tamp Effects on 
Level Measurements. " 

CRENS. J.L. Region S, San Francisco, Office of the Olreeter. 
79/13/07. Ip. 


—7913210136 Responds to IE Bulletin 79-21, "Temp Effecte on Level 
Meatursnents. " Corrects identification of six liquid level 
measurement Instruments inside containment, 

DRAKE. J. H. Southern California Edison Co. 79/09/38. Ip. 


—7913310199 Responds to IE Bulletin 79-21, "Temp Effects on Level 
Instrumentation." Evaluated liquid level meaiurament sys 
post-accident ambient ^tsmp on indicated water level, safety k 
control setpoints & emergency procedures, 

MATTIMOB, J. J. BaeraAenbo Municipal Utility Dletrict. 79/09/14. 
9pp. 


—7913310168 Responds to IE Bulletin 79-21, "Tsmp Effects on Level 
InstTumsntation. " Discusses liquid level iseesurement sys, 
post-eccldsnt ambient tamp on indicated wattr, safety Ic 
control setpoints ti smergency procedure t, 

GDODHlNiC. Portland General Electric Co. 79/09/14. 19pp. 


7918210143 Raeponds to IE Bulletin 79-81 "Temp Effects on Level 
Meesurementi. " re liquid level measurement sys, post- 
accident ambient temp on indicated water level, safety t, 
control setpoints k emergency procedures. 

HEAD, J. T. Southern California Edison Co. 79/09/14. 9pp. 


7913260162 Ack receipt of 791130 Itr Informing NRC of eteps taken t» 
correct violations noted In 791109 notice of violation re 
physical protaetian Insp. 

NORDERHAUQ, L. R. Region 9, San Francisco, Safeguards Branch, 

79/12/10, Ip. 


7918360689 Forwirds IE Info Notice 79-31, “Use of Incorrect Amplified 
Response Spectra." No written response required. 

ENGELKEN, R, H. Region 9, Ban Francisco, Office of the Director. 
79/18/13. Ip, 


R, Psrladlc operating reports ti related correspondence 


7913110313 Forwards monthly operating rept for Nov 1979. 
CURRAN, J.M. Southern California Edison Co. 79/12/09. ip. 
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--79181 J021S Monthly opirotlnfl ntpt for Nov 1979. 

MORANiR. O. Bouthtrn California Ediaon Co. 79/12/09. 9pp. 


a. Rtportabla oecurrancati LERt t* ralattd corratpondanca 


79iaoi0906 PNO-V-79-009; on 791 107» manual ihutdoun of unit oceurrad. 
Cauaad by alactrlcal fault on 4BO-volt bua l.Bmoka ti odor of 
burnlnp Inaulation datactad. Llcanaaa inapeetlon affactad 
awikchgaar for damagaa. 

FAULKENBERRVt B. Offiea of Inapaetlon & Enforcamant. Offlca of the 
Olractor. 79/11/07. 2pp. 


791804041)8 Porwardi LER 79-Oia/OlT-O. 

HEADiJ.T. Boutharn California Ediion Co. 79/11/26. 2pp. 


—7912040473 LER 79-OlB/OlT-O; on 791109> aopport dlacovarad nitfinp on 
lliiuld radwaatt diapotal tya piping outiida eontainmant. 

Cauaad by fallura to Initall aupport during fiald eonat, 

Naw aupport inatallad during 791110 unralatad outaga. 

CURRAN) J.M. Southarn California Ediaon Co. 79/11/26. Ip. 


7912030176 RO:on 791127. aa raault of Inap par IE BuUatln 79-14. miaaing 
valva oparator aupport ti ineorractly inatallad valva 
oparator aupport Idantiflad for valva CV-S2e on llna 2014 
S'.’lnch 191R 8aal uatar raturn llna, Prob lam eorractad. 

CURRAN) J.H. Southarn California Ediaon Co. 79/11/27. Ip. 


7912040397 Forwarda LER-79-017/01T-1. 

HEAO.J, T. Southarn California Ediaon Co. 79/11/29. 6pp. 


—7912040406 LER 79-017/01T-1 ; on 791107. following loaa of powar to 
aavaral alactrlcal aya ti 4 kV room flra alarm. 4BO-volt bua 
aupply braahar 1 automatically trtppad. Cauaad by rodant 
bridging two anargiiad phaaaa. ahort-circuitlng but, 

CURRAN. J.H. Southarn California Ediaon Co. 79/11/29. 7pp. 


7912180828 Forward a LER 79-019/01T-0. 

HEAO.J.T. Southarn California Ediaon Co. 79/11/29. 2pp. 


—7912180832 LER 79-019/01T-0: on 791 1 16. during fiald varif Ication/inap. 
thraa aupporta wtra miaaing on piping uaad to tranafar fual 
to dltatl ganarator. Supporta wtra not Inatallad during 
eonat. Naw aupporta Inatallad on 791116, 

CURRAN.J.H. Southarn California Ediion Co. 79/11/30. ip. 


7912170292 Forward a LER 79-020/01T-0. 

HEADiJ.T, Southarn California Ediaon Co, 79/12/07. 8pp, 


—7912170293 LER 79-020/01 T-0; on 791126. miaaing valvt oparator aupport I. 
Ineorractly waldad valva oparator aupport diacoverad during 
Impaction. Cauaad by poor eonat, Naw aupport configuration 
conforma piping aya to laiamlc input info. 

CURRAN.J.H. Southarn California Ediaon Co. 79/12/07. Ip. 


79l21703il Forwarda LER 79-02a/03L-0, 

HEAO.J.T. Southarn California Ediaon Co. 79/12/11. 2pp. 


—7912170314 LER 79-023/03L-0! on 791010. during OA aud it, var iabla low 
prattura trip aattlng on praaaura ehannal not aqual to 
praacribad computed trip valut. Cauaad by taat procadura net 
containing aceaptanea crltarla. Procadura raviaad, 

CURRAN.J.H. Southarn California Ediaon Go. 79/i2/tl. Ip. 


7912180609 Forwarda LER 79-021 /OlT-0, 

HEAO.J.T. Southarn California Ediaon Co. 79/12/12. 2pp, 


■79121B0617 LER 79-021/0IT-0: on 791114. whlla making routlna rounda. 
oparator found IB volt de powar aupply on Y aubchannal of 
load aaqutncar Numbar 2 had tripped off. Cauaa unknown. Powar 
aupply reaat I. aiquancar auceaafutly taated, 

CURRAN.J.H. Southarn California Ediaon Co. 79/12/12. ip. 


7912270SS1 Forwarda LER 79-092/01T-D. 

ENOELKENiR.H. Southarn California Ediaon Co. 79/12/17. 2pp. 


— 79122708B7 LER 79-028/d IT-O: on 791 130. aupporta on componant cooling 
watar aya aupply haadar found miaaing. Supporta not inatallad 
during field eonat, New aupporta i inatallad 791202. conforming 
piping aya to aalamlc analyala Input Info, 
o Southarn California Ediion Co. 79/18/17. Ip. 


DOCKET S0-20B COLUMBIA UNIY. RESEARCH REACTOR 


F. Bacurlty. madleal. imergancy & fire protection plans 


7912120206 Forwards draft Reg Ouide 9. XX, "Std Format fc Content for 
Licanaea Physical Security Plan for Protection of SNM of 
Hodarate or Low Strategic Significance.'' M/o and. 

REID. R. M. Dperating Reactors Branch 4 (Pre 7910301. 79/00/22. 

2pp. 


J. Insurance (i indemnity information 


791210OS44 Eiecuted Amend 3 to Indemnity Agreement E-60. mod ifying 
prefatory language re “course of tranaportatton. “ 

SALTlHANiJ. Antitrust tc Indemnity Group. CARTER. P.O. Columbia 
Unlv. 79/18/U. ip. 


DOCKET SO-810 NASA CRITICAL FACILITY 


Q. Inapaction raporti. IE Bulletins it correapondance 


7912200399 Haste packaging Insp Rapt 79-02A. No noncompliance noted. 
Major areas inspectid: shipping paper It DOT placarding 
raqulramenta, rad latton lavala. removabla contamlnatloni DOT (i 
NRC paekaga featurai. 

BROUN. R. A. Region 2. Atlanta. Office of the Director. POTTER. J.P. 

Region 2, Atlanta. Fual Facility ti Hatarlals Safaty Branch. 
79/11/06. 6pp. 


DOCKET 90-213 HADDAH NECK PLANT 


F, Security, midical. emargancy t. fire protection plana 


79121B0167 Forwards request for addl info re aafeguardi contingency 
plan lubmittid 790329. Request wlthhald <raf 10CFR2. 7901. 
ZIEHANN.O.L, Operating Reactors Branch 2. 79/11/20. 8pp. 


7912200022 Diacutaas NRC 791109 maatlng ra emargancy praparadnaaa team 
rtvlaw objactivea. Provides guidanes for improving licanaea 
imergancy preparednaii St assuring capability of offsite 
aganciis to take appropriate emargancy actions. 

ORIMESrB.K. Emargancy Praparednisa Task Force. 79/11/83. 30pp. 


7912130499 Forwards addl raaponsa to NRC 790913 h 1030 Itrt ri improved 
in-plant iodine instrumentation under accident conditioni. 

Air monltora in control room area at each site will be 
inatallad by 800101. Improved portable aya will be davaloped. 
COUNSILiH.G. Northaaat Utllitiaa. 79/12/07. Ip. 


0. Adjudicatory carraapondence 


7912110038 Confirms receipt of end 790329 petition to suspend OLs for 
all PHRa. Forwards FR notice indicating that petition will ba 
traatad in accordance W/10CFR2, 206, 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/li/83. Ip. 


— 7912110126 Notice of raquait for action pursuant to 10CPR2. 206 ra 
Environ Coalition on Nucliar Power 790329 petition 
raquaatlng auapinaton of all OLi for PURs, 

MULLER. D.R. Offlca Of Nuclear Reactor Ragulatlon. 79/U/83. 
3Bpp. 


P, Dparating llcanaa stage documents ti correspondence 


7911090246 "Summary of Operating Eiparlanca U/Racirculating Stamm 
Ganarators, “ . 

EISENHUT. D. 0. Division of Operating Reactors. NUREO-0923. 
79/01/31, 89pp. 


7912090167 Discustit NRC ravlaw of LERs b Tech Spec raquiramants ra 
control RPI sys at Haatlnghousa PHRs. Riquasti Tech Specs 
review to anaura raquirimant for rod malnt to within +/- 12 
ataps Indleetad I. RPI aya variflad accurate within 12 ateps. 
8CHHENCER.A. Opirating Raactora Branch 1. , 79/10/29. 7pp. 


7918100189 Diacuaaaa NRC 791101 maatlng w/rapreiantattvaa of NS8S 
vendors b fuel suppllira ra dlacuaaion of raapactlva 
portions of ECCB evaluation models dealing w/fual cladding 
awaiting b incidanca of rupture, Vindor raaponaaa and, 

EIBENHUT. D. 0. Dlvlaion of Operating Raactora, 79/11/09. 69pp. 


— 7918100299 Raaponda to NRC 791101 riquaat ra noncomplianea of 
Maatlnghouaa ECC8 evaluation modal under raquiraminta 
of 10CFR90 App K. Evaluation of thraa fual rod mddala 
indlcataa no safaty problems for Haatlnghousa plants. 
ANDERSON. T. H. Haatlnghousa Electric Corp. 79/11/02. 4pp. 
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-7912100330 R««ponds to NRC 7‘jnot request re ORMU eladdit%9 smell Ing *< 
rupture data, Revieu of analytical psodels i tests Indicates 
compliance ui/I0CFR50 App K. All OE specs for calculated peak 


cladding temp remain unc^ange■d. 
BUCHH0L2. R. H. Oeneral Electric Co. 


79/12/07. 2pp. 


7912100279 Provides eommltitJent to Implement Recomoendatton 2. 2. i.b' re 
shift technical advisor In compliance u/sJiort-term Leasons 
Learned Task Fores requirements. Ml ll submit compliance for 
containment pressor* Indications «< RCB venting by 810101. 

COWalL.H. 0. Northeast Utilities, 79/12/10. app. 


-7912100407 Forward I response to NRC 791101 request re rod burst tes 
data, Concludes that data properly represented by fuel models 
used In vendor evaluation models Ic that analyses demonstrate 
all criteria of 10CFR50. 46 satisfied. 

□HSLEViO.F. Exion Nuclear Co. i Inc. laubi. of Eison Corp. ). 
79/11/02, Spp. 


7912100470 Responde to request for Info re control rod position 
Indication sys fc rod misalignment for safety analysis 
assumptions, Tech Spscs do not permit comparison to guidance 
provided in NRC 79110S Itr, , . » - 

CCUNSIL<U. 0. I UEEiH.F. Connecticut Yankee Atomic Power Co. 
79/12/10. 2pp. 


—7912100496 Forwards addl info re evaluation of impact of NRC propoesd 
rupture/blockage model used In vendor evaluition model. 

No adverse Impact from new rupture burst data or “«» "r NRC 
r up turo/bl ociag* model on licensing calculation resulte. 

OVIBLEV.O.F. Elion Nuclear Co. i Inc. (subs, of Eiion Corp.). 
79/11/04. 22pp. 


7912170294 Formally documento 791211 verbal commitments to develop 
proeedures for Item 2. l.a.b re increesed range of radiation 
monitors In accordance w/eriterla delineated In NBC 791030 
Itr to all operating nuclear power plants. 

C0UN8IL. H. 0. I FEE.W.F. Connecticut Yankee Atomic Power Co. 
79/12/12. 2pp. 


7912110023 Forwards updated lists of BEP topics not requiring site 
review due to ongoing generic licensing activities outside 
BEP or because of Inapplicability to facility. 

2IEHANN1D.L. Operating Reactors Branch 2. 79/11/16. Bpp. 

7912030173 Forwards addl info re steam generator water hammer. Present 
design li operating procedures found adequate to preclude 
steam generator water hammer events. 

COUHSILiH.O. Connecticut Yankee Atonic Pdust Co, 79/11/26. 


a9pp. 


7912040306 Forwards addl info re steam genarator water hammer. includ e* 
info re teedrlng.No occurrences of steam gensrator water 
banners noted beyond Instenee* discussed In DC Bwitisr 
79071S Itr to RA Purple. 

COUHSlLaM.O. Connecticut Yankee Atomic Power Co. 79/11/26. 29pp. 


7912060909 Forwards calculations re automatic initiation of aujillary 
feedwater 6 supporting statement that longer time it 
available for Haddem Neck steam generator dryout than for 
t11Uatone-2. 

COUHSILaM.O. Northeast Utilities. 79/11/30. 19pp. 


79121B0476 Provides partial respoosa to HR Denton 791030 Itr. Prevention 
of loss of containment isolation upon reset of containment 
isolation signal will be achieved by nods to valve switches. 
Completion ecpected 800101. Valve list oncl. 

C0UN9IL. H. 0. > FEE.H. F. Connecticut Yankee Atomic Power Co. 

79/12/13. 7pp. 


79122102B3 Notifies of commitment 
Force requirements of Item 2. i. 4 
Reactor operation will continue 
designed & implemented, 

COUNSIL.M, 0. Connecticut Yankee 


to comply w/Ltisont Learned Teal 
re containment isolation, 
until hardware mods can be 

Atomic Power Co. 79/12/14. Ip. 


7912270310 Provides Info on compliance u/TMI Lesions Learned Task Foret 
short-term item re auxiliary feedwater sys flow Indication. 

In response to NRC 791211 requeet.ytil Instelllng single 
control grade flow Indication channel per feedline. 

C0UH8IL. H. 0. Northeast Utilities. 79/12/19. 3pp. 


7?12270’403 Forwards drawings re automatic Initiation of auxiliary 
feedwater. Drawings to Csntral Fllss only. « 

CQUNSILrW. 0. Connecticut Yankee Atomic Power Co. 79/12/10. app. 


7912190261 Discusses commitment made by CT Yankee Atomic Power Co 6 
Northeast Nuclear Energy Co to implement automatic 
initiation Of auilltary feedwater. Addresses util conclusion 
that Implsnantstlon not rvecessary for safe operation. 

CDUNSIL.M. 0. Northeast Utilities. 79/11/30. 6pp. 


7912270309 Rssponds to NRC 791113 Hr re SEP Topic Ill-a. C. 
"Irradiation DamagotUse of Sanslbiiad Stael 6 Fatigue 
Resistance." Portion of Bvaluatl6ii.ro braiet on control rod 
spl d er. requires revision to maintain factual accuracy. 

COUNSILiM. 0. Connecticut Yankee Atomic Power Co, 79/12/10. app. 


7912190702 Summariies NRC Lessons Learned Imp 1 omontat ion Team 791119 
tiicon w/ukll TB response to NRC 790913 Itr. Forwards list of 
Items for which util schedule nob acceptable. I terns in 
noncompliance 6 requiring clar i Pleation. 

SILVER. R.O. Operating Reactors Branch 2. 79/12/03. 7pp. 


7912070400 Rssponds to request for review of auxiliary feedwater sys. 
per NRC requir em ents. Nod B completed eliminating need for 
SVC water turbine driven pump tuba oil coolers. 

COUN8IL1W. 0. Connecticut Vankeo Atomic Power Co 79/12/04. 6pp. 


79121002S4 Forwards "Proposed Automatic Initiation fichena for Auxiliary 
Feadwater Sys. “ in response to NRC request for spsclflc 
design details 6 demonstration of compliance u/HR Denton 
791030 Itr. 

COUNSIL.W, 3, Northeast Utilities. 79/12/06. 8pp. 


Q. Inspection reports. IE Bulletins U correspondence 


7912100193 Ack receipt of 791002 Itr informing NRC of steps taken to 
corract violation noted In IE Insp Rept 50—213/79—13. 

BRUNNER. E.J. Region t. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/10/18. Ip. 


— 7912100196 Responds to NRC 790913 Itr re violation note(l in IE Insp 
Kept SO-213/79-15. Corrective act Ions; survel 1 lance procedure 
revised. 

COUNSILi W. 0, Connoeticot Yankee Atomic Power Co. 79/10/02. 3pp. 


— 7912100197 Forwards IE Insp Rept 50-213/79-13 on 790014-16. 

BRUNNER. E.J. Region i. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/13. 3pp. 


—7912100294 "Proposed Automatic Initiation Bcheiiie for Auxiliary 
Feedwater Sys, " 

» Northeast Utilities, 79/12/31. 7pp. 


7912120390 Forwards rept re proposed automatic Initiation of auxiliary 
faedwater sys in responae to NRC request for sepeiflc dtslgn 
dstails t for demonstration of compliance w/NRC 791030 Itr 
to all oporattng nuclear power plants. 

COUNBILiW.O. Northeast Utilities. 79/18/06, IBpp. 


7912130321 Discusses interim proeedures for Recommendation 2. 1. 0. b. 
until hlgh-ranga capability is available re increased range 
of radiation monitors requirement. 

CDUNSIL.M,0. Northeast Utilities. 79/12/07. 4pp. 


7912100240 Responds to 791023 Interim Position 8. b requiring 
contalnmant purge ti vent isolation valves to be closed when 
reactor not in cold shutdoun mode. Util cannot block valve 
automatic closure operations. 

COUNSIL. M. 0. . FEE.W. F. Connecticut Vanke* Atomic Power Co. 
79/12/tO, 2pp. 


— 7912100199 IE Insp Rept SO-213/79-15 on 790014-16. Noneompllanca noted: 
failure to perform required surveillance tests, 

LAZARUS. M. Region 1. Phlladalphia. Office of the Director. 
KEtniO.R.fi. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/lS. 6pp. 


79121907B7 Forwards IE Insp Rept 50-213/79-16 on 791002-05. No 

iioncomflllnncB noted. _ , 

BRUNNER. E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/10/26. Bpp. 


—7912190797 IE Insp Rept 50-213/79-16 on 791002-03. No none omp 1 i ante 
noted. Major areas inspected: I icensee actions concerning 
several IE bul Utlne , plant conditions & licensee activities. 

RElMtO. R.R. Region 1. Ph i ladalpliia. Reactor Oparations Nur.lear 

Support Branch. LAZARUS. H. Raglon 1. Philadelphia. Office of 
the Director. 79/10/29. Spp. 


79121402B5 Responds to IE Bultebin 79-24, 
measures ccnsldered adequate to assure 
safety-related 1 Ines. 

COUNBI-U. W. O. Connecticut Vankeo Atomic 


"Froten Linos. “ Present 
frteie protection of 

Power Co. 79/10/31. Bpp. 
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7919jilO109 Forward! raapon*! to IE 79-14i ''Btl»inlc Analyils 

♦or A!-Bullt Bafaty-'Rolatad Piping By!." Li!t and of 
noncpnforaiane! rapt! for which lyi repair! were recommended 
aftar engineering review. 

COUNBILtH. 0. Connecticut Yankee Atomic Power Co. 79/11/01. 9pp. 


7918170244 Forward! reeponee to IE Bulletin 79-13< "Cracking in 
Feedwater Bye Piping." Summary of inep result! end. No 
unacceptable component! identified. 

COUNSIL. W. 0. j FBBiM. F. Connecticut Yankee Atomic Power Co. 
79/11/05. 5pp. 


7918200344 Forward! wasts packaging Insp Kept 79-02A on 790925-26, No 
noneoeipllanco noted. 

BWTHEBLAND. J. T. Region 2> Atlanta< Fuel Facility (i Material! 

SiPaty Branch. 79/11/07. 2pp. 


—7918800395 Masts packaging Intp Rept 79-02A. No noncompllanee noted. 
Hajor areas Inspicted: shipping paper It DDT placarding 
ratiulrsaantii radiation levelsi removable contamlnationr DOT ti 
NRC package features. 

BHOMNtR. A. Region 8< Atlanta. Office of the Director. 79/11/06. 

6pp. 


7918090024 Forwardi IE Circular 79-28. "Stroke Times for Powsr Operated 
Relief Valves. " No response required. 

ORIERiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7918050239 Forwards IE Info Notice 79-27. "Steam Generator Tube 
Ruptures et Two PUR Plants. " No risponse required. 

ORlERtB. H, Region 1> Philadelphia. Off lea of the Director. 
79/11/16. Ip. 


7918100115 Forwards IE Info Notice 79-88. “Overloading of Structural 
Eleaients Due to Pipe Support Loads." No responsa requlrad, 

<»llERftl. H. flaglon 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7918110400 Forwards IE Info Notice 79-29. "Loss of Nonsaf ety-Relatad 
Rcector Coolant Sys Instrumentation During Operation, " No 
specific action or response required, 

ORIERiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


7912050226 Forwards IE Bullatln 79-86i "Boron Loss From BUR Control 
Slades." No response required. 

ORIERiB.H. Region !• Philadelphia/ Office of the Director. 
79/11/20. Ip. 


7918060567 Forwards IE Circular 79-84i "Propsr Installation 1< Callbr of 
-Cora Spray Pipe Break Detection Equipment on BURs. " No 
raaponss raquired. 

ORIERiB.H. Region li Phi ladalphlai Office of the Director. 
79/11/26. Ip. 


7918110035 Forwards IE Circular 79-23i "Motor Btartars It Contactors 
Falltd to Operate. " No reiponse required. 

ORIERiB.H. Region li Philadelphia/ Offica of the Director. 
79/11/86. Ip. 


7918190020 Forwards IE Bulletin 79-27/' "Lose of Non-Clase IE 
Inetrumentation 6 Central Power Sys Bus During Operation." 
Hrltten responsa required. 

ORIERiB.H. Region, li Philadelphia! Office of the Director. 
79/11/30. Ip, 


7918860113 Act receipt of 791010 Itr Informing NRC of steps teksn to 
correct violations noted In IE Insp Rapt 50-213/79-11. 

BRUNNER/ E,J, Region 1< Philadslphiai Reactor Operations Nuclear 
Buppert Branch, 79/11/30. Ip. 


—7918860116 Reeponde to NRC 79091B Itr re violations noted In IE Insp 
Rept 50-813/79-11, Corrective actions: survelllanes proesdures 
8URB,3-6 being revised to Insure recording of all required 
plant parametare on data reduction sheets, 

COUNBlLiW. 0, Connecticut Yankee Atomic Power Co, 79/10/10. 3pp. 


—7918260118 Forwards IE Insp Rept 50-213/79-11 on 790717-80 6 notice of 
violation. 

SRUfMER/E.U. ! Region 1/ Philadelphia/ Reactor Operations Nuclear 
Support Branch, 79/09/lB. 2pp. 


— 7912260122 IE Insp Rept 50-213/79-11 on 790717-20. Noneompliance noted: 
failure to implement plant procadures Sc failure to review 
temporary procedure change prior to Implementation. 

CAPHTONi B. L. Region 1, Philadelphia. Reactor Operations Nuclear 
Support Branch, DETTEMHAU3EN. L. , OR AH AH. P. D, Roflionl. 
Philadelphia. Office of the Director. 79/09/13. iSpp. 


7912200637 Notifies of proposed Imposition of civil penalties for 
violations identified In 790214-16,26-28 6 0305-09 Insp! of 
radiation protsetion program. 

STELLOi V. Offica of Inspection ti Enforcement. Office of the 
Director, 79/12/06. 2pp. 

—7912200641 Notice of violation from insp on 790214-16. 26-2B h 0303-09. 
* Region 1/ Philadelphia. Office of the Director. 79/12/06. 

9pp. 

— 7912200646 Notice of proposed imposition of civil penalties for 
violations identified in 790214-16,86-28 «. 0305-09 Insps of 
radiation protection program. 

» Offica of Inspection 1. Enforcement, Office of the Director. 
79/12/06. Ip. 


7912310810 Forwards IE Info Notice 79-30, "Reporting of Defects It 
Noncompliances, 10CFR21. " No action required. 

ORIER/O.H. Region 1, Philadelphia. Office of the Director. 
79/12/06. Ip. 


7912190736 Forwards IE Bulletin 79-2B. "Possible Malfunction of Nameo 
Model EA180 Limit Switches at Elevated Tempt. " Urittan 
response required. 

ORIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/12/07. Ip. 


7918280190 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

ORIER/B. H. Rtgion i, Philadelphia. Office of the Director. 
79/18/13. Ip. 


R. Periodic operating reports h related correspondence 


79121B0437 Forwards' monthly operating rept for Nov 1979. 

GRAVES/ R.H. Connecticut Yankee Atomic Power Co. 79/18/12. Ip. 


— 7912160441 Monthly operating rept for Nov 1979. 

a Connecticut Yankee Atomic Power Co. 79/12/18, 8pp. 


8. Reportable occurrencai, LERs (. related correspondence 


7918180041 PNB-I~79-0B; on 791 115, during main gate search of tractor 
trailer/0.28 caliber handgun 6 ammunition dlscavared under 
seat of cab. Truck owned by Holmes Transport Co, Barnuel 1/ BC, 
picking up low level waste shipment. Driver arrested. 

MADDEN, H./ DEVLIN, J. / MARTIN, H. 0. Region 1, Philadelphia, Office 
of the Director. 79/11/16. Ip. 


7912040501 Advisee that on 791 116, approx 460 gallons of 12% sodium 
hypochlorite were ralaasad to river. Release excaeded total 
allowable chlorine concentration. Detailed rept fo follow. 
0RAVE8/R. H. Connecticut Yankee Atomic Power Co. 79/11/26. 2pp. 


7912260262 RD 50-213/79-06; on 791216, unplanned releasa of radioactive 
gas. Caused by control valve relay failure which tneraasad 
level in degasifitr I, activated rupture diaphragm. Rapt will 
be submitted within 10 dags. 

GRAVES, R. H. Connecticut Yankee Atomic Power Co. 79/12/17. Ip. 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 
F, Security, medical, amtrgancy t. fire protection plans 


7918200050 Forwards Suppl 2 to 780303 firs protection safety evaluation 
in responae to 79091B (. 1018 raqueets that Installatipn of 
ramota ahutdown station be deferred. NRC position paper 
"Safa ahutdown Capacity" end. 

ZlEHANN, D. L. Operating Reactors Branch 8. 79/1 1/13, 2pp. 


— 7912B00DS6 Suppl 8 to 780303 fire protection safaty avaluqtion. 
* Oparating Raactore Branch 2. 79/11/13. 4pp. 


—7919360180 Notica of violation from Insp on 790717-80. 

a Region 1, Phi ladalphla. Reactor Operations Nuclaar Support 
Branch. 79/09/17. Ip. 



—7912800059 "Safe Shutdown Capacity." 

a Offici of Nuclsar Rsactor Ragulatlon, 79/11/13. 7pp. 


7918160859 Approves 790831 Itr containing design moda for fire 
protaction sys, in response to 780303 safety evaluation. 
Review status end, 

LAINA8, 0, Plant Systems Branch. 79/11/16,. 3pp. 
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791S160333 Notifies of delaij in Plant Sys Qranch Team 1 evaluations of 
facility fire protection sys.Qutlinea of assistance needed 
end. 

LAlNASt 0. Plant Systems Dranch. 79/1 1/1&. 3pp. 


7913S00023 Discusses NPC 79110? meeting re emergency preparedness team 
revieu objectives. Provides guidance for improving licensee 
emergency preparedness U assuring capabllitij of offsite 
agencies to take appropriate emergency actions. 

OniKESi B. K. Emergency Preparedness Task Force. 7?/ll/23. 3Dpp. 


P. Operating license stage documents tc corraspondence 


7712130008 Foruarde suiemary of methodology it parameters for SEP 
seismic ravieus. Sumnary is interim guide for use in revleui 
of Fael litles. Baguests comments. 

HaPHAYER* C. H. Systsmatlc Evaluation Program Branch. 7?/lt/oa. 
3pp. 


7913100189 Discusses KEIC 791101 meeting u/representat Ives of N9SS 
vendors b fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing u/fuel cladding 
smelling b incidence of rupture. Vendor rBspo.nse5 end. 

EIGENHUT. D. 0. Division of Operating Reactors. 79/11/09. &Spp. 


— 7912100235 Responds to NRC 791 iOi request re noncomplianee of 
Uestingbouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Mestlnghouse plants. 
ANDERBON. T. H. Mestlnghauae Electric Corp. 79/11/02. <lpp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding syelllng & 
rupture data. Review of analytical models b tests Indicates 
compliance w/lOCFRSO App K. All QE specs for calculated peak 
cladding temp remain unchanged. 

BDCHKOLZ. R. H. Oenera 1 Electric Co. 79/12/07. 2pp. 


--7912100407 Fortiiards response to NRC 791101 request re rod burst test 
data. Cone ludes that data properly represented by fuel models 
used in vendor evatuation models b that analyses demonstrate 
alt criteria of lOCFnso. 4A satisfied. 

0H3LEV.e.F. Ej»on Nuclear Co. i ine. (subs, of Eeson Corp. 1. 
79/11/02. 5pp. 


— 7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rupture/b lO'Ctage model used in vendor evaluation model. 

No adverse impact from new rupture bunt data or use of NRC 
rvp ture/b loc kage model on licensing calculation results. 
aWBUEyiO. F. Eison Nuclear Co. j Inc, (subs, of Eicon Corp. ). 
79/11/04. 22pp, 


7911200399 Forwards Tech Spec Change Baquest 7B> app lying Anand 23 to OL 
to all refueling cycles. 

FINFROCKi I. R. Jersey Central Pouer b Light Co, 79/11/16. Ip. 


—7912070404 Safety evaluation supporting Tech Spec Change Request 7Bi 
which provides for single b multiple control rod removals. 

» Jersey Central Power b Light Co, 79/11/16. 9pp. 


7912110026 Forwards updated lists of SEP topics not requiring site 
revieu due to ongoing generic licensing activities outside 
SEP or because of inapp Ueab 1 Uty to facility. 

ZIEMANN. 0. L. Operating Reactors Eranch 2. 79/11/16. 0pp. 


7913060132 Summary of 791113 telcon w./utll in re lessons learned 
tnplcmentatlen. 

NOWICKliB. J, aperating Reactnrs Branch 2. 79/11/20. 3pp. 


7912040398 Forwards Drawings 4037, Sheets 1 b 2,4903-4307 b 4110 for 
input to seismic analy si t. Lists equipment weights uied in 
developing dynamic modal of reactor bldg, Equipment weights 
used In turbine bldg model encl.N/o drawings, 

NAOAl.Y. Jersey Central Power b Light Cn, 79/11/27. 6pp. 


7912170077 Approves 790831 design criteria for mod resulting from fire 
protection review. Evaluation of incomplete items 3.3.1 
through 3.3.4 forthcoming. 

21EMANN,D. L. Operating Reactors Branch 8. 79/11/27. 3pp. 


7912040387 Forwards responses to NRC 790713 Itr re BEP Topic IX -3, 
“Station Bve b Cooling Hater Sys, " Also forwards operating 
procedures re sve water failure b. cooling water sys failure. 
Three drawings. avai table in Central Files only. 

HA-OAI, V. Jersey Central Power b Light Co, 79/11/20, 3pp. 


7913040331 Operating Procedure 904, Revision 3, "8vc Hater Fnllure. " 
e Jersey Central Power b Light Co, 79/09/lB. 9pp, 


—7913040334 Operating Procedure 907. 1, Rev 1 s ion 3, “Reactor Bldg Closed 
Cooling Hater Sys Failure.'' 

e Jersey Central Power b Light Co. 79/07/11. 4pp. 


— 7912040336 Operating Procedure 907. 2. Revi s ion 3, “Turbine Bldg Closed 
Cooling Hater Sys Failure." 

e Jersey Central Power b Light Co. 79/06/13. 4pp. 


7912040906 Forwards new schedule for completion of proposed mode for 
torus b load d ef in t tions. Long-term program plant unique 
analysis should be completed by fourth quarter, 19B0, 

FINFROCK, I. R. Jersey Central Power b Light Co. 79/11/30. 3pp. 


7912D70327 Informs NRC that revised radiological effluent Tech Specs 
will be submitted Mar 198D, prior to planned 1900 outage. 

FINFROCK, I. R. Jersey Central Power b Light Co. 79/12/03. Ip. 


7912110260 Forwards response to NRC questions re Tech Spec Change 
Request 74. Requests prompt consideration. 

FINFROCK, I . R. Jersey Central Power b Light Co. 79/12/06. 6pp. 


7912140209 Responds to 791109 telcon re communications between control 
room b safety-related plant areas. Repeattr/basa station 
communications sys will be installed by 800930. 

FINFROCK, I. fi. Jersey Central Power b Light Co, 79/12/07. ip. 


7912190631 Forwards response to NRC 790716 request for addl info re BEP 
Structural Topic III-2, Topic IIt-3A, Topic III-7B b Topic 
111-70. 

FINFROCK, I. R. Jereey Central Power b Light Co. 79/12/07. 18pp. 


—7918190689 “Flood Level Btudles - Hurricane Tide Estimate." 
HAEUSBNEft, T. E. Haeutener, T. E. 70/04/27 . 6pp. 


— 7918190664 "Rapt on Prabatle Ma« Hurricane Flood Level," 
HAEUSSNER , T. E. Haaussnar, T. E. 70/04/39. 92pp. 


— 7912190671 “Circulating Hater Bys - Environ Considerations. 
EATON, R.D. Eaton, R, 0. , P.E, 70/06/22. 6pp. 


—7912190678 “Rept, Probable Max Hurrleani Flood Analysis. " 
BHERLCCKjP. Danes it Huers. 79/12/19. 36pp. 


”7918190683 "Expansion of Drywell Containment Veesel. " 

• Jersey Central Power b. Light Co. 79/12/31, 41pp. 


—7912190703 “Loads on Bpharlcal Shells." 

THlfLLENiP. Chicago Bridge b Iron Co. 64/0S/31. 39pp. 


—7912190707 "Rept of Initial Overload Testa of Leakage Rata 

Determination of Pressure Suppression Vessels," prepared for 
Durnt b Roe, Inc, 

• Chicago Bridge b Iron Co. 66/03/31. 22pp. 


7912140417 Forwards Tech Spec Change Requsst 76 for License DPR-16, 
Change removes nondaatrueti vt examination rsqulrsasnts for 
reactor coolant tye due to revised Inservlce insp program. 
FINFROCK, I.R. Jersey Central Power b Light Co. 79/12/11. Ip. 


—7912140419 Tech 8p»c Change Request 76 re surveillance requirements 
In Section 4.3 re revised inservlce Inap program. Certificate 
of 8vc and. 

FINFROCK, I. R. Jersey Central Power b Light Co. 79/12/11. 8pp. 


7912190964 Forwards primary containment Isolation lys data, In response 
to NRC request. Request for long-term sys Info now complete. 

FINFROCK, 1. R. Jersey Central Power b Light Co. 79/18/14. 3tpp. 


79I8270B44 Forwards response to NRC 790B10 request for info re possible 
draining of spent fuel storage pool following pipe failure, 
per SEP Topic tX-1, "Fuel Storage. " 

NA0A1,Y. Jersey Central Power b Light Co. 79/12/14, 9pp. 


7918270384 Discusses intent to initiate valve qualification program Por 
containment vent b purge valves b to follow Interim position 
for containment purge b vent valvt operation. Testing ef 
valves will commence Apr or Hay 1900. 

FINFROCK, I.R. Jersey Central Power b Light Co. 7.9/12/17. Ip. 


0.. Inepection reports, IE Bulletins b correspondence 


7912030249 Ack receipt of 790917 Ur informing NRC of steps talitn to 
corraet violation noted In TE Insp Rept 90-219/79-10. 

BRUNNERtE.J. Region I, Phllade Iphla, Rsacter Operations Nuclear 
SuppO'rl Branch. 79/10/24. Ip. 



DOCKETED ITEMS 


31 


--77ia030S49 Rt«pond« to NRC 790828 Itr r» vlolatlont notad In IE Insp 
Rapt 90-819/79-10. Corractiva acttona: ravlaad Plant Eaiargancy 
Procaduraa 911. 1<914 (c 832 to Includi rastrlctlont re open 
valval. 

RDSSfD, A. Jar lag Central Pouar it Light Co. 79/09/17. 4pp. 


— 791S03O2S1 Forwardi IE Imp Rapt 80-219/79-10 on 790903-04 «< notice of 
Violation. 

BRtERiB. H. Region 1> Ph tladalph iai Office of the Director. 

79/08/28. 2pp. 


*-79X8030892 Notice of violation from imp on 790503-04. 

a Region 1. Philadelphia. Office of the Director. 79/00/22. 

8pp. 


— 7918030291) IE Imp Rapt 90-219/79-10 on 790903-04. None omp 1 lance noted; 
daflelent procedural eontrolc which raiultad in liolatlon 
Off all reclreulatloni toopi w/coniequ«nt dropping of core 
water level below lafetg limit. 

BRieOS.L. > NEELY. D.R. Region 1. Philadelphia, Office Of the 
Director. 79/08/22. 20pp. 


7912200201) Forwardi IE Imp Rapt 50-219/79-19 on 791009-11. No 
noncoapllance noted. 

BRUNNERtE. J. Region 1. Phi ladelph la. Reactor Operatiom Nuclear 
Support Branch. 79/10/31. 2pp. 


—7918200213 lE Imp Rapt 80-219/79-19 on 791009-11. No none omp 1 lance 
noted. Major araai impacted: independent effort, organiiatlon 
li adalnlitretion, of f ice review ti LER followup, 

BRX008.L, Region 1, Phi ledelphle, Office of the Director. 
HCCABE.E. Region 1, Ph iladalphle. Reactor Operatiom Nuclear 
Support Branch. 79/10/30. 7pp. 


7918310040 Forwardi IE Imp Ript 80-219/79-13 on 790303-04. No 
noncoapllance noted. 

BHITHiO.H. Region 1, Philadelphia, Fuel Faellitg S, Nateriali 
eaffatg Branch. 79/11/04. 2pp. 


-7918310048 IE Iiiip Rapt 80-219/79-13 on 790803-04. No noneompllanee 
noted. Hajor areai inipected: radiological condltloni 
aaioclated w/Iow-low-lou watar leval Incident after 790902 
Toactor trip. 

NEELY. D. R. Region 1. Philadelphia. Office of the Director. 
8T0HR.J.P. Region 1. Philadelphia. Fuel Facility t. Materlali 
Safety Branch. 79/11/02. 3pp. 


7918800344 Forwardi waiti packaging Imp Rept 79-02A on 790929-26. No 
noncoapllance noted, 

SUTHERLAND. J. T. Region 2. Atlanta. Fuel Feclltty t< Hateriali 
Safety Branch. 79/11/07, 2pp. 


—7918200399 Haite packaging Imp Rapt 7 9-02 A. No noncompllanca notad. 
Hajor areai Inipicted; ihlpplng paper t. DOT placarding 
raqutreaenti. radiation lavali. removablt contamination. DOT & 

NItC p#ckig4 fuAturffv* 

SRONN.R.A. Riglon 2. Atlanta. Office of the Director. 79/11/04. 
4pp. 


7912090032 Forwardi IE Circular 79-22. "Stroke Timet for Power Operated 
Relief Valvai. " No raaponie required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/14. Ip. 


7912090283 Forwardi IE .Info Not let 79-27. "Stiam Oanirator Tube 
Rupture! at Two PNH Planti. " No riipenii riqulred, 

ORIERiB.H. Region 1. Philadelphia. Office of the Dlractor. 
79/11/14. Ip. 


7918100180 Forwardi IE Info Notici 79-88. "Ovirloading of Structural 
Elawenti Due to Pipe Support Loadi. " No reiponie required. 
ORIERiB.H. Region 1. Philadelphia. Office of the Director, 
79/11/14. Ip. 


7918110409 Forwardi IE Info Netlci 79-89. "Loii of Noniafety-Rilatid 
Reactor Coolant Byi Initrunintatlon During Operation. " No 
•ffoclflc action or reiponit required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


7918090237 Forward! IE Bullttln 79-86. "Boron Loii From BUR Control 
Bladei, " Reipomi nquirad. 

ORIERiB.H. Region 1. Phi ladalphlai Office of the Olreeter, 
79/11/20. Ip. 


7918060973 Forwardi IE. Circular 79-84. "Propor Imtallation 6 Callbr of 
Cara Spray Pipe Break Datictlon .Equipment on BURi. " No 
raapontt required. 

ORIERiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/84. Ip. 


79181 1004B Forward! IE Circular 79-83, "Motor Starters & Contactors 
Failed to Operate." No response required. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/11/24. Ip. 


7912190087 Forwards IE Bulletin 79-27, "Loss of Non-CLaes IE 
Instrumentation >. Control Power 8ys Bus During Operation." 
Uritten response required. 

ORIER.B.H. Region 1, Phi ladelph la, Office of the Director. 
79/11/30. Ip. 


7912200019 Updates 790921 response to IE Bulletin 79-lQ. "Audibility 
Problem Encountered on Evacuation of Personnel from. High 
Noise Arses." Strobe llte devices used for visual alarm in 
high noise areas. 

ROSSj D. A. Jersey Central Power & Light Co. 79/12/04. 2pp. 


7912310214 Forward* IE Info Notice 79-30, "Reporting of Defects *i 
Noncompl iances, 10CFR21. " No action rsquirad. 

ORIER.B.H. Region 1, Philadelphia, Office of the Dlractor. 
79/12/04. 4pp. 


7912190740 Forwards IE Bulletin 79-80. "Possible Malfunction of Namco 
Modal EAieO Limit Switches at Elevated Temps." Uritten 
response required. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/12/07. Ip. 


7912800199 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

ORIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/12/13. Ip. 


R. Periodic operating reports h related correspondence 


7912210304 Forwards monthly operating rept for Nov 1979. 

ROSB, D. A. Jersey Central Power ti Light Co. 79/12/14. Ip. 


--7912210310 Monthly operating rept for Nov 1979. 

MCCLAIN, C.M. Jersey Central Power & Light Co. 79/12/14. 8pp. 


8. Reportable occurrences, LERs h related correspondence 


7912070323 Forwards LER 79-040/03L-0. 

ROBB, D. A. Jersey Central Power ti Light Co. 79/11/30. 3pp. 


—7912070320 LER 79-040/03L-0: en 791102,NRC audit notad standby gas 
treatmant ays charcoal filters not tested per Tich Spec. 

Ceuied by not Including methyl iodide removal efficiency 
test on master test schedule h in-plent procedure. 

ROSB, 0. A. Jersey Gantral Power h Light Co. 79/11/30. ip. 


7912070334 Forwards LER 79-037/03L-0. 

ROBSiD.A. Jersey Central Power t< Light Co. 79/11/30. Ip. 


—7918070340 LER 79-037/03L-0: on 791103, during monthly aurvell lance test, 
core spray booster pump NZ03B fallid to start. Pump breaker 
control power fuse checked. Caused by loaee fuse. Fuse clip 
tightness checked t, fuse replaced. 

ROSS, D. A. Jersey Central Power 4 Light Co. 79/11/30. 3pp. 


7912070359 Forward* LER 79-03a/03L-0. 

ROSB, D. A. Jersey Central Power 4 Light Co. 79/11/30. Ip. 


—7918070348 LER 79-03B/03L-0; on 791 108, d lesel generator 1 failed to 
start during diesel generator 20% plus load test.Causad by 
component failure. Breaker position switch readjusted. 

ROBB, D. A. Jtrsty Cintral Power 4 Light Co. 79/11/30. 4pp. 


7918070333 Forward* LER 79-04l/03L~0. 

RDBSiD. A. Jersey Central Power 4 Light Co. 79/18/03. Ip. 


•7912D7034S LER 79-041/03L-0; on 791102, noted that no affluent data 
reporbid for radwasta bldg ventilation monitoring sys since 
Oct 1976. Cauiad by inadaquate dailgn of effluent ntontterlng 
sys. Mods made to enable callbr of detectors, 

ROSS, D. A. Jirsiy Central Power 4 Light Co. 79/18/03. 3pp. 


7918070330 Forwards LER 79-039/03L-0. 

ROSS, 0. A. Jirsey Central Power 4 Light Co. 79/18/03. Ip. 


—7918070364 LER 79-039/03L-0: on 791108, while perfornlng average power 
range monitor surveillance test 4 callbr, lOOX flow rod block 
setpoint on Channel 1 found to be 107X of rated nautron 
flue.Causad by Instrument drift. Channel 1 readjusted.. 

ROBS, D. A. Jersey Central Power 4 Light Co, 79/18/03. 3pp. 
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7?IStl031S ForuoriU LEn 7?-042»'03L-0. 

ROSSi D. A. Jersey Centrel Pouer L Light Co. 79/12/Oi, Ip. 


--79121103J7 LER 79-042/03L-0: on 791106- valve ERV NR lOBA opened during 
operation for no reason. After calibr. valve sial f unc t loned 
ulthln 1-h. Caused liy conponent failure. Pressure sultch 
replaeed. 

ROSS. D. A. Jersey Central Pouer & Light Co. 79/13/06. 3pp. 


791S310330 Forwards RO 79-3e/03L. 

ROSS- 0. A. Jersey Central Power 6 Light Co. 79/12/14, Ip, 


‘7912210394 RO 79-38 /03L: on 791109- during degraded ffiode operation It 
eurvelllance testi diesel generator failed to start. Caused by 
diesel generator breaker position suitoh being out of 
adjustment. Sultcli readjusted. 

• Jersey Central Power !< Light Co. 79/13/14. 3pp. 


U. Congressional /Etecutlve Correspondence 


7912310163 Forwards NRC response to Ocean County Board of Chosen 
Freeholders 790016 rosolutlon re Congrassionai action to 
establiih Independent agency for eontinous radiological 
monitoring of facility, AP King 790B21 Ur «, resolution end. 
C0S8ICK.L. V. Office of the Eiecutive Director for Operations 
79/10/34. 3pp. 


79IS210190 Forwards NRC response to Board of Chosen Freeholders 
resolution re Congrssslonal action to establish independent 
agency for continuous radiological monitoring of facility. 
OOESrCK-L. V, Office of the Eiecutive Director for Operations 
79/10/84. Ip. 


— 7913100407 Forwards response to NRC 791101 reguest re rod burst teat 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models & that analyses demonstrate 
all criteria of 10CFR50. 46 aatlifled. 

OWBLEV-0. F. Esion Nuclear Co.- Inc. (subs, of Esson Cora,!. 
79/11/02. 9pp, 


— 7913100456 Forwards addl Info re evaluation of Impact of NRC proposed 
rupture/blackage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/b lockage model on licensing calculation results. 
awsCEV-O. F. Eicon Nuclear Co., Inc. (subs, of Eixon Coro. J. 
79/11/04. 22pp. 


7912040462 Responds to NRC 791107 1 tr t< forwards fee for review t< 
approval of req.uest to emend Tech Specs to operate two 
recirculation loops Isolated. W/o end. 

DISE-D.I*. Niagara Mohawk Power Corp. 79/11/21. 8pp. 


7912040469 Forwards Info re containnant Isolation barriers In response 
to NRC 7.90713 Itr. Fourteen overslia drawings- avallab la In 
Cantral Files only. 

DISE-D.P. Niagara Hahawk Power Corp. 79/11/28. 48pp. 


7918050498 Natifiea NRC that due to delays In const of administration 
bldg es tension- 1 nstal lat 1 on of breathing air compressor will 
be delayed until B00131. 

DlBEiD.P. Niagara Moliawk Power Corp, 79/11/80, ip. 


7918040319 Submits addl info re 790913 Itr on corrosion analysis 
results. Results transnlttsd by 791231. 

OIEE-D. P. Niagara Mohawk Power Corp, 79/11/30. Ip, 


■7913810197 Forwards AP King 790B21 Itr b Ocean County Board of Chosen 
Freeholders 790816 rasolution concerning facility 
radioactive discharges. Regussti comment. 

M1LLIAM9-H. A. Senate. 79/09/04. 3pp, 


7918810837 Foruards NRC response to resolution re Congreii lonal action 
to establish independent agency for continuous radiological 
monitoring of facility. 

79/10/24*” **'• Eieeutive Director for Operations. 


7912040346 Rsi(uests coni Idere tlon of new acceptance criteria for 
condensatian oscillation loads- Inc ludlng margin added to 
pool luell net verttcel upload- pool swell Impact "8woep“ 
time on structures above pool I. vent header deflector loada. 
DISE-D.P. Niagara Mohawk Power Corp. 79/11/30. 8pp. 


7918180547 Forwards addl Info r# station eloctrlcal dleirlbution oya- 
per NRC 791019 reiuest. Addl devlaiions from NRC guidollnes 
have not been found. Onsite distribution sys test should not 

be necesiary. 

DIBE-D. P. Niagara Mohawk Power Corp, 79/12/07, 2pp. 


mci«t 8|^aao nine mile point nuclear station , unit i 

F. Security- medical, emergency h fire protection plans 

7918200023 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for Improving licensee 
emergency preparedness it assuring capability of offsite 
agencies to taka appropriate emergency actions. 

GRIMEB-B.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912810377 Forwards interim position on containment vent tt purge 
valves- In response to NRC 791082 Itr. Presently verifying 
operability for containment vent b purge valves. 

DI8E, D. P. Niagara Mohawt Power Corp. 79/18/17,- 3pp. 


7913870379 Changes 791 186 commitment to Install relief b safotg valve 
position indication seven days after equipment delivery. 

Relocation of charge ampllfiars outside drywell Is required 
due to operating b accident environ candltlons, 

DIBE-D. P, Niagara Hahawk Power Corp. 79/18/19. 2pp. 


79131B0939 Request) NRC approval by 000131 to modify fire protection 
sys mod included in Amend 33 to DPa-63. Plans to install 
automatic AX Halon sys-u/manual carbon dtoeldo sys as 
backup, 

DIEE, D. P. Niagara Hohauk Power Corp. 79/18/11, Ip. 


7918870330 Forwards ri quested clarification of NURE0-0S78 commitmants 
In util 791186 Itr. Facility rtllaf valves not air operated. 

Control room staff to be augmented by addition of assistant 
supervisor by flooioi. 

RHODE. O.K. Niagara Mohawk Power Corp, 79/12/80. 8pp. 


7918210179 Forwards changes to util security plan, Plan withheld 
(ref 10CFfi2. 790). 

BARTLETT- J. Niagara Hoheuk Power Corp. 77/18/11. Ip. 


Commits to install r ectreulation pump trip by B01231, 
BARTLETT- J. Niagara Mohawk Power Corp. 79/18/21. Ip. 


P. Operating license stage documents b correspondence 


Q. Inepectlon reports- IE Hullotins b correspondence 


7918S00411 Natifiea that response to 791010 request for info re 
refueling outage forthcoming. 

DENTWJ-H. R. Office nf Nuclear Reactor Regulation. 79/11/09, 2pp. 


7918100203 Ack recalpt of 790920 Itr Informing NRC of steps taken to 
correct vloletions noted in IE Insp Rept 90-820/79-19, 

HMTlNi H, 0. Region 1, Phlladel ph la- Bafeguarda Branch. 79/10/a3, 


791810016? Discusses NRC 791101 meeting w/ropresentatives of NSSS 
vendors b fuel suppliers re dlsruseion of respective 
portions of ECC9 evaluation models dealing w/fuel cladding 
JUSciu.*’,? i! rupture. Vendor reeponsss end. 

EIBEMHUr- D. 0.. Division of Operating Reactors. 79/11/09. 63p 


7918100800 Responds to NRC 790918 Itr re vloletions noted in IE 
Ropt 30-280/79-1 5. Correc tlve actions withheld (ref 
10CFR2. 790), 

BARTLETT. J. Niagara Mohawk Powar Corp. 79/09/80. Ip. 


Inap 


request re noneomp 1 lance of 

of locraso App K. Evaluation of three fuel rod nodols 

ANDERBnuVS PFoblems for Costing houie plants. 

AHDERBDNi T. M. (festlnghouss Electric Corp. 79/11/08 . 4pp. 


requait re ORNL e ladd 1 ng ew.l lln| 
enalytltal models b tests Indicates 

S ’'••‘IP unchanged. 

BUCHHOLz- R. H. Oeniral Electric Co. 79/18/07. 8pp. 


■7912100211 Forwards IE Insp Rept 90-280/79-19 on 790900-11. Notice of 
violation withheld (ref 10CFR2. 7901, 

KARTIN-H. 0. Region 1- Phi lad i Lph la, Bafaguards Branch. 

79/09/18, 3pp, 


■7918100219 IE Insp Rapt 80-880/79-19 on 790900-11, Noneempl lance noted: 
regulatory requirements re alarm response procedures b 
recordkeeping, OotaiU withhold (ref iOCFR8. 790). 

SHEPHERD, R. E. Region i- Philadelphia, Office of the Director. 
DEVLIN, O.W. Region 1- Philadelphia- Befeguards Branch. 

79/00/83. Ip. 



DOCKETED ITEMS 


74iat70l6a Rtipondk ta IE Bulletin 79-S4. "Froien Lines. >■ 8«fety- 
retatetf processi Instrument fc senpllng lines da not freeie 
during cold weather. 

8CHNEIDES. R. R. Niagara Hohawk Power Corp. 79/10/24. Ip. 


7912360090 Forwards IE Insp Rapt 90-230/79-24 on 790914 ti 26-27. No 
noncaapllanca noted. Insp rapt withheld Irep 10CFR2. 7901. 

KARTJNiM. 0. Region 1. Philadelphia. Safeguards Branch. 79/11/02. 

app. 


7912310427 Responds to IE Bulletin 79-14. ’‘aeisnic Analvisls for As- 
Sullt SafetgrRelated Piping Bgs. “ Forwards suwsarg of work 
parfarned to date 6 updated schedule for eontpletlon of 
'roMlnlng items per 790B17 Itr. 

SCHNEIDER. R. R, Niagara Hahawb Power Corp. 79/11/07. 4pp. 


79121401S7 Retpendt to IE Bulletin 79-01. "Environ Qualification of 
Clofs !E Equipment. " Electrical penetration connectors 
preaantlv being tested. 

SCHNEIDER. R. R. Niagara Hohawk Power Corp. 79/11/09. Ip. 


7912090040 Forwards IE Circular 79-22. "Stroke Ttmei for Power Operated 
Relief Valves. * No response required. 

ORIER.B. H. Region 1. Philedelphla. Office of the Director. 
79/11/16. Ip. 


7912090274 Forwards IE Info Notice 79-27. "Steam Oenerater Tube 
Ruptures at Two PHR Plants. " No rtsponss rsitulred, 

MIIER.B.H. Rsgien 1. Phi ladslphia. Offics of the Director. 
79/11/16. Ip. 


7912100134 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

BRIER. B.H. Region 1. Philedelphla. Office of the Director. 
79/11/16. Ip. 


7912110449 Forwards IE Info Notice 79-29. "Lost of Nonsefetu-Related 
Reactor Coolant 8gi Instrumantation During Operation. " No 
apaclflc action or response required. 

ORIER.B. H. Region li Philadelphia. Office of the Director. 
79/11/19. Ip. 


7912090363 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blad'es. ’ Response required. 

ORIERiB.H. Region i. Philadelphia. Office of the Director. 
79/11/20. Ip. 


7912200303 Ack receipt of 791109 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 90-220/79-23. 

BRUNNERtE. J, Region 1. Philadelphia. Reactor Oporatlons Nuclear 

Support Branch. 79/11/21, Ip. 


“7912200313 Responds to NRC 791019 Itr ra violations notad In IE Insp 
Rapt 90-220/79-33, Corrective actions; reactor analgsia 
personnel will provide closer superviserg review. 

BCWCIDER. R. R, Niagara Hohawk Powtr Corp. 79/11/09. 2pp. 


>7912200318 Forwards IE Insp Rspt 90-220/79-23 on 790918-20 6 notica of 
violation. 

BRUMCRiE. J. Raglan 1. Phi ladalphla. Reactor Oparatlona Nuctaar 
Support Branch. 79/10/19. 2pp, 


■7912200324 Notlct of violation from Insp on 790918-20. 

• Ragien 1. Philadelphia. Office of the Director. 79/10/11. 
Ip. 


-7912200332 IE Insp Rspt 90-220/79-23 on 790918-30. Nencompl lanes noted; 
Pmllure to praperly document li review plant testing 
proesdures, 

ORAHAH.P.D. . BETTENHAU8EN. L. Rsgion 1. Philadelphia. Office of 

tlie Director. CAPHTON. D. L. Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch. 79/10/11. lOpp, 


7912060980 Forwards IE Circular 79-24. "Proper Inatollatlon li Oallkr of 
Care Sprag Pipe Break Detection Equipment on BURe, " No 
response rtquirad, 

ORIER.B.H. Rtglon 1. Philadslphia. Offics of the Director. 
79/11/36. Ip, 


7913110066 Ferwerds IE Circular 79-33. "Hoter Starters 6 Contactors 
Failed to Oparots, " No rospnnsa required. 

MIRRiB.H. Rtglon 1. Phlladolphloi Offics of the Director. 
79/11/26, Ip. 


7912040277 Fertwrdt results of faedwotar 6 control rod drlvo nosils 
inapo par formal during Spring 1779 rafuellng outaga.No 
ropertokls . Indications of cracking found. 

OtSeiD.P, Niagara Hohawk Powar Corp. 79/11/88. Ip, 


7912190044 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumantation 6 Control Power Bgs Dus During Operation." 
Hrltten response required. 

ORIER.B.H. Region 1. Philadelphia, Office of the Director. 
79/11/30. Ip. 


7912310228 Forwards IE Info Notice 79-30. "Reporting of Defects 6 
None ompl lances. 10CFR31. " No action required. 

ORIER.kH. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7912190797 Forwarde IE Bullatin 79-28. "Poesible Halfunetion of Namco 
Model EAIBO Limit Ewltchee at Elevated Temps. " Uritten 
reeponse required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/07. Ip. 


7912280019 Revises 791107 response to IE Bulletin 79-14. "Seismic 
Anelgels for As-Built Bafetg-Rclatad Piping Bgs." Util will 
inspect piping sgs within dryucll (. verify restraint 
location 6 daslgn for lys where OA documintatlon exists, 
eCHNEIBER.R, R. Niagara Hohawk Power Corp. 79/18/07. Spp. 


7912280319 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

ORIER.B.H. Region 1. Philedelphla. Office of the Director. 
79/12/13. Ip. 


R. Periodic operating reports 6 related correspondancs 


7912260267 Forwards monthly operating rept for Nov 1979. 
SCfMElDER. R. R. Niagara Mohawk Powar Corp. 79/12/10. Ip. 


“7913260868 Month Ig operating rept for Nov 1979. 

PERKINB. T, vl. Niagara Mohawk Power ‘Corp. 79/12/10. 4pp. 


8. Reportable oecurrencas. LERs 6 related corrispondenca 


7912270299 Responds to MRC 790918 Itr re loss of offsits power ivsnts. 
One event occurred on 731117 during which all power lost 
causing failure of one 119 kV line. 

BARTLETT. J. Niagara Hohewk Power Corp. 79/13/81. 3pp. 


DOCKET 90-223 UNIV. OF LOUELL RESEARCH REACTOR 
F. Becuritv. medical, emergency 6 fire protection plans 


7912120206 Forward* draft Reg Ouide 9, XX. "Btd Format 6 Content for 
Liesnsis Physical Security Plan for Protection of 8NH of 
Hoderete or Low Btretegic Significance. " W/o end. 

REXDtR.H. Oparatlng Reactors Branch 4 (Pre 791030). 79/08/32. 

8pp. 


J. Inauranca 6 Indamnltg information 


7912180979 Executad Amend 9 to Indemnity Agreement E-94. modifying 
prefatory language re "course of transportation. " 

BALTZHAN. J. Antitrust 1. Indemnity Croup. DUFF.J, D. Lowell. Univ. 
of. 79/11/30. Ip. 


DOCKET 90-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


F, Security, medical, tmergancy 6 firs protection plans 


7912120206 Forwards draft Rag Ouide 9. XX. "8td Format 6 Content for 
Licensee Physical Security Plan for Protection of SfM of 
Hoderete or Low Strategic Significance. " U/o end. 

REIDiR.H. Operating Reactors Branch 4 <Pre 791030). 79/08/88. 

Spp. 


0. Adjudicatory correspondence 


7918160618 Endorses Friends of the Earth request for action asking 
permanent revocation of Regents of Univ of CA DL. 

OEORDEiU. Alemode County. CA. 79/10/30. ip. 


7918140429 Requests suspension of mil ectivltles of TRIOA reecter. 
removel of all Pu 6 other redlaactlye mail. permanent 
revocation of OL 6 holding of public hearings In Berkeley. 

CA. kofere any resumption of reactor eperetlons. 

HARTINO.!.. BALDHIN.U. A. Friende of the Earth. 79/12/11. 81pp. 
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rating tlc«nse ttage documenta & c orrespondatice 


p. Operating licente ttage doeDraent* «< eorreepondanea 


0616 EndoTSQi Friends of the Earth request that reactor activity 
tchaverry Hall>Unlv of CAibe suspended. CA Aisenbly 
11 endorssjnent end. 

ON.H. DerlieUy. CA. 79/0a/'01. 8pp. 


7912100189 Discusses NRC 791101 meeting w/representatives of N983 
vendors & fuel suppliers re discussion of ’’••P*' 
portions of ECCa evaluation models dealing w/fuel cladding 

swelling 6 Incldenee of rupture. Vendor responiis • 

eiSENHUTi D. 0. Division of Operating Reactors. 79/11/09, 68pp. 


50-833 nPI CRITICAL EXPERIMENT 
urit<}< medlcali emergency 6 fire protection plans 


0206 Foruards draft Reg Guide 5. XXi "Std Format Si Content for 

nsee Phijsical Securltil Plan for Protection of 9NM of 

rate or Low Strategic Significance." M/o end. 

hR. W. Operating Reactors Branch 4 (Pre 7910301. 79/Oa/SS. 


-7912100293 Responds to NRC 791101 request re nonconp 1 lance of 
Wsstinghouse ECCS evaluation model under requirements 
of 10CFR90 App K, Evaluation of three fuel rod models 
indicates no safsty problems for Pj’J']**' • 

ANDERSON, T. M. Westinghouse Electric Corp, 79/11/02. 4pp. 


-7912100330 Responds to NRC 791101 request re ORKL cladding swelling & 
rupture data. Review of anelytlcai models fc tests Indieatas 
compliance U/10CFR30 App K. All CE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZiR. H. Osnoral Electric Co. 79/12/07. 8pp. 


• 30-228 AER0TE8T RADIDORAPHV *■ RESEARCH REACTOR 
lurltyi medical, emergency fc fire protection plans 


10206 Forwards draft Reg Oulde 3. XK» “Std Format & Content for 
insee Physical Security Plan for Protection of 8NM of 
(rate or Low Strategic Significance." N/o end. 

6R. W. Operating Reactors Branch 4 iPre 791030). 79/08/82. 


ipectlon reports, IE Bulletins 6 correspondence 


i013S Ack recoipt of 791203 Itr Informing NRC of steps taken to 
•teb vlolatianis noted In IE Insp Rept 30-828/79-02. 
li H. E. Region 9, Ban Francisco. Fuel Facility 6 Hoterlals 

ity Branch. 79/12/11. Ip. 


1260134 Responds to NRC 791113 Itr re violations noted in IE Insp 
tpt 50-238/79-03. Corrective ac tions: oval ution of neutron 
lies for psrsonnel in QA lab l< reactor console eonploted by 
10115. 

■VACtlECKi R. L. Aerotest Operations. 79/12/03. 8pp. 


-7918100407 Forwards response to NRC 791101 request re rad burst test 
data. Concludes that data properly rsprsientsd by fool models 
used in vendor s value 1 1 on modsls h that analyses deesonstrate 
all criteria of 10CFR80, 46 satisfied. ^ ^ . , 

OHBLEV, O.F. Esion Nuclear Co. < Inc. (subs, of Eason Corp. J. 
79/11/02. 5pp, 


-7918100456 Forwards addl info re evaluation of impact of NRC proposed 
rupture/b lockage model used in vendor ovaloetion model. 

No adverse Impact from new rupture buret dete or use of NRC 
rupture/b lockag e model on licensing caleutetton results. 

OWaLEV, 0. F. E««on Nuclear Co., Ine. tsube. of Esson Corp.). 

TS/4 < /na OOnn 


912180172 Respondi to 790313 Itr re completion of draft evaloetlon 
of 8EP TOPIC IV-1. A. Review complete & evaluation will be 
baste input into integrated safety assosiment. 


7918040861 Forwards plant steam bypass capacity sheets, percent rated, 
Info provided to OE for Incorporation Into NED0-247OB. 

PEOPLES, D.L. Commonwealth Edison Co, 79/11/16, SDOpp. 


1260139 Forwards IE Insp Rapt 50-828/79-08 on 791015-17 & notice of 
lolation. _ . . , 

lOKiH.E. Region 9, San Francisco, Fuel Facility 6 Materials 

■fsty Branch. 79/11/13. 8pp. 


7912110015 Forwards updated Hate of BEP toplci not rsqulrlng site 
review due Vo ongoing generic Ueenilng actlvltlee outside 
SEP or bscausa of Inapplteabtlity to _ 

2IEMANM, 0. L. OpBratlng Reactors Branch 2. 79/11/16, 8pp. 


1260136 Notice of violation from insp on 771015-17. 

Region 5, San Franciico. Office of the DlreeVop. 79/lt/l3. 

?• 


7918170204 Forwards evaluation of SEP Topic XVII ''Dperat ions 1 OA 
Program." Review completed. Assessment Incorporates util 
781033 suggsstad mods. ... 

Z1EMANM,D.L. Operating Reactors Branch 2. 79/11/80. 4pp. 


2260139 IE Inap Rapt 90-238/79-02 on 791015-17. Noncomp Uanc# noted; 
sllad to adequately evaluate neutron espoeures. 

MRO. J. 8. Region 3. Ban Francisco, Office of the Director. 

aOK.H. E. Region 5. San Francisco, Fuel Facility fc Msteplais 

■Pety Branch. 79/11/13. 8pp. 


7918030322 Discusses 791113 * 14 sits visit re solid raduasti 
processing 6 temporary storage. Fad 1 Itles have Instituted 
improved waste mlnimiiation programs. 

ORANTiP. . LOiR. Environmental Evaluation Branch, 79/11/83. 


8pp. 


r 50-237 DREaDEN NUCLEAR POKER STATION, UNIT 2 
eurltif. medical, emergency tc fire protection, plana 


7918070417 Comments on and Fugro. Ine review of LLL/TERA rept re 
eelemic hererd analysis. Variance in eipert opinion suggeote 
th«t f^TQ^TMM outjkui l» ln*ccur»t*- Quittionibli P® 

resolved in order for methodology to be useful. 

JANECEE. R. F. Commonwealth Edison Co. 79/11/29. 2pp. 


00082 Dlscussos NRC 791109 meeting ve emergency preparednees team 
lew objectives. Provides guidance for Improving llceniee 
rgency preparedness Si assuring capability of offsite 
ncies to taka appropriate emergency actions, 

HEB. a. K. Emergency Preparedness Task Force. 79/11/23. SOpp, 


70063 Forwards list of specific Items requiring updating in 
rgency plans. Emergency plans were evaluated using code 
uirementsiReg Oulde 1. 101 i Emergency Planning Review 
dclinet Numbor 1. Revision 1. 

OLITDiT. A. Operating Roactore Branch 3. 79/11/30. 7pp. 


70088 Act receipt of 790816 Itr tranemltting 
Inlng fc qualification plan. Requests submittal 
II fees totalling *4iOOO. 

LERiH, 0. Lleensa Fee Managenent Branch. 


security 
of Class 

79/18/10. 


personna 

I 


Ip. 


1 


nsrst correspondenee 


7912070480 "Critique of LLL/TERA Rapts on Seismic Haiard Analyslst" 

prepared for Nuclear Svee Corp. 

e FUROO Consulting Engineers 6 Geologists, 79/10/26. 7pp. 


7918110398 Summary of 79I0U meeting u/utU re SEP seismic review. 
LEVlNiH, A. Systematic Evaluation Program Branch. 79/11/89. Bpp. 


7918310361 Submits requested Info on SEP Topic IX-3i "Station Bve 6 
Coaling Kaber Sys. " Total residual heat rsleaisd during cool 
down fro* normal operating temp to 218 F approe 475.3 
million DTU. 

JANECEKjR.F. Camaonwoalth Edison Co. 79/11/89. 6pp. 


7912040297 Forwards supplementary reeponse to be incorporated Into 
791010 Hr rt lessons learned commitmente to eiest near-tspm 
requirements. 

REEOi C. Comnanwsalth Edison Co, 79/11/30. ?pp. 


!80605 Dltcussei 791204 title change of manager of nuclear 
iratians to vice president. Organ I ration structure not 
lered.Ho rewlaion will he made to OA program topical rept 
l-A until organlrstlon structure it delineated. 
lECEK, R.F. Commonwealth Edison Co. 79/18/19. Ip. 


7912040405 Submits updated schedules for installation of recirculation 
pump trip mods per 790329 itr, 

PEOPLEBi D. L, Comnanwsalth Edison Co, 79/11/30. 2pp. 


7912180411 Forwards supplementary rasponse re coausltmsnt to meet 
ehort-tern requirenente oP Lettans Lcerned Test Force, 

REED, C. Commonwealth Edison Co. 79/11/30, 7pp. 
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79181S04S9 Forui«rd» f upp iBrnsrital respont* to 791010 Itr r» commitments 
to Uoesons Learned Task Force recommindatlons. 

PEOPLESt D, U. Commonuaalth Edison Co. 79/12/03. 2pp. 


7918110390 Proposes to amend Tech Specei as tend Ing mas average planar 
linear heat generation rate to larger espoaure va lues. Errata 
*1 addenda sheets for ‘‘LOCA Analgsls Repti " Tech Specs page 
changes tc Class III fees end. 

PEOPLEBi D. L. Conmonuealth Edison Co. 79/12/04. 2pp. 


--79181103Q6 Errata fc addenda sheets for "LQCA Analgsls Rept. " 
a General Electric Co. NEDO-24146, 79/10/31. 3pp. 


“T912110391 Tech Spec page changas:Page 01C-1 for Dresden— 2 ti Figure 
3. S-1 for Quad-Cltlos-l. 

* Commonuealth Edison Co. 79/10/31. 3pp. 


7912140266 Foruards design draulngs re uatsr suppression sysi detection 
ega It Unit 1 fire pump. Drawings available in Contra! Files 
only. Kgdraul ie calculation info & Fairbanks morse manual 
describing fire pump end. 

JANECEK) R. F, Commonwealth Edison Co. 79/18/04. 2pp. 


7912270006 Requests that ang Info re loss of offsite power et facility 
ba forwarded. Info should be submitted within 90 days of Itr 
receipt. 

ZlEHANNiO. L. Operating Reactors Branch 2. 79/12/04. 3pp. 


7912210349 Forwards cover sheet for CE-l-Ai Revision lOi Inadvertently 
omitted from 791116 transmittal. 

NAUOHTDNi M. F. Commonwealth Edison Co. 79/18/13. 2pp. 


7912100831 Forwards Info documenting evaluation of purge l< vent valve 
operability varlf Icatton. Uti 1 eemmitted to purge i vent ays 
In conformance u/NRC Interim position. Comp late conf Irmatorg 
analyses not available for 30-40 uk. 

PEOFLEBi D. U. Commonwealth Edison Co. 79/18/14. 6pp. 


7912190848 Forwards ''Adenuacy of Etation Electric Distribution Sgs 
Voltagaii " addressing 400-valt undervoltage conditions. 

UANECEKi R. F. Commonwealth Edison Co. 79/18/14. ip. 


-•-7918190348 "Adequacy of Station Electric Distribution Sgs Voltages." 
* Commonwealth Edison Co. 79/12/14. Qpp. 


7918270469 Forwards response to NRC request for addl Info on TMI 
Lessons Learned Task Force Recommendations 8. 1. 7a b 2.1.7b. 
PEOFLEBi D. L. Commonwtalth Edison Co. 79/13/14. Bpp. 


7918270470 Advises that qualification program for remaining purge fc 
vent containment valves is In progress. Dresd an & Quad-Cities 
butterfly valves will closei regardless of degree of opening. 
Response to NRC Interim position end. 

PEOPLESi D. L. Commonwealth Edison Co. 79/18/14, 6pp. 


7918270397 Advises of compliance w/Category A TMI Lessons Learned Task 
Force Items tdentifiad In NRC 790913 b 1030 lire, Compllanea 
will be achieved by BOOlOtror prior to return to power for 
unite in outages on BOOiOl. 

PEOPLESi 0. L. Commonwealth Edison Co. 79/12/17. Ip. 


7912310370 Forwards Sargent b Lundy rapt Indicating sufficiency of 
torus iway rods, Rubbpr mate are glued to steel battery rack 
b glass battery cells sit on rubber mats> providing factor of 
3 conservatism in coafftelant of friction. 

JANECEKiR.F. Commonwealth Edison Co. 79/lS/lQ, 2 pp, 


7912270439 Confirms discussions re proposed Tech Spec emend to extend 
mas average planar linear heat-ganeratlon rate curves. No 
fuel type Is expected to exceed peak pellet exposure above 
40i OOO HMD/ST. 

JANECEKiR.F. Commonwealth Edison Co. 79/18/20. Ip. 


7913300833 Responds to NRC 791031 request for plant-unique 
implementation echadult for additional condensation tasts 
re Hark 1 full scala tast fad 1 Ity. Analysis dependent on 
final resolution of aepeptanca crltaria. 

PEOPLESiD.L. Commonwealth Edison Co. 79/13/20. 2 pp. 


7918310346 Forwards revised pages to CE-l-Ai "Comm Ed OA Program for 
Nuclear Oeneratlng Stattonsi " Revision 11. 

JANECEKiR.F. Commonwealth Edison Co, 79/18/80. Ip. 


"7912310389 Revised pages to CE-l-Ai "Comm Ed QA Program for Nuclear 
Oeneratlng Stationsi" Revision 11. 

* Cammonwealth Edison Co. CE-l-A- 79/11/21. I6pp, 


Q. Inspection reports. IE Bulletins b eorrespondenco 


7912030013 Forwards IE Insp Repts 30-010/79-19.30-337/79-83 b 
SO-249/79-Sl on 790904-20 b notice of violation, 

HEI8HMAN. R. F. Region 3. Chicago. Reactor Operations Nuclear 
Support Branch. 79/10/10, 8pp. 


--79120S0020 Notice of violation from Insp on 790904-80. 

* Region 3. Chicago. Office of the Director, 79/10/13. 8pp. 


--79180S0037 IE Insp Repts 30-010/79-19.50-237/79-83 b 30-249/79-21 on 
790904-29. Noncomp 1 lance noted; fal lure to control access to 
high radiation areas b failure to follow procedures. 

BARKER, J.L., UALKER.R.O. , SPE0SARO. R. L. Regions, Chicago. 
Office of the Director. 79/10/18. 9pp. 


7912050204 Notice of violation from Insp on 790904-28. 

• Region 3, Chicago, Office of the Dlroctor, 79/10/13. 2pp. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 79098S-26. No 
noncampllance noted. 

SUTHERLAND, J. T. Region 2. Atlanta. Fuel Facility b (latBrlals 
Safety Branch. 79/11/07. 2pp. 


--7918S0039S Uaste packaging Insp Rept 79-02A. No noncompliance noted. 
Major areas Inspected; shipping paper b DDT placarding 
requirements. radiation level s. removable contamlnotlon.DOT b 
NRC package features. 

BROHNiR.A. Region 2. Atlanta. Office of the Director. 79/11/06. 
6pp. 


7912130679 Forwards IE Insp Repts 50-010/79-21,30-237/79-24 b 
30-849/79-88 on 791009-18 b 13-19 b notice of violation. 

Insp repts b notice of violation withheld (ref 10CFR2. 7901. 

HIND, J, A. Region 3, Chicago, Safeguards Branch. 79/11/09. 8pp. 


7912030106 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valvei. " No response required. 

KEPPLER.J. 0. Region 3. Chicago, Office of the Director. 79/11/16. 
Ip. 


7912100813 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads, " No response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director, 79/11/16. 
»P- 


7912110887 Forwardi IE Info Notice 79-29. "Loss of Nonsa fetg-Related 
Reactor Coolant Sgs Instrumentation During Operation." No 
ipeciflc action or response required. 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director. 79/11/16. 
Ip. 


7918210023 Forwerds IE Insp Repts 80-237/79-23 b 30-249/79-83 on 
790917-18 b 84-87. No noncampllance noted. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 

2pp. 


—7918810031 IE Insp Repts 30-837/79-83 b 50-249/79-23 on 790917-18 b 
84-27. No noncoit.p llanco noted, Mojor areas Inspected: cooling 
take conet.eail borings on north dike b review of monthly 
surveillance repte on dike structure. 

OALLAOHER, B. J. , OEBTMANN, M. J. Regions. Chicago, Office of the 
Director. HAYES, D.N. Region 3. Chicago, Roactor Construction b 
Engineering Support Branch. 79/11/14. 26pp. 


7912100013 Notifies of delay In implementation of IE Bulletin 79-14 ra 
acceetiblt areas comparison b evaluation phase. Current 
program provides for earliest detection b evaluation of 
significant discrepancies. 

PEOPLESiD.L. Commonwealth Edison Co. 79/11/19. Spp. 


7918030380 Forwards IE Bulletin 79-a6i "Doron Loss From BHR Control 
Blades." Response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Dlroctor. 79/11/80. 

Ip. 


7918040009 Ack receipt of 791109 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts SO-010/79-19. 
80-837/79-23 b 30-849/79-21, 

HEI8HMAN, R. P. Rsglon 3, Chicago, Reactor Operations Nuclear 
Support Branch, 79/11/21. Ip, 


■79120400H Responds to NRC 791019 Hr re violations noted In IE Insp 
Rapts 50-010/79-19,30-837/79-83 b 50-249/79-21, Correc tive 
actions: personnel Instructed to lock door to high radiation 

area. 

PEOPLES. D. L. Commonwealth Edison Co. 79/11/08. Spp. 
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7912100417 Foruard* IE Circular 79-24, "Propar 
Cor* Bpraij Plp« Braak Detactlon Equipment on 
wrtttan raaponia required 

KEPPLER. J, 0. Regions. Chicago. Office of 
Ip- 


Installatlon b Calibr of 
EHHs. " No 

the Director. 79/11/26. 


7912140107 Forward! IE Circular 79-23, “Motor Starter* t, Contactor* 
Failed to Operate.* Ho urittan rasponea required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 

Ip. 


79/11/26. 


7912110399 Notlfie* that NRC intend* to routinelg foruard to 
appropriate etate public util regulatory groups fc state atcy 
general ofc* lople* of escalated enforcenent correspondenca 

eant by IfflC to licaneae*. . . ^ ^o/l^/^n 

KEPPLER. J O. Region 3, Chicago, Office of the Director. 79/11 
Ip. 


7912190199 Forward* IE Bulletin 79-27, “Ld»* of Non-Claea IE 
Inttrueiintation b Control Power Sy* Do* During Operation. 

Written ra»pon»e requtrad 

KEPPLER. J.O. Region 3, Chicago, Office of the Director. 79/11/3 . 
Ip- 


7912140056 Forward* IE Info Notice 79-30, "Reporting of Defect* b 
Nonepapllances, 10CFR21. ■■ No action or response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/12/06. 
Ip. 


-,0,3140469 LER 79-063/O3L-O; on 791 114, dur i rtg weakly »urwel llance. *ourc* 
i!io# monlLr calibr initiated rod block at lOaE9 count* per 
second Cau»ed by electronic Inflrument drift. Bourc* range 
readjusted S, will be tested ueokly. 

KORCHYNSKV, M. Commonwealth Edison Co. 79/11/30. 2pp. 


791214039B Forward* LER 79-Oil/03L-0. 

STEPHENSON, B. B. Commonwealth Edison Co. 


79/12/OS. Ip. 


—7912140404 LER 79-061 /03L-0; on 791 109, during normal operation, found 
^’card°r»torsgB tank below Tech Spec I Iml t. Caused by drift in 
.oHnp setpoint of pilot valve 2009197. Spring wea adjuatad. 
HOLLAND, P. Commonwealth Edison Co. 79/12/06. 3pp. 


79121404S9 Forwards LER 79-062/03L-0. 

STEPHENSON, B. B. Commonwealth Edison Co. 


79/12/06. Ip. 


-7912140491 LER 79-06a/03L-0: on 791 110, u/Unl t 2 at staadg power, Unit 3 
scrammed b Oroup 2 isolation occurred. Standby gas treatment 
sus A tripped after start l< sys B, In standby, started. Caused 
hu blown fuse In sye A heater control circuit. 

BADRANiS. Commonwealth Edison Co. 79/12/06. 2pp. 


7912270345 Respond* to NRC request* for Info re loss "J P"""*' 

events at f jc U ity. Forward* answers to question* re 651112 
b 700122 events, LER 7B-005/03L-0, 7B0122 deviation repl b 
mt of 34^5 «< 138 kV line f.Uuroa during 1974-1979. 
janecEKiR. F. Cammonuaalth Edison Co. 79/12/19. 21pp. 


7912200066 Forwards IE Bullstin 79-20, "Poasibla Malfunction of Namco 
Modal EAIBO Limit Buitche* at Elevatsd Temps." Action 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/12/10. 

If- 


7912200443 Notification of 7912>3 meeting w/utll to discuss 
79-02 anchor bolt b base plate analysis. 

JORDAN, E.L. Division of Reactor Operation* Inspections. 
3pp. 


IE Bulletin 
79/12/U. 


R. Periodic operating report* t« related correspondence 

7912180377 Forwards monthly operating rept* for Nov 1979. 
STEPHENSON, B. B. Commonwealth Edison Co. 79/12/07. Ip. 


-7912180306 Monthly oparating rept* for Nov 1979. 

CIE8ZK1EH1CZ, 8. Coomonwealth Edison Co. 79/12/03. 19pp. 


7912270254 Forward* LER 79-064/03L-0. 

STEPHENSON, B. B. Commonwealth Edison Co. 


79/12/21. 


Ip. 


-7912270265 LER 79-064/03U-0; on 791 124. tarus-to-dryuell vacuum breaker 
found Inoperebli. Caused by swollen teflon »haFk , 

Bushing* tnaehined to required clearance l« study Initiated re 
applicability of taflon a* buihlns material. 


DOCKET 50-243 OREODN STATE UN IV. RESEARCH REACTOR 
F. Becurlty, msdlcal, emergency 6 fire protection plan* 

7912120206 Forward* draft Reg Quids 5, XX, *’8td Format fc Content for 
Licensee Phyiicel Security Plan for Proteetlon of BNM of 
Moderata or Low Btrateglc Bignlf leanc*. " W/o end. 

REIDiR.H. Operating Raactore Branch 4 (Pro 7910301. 79/00/22. 

2pp. 


B. Reportable occurrences, LER* & related correspondence 


7912120068 PND-1 1 1-79-025: on 791028, essentia I svc* motor generator let 
tripped, resulting in tripping of Unit 3 reactor. Caused by 
slanBlng of essential svc* electrical panel door. 

CREED, J., DONAHUE, J. F. , HIND, J. A. Region 3, Chicago, OfflC# of the 
Director. 79/10/26. 2pp. 


7912170166 PNO-UI-79-25A; threatening telephone calls came from eourt- 
comaltted patient. All affected licenseei notified. 

BELANOER.J. . DONAHUE, J. F. , HIND, J. A. Region 3. Chicago, Office of 
the Director. 79/10/29. Ip. 


7912030008 PNO-IlI-79-031; on 791023, Federal Highway Administration 
Bureau of Motor Carrier Safety Issued notice of shipping 
violation for improper packaging of low specific activity 
radleacttva matl.Utll fined. 

BARKERiJ.L., 6PE88ARD,R., HEtSHHMli R. P. Region 3, Chicago, Office 
of the Dlracter. 79/11/01. ip. 


P. Operating license itage documanli 8, correspondence 

7912260227 Forwerd* safey evaluation ra mod* to TRIOA radctor console 
eloctronic*. ^ . 

LAlNABrO, Plant Systems Drench. 79/11/19. ip, 

—7912260233 Safety evaluation re proposed mod# to TRIOA reactor console 
electronics. 

* Plant aystem* Dranch. 79/11/19. 6PP. 

Q. Inspection roport*, IE Dullatine I. correspondence 

7912110100 Forward* IE Insp Ropt 50-243/79-02. No noncompliance noted. 
Intp rept withheld (ref 10CFR2, 7901. . _ t 

NORDERHAUO, L. R. Region 5, Ban Franclseoi Bafaguard* Branch. 
79/11/13. 2pp. 


7912200546 PNO-1 I 1-79-036; on 791 110, Unit 3 tripped while performenc* of 
lew vacuum trip surveillance In progress. Unit 2 tripped when 
ineiruaint mechanic isolated feedwater pump suction 
transmittfr resulting In feedwater pump tripping. 

BARKER, J., EPE88ARD, R. Region 3,. Chicago, Office of the Director. 
79/11/13. '2 pp. 


7912030192 Forwards LER 79-060/03L-0. 

aTEPHENSm, a.B, commonwealth Edison Co. 79/11/26. Ip, 


DOCKET 50-244 ROBERT EMMET OINNA NUCLEAR PLANT, WIT 1 
F. Security, medical, emergency I, fire protection plane 


7912200022 Oiteusees NRC 79TI0V meeting pa emergency preparadnaes team 
review objective*. Provides guidance for improving licensee 
emerBancy preparedne** assuring capability of offsite 
agencies to take appropriate emergency actions. 

CRIMES, 0.K. Emergency Preparedness Teek Force. 79/11/23. 30pp. 


—7912030196 LER 79-060/03L-0: on 791030, white Units 2 (< 3 were at steady 
powtriditcevered that annual requirement to cycle testable 
valves in flow path for fire water supply had not best* 
parforaed. Caustd by failure to Identify eiletlng procedure, 

HERBERT. B. Coamonwealth Edison Co. 79/11/28. Ip. 


7912140468 Forward* LER 79-063/03L-0. 

STEPHENSON, B. 8. Connonwsalth Edison Co. 79/11/30. Ip, 


7912870392 Responds to NRC 790214 fir# protactlon safely evaluation 
rapt requirement* for addl info r* doors, piping li duet 
penatrations, prsf ire strategies l< exposed structural steal. 
HHITEtL. D. Rochister Oa* N Electric Corp. 79/12/18. Spp. 


7912310391 Forward* "Safe Shutdown - Fire Study." 

WHITE, L.D. Rochistar Oa* l< Electric Corp. 79/12/20. Ip. 


-7912310394 “Baft Shutdown - Fir# Study. •' 

* Rochaster Oat t Electric Corp, 79/12/31. 60pp. 
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0. Adjudicatory eorrotpondinca 


7912110038 Conflrmi roetlpt of tncl 790389 potltlon to suipind OCo for 
all PURa. Forward* FR notlea Indlcatlnp that pttltlon will be 
treated in accordance w/lOCFRS. SOdi. 

DENTDNi H. R. Office Of Nuclear Reactor Regulation. 79/11/83. Ip. 


— 79121101S& Notice of reaueet for action pureuant to lOCFRa. 206 re 
Environ Coalition on Nuclear Power 79038? petition 
requeitlng euepeneion of all OLt for PNRt. 

NULLERiD. R. Office of Nuclear Reactor Regulation. 79/11/83, 
30pp. 


7912200822 Btlpulation terminating proceeding at to Rocheeter Committee 
for Scientific Infoi Inc. RC6I agrees that applicant hae 
fulfilled Paragrapht 1 1< 4 reetulremente of 740312 
etlpulation. Certificate of 8vc end. 

R08ENSAUN> U, E. Rocheeter Committee for Scientific Information. 
VOlOTtH.H. Rocheeter Oae b Electric Corp. V010T>H.H. LeBoeuf. 

Lambi Lelby V MacRae. 79/12/10. 4pp. 


H. Oeneral correepondonca 


7912140167 Concure w/updated Certificate of Sve. Requests that RN 
Pinkney of CntariOtNY be added to eve list b served 
copies of all applications for licenses li amend. 

FARON>R. a. LeBoeuf > Lamb. Lelby It HacRaa. 79/11/20. Ip. 


7912270018 Respond* to Itr re impact of TMI Incident on facility, 
Forwards NUREe-097B. U/o end. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/18/06. 2pp. 


7912270066 Respond* to Itr r* Impact of TMI incident on facility. 
Forwards NUflE0-087e. U/o ind. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/12/06. 2pp. 


7912270368 Forwarde Certificate of 8vc omitted from time stamped Itr 
noting filing for util. Certificate of Bve should be placed 
te/fillng. 

ANDRASiR.F. LsBoeufi Lembi Lelby 6 MacRae. 79/12/20. 3pp. 


J. Insurance b Indemnity Information 


7912tBOSSO Bubffilts list of complainant* r* Dsc t973-Feb 1974 
ovsraxposur* al legation. 

ALTON) C.O. American Nuclear Insurers. 79/12/12. tp. 


P. Operating license stege documents b correspondence 


791109024B "Summary of Operating Experience H/Redrcul*tlng Steam 
Oanerators. " 

EIBENHUTi P. 0. Division of Operating Raactori. NURE®-0Sa3. 
79/01/31. B9pp. 


790B030876 Forwards list of seismic projects, Reviews finding* re 
■afaty-rslated piping tyi reanalysls for plants 
w/algobralcal ly combined earthquake components dlscueetd. 
HERRINOiK. B. Engineering Branch CPre 7910a0>. 79/06/18. 6pp. 


7918080176 Dlscussa* NRC review of LERe b Tech Spec requlromente re 
control RPI eye at Uastlnghouee PUR*. Requests Tech Bpacs 
review to ensure raqulrament for rod maint to within +/- 12 
step* Indicated b RPI eye verified accurate within 12 steps. 
aCHHENCERiA. Opsrating Resetor* Branch I, 79/10/29. 7 pp. 


79121001B9 Discusses NRC 791101 meeting w/representatlvee of NBBB 
vendore b fuel tupplier* re dieeusslon of respective 
portions of ECG8 evaluation models dealing w/fuel cladding 
swelling b incidence of rupture, Vendor reeponsss end, 

EIBENHUTi D. 0. Dlvlelon of Operating Reactors, 79/11/09. 68pp. 

•“7912100288 Respond! to NRC 791101 request re noncamp 1 lance of 
Westinghouee ECCB evaluation model under requirement! 
of tOCFRSO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Uestlnghoues plants. 

ANOEHBONi T. M. Uestinghousa Electric Corp. 79/11/08. 4pp, 


•-7918100330 Responds to NRC 791101 request re DRNL cladding swelling b 
rupiuro data. Review of analytical models b taste indicates 
ComplUnca w/lOCFRSO App K. All OE specs for ealeulatod peak 
cladding temp remain unchanged. 

SUCHHDLZi R, H. Oeneral Electric Co. 79/12/07. 2pp. 


--7912100407 Forward* response to NRC 791101 request re rod burst teat 
data. Concludes that data proptrly represented by fuel models 
used in vendor evaluation models b that analyses dsmonstrata 
all criteria of lOCFRSO. 46 satisfied. 

OMSLEVi 0. F. Exxon Nuclear Co. i Inc. <subi. of Exxon Carp. >. 
79/11/02. Spp. 


--79121004S6 Forwards addl Info re evaluation of Impact of NRC propoeed 
rupture/blockage modtl used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OWSLEyiO.F, Exxon Nuclear Co. i Inc. (tubs. of. Exxon Corp,). 
79/11/04. 2app. 


7918040144 Summary of 791101 meeting u/utll in BethesdaiMD re plans to 
insert mixed oxide fuel assemblies into plant core during 
Mar 19B0 refueling outage. 

8HBA, J. J, Operating Reactors Branch 8. 79/U/16. 17pp. 


7912110030 Forwards updated lists of SEP topics not requiring site 
review doe to ongoing generic licensing activities outside 
BEP or because of Inapplicability to facility. 

ZlEMANNi 0. L. Operating Reactors Branch 2, 79/1 1 /!6. Qpp. 


7912170079 Requests addl Info re review of 79101B submittal on tendon 
surveillance program. 

ZIEHANNiD.L. Operating Reactors Branch 2, 79/11/80. 3pp. 


7918060117 Bummary of 79110? telcon w/util re lessons learned 
Implementation. 

BHEAiJ.J. Operating Reactors Branch 2. 79/11/21. 6pp. 


7918080494 Forwards response to NRC 791082 request for evaluation of 
auxiliary feedwater sys b Informs that addl info re 
auxiliary feedwater sys flow requirements will be forwarded 
in seven months. 

UHITEiL. D. Rochester Oas b Electric Corp. 79/1I/2B. 21pp. 


7918180447 Responds to NRC request for structural model of containmant 
structure b internals for use in BEP seismic analysis. 

Advises that appropriate sketches b models have been sent to 
LLL, App licatlon for withholding info end. 

UKITEiL. 0. Rochester Oas b Electric Corp. 79/11/30. 6pp. 


7918190087 Forwards safety evaluation re potential for watar hammer in 
feedwater piping b technical evaluation by EObO. 

LAINASiO. Plant Systems Branch. 79/18/03, 2pp. 


“-7912190062 Safety evaluation re potential for water hammer In feedwater 
piping. Acceptable precautions taken to mlnlmiie water 
hammer occurrence. 

a Office of Nuclear Reactor Regulation. 79/11/30. 3pp. 


■7912190066 "Bteam Oenerator Water Hammer Technical Evaluation," 
* EO b Oi Inc. 79/10/31. I3pp. 


7912120480 Forwards “Design Analysis Adequacy of Station Electric 
Distribution Sys Voltages. " Some operating conditions have 
potential to cause spurious separations of safety busas 
from offsite power source. Available In Central Files. 

WHITE) L.D. Rochastsr Oas b Electric Corp. 79/12/06, 2pp. 


7912120209 Respond* to 791109 Itr re control rod position indication. 
Present Tech Spec definition of inoperable control rod 
ineludtt statement re misalignment by more than IS Inches 
w/bank. 

WHITE.L, D. Baltimore Oas b Electric Co. 79/18/07. ip. 


791212044S Notifies that util concurs w/NRC 791113 draft avaluatlon 
of BEP Topic III-B. Cl “Irradiation OamagtiUis of aensltlstd 
Btainless Steal b Fatigue Resistance. 

WHITEiL. 0. Rochester Oas b Electric Corp. 79/12/07. Ip. 


791S16041B Forward* evaluation of prestressed tandon forcoii in response 
to NRC 791180 Itr. 

WHITE) L.D. Rochester Oas b Electric Corp. 79/18/18. 2pp. 


“-7912180426 "Evaluation of Prastreesed Tendon Forces. " 

a Ollbert/Commonuselth Co*. OAl-8074. 79/11/80. 300pp.- 


7918160916 Rtspondi to NRC request for info rt auxiliary feedwater sys 
b TMI short-term Lessons Learned Taek Force raquiranents. 

Existing auxiliary feadwater flow Indication complies 
w/clarlf Icatlon C. 1. Drawing aval lab le in Cantral Fites only. 

WHITE, L.D. fioehestor Oas b Electric Corp, 79/12/14. 2pp. 
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79i21G09S7 Rvipands to NRC 791033 Itr r« containment purjlnj during 
normal plant operations. Purging bone to Improye uiorfclnB or 
environ cond 1 1 1 ons. Valve openlnp* res tr t c ted. Vent 1 latlon 
isolation SSIS modified rsdoiring valve reset ind i vidual Ig. 
UHrTEiL.D. Rochester Oaa Electric Corp. 79/13/14. 3pp. 


7912210360 Foriijards Gilbert Associates Drainings D-OOl) OlSi Revls 1 on l> 
0_OOI_Oi?2i Revision 13, D-OO3-00i. Revls Ion t> & 0-001-033, 

Revision 9 In rssponse to NItC regusst for containnsnt 
draulngi. M/« sncl. 

tfHtTE.l.. D. Rochastor Oas «< Electric Corp. 79/12/U. Ip. 


79122B0147 Advises of ualver o^f Class III license amend fee on 791114 
application for Tech Spec change re fire pro tec tl on. Refund 
being proceesed. 

MILLER, W.O. License Fee Manegonant Branch. 79/12/14. ip. 


79122S0B01 Forwards three addl copies l< one aperture card for Drawing 
33013-944, Revision 4. 

HHITE.L. 0. Rochester Oas «< Electric Corp, 79/12/19. Ip. 


79122S019B Forwards application to snand License DPR-18. 

VOrOTfH.H. LeBoeuf, Lamb, Lelby I, MacBae. 79/13/50. Spp. 


— 7912SB020& Application to amend License DPR-IS, changing Tech Specs re 
mixed oxide fuel aisembllet In fuel to be loaded for Cycle 
10 . 

WHITE, L.D. Rochester Oas tt Electric Corp, 79/13/14. 17pp. 


— 7913SB0S13 “Fuel & LOCA Evaluation of Hlied Oilda Fuel Asitnblies. “ 
SKARITKA, J. Hestino house Electric Corp. 79/12/31. 10pp. 


—7912360322 “Plant Transient Analysis,” Revision 1. 

MARDOHEKl, F. J. , KAHM, J. D. , LEACH, C, E. Exxon Nuclxar Co. i Inc. 
Isubs. of Exxon Corp. ). XN-NF-77-40. 79/07/03, 21pp. 


—7912380332 "Addendum to Criticality Analyxls for Fuel Storage Racks to 
Address Storage of Mixed Oilde Fuel Assemblies.” 

BCHHARTr,M.H. Pickard Lowe t, Oarrlck, Inc. 79/11/26, IBpp. 


— 7913360240 "Cycle 10 8AR H/Klied Oxide Asssnblias. ” 

^HN6DN,B.L., 6USSELHAN, 0. J. • SOFERi 0. A. Ei x on Nuc I ear Co . , Inc. 
(subs, of Exxon Corp. I. XN-NF-79-103. 79/12/14. 32pp. 


6. Inspection reports, IE Qulletins t< correspondence 


7912140047 Responds to IE Qulletin 79-23. No connection exists betuean 
bVA generator 1, low kVA ratod transformers. Potent 1 el for 
emorgeney generator failure will be determined by 24-h toed 
test before end of next refueling outage, 

HHITEiU. 0. Rochxster Oas i Electric Corp. 79/10/19. &4pp- 


7913170247 Responds to IE Bulletin 79-17, "Pipe Cracks in atagnant 
Berated Hater Sys at PHR Plants. " Examination of stagnant 
portions of sgs not pravloutly performed wire completed on 
791010. 

MHITEiL.D. Rgcheiter Oas 1, Electric Corp. 79/10/24. 2pp. 


7912040048 Forwards response to IE Bulletin 79-14, ''Stlimlc Analyses 
for As-Built Safsty-Rslated Piping Bye." Plans to defer insp 
until reeins are removsd. 

WHITE. L.D. Rochester Oas L Electric Corp. 79/10/30. SDpp. 


79122103S7 Foruiarde IE Imp Rapt 90-244/79-13 on 790917-20. No 
noncompllance noted. 

BRUNNER, E, J. Region 1, Phi ladalph 1 e, Reactor Qperatloni Nuclear 

Support Branch. 79/11/01. 2pp. 


—79122103*3 IE Insp Rapt 90-344/79-13 on 790917-30, No noncompllance 
noted. Major areas Inspected: p lant oparatlons, nonreutlne 
event reporting program <* potential failure meehanlxm of 
prcBsurlitr power operated relief .valve yoke. 

MARKDHSKI, R. 8. Region 1, Philadelphia, Office of the Director. 
KEIHIOiR.R. Region 1< Phi ladelphls. Reactor OpaTatlone Nuclear 

Support Branch. 79/10/24. Spp. 


7912090a&l Forwards IE Circular 79-32, “Stroke Timas for Power Operated 
Relief Valves. " No response required. 

oniERiB.H. Region I, Philadelphia, Office of the Director, 

79/11/16. Ip. 


7912090304 Forwards IE Info Notice 79-27, ''Steam Oenerator Tube 
Rupturae at Two PHR Plants. " No reiponss required. 

CHIER.B. H. Region I, Ph 1 lidslph ia, Off ice of the Director. 
79/11/16. Ip, 


7912100199 Forwards IE Info Notice 79-26, "Overloading of Structural 
Elonentf Due to Pipe Support Loads." No reeponse required. 

ORIER, S.H. Region 1, Philadelphia, Office of the Director. 
79/11/16. Ip, 


7913110473 Forwards IE Info Notice 79-29, "Loss of Monsaf ety-Rslated 
Reactor Coolant Bys Instrumentation During Operation. " No 
specific action, or response required. 

ORIER, 0.H. Region 1, Philadelphia, Office of the Olrietor. 
79/11/19. Ip. 


7912090330 Forwards IE Bulletin 79-86, "Boron Loss From DMR Control 
Blades." No response required. 

ORIER, G.H. Region 1, Philadelphia, Office of the Director. 
79/11/30. Ip. 


7912060597 Forwerds IE Circular 79-24, "Proper Installation It Calibr of 
Cere Spray Pipe Break Detection Equipment on DWRs. " No 
raiponsa required, 

DRIER, B. H. Region 1, Philadelphia, Office of the Director. 

79/11/26, Ip. 


7912110091 Forwards IE Circular 79-23, "Motor Btarters t. Contactors 
Failed to Operati. ” No rsspente required. 

ORIER, B. H. Region 1, Philadelphia, Office of the Dlrlctor. 
79/11/26. Ip. 


7912360033 Responds to IE Bulletin 79-17, Revi slon l re pipe cracks In 
stagnant berated water eys.lrllll Inspect seven addl welds 
during next annual refueling outage. Dur ing interim monthly 
insps will be conducted. 

WHITE, L.D. Rochester Oas it Electric Corp. 79/11/26. 2pp. 


7912190094 Forwards IE Bulletin 79-27, "Lota of Non-Clasi IE 
Instrumentation t. Control Power 8ys Dus During Operation. " 
Written response required, 

ORIER, B.H. Region 1, Ph i ladtlphle, Office of the Oiraetor. 
79/11/30, Ip, 


7912310290 Forwards IE Info Notice 79-30, "Reporting of Dafacte «< 
Nuncamp 1 lances, lOCFRSl, " No action requlrad, 

ORIER, B.H, Region t, Philadelphia, Office of the Director. 
79/12/06. 4pp. 


7912190769 Forwards IE Dullitln 79-28, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps." Written 
response required. 

ORIER, B.M. Region 1, Philadelphia, Office of the Director. 
79/12/07. Ip. 


7912380022 Forwards response to IE Bulletin 79-02, Revision 2, "Pipe 
Support Bsse Plate Designs Using Concrete Expansion Anchor 
Balts." Testing program initiated for supports using 
structural stesl shapes. 

WHITE, L.D. Rochester Oat *, Electric Corp. 79/13/07. Spp. 


7912SB0244 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectre." No written response required. 

ORIER, B.H, Region 1, Philadelphia, Office of the Director. 
79/12/13. Ip. 


R. Periodic operating reports h related carreepandence 


791216D348 Forwards monthly operating rapt for Nov 1979. 
8N0W,B.A. Rochester Oas Ic Electric Corp. 79/12/11. Ip. 


—7918180391 Monthly opsrating rspt for Nov 1979. 

MCNAMARA, A. E. Rochester Oas It Electric Corp. 79/12/11. Spp. 


B. Reportable occurrencss, LERs U related correspondence 


7912130936 RO: on 791801, air ejector radiation monitor was detected 
trending upwardi on radiation monitoring recordar. Leak test 
measured approx 0.007 gal lons/mlnute. Fad 1 Ity ehut down on 
791803, 

SNOW, B. A. Roehaiter Oas It Electric Corp. 79/12/03. Ip. 


7912270603 RO 79-023; on 791207, 1 iquld penetrant examination of safe- 
end of 4-lnch relief noxila adjacent to noxile to aafe-end 
weld revealed 6-inch long Indl cation. Further analgels 
required to determine cause, 

GNDH, B.A, Rochester Oas 1, Etsetric Corp. 79/12/11. Spp. 


7912190815 Forwards LER 79-023/017-0. 

WHITE,L. D. Rocheitsr Oae It Electric Corp. 79/12/14. Ip. 
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'7918190981 CER 79“02^/01T—0; on 79180ti during normal operationit found 
two laaklng tuba* ti tlevan othor tub** w/pluggabl* dafteti. 

Cau«ad by poiilbl* therioali hydraol ic (c machanlcal loading In 
wadg* ar*a Ir bg pottlbla residual caustic* concentration. 

CUflTlStA. E. Baltlmor* Oat b Electric Co, 79/18/14. Spp. 


7918870434 Forward! LER 79-023/01T-0. 

WHtTEiL. 0. Rocheiter Oae b Electric Corp. 79/18/21. Ip. 


•7918270442 LER 79-083/01T-0: on 791207. during Ineervice in»p of 
preeiurlier relief nojile-to-eafe-end uald. liquid penetrant 
•xaMinatlon showed linear Indication*. Possible caused bg 
original fabrication contamination or chloride, 

CURTIS. A, E. Rocheeter Oa* b Electric Corp. 79/18/81. 4pp. 


791S040SS3 Forward* response to NRC question* re SEP Topic VI-S re 
combuetifale gas control. Two drawing* end. aval labl e in 
Central File* only. 

COUNBIU.H, 0. Northeast Utilltle*. 79/U/2a. Spp, 


7918190361 Discusses commitment made bg CT Yankee Atomic Power Co b 
Northeast Nuclear Enorgg Co to implement automatic 
initiation of autillarg feedwater. Addresses util conclusion 
that imp 1 smantatlon not nacissary for safe operation. 

C0UN81L.W.0, Northeast Utilities. 79/11/30. ipp. 


7918130381 Dlicustts Interim procedures for Reeantmenda tlon 3. t. 8. b> 
until hlgh-range capability is available re Increased range 
of radiation monitor* requirement, 

CDUNSIL. U. 0, Northeait Utilities. 79/13/07. 4pp. 


DOCKET 90-849 MILLSTONE NUCLEAR POWER STATION. UNIT 1 
F. Security, msdlcal. emergency b fir* pretsction plans 


7912800082 Discuss** NRC 79,1109 msiting rs tmsrgancy praparadnass taam 
review objacttvas. Provides guidance for improving lieansao 
eaergeney preparadnasa b assuring capability of offslta 
agencies to taka apprepriat* emtrgancy actions. 

ORIHES.B, K. Emsrganey Praparadnass Task Fores. 79/11/23, 30pp. 


7912130499 Forward* addl risponse to NRC 790913 b 1030 Itr* re Improvsd 
ln~plant iodine instrumentation under accident conditions. 

Air monitors in control room arsa at each site will be 
installad by 800101, Improved portabla sys will ba dtvaloped. 
COUNSIL.M, 0. Northaaat Utilities. 79/18/07. Ip. 


7912310392 Forward* results of rsvlaw of util 790731 rispons* re 
incomplat* Item 3.2.8 of fir# protection safety evaluation. 
LAIMAS. 0, Plant Syetsms Branch. 79/18/17. 4pp. 


P. Operating llcanse stage doeumants b correepondenc# 


79O0O3O97B Forwards list of siismie proiscts, Reviews findings r# 
eafety-relatad piping sys rtanalysi* for plants 
w/algabralcally combintd earthquake components discussed. 
HERRINOtK. S, Engineering Branch (Pre 7910301. 79/06/19. 6pp. 


7912100189 Diecusses NRC 791101 meeting w/representattves of NBSa 
vendor* b fuel euppllers re discusilen of respective 
portion! of ECCS evaluation model* dtaling w/fuel cladding 
ewalllng b ineldsnc* of rupture. Vendor responees end. 

EIBENHUTi 0. 0. Division of Opiratlng Rsactor*. 79/11/09. 60pp. 


—791210089.9 Respond* to NRC 791101 request re noncompliance of 
Meetinghouse ECG8 evaluation model under pequiremint* 
of 10CFR90 App R. Evaluation of three foal rod modtla 
Indicate* no sifsty probltms for Meetinghouse plants. 
ANDERSON. T. M. Meetinghouse Electric Corp. 79/11/02. 4pp. 


•7912100330 Respond! to NRC 791101 request r* ORNL cladding swelling b 
rupture data. Review of analytical models b tssts indicatas 
compllanca W/10CFR90 App K. All OE specs for calculated peak 
Gladding tamp remain unchanged, 

BUCHHOLZ. R. H. Oanaral Electric Co. 79/18/07. 8pp, 


—7918100407 Forward* rasponss to NRC 791101 request r* rod burst test 
data. Concludes that data properly represented by fuel modele 
used in vendor evhluatlen models b that analysis dsmonitrati 
all erltarla of 10CFR90. 46 satisfied. 

OMBLEV.e. F. Esnon Nuclear Co.* Ine, (subs, of Exson Corp, >. 
79/11/08. 9pp. 


•7918100496 Forwards addl info re evaluation of Impact of NRC proposed 
ruptura/blackage modal used in vendor evaluation modal. 

No adverse impact from now ruptura burst data or uit of NRC 
rupture/bloekaga model on licensing calculation rasults, 

OMSLEV. 0. F. Exxon Nuelaar Co,. Ine, (sub*, of Exxon Corp.). 
79/11/04. 83pp. 


791S1B0379 Provids* commitment to implsmsnt Rscommandatian 3. 3. i.b re 
shift technical advisor in compliance w/short-tsrm Leasons 
Learned Task Force requirement*. Ml 1 1 submit complianca for 
containment pressure indications b RCB venting by BIOIOI. 

C0UN8IL.H. 0. Northeast Utilities. 79/12/10. 2pp. 


7918170294 Formally documents 791311 verbal commitments to develop 
procedures for Item 8. t.B. b re increased range of radiation 
monitor* in accordance u/criteria dslinsatsd in NRC 791030 
Itr to ell operating nuclear power plant*. 

COUNBIL. H. 0. I FEEiW. F. Connecticut Yankee Atomic Power Co. 
79/13/18, Spp. 


7912860876 Reaffirm* util commitment to implement short-term 
recammendations of TMI Lsssons Lterned Task Fore# by BOOtOl. 
txeept for Item 8. 1.9, Commitment contingent upon asternal 
vendors supplying equipment an schedule. 

GOlWBlLiM, 0. Northeast Utilitla*. 79/18/17. app. 


7913370893 Olscussts aceeptancs criteria for Mark I long-term program. 
Elaborates on LO Bobon 791130 Ur to DO Eisenhut by 
providing plant-unique' info on program b by listing araas of 
concern which jeopardiie complianca u/crlteria. 

COUNBIL. M.O. Northeast Utilities. 79/18/17. Spp. 


7912310376 Provide* addl info for NRC safety evaluation of Amend 64 to 
provisional OL. Inservlca tnsp b tasting program for Class 
1*8 b 3 component* will be revised. Diagram and, 

COUNSIL.M. 0. Northeast Utilities. 79/18/19, Spp. 


Q. Inspection report*. IE Bulletin* b correspondsnci 


7918170326 Responds to IE Bulletin 79-34. "Frojsn Unss. '• Review of 
fraexe protection of lafity-rslatsd sys indicates existing 
measures adequate. 

COUNBIL. W. 0. North last Utl litis*. 79/10/31, ip. 


7918130383 Forward* response to IE Bulletin 79-14. ''Seismic Analysis 
for As-Built 8af *ty-R»lat*d Piping Sys, " Updated rept of 
progress in verifying seismic analysts input for 
lafaty-relatad piping sys and, 

COUNSILiH.O, Northeast Uttlltii*. 79/U/OB. 9pp, 


7913090039 Forward* IE Circular 79-32, "Stroks Time* for Power Operated 
Valvei. No rasponio ractulrad. 

QRIER, B. H. Raglan 1, Philadelphia, Office of the Olrector. 
79/11/16. Ip. 


/vi.<O90B66 Forward* IE Info Notice 79-37* "Steam Osnerator Tub* 
Ruptures at Two PHR Plants, " No risponse required. 

ORIERiB. H. Region 1. Philadelphia* Office of the Director. 
79/11/16. Ip. 


7913100131 Forward* IE Info Notice 79-88. "Overloading of Structural 
Elamenta Due to Pip# Support Loads." No response required. 

QRIER. B.H. Region 1, Philadelphia, Office of the Director. 
79/11/16, Ip. 


7912110039 Forwardi updated list* of BEP topics not requiring site 
review due to ongoing generic llcanslng activities outside 
BEP sr becaut* of InabpllcabiUty to faetllty. 

ZIEMANN* D, L. Operating Raactor* Branch 2, 79/11/16. Spp, 


7912090904 Submit* corrected info submitted In 79091B Ur concerning 
Tech Specs shutdoien margin in startup physics testing 
preBT** for Cycle 7 rapt, 

COUNBIL, M.O. Northeast Util Itisa, 79/11/20, Ip, 


7918030806 Forwards saismle design info in responsi to WC 790038-39 
matting roquost re BEP satsnlc revltw, 8oven'ty-**von 
ovarelse drawing* tnd. Drawing* avallablt in Central Files 
only. 

COUNSIL, H. 0. Northeast Utilltiss, 79/11/86, 3S0pp. 


7913110433 Forward* IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. *' No 
specific action or rasponso required. 

QRIER, B.H. Region 1* Philadelphia. Office of the Dlraetor. 
79/11/19. Ip. 


7918090298 Forward* IE Bullstin 79-36. "Boron Loss From BMR Control 
Blades. " Rssponi* required. 

QRIER, B.H, Region 1* Philadelphia. Office of th* Director, 
79/11/20. ip. 


7912060979 Forward* IE Circular 79-34* "Proper Installation b Callbr of 
Core Spray Pipe Briak Detsetion Equipment on BHRa, " No 
rasponss requirad. 

QRIER, B.H. Region 1, Philadelphia, Office of the Dlraetor. 

79/11/26, ip. 
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12110060 Forwards JE Circular 79-23. “Hofeor Startars & Contactors 
Fatlad to Oporato. " No rasponao rtqulrad. 

QRIER.B.H. Region 1. Pbiladolphiai Office of the Director. 
79/11/26. Ip. 


7912270597 Advisee of coapllanco w/Cateflory A TMI Lessons Learned Task 
Force Itaas Identified in NRC 790913 I. 1030 Itrs. Coapliance 
will he achieved by 800101. or prior to return to power for 
unite In outages on BOOIOI. 


'12190039 Forwards IE Bulletin 79-27. “Loss of Non-Class 1£ 

tnstruasntatlon b Control Power Sgs Bui Durlna Operation." DOCKET 50-247 INDIAN POINT 8TATIPN. UNIT 2 

Written responco Te<ioired. . i. 

ORIER.B.H, Region 1. Philadelphia. Office of the Director. fiecurltu. aedical. eaergeney fc fire protection plani 

79/1 1/aO. Ip. _1 


*12310226 Forwirds IE Info Notice 79-30, "Reporting of Defect# t. 
NoncoBpllantos,10CFn21.“ No action required. 

DRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


*12190754 Forwards 1£ Bulletin 79-28. “Posslhle Malfunction of Naaeo 
Model EAtaO Limit Switches at Elevated Toops. “ Written 
responic required. 

DRIER. D.K. Region 1. Philadelphia. Office of the Director. 
79/12/07. Ip. 


H2280207 Forwards IE Info Notice 79-31. "Use of Incorrect Aaplified 
Reeponse Spectra." No written response required. 

CRIER. O.H. Region. 1. Philadelphia. Office of the Director, 
79/12/13. Ip. 


7912180333 Notifies of delay In Plant Bys Branch Team t evaluations of 
facility fire protection ays. Outlines of assistance needed 

LAINAS.O. Plant Systems Branch. 79/11/16. Spp. 


7912170261 Discusses proposed task force review of emergency 
preparednase. Task force should study alternatives for 
reduction of prohablllty ti consequences of severe accident. 
EIBENHUr, D. 0. Division of Operating Raactors. 79/11/21. 3pp. 


7912300022 Discusses hWC 791109 msetlng re eaargoncy preparedness team 
review objectives. Provides guldenea for Improving licensee 
eaergency preparednesa (. assuring capability of offelte 
agencies to taka appropriate emergency actions. 

ORIMES.O. K. . COLLIN3.H. . 8NIE2EK. J. Eaiorgoncy Preparedness Task 
Force. 79/11/23. 30pp. 


Pariodic operating reports S. related correspondence 


Pt21B0363 Forwards aonthly operating rapt for Nov 1979. 
OPEKA. J. F. Northeast Utilities. 79/12/07. Ip. 


7912200122 Notification of 791303 isoetlng w/utll In Hethasda.MD. to 
review eaergsncy preparedness capabl 1 Itles. List of NRC 
consldaratlons end. „ 

ElBENHUT. D. O. Division of Operating Reactors. 79/11/29. 3pp. 


-7912180365 Monthly operating rapt for Nov 1979. 
VQUNS. R. Northeast Ukillttes. 79/12/04. 6pp. 


7912360003 Notification of 791210 (seating w/utll in OselningiNV re 
anirgency planning. 

OLSHAN.L, N. Operating Reactors Drench 1. 79/12/07. Spp. 


Reportable occurrences. LERs l related correspondence 


P12030104 FN3-I-79-007; on 791 108. foroer contractor eisployee was 
arrasted, aftap raaklng threats against former supervisors in 
facility parking tot. Bhotgun found In car of enpleyea. 

BHODLOSKV.T. Office of Inspection It Enforeeeient. Office of the 
Director. KEIMIO. R. . BRUNNER. E. J. Region 1. Philadelphia, Office 
of the Director. 79/11/08. Ip. 


f 1218-0309 PNO-I-79-{>22ron 791120, const worker Injured in fall from 
scaffold at plant slts.Eitent of injuries unknown. No 
radioactive mstl involved. 

2IMMERMAM.R. P. . KEIMIO.R.R., BRUNNER.E.J. Region I, Phlladelph lo. 
Office of the Director. 79/11/29. Ip. 


718070343 Forwards UER 79-032/03L-0. 

OPEKA.J.F. Northeast Utilities. 79/12/03. Ip. 


-7913070346 LER 79-032/031.-0: on 791106. during routine monthltf 
surveillance on reactor protection sys drywell pressure 
switches. discovered PS 2206-i62lB 6 PS 2206-16810 tripped 
at values outside Tech Specs. Cauesd by setpoint drift. 
YOUNOrR.H. Northeast Utilities. 79/12/03. 3pp. 


0. Adjudicatory correspondence 


7918060644 Btatanent in support of UCB 790917 petition for 
decosuslseionlng of Unit 1 *, sospenoion of Units 2 6 3 OLs, 
Requests Institution of proceeding per 10CFR2, 803. Affidavit. 
Certificate of 8vc tc supporting documentation end. 

ABRAMS, R., DIALIK.E. I. New York, State of. 79/11/16. I8pp. 


7913110030 Conflrme receipt of end 790329 petition to suepend OLs for 
all PWRi. Forwards FR notice indicating that potitlon will be 
treated in accordance w/lOCPRS. 306. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 79121101S6 Notice of request for action pursuant to 10CFR8.206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting auepension of all OLs for PNRs. 

HlttXER.D.R. Office of Nuclear Reactor Regulation. 79/11/83. 
SBpp. 


7918200270 Forwarda statement made in support of UC8 petition for 
dacDsvnlBslonlng of Unit 1 it suspension of operation at 
Units 2 1. 3. «... 

BRDHN.P.D, O, Mid-Hudson Nuclear Opponents. Inc. 79/11/27. Ip. 


912100299 Forwards LER 79-033/03L-0. 

OPEKA.U.F. Northeast Utilltlas- 79/12/04. Spp. 


-7912100304 UER 79-033/031.-0: on 791113. while perforaing routine 
surveillance. main steam line F switch failed to trip at 
proper setpoint. Caused by setpoint drift. Switch odjustsd tc 
satisfactorily testad. 

VOUNO.R.d. Northeast Utilities. 79/12/04. Ip. 


912870513 Forwards LER 79-034/0:n.-0. 

OPEKA.J.F. Northeast Utilities. 79/12/14. Spp. 


-7912270542 LER 79-034L-0;on 791 1 19,'whll e parforming routine 
surveillanca.electrlcal fault in notar eontrolier rendered 
LCPI Inboard isolation step valve inoperable. Caused by 
contacto-r arcing. 

YOimO.R. H. Northeast utilities. 79/12/14. Ip. 


OCKET 50-246 ADVANCED CRITICAL REACTOR EXPERlfffiNT 


. Operating license stage documents Ic cerresponderica 


912270469 Forwards response to NRC request for add! Info on TMT 
Lsssons Usarned Task Force Recammsndations 2. 1,7a li 8. I. 7b. 
PE0PLE8.D. L. CoMsonuBBlth Edison Co, 79/12/14. Bpp, 


— 7918200276 Btatamenb of PDO Brown in support of UCB pstitlon for 
proceeding tn institute dsconmisslonltig of Unit 1 tc 
suspension of operation at Units 2 fc 3 pending safety 
review. 

DRONN. F. 0. O. Mid-Hudson Nuclear Opponents. Inc, 79/11/26, Bpp. 


7912040074 Notice of withdrawal fro* proceedings effaetlve 791130. 
8MITH.B.II. Hearing Branch 8. 79/11/89, Ip, 


7912040070 Notice of appearance on behalf of NRC. Certificate of Sve 
end. 

MOORE. J.E. Hearing Branch 8. 79/11/89, 3pp. 


7912360360 Requests extension until 800808 to respond to interveners 
NY Qtate Energy Ofc 6 Citlxens' Coswslttee for Protection of 
Environ petitione for review of AUAB-436 Si ALAS-86I re 
eeisislc Issues, Certificate of Sve and. 

MOORE. J. E, Hearing Branch 8. 79/18/07, 4pp, 


79ISI80410 Requests confirmation of 000126 deadline for NRC response 
to Intarvanor UCB 791115 request for actiun undtr 
10CFR2. 206. Also requests meeting to discuss issues to be 
used to formulate reeponse. 

WEI89, e. B. Sheldon, Harmon 1* Netss, 79/12/10, Ip. 
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■-79121B04SS Requeiti that Commlssian recontlder 790423 dscitian to refer 
Intervenor UCB 79032G SBiamlc reanalgsls petition to staff. 

Cotnmltiion must assume jurisdiction since staff has issued 
no reply to DCS in six months. 

WElSBiE. R. Union of Concerned Scientists. WIEI88<G. R. Sheldooi 
Harmon b Ueiss. 79/12/10. 3pp. 


7912310078 Three Itrs requesting favorable action on petition to shut 
doyn facility. 

ESTEROMITZ. R. . KAMZAN, L. , BRODESKY, N. Af f i I lat ion Unknoun. 
79/12/10. 3pp. 


791S190239 Order granting extension until 80020S for NRC to respond to 
NV State Energy Ofc b Citiiens Committee for Protection of 
Environ petitions for revleu. 

CHILKi S. J. Office of the Secretary of the Commission. 79/12/14. 

Ip. 


7912310109 Tuo Itrs requesting favorable action on petition to suspend 
operations at facility. 

OHINOERiJ.. KAMZANiL. Affiliation Unknoun. 79/12/13. 3pp. 


7912190107 Forwards 791217 Itr to Commissioner Ahearne re UCS peition 
on eafety b site location Issues. 

F18H.H. House of Rep. 79/12/17. Ip. 


■>-7912190114 Requests quick response to UCB petition re resolution of 
site location b safety issues. 

FISH.H, House of Rep. 79/12/17. Ip. 


K. Oeneral correspondence 


79121401S8 Requests that EU Back be deleted from employee list b that 
UP Davis be added as replacement. 

0AVJ8, U.P. Consolidated Edison Co. of New York. 79/11/27. Ip. 


P. Operating license stage documents b correspondence 


79120S01&3 Discusses NRC review of LERs b Tech Spec requirements re 
control RPt sys at Westinghouse PHRs. Requests Tech Specs 
review to enouro requirement for rod malnt to within +/- 12 
steps Indicated b RPl sys verified accurate within 12 steps. 
aCHMENCER>A. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912100109 Dlscussas NRC 791101 meeting w/representatives of NOBS 
vendors b fuel suppliers re dtscusslen of respective 
portions of ECCS evaluation models dealing u/fuel cladding 
swelling b incidence of rupture, Vendor responses end. 

ElBENHUTi 0, 0. Division of Operating Reactors. 79/11/09. 68pp. 


“7912100283 Responds to NRC 791101 request re noneomp Hence of 
Hestinghouse ECCB evaluation model under requirements 
of 10CFR30 App K. Evaluation of three fuel rod models 
indicates no safety problems for Usstinghouse plants. 
ANDERSON. T. M. Weitlnghouse Electric Corp. 79/11/02. 4pp. 


"7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data, Revleu of analytical models b tests indicates 
compliance w/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHQLZ. R. H. Oeneral Electric Co, 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 eatlsfled. 

OUBLEY. 0. F. Exxon Nuclear Co. . Inc. (subs, of Exxon Carp. >. 
79/11/02. 3pp, 


—7912100486 Forwards addl info rs evaluation of Impact of NRG proposed 
rupture/blockage modal used In vendor evaluation model. 

No adverse impact from new rupture buret data or use of NRG 
rupture/blockage modal on licensing calculation results. 

□USLEYi 0, F. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/04, 22pp. 


7912070263 Partially responds to FOIA request for document re Pawling. 
NV site. Forwards requested Info. Submits addl Info: sodium 
dautarium reactor never built at site.no matl ever used at 
lit* b no radloscttva matl disposed of in lake. 

CARRiJ.C, Division of Rules and Rscords. 79/11/16. 3pp. 


7912070291 Submits partial response to FOIA request for documsnts re 
Nuclear Development Assoc iatlen. United Nuclear Corp.Oulf 
United Nuelaer Corp b ATCPR. Inc. concerning feelllty elte. 

Forwards requsitsd inf o. Provides add t info re site. 

CARRiU.C. .Division of Rules and Records, 79/11/16. 3pp, 


7912060126 Summary of 791114 telton w/util re lessons learned 
implementation. 

OUBHAN, L. N. Operating Reactors Branch t. 79/11/21. 6pp. 


7912040470 Notifies NRC that turbine manufacturer has reported stress 
corrosion cracking in keyuay areas of same low pressure 
discs of turbines at other p lants. Current missile generation 
probability within guidelines of Reg Guide 1. 115. 

CAHILL.W. J. Consolidated Edison Co. of New York. 79/11/27. ip. 


7912040466 Notifies NRC of current development of safety analysis 
capability using reactor sys transient analysis code RETRAN. 
Currently using code to perform In-hopse plant specific 
analysis to better understand reactor transients. 

CAHIUt, W. J. Consolidated Edison Co. of New York. 79/11/29. tp. 


7912060649 Notification of 791203 meeting u/utils in Dethesda. MO bo 
discuss alternatives to reduce probability b consequences of 
severe reactor accident. 

ZECH.O. Division of Operating Reactors. 79/11/29. 4pp. 


79121302B4 Forwards application for amend to OL changing ETS & required 
fee. Fee paid under protest. 

CAHILL.W. J. Consolidated Edison Co. of New York. 79/12/03. Ip. 


"7912130291 Application to amend ETS distinguishing limiting cendlitions 
b monitoring requirements. el iminatlng repetitive specs, 
reporting requirements b bases & updating ETS rept to 
reflect present technology. 

CAHILL. W.J. Consolidated Edison Co. ef New York. EARLY. A. E. 

Power Authority of the State of New York. 79/12/03. 28pp. 


—7912130306 Revised Pages 1-1 through 3,6-1 of ETS re limiting 
conditions b monitoring requirementt. annual environ 
operating rept b nonroutine reportable environ occurrences. 
Affidavit of sve end. 

• Consolidated Edison Co. of New York. 79/12/03. 46pp. 


7912130667 Forwards revisions to util schedule for Implementing TMI-2 
Lessons Learned Task Force short term requirements 
described in NURE0-037a. 

CAHILL.W. J. Consolidated Edison Co. of New York. 79/12/07. 3pp. 


— 7912130664 Provides addl info re draft NL)REQ-0630 data. Wes tinghouse 
fuel rod model used in App K. ECCS evaluation model b interim 
b long term recommendations for resolution of noncompliance. 
ANDERSON, T. M, Westlnghouse Electric Corp. 79/12/07. 7pp. 


79121B0361 Responds to NRC 791029 Itr re control rod posttian 
Indication sys. Tech Specs revised to limit rod misalignment 
b Unit 1 shutdown awaiting decision on ECCS. 

CAHILL.W. J. Consolidated Edison Co. of New York. 79/12/07. Ip. 


7912200415 Notifies of 79121B site Visit of NRC Emergency Planning Task 
Force to evaluate upgrading of emergency planning since TNI 
accident, Requests participation of NY State Energy Ofc. 

COLLINS. H.E. Assistant Director for Emergency Preparedness. 
79/12/07. Ip. 


7912270232 Forwards response to NRC 791210 request for addl detailed 
Info re responses to TNI Lessons Learned Task Perce 
recommendations. Overs! re drawings available in Central Files 
only. 

CAHILL, W.J. Consolidated Edison Co. of New Yerk. 79/12/14. 26pp. 


—7912270236 '‘Spec for Flow Transmitters.” prepared for Westlnghouse b 
Con Ed. 

* United Engineers b Constructors. Inc. (subs, of Raytheon Co. >. 
67/06/15. 3pp. 


— 7912270243 "Spec for Indicators - Panel Mounted.” prepared for 
Mastinghouse b Con Ed. 

• United Engineers U Constructors, Inc. (subs, of Raytheon Co.). 
67/04/06, 4pp. 


7912260060 Requests submittal of Class III amend fee re 790907 
application concarning reracklng of spant fuel pool. NRC 
79101S Itr requesting fee has not been answered. 

MILLER, W.O. License Fee Management Branch. 79/12/14. Ip. 


7912270312 Discusses implementation of NRC Category A Lessons Learned 
requirements. Requirements will be implemented or facility 
will be shut down until completion of implementation. 

ZARAKAB, P. Consolidated Edison Co. of New York. 79/12/17. Ip. 


7912270339 Forwards "Program Plan for Performance Verification of PWR 
Safety/Reliif Valves b Sys” b supplemental Info in response 
to TNI Lessons Learned Task Force Recommendations 2.1.2. 

CAHILL.W. J. Consolidated Edison Co. of New York. 79/12/17. 7pp. 
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— 7912270373 "ProgTam Plan for 
Relief Valves t Sys. ” 

* Electric Pouar Research 


Perforniance Verification of P WR Safety/ 
Institute. 79/13/13. *app 


79122701130 Forwards "NPC Requ iretnents for 
response to NRC Bulletins h Orders Tasl 
operating reactors. 

CAHIULiH. J Consolidated Edison Co of 


Auiiliary Feedwater Sys- " 
Force review of 

New York. 79/12/19. Ip. 


in 


—7912270190 "NRC Requirements for Auilliary 

f Consolidated Edison Co. of Nbm Vert, 79/11/07. 19pp. 

7912310303 Forwards response to 791023 Itr per lOCFRBO. 541f ). Valve 
qualification program for containment gurae *. pressure 
relief valves initiated on eipedited fcasis. Valves will 
perform satisfactorily after LOCA, vo/.s/io bdo 

CAHILt-iH. J. Consolidated Edison Co. of New York. 79/12/19. Bpp. 


79122702d>7 Forwards 791220 conference paper re Indian Point/Zion near 
site studies. Requests paper be made part of !' 

PEOPLES. D. U. Commonwealth Edison Co. * Consolidated Ed^ 

New York. < Power Authority of the State nf New York. 

Ip. 


son Co. of 
79/12/21. 


-791227027S "Indian Point/lion Near Site Skuiies. " 

» Commonwealth Edison Co e Consol idated Ed ison Co of New York, 


Commonwe . . u l 

Power Authority of the State of New York. 


79/12/20. 31pp 


Q. inspection reports, IE Bulletins S, correspondence 


7912130215 Responds to IE Bulletin 79 -iO. Evacuation announcement sys 
tests In Bet 197B reveal several deficiencies which were 
corrected. Audibility testing will be continued annually. 

CAHILL, N.J. Conimonwea 1 th Edison Co. 79/10/15. 2pp. 


7912170106 Responds to IE Bulletin 79-23. "Potantial Failure of 
Emergancu Diesel Oenerator Field Exciter Transformer. 

Described conditions re connections neutral of generator It 
neutral of primary windings of EFT not applicable. 

CAHlLLiM. 2. Consolidated Edison Co, of New York, 79/10/29. 2pp. 


79122000S4 Forwards IE Insp 
noncomplianco noted. 
BRUNNER. E.J. Region 1. 

Support Branch. 79/10/30. 


Rept 50-247/79-12 on 790019-0915. No 

Philadelphia, Reactor Operations Nuclear 
2pp. 


-7912200067 IE Insp Rept 50-247/79-12 on 790019-0915. No nonconp 1 iant o 
noted, major areas inspected : ohi ft logs t, records, tours of 
facility 6 stagnant berated water sys. 

REDELOIISKI, T. . JDHNBDN, R. Region 1, Fhiladelpfilfl, Office of tha 
Director. KEIMIO, R, R. Region I. Ph iiadelpbia. Reactor 

Operations Nuclear Support Branch.. 79/10/29. llpp. 


-7912050192 IE Insp Rept 50-247/77-16 on 790000 - 10 . None amp I i anc e noted: 

CAPH?Q"DT°*'‘‘Reg^on1:''phuIde?p*^aI’“Reacto^ Ope^^^ Nuclear 

Support Branch. FDLEY.T, Region 1. Philadelphia, Office of tho 


7912200344 Forwards waste packaging Insp 
noncompltance noted. 

SUTHERLAND, J. T, Region 2, Atlanta. 

Safety Branch. 79/11/07. 2pp. 


Rapt 

Fuel 


79-02A on 790925-26. No 
Facility %t Materials 


-7912200395 Waste packaging insp Rept 79 - 02 A. No noncomp 1 tance noted. 
Major areas Inspectod: shipping paper 6 DOT placarding 
requirements, radiation levels, removab la c ontaminatlon, DDT b 

SrOWN^.^a'" '*RegIo^2. Atlanta, Office oP the Director. 79/11/06. 


7912050023 Forwards IE Circular 79-22, '’Stroke 
Relief Valves." No rospotise required. 

BRIER, B.H. Region 1, Philadelphia, tJFflce 
79/11/16. Ip. 


Timofl for Power Operated 
of the Director. 


7712050234 Forwards IE Info Notice 77-27, "Steam Generator Tube 
Ruptures at Two PUR Plants. " No response required. 

GRIER, B.M. Region 1, Philadelphia, Office of tho Director. 




7912100113 Forwards IE 
Elements Due to Pipe 
GRIER, D. H, Region 
79/11/16. Ip. 


Info Notice 77-20, "Over loading of Structural 
Support Loads." No response required. 

I, Philadelphia, Office of the Director. 


7712110396 Forwards IE Info Notice 79-29, "Loss of Nonssfoty-nalatBi) 
Reactor Coolant Gys Instrumentation During aperatlon. No 
specific action or response required. 

GRIER, D.H. . Region 1, Phllsdelphla, Office of the Director. 


VO y 1 1 y 1 9 


7912050221 Forwards IE Bulletin 77-26, 
Dlades. " No response required. 

GRIER, D.H. Region I, Philadelphia, 
79/11/20. Ip. 


"Doron Loss From BWfl Control 
Office of the Director. 


'912060566 Forwards IE Circular 77-24. "Proper Installation S< Calibr of 
Core Spray Pipe DreaW Detection Equipment on DWfis. *' No 
ve-spons^ reflvlroiJ. 

GniERfD.H, Region Ir Phi ladolph io* OTPico of the Director. 


7912110031 Forwards IE Circular 79-23, "Motor 
Failed to Operate." No rasponse required. 
DRIER, D.H. Region i, Phllodeiphla, Dfflc 
79/11/26. Ip. 


Starters ?< Contactors 
a of the Director. 


7912200159 Forwards IE Insp Rept 50-247/77-19 on 790904-11. No 
none omp I lance noted. _ . „ . 

CARLSON, P. T. Region 1, Philadelphia. Reactor Construction S, 

Engineering Support Branch 79/U/Ot. 2pp. 


—7912200167 IE Insp Rept 50-247/79-19 on 790704-11. No nonenmp I lane e 
noted. Major areas inapec ted: re view of adequacey of llconseo 
respunsc to IE Bulletin "Seismic Analysis for As-Dullt 
Bafety-Related Piping Sys, ” 

FEIL,R. , FOLE¥,T. Region 1, Philadelphia, Office of tho 
Director. TRIPP, L Region 1, Philadelphia, Reactor 

Coisatroction b Engineer 1 ng Support Branch. 79/10/24. lOpp, 


912040463 Provides supp Imont al response to IE Bulletins 79-02 tt 79-07. 
Bafetij- related pipolinos seism ically roanalyied w/ dynamic 
computer stress code b considered in evaluating adequacy of 
nipe supports using expansion anchor bolts. . 

CAHILL, H J. Coneolldotod Edison Co, of New York. /7/U/27. 0pp. 


I7i2l700ta Forwards IE Bulletin 79-27, "Lose of Non-Class IE 
Instrumentation 8 < Control Power Bys Bus During Operation. 
Uritten rosponue required, . , 

GRIER, B. H. Region J, Ph I. ladelphin, Office of tho Director. 

79/11/30. ip. 


7912050164 Act receipt of 771024 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Wept 30-247/’/7-16. 

DnUflMER,E, J. Region 1, Philadelphia. Haactor Uperations Nuclear 

Support Branch. 79/11/06 !p 


2310209 Forwards IE Info Notice 79-30, "Reporting pf Defects b 
roncompllances, 10CFR21. ■' No action required. 

iRlER.II.M. Region I, Philadelphia, Office of tho Dlractor. 
'9/12/06. ip. 


— 7912050172 Responds to NRC 790926 Itr re violations noted in IE Insp 
Ropt 50-247/79-16. Corrective ac t iops: raspnnslhlo personnel 
rolnstructed in proper procedures *, test procedures rovlsud. 
CAHILLiN. J. Consolidated Edison Co. of Now York. 7V/lfl/24. ip. 


7712190734 Forwards IE Bulletin 77-20, " 

Model EA10O Limit Dwitches at Elevated 
rasponse required, 

DRIER, D. H. Region 1, Philadelphia, 
79/12/07. Ip. 


Possiblo Malfunction of 
Temps. " Written 

Office of the Dlractor, 


Names 


— 7912050179 Forwards 
violattsn. 
BRUNNER, e. J. 
Support Branch. 


IE Insp Rept 50-247/79-16 nn 790000-10 *< notice o 

Region 1. Philadelphia, Reactor Uperations Nueleor 
79/09/26. 2pp. 


f 


7912800100 Forwards IE Info Notice 79-31, Use of 
Response apactra, " No written response required. 
GRIER, 0. H. Region I, Philadelphia, Office of 
79/12/13. If. 


Ineorrset Amplified 
the Dlrnctor. 


— 7912050105 Notice of Violation from insp on 770B0D-10, 

* Region I, Philadelphia, Office of tho DiPoctar, 79/09/25. 

2pp. 


R. Periodic operating reports b rolatad correspondence 


7912140333 Forwards Nov 1979 data ro 
401 certification to NY State Dept 
MONTI, H. A. Consolidated Edison Co, 


fish specloB specified in Section 
of Environ Conservation, 
of New York. 79/12/10. I7pp. 
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7913170243 Forutards monthly operating rept for Nov 1979. 

CAHILLt H. J. Consolidated Edison Co. of New York. 79/13/14. Ip. 


—7913170399 Monthly operating rept for Nov 1979. 

KAMULAi L. Consolidated Edison Co. of New York. 79/12/04. Bpp. 


7912170303 Forwards dally records of fish collection For Nov 1979. 
CAHILLi W. J. Consolidated Edison Co. of New York. 79/12/14. Ip. 


— 7913170307 Tabulation of daily records of fish collection for Nov 1979. 
• Consalldated Edison Co. of New York. 79/11/30. 9pp. 


9. Ftaportable accurrencesi LERs b related correspondence 


7912300379 PNS- I -79-002 : R Pi ene lak. Assoc iated Press reporter 
interviewed 20 to 30 guards at facilities b plans to write 
article describing guard force performance! util physical 
security programs b weaknesses in programs. 

DEVLINi J. U. . NARTIN.H.O, , ALLAN. J. Office of Inspection b 
Enforcement. Office of the Director. 79/10/03. tp. 


7912200490 PN8-1-79-004: on 79101&. 1 icensee received notification via 
telcon w/NV State Police of bomb threat against facility. 

State Police assisting in bomb search. No evacuation of 
facilities. 

DEVLIN. J. U. . MARTIN, M. 0. , ALLAN. J. Office of Inspection b 
Enforcement. Office of the Director. 79/10/16. Ip. 


7912300444 PNS-r-79-004A: on 791017. Peek ski 11 Evening Star. Peeks ki 11. NY. 
states receiving bomb threat extortion Itr re facilities b 
three phone calls on 791016 re same bomb threat. Search of 
facilities revealed no bomb. 

DEVLIN, J.U., MARTIN, U.O., ALLAN, J. Office of Inspection b 
Bnf oreementi Office of the Director. 79/10/17. 2pp. 


7912200073 PNQ-t-79-004B: on 791021, bomb threat received by NY 
Telephone Co operator from unidentified male who said 
bomb would go off in 1-h at plant. Search conducted at 
Units 2 b 3. No bomb found. 

SHEPHERD, R. E. , DEVLIN. J.M., MARTIN, M.O. Office of Inspection b 
Enforcement. Office of the Director. 79/10/32. Ip. 


7912120463 Forwards LER 70-009/01 X-t. 

CAHILL. U. J. Consolidated Edison Co. of New York. 79/12/07. Ip. 


—7912120469 LER 78-009/01 X-i: on 780301. one-third of hydraulic snubbers 
tested were bolou functional test acceptance criteria. Caused 
by mechanical defects b wear In Dergen-Patterson Models 
HS3A-3, to. 30 b 50. Defective snubbers repleced. 

MAKEPEACE, J. M. Consolidated Edison Co. of New York. 79/12/07. 

3pp. 


7912140410 Forwards LER 79-023/03L-0, 

CAHILL, W.J. Consolidated Edison Co. of New York. 79/12/07. Ip. 


— 7912140411 LER 79~023/03L-0: on 791109. during normal operati on. when 
terminating blowdown from steam generator 24. one aeries 
isolation valve. PCV-1217. in blowdown line, would not close. 

Caused by operator closure spring bearing plate dislodging, 
MAKEPEACE, J. M. Consolidated Edison Co. of Hsu York. 79/12/07. 
Ip. 


7912310403 Forwards updated LERs 70-022/01 X-1 b 79-0i3/O3X-l. 

CAHILL. N. J. Consol idatad Edison Co. of New York. 79/12/21. Ip. 


—7913310406 Updated LER 7B-022/OiX-l; on 700817, confirmed discrepancy 
between specified b as supplied value of relief valves. Cause 
not stated. Valves removed b replaced during 1979 refueling 
outage. 

MAKEPEACE, J. li. Consolidated Edison Co. of New York. 79/12/21. 
3pp. 


—7912310410 Updated LER 79-013/03X-1: on 790329, visual Insp revealed 
pinhole leak at socket weld connections on seal injection 
header downstream of fi Iters. Cause not stated. Permanent 
repair accomplished during 1979 refueling outage. 

MAKEPEACE, J.M. Censnlidated Edison Co. of Neu York. 79/12/21. 

ip. 


U. Congressianal/Exrcutivs Correspondence 


7912140S2Q Concurs w/Kemeny Commission recommendation re emergency 
evacuation plans for power plant areas, NRC should rule 
directly on UCS petition to shut down plant. 

BINOHAH.U. House of Rep. 79/11/14. ip. 


DOCKET 30-249 DRESDEN NUCLEAR POUER STATION, UNIT 3 
F. Security, medical, emergency b fire protection plans 


7912200082 Discusses NRC 791109 meeting re emergency preparedness team 
review ab jectives. Provides guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agencies tu take appropriate emergency actions. 

GRtHES. D. K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912370063 Forwards list of specific items reiiulring updating in 
emergency plans. Emergency plans were evaluated using code 
requirements, Reg Guide 1.101 b Emergency Planning Review 
Ouidetlnes Number 1, Revision 1. 

IPPOLITO, T. A Operating Reactors Branch 3. 79/11/30. 7pp. 


7918270008 Ack receipt of 790816 Itr transmitting security personnel 
training b qualification plan. Requests submittal of Class I 
b III foes totalling *4,000. 

HILLER, M.O. License Fee Management Branch. 79/12/iO. Ip. 


II. Oeneral correspondence 


791S200603 Discusses 791204 title change of manager of nuclear 
operations to vice president. Organixation structure not 
altered. No revision will be made to QA program topical rept 
CE-l-A until organization structure is delineated. 
JANECEK.R.F. Commonwealth Edison Co. 79/12/19. Ip. 


P. Operating license stage documents b correspondence 


7912100189 Discusses NRC 791101 meeting w/representotives of HSSS 
vendors b fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 

EISENfArr, D. 0. Division of Operating Reactors. 79/11/09. 63pp. 


—7912100235 Responds to NRC 791101 request re noncoopliance of 
Hestinghause ECCS evaluation model under reguireaents 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Nestinghouse plants. 
ANDERSON, T. M. Westlnghouse Electric Corp, 79/11/02. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL clodding swelling b 
rupture data. Review of analytical madels b tests indicates 
compliance W/10CFR50 App K. All GE specs For calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ.R.H, General Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst test 
data. ConcludsB that data properly represented fay fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OM5LEY, 0. F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. I. 
79/11/02. 5pp. 


—7912100456 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse impact From new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

ONSLEVi 0. F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. 1. 
79/11/04. 22pp. 


7912040261 Forwards plant steam bypass capacity sheets. percent rated. 
Info provided to OE for incorporation into MEDO-24700. 

PEOPLES, D. L. Coffusonwealth Edison Co. 79/11/16. 200pp 


7918030322 Discusses 791113 b 14 site visit re solid radwaste 
processing b temporary storage. Facilities have instituted 
improved waste minimixatian programs. 

GRANT. P.» LO.R. Environmental Evaluation Branch. 79/11/23. 2pp. 


7912040297 Forwards supplementary response to be incorporated into 
791019 Itr re lessons learned commitments to msot near-term 
requirements, 

REED, C. Commnnwealth Edison Co. 79/11/30. 7pp. 


791S0404BS Submits updated schedules for installation of recirculation 
pump trip mods per 790329 Itr. 

PEOPLES. D.L. Commonwealth Edison Co. 79/11/30. 2pp. 


7912120411 Forwards supplementary response re eomaitment to meet 
short-term requirements of Lessons Learned Task Force, 

REED. C. Commonwealth Edison Co. 79/11/30. 7pp. 


7912120429 Forwards supplemental response to 791018 Itr re coomitments 
to Lessons Learned Task Force recommendations. 

PEOPLES. D.L. Commonwealth Edison Co. 79/12/03. 2pp. 
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77iailO30O PrapflBea to ooend Tech Sp ocSk e i tending (na« average planar 
linear heal generation rate to larger eiposure values. Errata 
■LOCA Analysis Repti "■ Tech Spats page 


fc addenda sheets for 
changes b Class III fees encl 
PEOPLES. D. L, C omaonuea 1 th Edison Co. 


app. 


-7912110306 Errata h addenda sheets for "LOCA Analysis Flept. 
* General Electric Co, HEDO-24145. 79/10/31. Spp. 


7912140266 Forwards design drawings re water suppression sys. detection 
sus *1 Unit 1 fire pu»p. Drawings available in Central Files 
only. Hydraulic calculation info 6 Fairbanks einrse oianual 
describing fire pump end. . 

JiftMECEK. R. F. Caaaonwealth Edison Co. 79/12/04. 2pp. 


7912190622 Forwards proposed amend to License DPR“25 consisting of 
changes to Tech Specs, App A to implenent reload licensing. 
PEOPLES, D. L. Coon-onuealth Edison Co. 79/12/10. 5pp. 


^7912190626 Proposed Tech Specs changes In support of reload licensing. 

e Commonwealth Edison Co. 79/12/10. 51pp. 


7912210349 Forwards cover sheet for CE-l-A, Revi sion 
omitted from 791116 transmittal. 

NAUCHTON> H. F. Conaonweal th Edison Co. 79/12/13, 


lO, inadvertently 
2pp. 


79I21B0531 Forwards info documenting evaluation of purge & vent valve 
opsrahllity verification. Util committed to purge b vent sgi 
in conformance w/NRC interim pos 1 1 ion. Complete confirmatory 
analyses not available for 30-40 wk. 

PEOPLES* D. L. Commonwealth Edison Co. 79/12/14. 6pp. 


7912190542 Forwards "Adequacy of Station Etoctrlc Distribution Sys 
Voltages*’ addressing 4BO-volt undervoltage conditions. 

JANECEKi R. F. Commonwealth Edison Co. 79/12/14. ip. 


—7912190545 "Adequacy of Station Electric Distribution Sys Voltages." 
* CoBusonwealth Edison Co. 79/12/14. Bpp. 


7912270470 Advises that qualification program for remaining purge b 
vent containment valves is in progress. Dresden b Ouad-Clties 
butterfly waives will closcregardless of degree of opening. 
Response to HRC interim position and. 

PEOPLES* D.L. Commonwealth Edison Co. 79/12/14. 6pp. 


7912200533 Responds to «HC 791031 request for plant-unique 
implementation schedule for additional condensation tests 
re Hart I full scale teat fad 1 1 ty. Analysis dependent on 
final resolution of acceptance criteria. 

PEOPLES* D.L. Commonwealth Edison Co. 79/12/20. 2pp. 

7912310346 Forwards revised pages to CE-l-A* "Co«« Ed OA Program for 
Nuclear Generating Stations*" Rewlsioii II. 

JAMECEK.R.F. Commonwealth Edison Co. 79/12/20. Ip. 


7912050106 Forwards IE Circular 79-22. “Stroke Times for Power Operated 
nallsf Valves." No response required. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/11/16. 


7912100213 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/11/16. 


7912U05S7 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Helated 
Reactor Coolant Bys Instrumentation During Operation." No 
specific action or response required. . *. 

KEPPLERiJ. o. Region 3, Chicago, Office of the Director. 79/11/16. 


7912210025 Forwards IE Insp Repts 50-237/79-23 b 80-249/79-23 on 

790917-ia & 24-27. Nd noneomp Uance noted. ^ -»**,*•*. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 
2pp. 


—7912210031 IE Insp Repts 50-237/79-25 t. 50-249/79-23 on 790917-10 b 
24— 27.Nii noneomp 1 lanco noted. Major areas Inspec tod l cooling 
lake const* sail hopings on north dike b review of monthly 
surveillance repts on dike structure. 

GALLAGHER. E. J. , 0E8TKANN. H. J. Region 3. Chicago* Office of the 
Director. HAVES, D. H. Regions, Chicago, Reactor Construction 

Engineering Support Branch. 79/11/14. 26pp. 


7912100013 Notifies of delay In Inpl ewentot Ion of IE Bulletin 79-14 re 
accessible areas eoaparlson b evaluation phase. Currant 
program provides for earliest detection b evaluation of 
significant discrepancies. 

PEOPLEBjD.U. Coamonuealth Edison Co. 79/11/19. 2pp. 


r9i20503S0 Forwards IE Bulletin 79-26* "Boron Loss From BHR Control 
Blades." Response required. . ,*,*..**,« 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/11/20. 


7912040009 Ack receipt of 791108 1 tr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-010/79—19# 
50-237/79-23 b 50-249/79-21. 

HEISHMAN, R. F. Region 3. Chicago. Reactor Dperations Nuclear 

Support Branch. 79/11/21. ip. 


— 7912040011 Responds to NRC 791010 Hr re violations noted in IE Insp 
Repts 30-010/79-19,50-237/79-23 b 50-249/79-21. Corrective 
actions; personnel instructed to lock door to high radiation 

PEOPLES, D,L. Comaonwealth Edison Co. 79/11/00. Spp. 


7912100417 Forwards IE Circular 79-24. "Propsr Installation 
Cora Spray Pipe Break Detection Equipment on BWHb. " No 
written rosponse required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 


b Callbr of 

79/11/26. 


ip. 


—7912310359 Revised pages to CE-l-A* "Comm Ed QA Program for Nuclear 
Osnerating Btafeions, * Revision 11. 

e CoiMonwealtb Edison Co. CE— 1— A. 79/11/21. 16pp. 


O. Inspection reports* IE Bulletins b correspondenee 


7912050013 Forwards IE Insp Repts 50-010/79-19,50-237/79-23 b 
50-249/79-21 on 790904-20 b notice of violation. 

HEISiViAN, n. F. Region 3* Chicago* Reactor Operations Nuclear 

Support Drench. 79/lG/lO. Hpp- 


'912140167 Forwards IE Circular 79-23* "Motor Starters b Contactors 
Failed to Operate." No written reeponse required. „„..*.„* 

KEPPLER, J.O. Region 3, Chicago* Office of the Director. 79/11/26. 


7912110395 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLERiJ. 0. Region 3, Chicago* Office of the Director. 


79/11/20. 


Ip. 


— ^7912050037 IE Insp Repts 50-010/79-19,50-237/79-23 k 50-249/79-21 on 
790904-20. Nancompliance noted: failure to control access to 
high radiation areas b failure to follow procedures. 

BARKER.J.L., WALKER, R.D.* Ef ESSARD, R. L. Region 3, Chicago* 
Office of the Director. 79/lO/IS. 9pp. 


7912190197 Forwards IE Bulletin 79-27* "Loss of Non— Class IE 
Instrumentation k Control Power Bys Bus During Operation." 
Written response required. 

KEPPLER, J.O. Region 3* Chlcagoi Office of the Director, 
ip. 


79/11/30, 


7912200344 Forwards waste packaging Insp Hept 79-02A Oh 790925-26. No 
nancompliance notad. 

SUTHERLAND. J.T. Region 2. Atlanta, Fuel Facility b Materials 
Safety Branch. 79/11/07. 2pp. 


12140056 Forwards IE Info Notice 79-30, "Rapertlng of Defects b 
Noncompl lances* I0CFR21.” No action or response required. 

HEPPLER, J. O.. Region 3, Chicago* Office of the Director. 79/12/06. 


— ^7912200395 Neste packaging Insp Rept 79-02A. No noncompllance noted. 
Major areas inspected; shlpp Ing paper b DOT placarding 
requirements, radiation level s, removable contamination* DOT b 
NRC package features. 

BRDMNiR.A. Region 2. Atlanta* Office of the Director. 79/11/06. 
An« 


7912200066 Forwards IE Bulletin 79-20, “Possible Malfunction of Naaco 
Model EAiaO Limit Switches at Elevated Temps." Action 

KEPPLER, j.O, Region 3, Chicago, Of flee of the Director. 79/12/10. 
Ip. 


2pp. 


7912200443 Notification of 791213 meeting w/utll to discuss IE Bulletin 
79-02 anchor bolt b base plate analysis. 

JORDAHi E. L. Division of Reactor Operations Inspections, 

Spp. 


79/12/11. 
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R. Psriodic operating reports b related correspondence 


7912180377 Foruards monthly operating repts for Nov 1979. 
STEPHENSON. B. B. Commonueal th Edison Co. 79/12/07. Ip. 

— 79121B038& Honthly operating repts for Nov 1979. 

CIESZKIEHICZ.S. Comaonwealth Edison Co. 79/12/03. 19pp. 


OOCKET SO-250 TURKEY POINT PLANT. UNIT 3 


F. Security, medical, emergency b fire protection plans 


7912200022 Discusses NFIC 791109 meeting re emergency preparedness team 
revleu objectives. Provides guidance for improving licensee 
emergency preparedness L assuring capability of offsite 
agencies to take appropriate emergency actions. 

enXHES.D. K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


S. Reportable occurrences. LERs & related correspondence 


7912070143 PN0-1I1-79-023: on 791023. spent fuel pool overfilled. Caused 
by personnel valving error. Areas affected roped off b 
cleanup in progress. 

BARKER.J.L,. 8PE88ARD. R. L. . iClSHHAN. R. F. Regions. Chicago. 
Office of the Director. 79/10/2A. ip. 


7912120D6B PNO-I I 1-79-023; on 791023. essential svcs motor generator set 
tripped. resulting in tripping of Unit 3 reactor. Caused by 
slammiTig of essential svcs electrical panel door. 

CREEO.U. Region 3. Chicago. Office of the Director. 79/10/2b. 

2pp. 


7912170166 PN0-I1I-79-2SA: threatening telephone calls caae from court- 
coeMiltted patient. All affected licensees notified. 

BELANOER.O. Region 3, Chicago. Office of the Director. 79/10/29. 
Ip- 


7912030000 P»40-1 11-79-031: on 791023. Federal Highway Administration 
Bureau of Motor Carrier Safety issued notice of shipping 
violation for improper packaging of low specific radioactive 
mail. Util fined. 

BARKER.J.L. Region 3. Chicago. Office of the Director. 79/11/01. 
IP- 


7912200346 PNO-l 11-79-036; on 791110. Unit 3 tripped while performance of 
low vacuum trip surveillance in progress. Unit 2 tripped when 
instrument mechanic isolated feedwater pump suction 
transmitter resulting in feedwater pump tripping. 

BMIKERi J. < SPESSARDi R. Region 3. Chicago. Office of the Director, 
79/11/13, 2pp. 


7912030162 Forwards LER 79-034/03L-0. 

BTEPHENSONi B. B. Commonwealth Edison Co. 79/11/28. ip. 


7912200618 Notifies of fee assessment for 790817 review of security 
training b gual if icatl on p Ian. Requests payment, 

DIO08. R. H. License Fee Management Branch. 79/12/06, Ip. 


7912270429 Forwards preliminary equipment descriptions b drawings re 
switchgear room b diesel generator room fire detection sys. 

Drawings available in Central Files only. 

UHRIO.R.E. Florida Power b Light Co. 79/12/20. 9pp. 


0. Adjudicatory correspondence 


791212012S Request for estension to respond to util objections to 
interrogatories. Opposes util attempt to dismiss intervenor 
interrogatories. Requests hearing to ensure that ASLB 790813 
order is fairly eiecuted. 

ROOOU. B. 8. Qncavage.Mark. ROODH. B. S. Rogaw. B. 79/11/13. Bpp- 


7912060203 Order cancelling 791130 deadline for responses to discovery 
requests. Directs parties to file responses within 30 days 
from dale of order. Awaits parties' responses to intervenor 
MP Dncavagc motion for entension. received on 79ill3. 

BOWERS. E.B. Atonic Safety and Licensing Board Panel. 79/11/15, 

Spp. 


7912130050 No objection to intervenor M Oncavage motion for lO-day 
estension to respond to util objections to interrogatories. 
Certificate of Svc end. 

COLL. N. A. Florida Power b Light Co. COLL, N. A. Steel, Hector b 
Davis. 79/11/19. Spp, 


7912110038 Confirms receipt of oncl 790329 petition to suspend CX-S for 
all PWRs. Forwards FR notice indicating that petition will be 
treeted in accordance w/10CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23. ip. 


— ^7912030166 LER 79-034/03L-0; on 791101, surveillance DOS 700-4 found 
Intermediate range monitor to have rod block b hi hi half 
■cram trips eiceeding Tech Specs. Caused by dirty contacts on 
selector switch. Contacts cleaned. 

HOLLAND, P. CORManwealth Edison Co. 79/11/28. ip. 


7912140421 Forwards LER 79-030/03L-O. 

BTEPHENBQN, B. B. Commonweal th Ed 1 Bon Co. 79/12/06. Ip. 


— ^7912140430 LER 79-D30/03L-0: on 791110, during scram testing in refuel 
mode, substantial loss of position indicoiien netsd for 
control rod drivellns H-9. Cause unknown. Suspect rod position 
indicator probo b cabling to be inspected at next outage. 

MAOROW.R. Commonwealth Edison Co. 79/12/06. 2pp. 


7912180419 Forwards LER 79-031 /03L-0. 

STEPHENSON, B. B. Commonwealth Edison Co. 79/12/06, Ip. 


— 7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requastlng suspension of all OLs for PNRs. 

MULLER, B.R. Office of Nuclear Reactor Regulation, 79/11/23. 
38pp. 


7912070168 Response to intervenor 791109 motion for extension beyond 
time set in A3LD 79U03 order re discovery. Hae no objection 
to granting addl tan days for intervenor to compel answers 
to outstanding objections. Certificate of Svc end. 

QDLDBERO, 8. C. Hearing Branch 2. 79/11/27. 4pp. 


7912140014 Suppl per A8LD 79111S order, to licensee 791107 objections to 
intervenor W* Oncavage 791029 interrogatories b request for 
production of documents. Urges ABLB to sustain objections if 
motion to compel filed. Car tlflcate of Svc end. 

CDLL,N.A. Florida Power b Light Co. COLL, N. A. Steel, Hector b 
Davis. 79/11/27. llpp. 


-7912180431 LER 79-031/03L-0: on 791ll7,MSIV 3-203-20 had 2. 9-s closure 
time. Caused by wear b valve environ heat. Valve adjusted. 

Testing will continue quarterly. 

• Coawionwealth Edison Co. 79/12/07. Ip. 


7912180376 Forwards LER 79-032/03L-0. 

BTEPtENSON. B. B. Cosusonwealth Edison Co. 79/12/10. Ip. 


•7912180399 LER 79-032 /03L-0: on 791120, pin hole leab found in Rx feed 
pump min flow line. Caused by corrosion. Patch applied b 
peratanant patch scheduled for next long outage. 

KmCHVNBKY. M. Commonwealth Edison Co. 79/12/10. Ip. 


791227034S Responds to NR6 requests for info re loss of offsite power 
events at facility. Forwards answers to questions re 631112 
b 780122 ovente,LEH 78 -O0S/O3L-0. 780122 deviation rept b 
Hat of 343 kV b 138 kV line failures during 1974-1979. 

JA)CCEK,R. F. Commonwealth Edison Co. 79/12/19. 21pp. 


H. Oenaral correspondence 


7912120013 Certifies that motion re proposed amend to facility 8)- to 
permit steam generator repair was served on 791109. 

ROOOH.B. 8. Oncavage, Mark. HOOOM.D.B, Rogow. B. 79/11/09. app. 


H. Antitrust correspond ance 


7912060020 Motion to lodge FERC 791004 opinion b order denying 
prehearing. Confirms reasons presontod in FL Cities 790809 
motion to lodge FERC 790803 opinion b order. Affirmation of 
Svc b FERC 791004 order end. 

JABLON.R.A. Florida Cities. 79/11/16, Bpp. 


7912110438 Response in opposition to FL Cities 791116 motion to lodge 
FERC Opinion S7-A. No relation exiets between FERC findings 
re tariff matters b findings in present proceeding re 
antitrust violations. Certificate of Svc end. 

BOUKNIOHT, J. A. t OHlBBONiD. M. Florida Power b Light Co. 

BOUKNIOHT, J. A. Lowenetein, Newmen, Reis. Aielrad b Toll. 79/12/03. 
4pp. 
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77iail0343 An'SMer to FL Cities 7711 li ootion to loJge 790003 

opinion re uhetker to caii<luet proceedlnp under Ataalc e^rgy 
Act of 1954 Section 1051a), Does not oppose lodging per NHC 


Act 

790853 previous an suer. 
BEUEY. U. S. . OIANAHI A. F. 0. 


Antitrust Division. 79/15/06. 3pp. 


P. Operating license stage docoaients fe correapondence 


7912110304 InfOTiBB that NRC 
provide requested info ty 
UHHIOiR.E. Florida Pouer 


791119 itp not received until 791126. Mil > 
791207. 

t, Light Co. 79/11/30. Ip. 


7912180243 Urges Bipod ifcious revlaui & safety evaluation of RETRAN 
reactor sys transient analysis code. List of intended uses of 

RETRAN end. 

UHRtGrR.E. Florida Pouer & Light Co. 79/12/07. 3pp. 


7911090248 "Bunnary oF Operating Eiparience H/Recireulating Steao 

Cenerators. “ _ . ■..mcB nso-j 

EISEiaiUT. D, B. Division of Operating Reactors. NOREO 0523. 

79/01/31. B9pp. 


7912140246 Agrees to revise Tech Specs for control rod eiisal ignnant l< 
position Indication re NRC request. Tech Spec amend will he 
submitted by B0Q229. 

UHBIGiR. E. Florida Pouer 6 Light Co. 79/12/10* Ip. 


7908010339 Notifies of status of rept on reactor cavity annulus seal. 
Host PMR users reaove ring during normal operation. Others 
store seal ring in raised position during normal operation. 

LAINASi O. plant Systems Branch tPre 791030). 79/07/05. 7pp. 


7912050174 Discusses NRC reviecj of LERs & Tech Spec requireoents re 
control RPI sys at Hestinghouse PHRs. Requests Tech Specs 
rovieu to ensure requirement for rod eiaint to uithin +/ 12 

steps indicated L RPI sys verified accurate within 12 steps, 
SCtfHENCERi A. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912100189 Discusses NRC 791101 mBBting w/reprosentatlves of NSSS 
vendors & fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing si/fuel cladding 
swelling i incidenca of rupture. Vendor responses end. 

EISEMtiUTt D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


7912200500 Forwards info requested by NRC 701123 Itr ra analyses 6 
evaluations perforasdl to resolve containment purge iaeuo. 

Results of valve integrity evaluation anticipated by June 
1980. 

tJHfllOiR. E. Florida Power i Light Co. 79/12/13. 9pp. 


7912270391 Advises tbat proposed Tech Spec amends are being developed 
in response to NRC 790726 Hr. Proposal to be submitted 
600331 will address ondervoltage pratectiani propose! to bo 
submitted 000131 will address diesel generator surveillance. 
lAKlOrR.E. Florida Power U Light Co. 79/12/10. ip. 


7912270524 Docunents current status re implementation of short-term 
ThI Lessons Learned Task Force items. All mods will ho 
completed by 600125. 

OHBIOiR. E. Florida Power L Light Co. 79/12/19. 2pp. 


—7912100255 Responds to hRC 791101 request re nancomp I lance of 
Uesttngiiause ECCS evaluation model under requirements 
of IOCFR50 App K, Evaluation of three fuel rod models 
, indicates no safety pTOhlsms for Hestinghouse plants. 

ANDERSONi T. M. Hestinghouse Electric Corp. 79/11/02. 4pp. 


79122703S0 Responds to NRC 79J017 Itr re ouslllmry feedwater sys. Amend 
to Tech Specs covering auilliary teeduater pumps scheduled 
for submittal on 800131. Sys operability verified monthly by 
starting pumps 6 establishing flow to steam generators. 

UHBIOiR.E. Florida Power b Light Co. 79/12/20. 9pp. 


—7912100330 Responds to MIC 791101 request re ORNL cladding suelling Ic 
rupture data. Review of analytical models ft tests indicates 
compliance w/lOCFRSO App K.All GE specs for calculated peak 
cladding tamp remain unchanged. 

BUChfrWLt.R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to ffflC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation models ft that analyses demonstrate 
all criteria of IQCFR'SO 46 satisfied. 

OHSLEYjG.F. Ej«on Nuclear Co.. Inc. Csubs. of Etion Corp.). 
79/11/02. Spp. 


— ^7912100456 Forwards addl info re evaluation of impact of NRC proposed 
rupture/hioclage model used in vendor evaluation model. 

Ho adverse Impact from new rupture burst data or use of MIC 
rupiure/hloclage model on licensing calculation results. 

OWSLEY. 0,F. Elton Nuclear Co.. Inc. (subs, of Eeton Corp.), 
79/11/04. a2pp. 


7912)00246 Informs that no furlber action is required re 790B19 
response to NRC 790016 request for info concerning reactor 
vessel atypical meld matt. Safety evaluation end. 

SCHUENCER.A. Operating Reactors Branch 1. 79/11/13. Bpp. 

— 7912100254 Safety evaluation supporting use of atypical weld wire in 
reactor vessels. 

• Office of Nuclear Reactor Regulation. 77/11/13. 6pp. 

7912170015 Notifies that no further action required re 790816 response 
to 790819 requests for addl info on possible use of atypical 
weld wire in reactor vessels. 

SCHUENCCt. A. Operating Reactors Branch 1. 79/11/13. 2pF. 


7912270S13 Withdraws proposed Tech Spec changes re fuel rod bowing. 
UHftlO. R. E. Florida Power ft Light Co. 79/12/20, 2pp. 


7918200540 Notifies that 791213 rapt. "Program Plan for Performance 
Verification of PHR Bafsty/Rel ief Valves ft Sys." is 
responsive to requirements listed in NUR6C-0S7B. 

UHftlGiR. E. Florida Power ft Light Co. 79/18/21. Ip. 


Q. Inspection reports. IE Bulletins ft correspondence 


7918060143 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
Fuel Assemblies. " No specific action or response required. 

□ 'REILLY. J.P. Region 2. Atlanta. Office of the Director. 

79/11/07. 2pp. 


7912100101 Forwards IE Info Notice 79-28. "Over loading of Structural 
Elements Du* to Pipe Support Loads." Mo responme required. 

O'REILLY. J. P. Region 2. Atlentm. Office of tba Director. 
79/11/16. Ip. 


7912110561 Forwards IE Info Notice 79-29. "Loss of Non&af ety-Relatad 
Reactor Coolant Sys Instrunontation During Operation. " No 
specific action or rceponse required. 

O'REILLY. J.P. Region 2. Atlanta. Offlee of the Director. 
77/11/16, 8pp. 


7912060616 Forwards IE Circular 79-24. "Proper Installation ft Callbr of 
Core Spray Pipe Break Detection Equipeient on BWrts. " No 
response required. 

D'REILLV, J.P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912120070 Summary of 791114 tel con w/util re lessens learned 
implementation. 

GH0TENKUI8.M. Operating Reactors Branch 1. 79/11/16. 6pp. 


7912110147 Forwards IE Circular 79-23. "Motor Star ter s ft Contactor* 
Failed to Operate. ’ Mo response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912100174 Forwards request for add! info re steaM generator repair 
prspnsal ft cost update of repair project 

8CHWENCER, A* Operating Reactors Branch 1. 79/11/19. Spp. 


7912040276 Plans to respond by 791221 to 790918 request far info re 
pateniial for steam generator water hammer at FHRs w/ 
fesdrlngc that discharge from bottao. Manpower demands 
generated by NlffiE0-O97B prevent response at present. 

UMRIO.R.E. Florida Power ft Light Co. 79/11/26. Ip. 


7912070127 Notifies that info requested by NRC 790020.0927 ft 1023 Itrs 
re centelnmant venting ft purge during normal operation will 
he submitted on 791213. 

In-niD. R. E. Florida Power ft Light Co. 79/11/29, Ip. 


)1219044a Forwards IE Bulletin 79-27. "Lo»« of Non-Class IE 
Instrumentation ft Control Fewer Bys Bus During Operation. 
Writton response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/30, Ip. 


7918200004 Responds to IE Bulletin 79-17. Rev I el on 1 re stagnant berated 
water sys. Addl drawings provided identifying safety-related 
Type 316 stainless steel pipe sys containing stagnant 
osyganoted boroted water. H/o end. 

U)«IO. R.E. Florida Power ft Light Co. 79/11/30. iP- 
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7912310297 Foruards IE Info Notice 79-30i "Reporting of Defects & 
Noncompl ianceii 10CFR21 . ” No action required. 

0 'REILUVi J. P. Region 3 > Atlanta. Office of the Director. 
79/12/06. Spp, 


7912200033 Foruards IE Bulletin 79-23. "Possible Malfunction of Namco 
Model EAiaO Limit Sultches at Elevated Temps." Action 
required. 

0 'REILLYf J. P. Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


7912280402 Foruards IE Info Notice 79-3t> "Use of Incorrect Amplified 
Response Spectra. " No uritten response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/13. 2pp. 


7912280136 Forwards IE Circular 79-28. "Shock Arrestor Strut Assemblij 
Interference. " No written response required. 

O'REILLy, J. P. Region 2. Atlanta, Office of the Director. 
79/12/20. 4pp. 


8. Reportable occurrences. LERs 6 related correspondence 


7912180326 PNO-I 1-79-006: on 791006. during planned maint on secondary 
steam sysimaln steam valve to moisture separator reheater 
stuck open. Caused by stray hex nut from main steam line 
check valves. All check valves inspected. 

KARDIN.A. K. > DYER. J. A. Region 2. Atlanta. Office of the Director. 
79/10/09. Ip. 


7912140229 RO-250-79-33; on 791 101, vendor discovered error in current 
ECCB analysis input data. Correction resulted in allowable 
Fq limit reduction of steam generator tube. Augmented 
surveillance or power limits applied. 

HAYES, J.K. Florida Pouar S< Light Co. 79/11/02. Ip. 


7912030152 Forwards LEfi 79-030/03L-0. 

SCHMIDT, A. D. Florida Power «< Light Co. 79/11/05. Ip, 


--7912030160 LER 79-030/03L-0; on 791004, rad la t ion monitors R-ll 6 R-12 
out of eve for approx 14-h during power operation. Caused by 
failure of air sampling blower which supplies monitors. 

Blower repleced 6 monitors returned to svc. 

BCHDPPHAN, M. A. Florida Power ti Light Co, 79/11/05. Ip. 


7912030211 RO 250-79-35: on 791 109. during examination of targe break 
analysis, Westlnghouse discovered clad heatup rates of less 
than 2 F per second were possible. Adjustments made to 
augmented surveillance program. 

MOORE, J.E. Florida Power & Light Co. 79/11/13. ip. 


7912130653 Forwards LER 79-033/01T-0. 

8CHM1DT.A.D, Florida Power 8< Light Co. 79/11/18. Ip. 


— 7912130658 LER 79-033/01T-0: on 791 101. vendor corrected Input error in 
LOCA analyses for steam-generator-tub plugging levels, which 
resulted in reduction of max allowable frequency. Caused by 
vendor error. Revised proeeduros. 

8CH0PPHAN, M. A. Florida Power & Light Co. 79/11/15. 2pp. 


7912130632 Forwards LER 79-03S/01T-0. 

SCHMIDT, A. D. Florida Power «c Light Co. 79/11/23. Ip. 


“7912130641 LER 79-035/01T-0; on 791109, based on reenolyses prompted by 
vendor notification, earlier clad burst time 6 resulting 
change in calculated peak clad temp for LOCA transient 
indicated. Cause not stated, 

8CH0PPMAN. M. A. Florida Power 6 Light Co. 79/ii/23. 2pp. 


7912130534 Forwards LER 79-032/03L-0. 

SCHMIDT, A.D. Florida Power 4 Light Co. 79/11/30. Ip. 


— 7912130536 LER 79-032/03L-0; on 791031, period Ic surveillance of control 
on valvee, locks $i switches revealed that circuit breakers 
30932 6 30631 not locked. Caused by personnel error. Procedure 
revised 4 personnel relnstructed. 

BCHOPPMAM, M. A. Florida Power 4 Light Co. 79/11/30, Ip. 


7912190520 Forwards LER 79-034/03L-0. 

SCHMIDT, A.D. Florida Power 4 Light Co. 79/12/09. Ip. 


— 7912190922 LER 79-034/03L-0: on 791109, during power operation, aux 11 lary 
feedwater pumps tested 4 pump A failed to start. Caused by 
mleal ignment between connections to aseociated pneumatic 
controller resulting in inoperability of valve CV-3709. 

8CH0PPMAN- M. A. Florida Power 6 Light Co. 79/12/05. 2pp, 


U. Congressional/Executive Correspondence 


7912170395 Forwards SH Meyerson 791107 1 tr re problems at plant 
Requests comment. 

CHILES, L. SenatB. 79/11/19. 2pp. 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, emergency 4 fire protection plans 


7912200022 Discusses NfiC 791109 meeting re emergency preparedness team 
review ob ject Ives. Provides guidance for improving licensee 
emergency preparedness 4 assuring capability of offsite 
agencies to take appropriate emergency actions. 

OniMES,B. K. Emergency Preparedness Task Force. 79/11/23. SOpp. 


79122006IB Notifies of fee assessment for 790817 review of security 
training 4 qualification plan. Requests payment. 

DIGOB, R.M. License Fee Management Branch. 79/12/06. Ip. 


7912370429 Forwards preliminary equipment descriptions 4 drawings re 
switchgear room 4 diesel generator room fire detection sys. 
Drawings available in Central Files only. 

UHRIO, R. E. Florida Power 4 Light Co, 79/12/20. 9pp. 


G. Adjudicatory correspondence 


7912120125 Request for extension to respond to util objoctiens to 
interrogatories. Opposes util attempt to dismiss intervener 
1 nterrogatorles, Requests hearing to ensure that ASLH 790813 
order is fairly executed. 

ROQOW.B.S. Oncavage.Mark, ROODU. B. 8. Rogou, 0. 79/11/13. Bpp. 


7912060203 Order cancelling 791130 deadline for responses tn discovery 
request s. Dlrec ts parties to file responses within 30 days 
from date of order. Awaits parties' responses to intervener 
HP Oncavage motion for extension, received on 791113. 

BOWERS. E. 8. Atomic Safety and Licensing Board Panel. 79/11/15. 

Spp. 


7912130050 No objection to intervonor M Oncavage motion for lO-day 
extension to respond to util objections to interrogatories. 
Certificate of Svc end. 

COLL, N. A. Florida Power 4 Light Co. COLL. N. A. Steel, Hector 4 
Davis. 79/11/19. Spp. 


7912110038 Confirms receipt of end 790329 petition to suspend OLs for 
all PWRs. Forwards FR notice indicating that petition will be 
treated In accordance W/10CFK2. 206. 

BENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— -7912110126 Notice of request for action pursuant to 10CFR3. 206 re 
Environ Coalition an Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

MULLER, D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
38pp. 


7912070168 Response to intervonor 791109 matien for extension beyond 
time sot In A9LB 791105 order re discovery. Has no objection 
to granting addi ten days for intervener to compel answers 
to outstanding object ions. Certl ficate of Svc end. 

GOLDBERG. S. C. Hearing Branch 2, 79/11/27. 4pp. 


7912140014 Suppl per ABLB 791118 order. to licensee 791107 objoetions to 
intervener MP Oncavage 791029 interrogatories 4 request for 
production of documents. Urges AELIl to sustain objections if 
motion to compel fi led. Certificate of Svc end. 

COLL, N. A. Florida Power 4 Light Co. CDLL.N. A. Steel. Hector 4 
Davis. 79/11/27. 11pp. 


H. Sonora 1 correspondence 


7912120015 Certifies that motion re proposed amend to facility OL to 
permit steam generator repair was served on 791109. 

ROSOM, B. 8. Oncavage.Mark. RDaOW, D. g. Rogow, B. 79/11/09. 2pp, 


M. Antitrust correspondence 


7912060020 Motion to lodge FERC 791004 opinion 4 order denying 
prehearing. Confirms reasons presented in FL Cities 790B09 
motion to lodge FERC 790803 opinion 4 order. Affirmatl on of 
Svc 4 FERC 791004 order end. 

JADLON, R. A. Florida Cities. 79/11/16. Bpp. 
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7912110439 Response in oppesition to FL. Cities 79tllii notiori to lodge 
FERC Opinion 37-A. Mo relotion eiists betueen FEDC Findings 
re tariff matters & findings in present proceeding re 
antitrust vi o lations. Cer t i fleets of Bve ancl. 

BDUKMIOHT. J. A. • ORIBDONj D, N. Florida Poubf t Light Co, 

BOUKNIGHT. J. A. Louenstelni Neuman. Reis. Axelrad bToll. 79712/03. 
4pp. 


7912110343 Answer to FL Cities 791116 motion to lodge FERC 790B03 
opinion re uhether to conduct proceeding under Atomic Energy 
Act of 1954 Eection lOSial.Does not oppose lodging per NRC 
790823 previous answer. 

DEWEY.L.S.I CHANANIA. F. D. Anti tr ust Dtvi s ion. 79/12/06. 3pp. 


7912100346 Forwards draft input far steam generator tube failure eafety 
evaluations, Bee t ions 2. 1.3. 2. 2. 3. 2, 3. 3 l< 2. 4. 3, Input for 
Doel Unit 2 reactor in Belgium end. 

SCHWENCER. A. Operating Reactors Branch i. 79/11/28. Ip. 


— 7912180350 Draft input for steam generator tube failure safety 
eva 1 uat i on. Sec tion 2. 1.3. 

« Office of Nuclear Reactor Regulation. 79/11/28. 5pp. 


—7912180354 Draft input for steam generator tube safety evaluation. 
Section 3. 2. 3. 

» Office of Nuclear Reactor Regulation. 79/11/20. 4pp. 


P Operating license stage documents & correspondence 


7911090248 "Summary of Operating Esperienee H/Rae Ireolat ing Steam 
Oenerators. '' 

EIBENNUT. 0. 0. Division of Operating Reactors. NUREO-0523. 
79/01/31. a9pp. 


79I20S0174 Discusses NRC review of LERs & Tech Spec requlremants ra 
control RPI sys at Ifestinghouse PURs. Requests Tech Specs 
review to ensure req.ulrsmeiit for rod maint to within +/- 12 
steps indicated & RPI sys verified accurate within 12 steps. 
SCHUENCER. A. Operating Reactors Branch 1. 79/10/29. 7pp. 


— 79I21B035S Draft input for steam generator tube failure safety 
eval uati on. Sec tlon 2.4. 3. 

« Office of Nuclear Reactor Regulation. 79/11/20. 3pp. 


7912070127 Notifies that Info requested by NRC 790820.0927 6 i023 Itrs 
re containment venting Si purge during normal operation will 
be submitted on 791213. 

UHRIO.R. E. Florida Power (< Light Co. 79/11/29. Ip. 


7912110304 Informs that NRC 791119 Itr not recaivad until 79U26. Mill 
provide requested info by 791207. 

OHRIO.R.E. Florida Power tc Light Co. 79/11/30. Ip. 


79I21001S9 Discusses NRC 791101 meeting w/repres«ntatlves of NSSS 
vendore Si fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing u/fuel cladding 
swelling t. incidence of rupture. Vendor responses end. 

EIBEhfflUTi 0. C. Division of Operating Reactors, 79/11/07. 65pp. 


— ^7912100253 Responds to NRC 791101 request re none oirpliance of 
Westlnghouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod madels 
indicates no safety problems for Hestlnghouse plants. 
ANDERSON, T.H. Mestlnghoust Electric Corp. 79/11/02. 4pp. 


—7912100330 Responds to NRC 791101 request re DRNL cladding swelling Si 
rupture data. Review of analytical models 6 tests Indicates 
compliance w/lOCFRSO App K.All GE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ.R.H. General Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 771101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCPftSO. 46 settsfied. 

□MSLEV. 0. F. Erxon Nuclear CO'. Inc. Csubs. of Eiion Corp. >. 
79/11/02. Spp. 


—7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockage model used In vendor evaluation madel, 

Na adverse Impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

□NSLEY.G.F. fiton Nuclear Co., Inc. (subs, of Erion Corp. ). 
77/11/04. 22pp. 


7912100243 Urges ecpedltious review ti safety evaluation of RETRAN 
reactor sys transient analysis code. List of intended uses of 
RETRAN end. 

UHRIO.R.E. Florida Power «i Light Co. 79/12/07. Spp. 


7912140246 Agrees to revise Tech Specs for control rod misalignment U 
positlbn indication re NRC request. Tech Spec amend will be 
s ubmi t ted by 800229. 

UHRIO.R.E. Florida Power & Light Co. 79/12/10. Ip. 


7912200SOB Forwards info requested by NRC 781128 Itr re analyses (■ 
evaluations performed to resolve c ontalnment purge issue. 

Results of valve Integrity evaluation anticipated by June 
1980. 

UHRIO.R.E. Florida Power & Light Co. 79/12/13. 9pp. 


7912270391 Advises that proposed Tech Spec amends are being developed 
in respante to NRC 790726 Itr. Proposal to be submitted 
800331 will address undervoltage protec t tom proposal to be 
submitted 800131 will address diesel generator aurveillance. 
UHRIO.R.E. Florida Power 6 Light Co. 79/12/18. Ip. 


79122703SD Responds to NRC 791017 Itr re auilliary feedwater sys. Amend 
to Tech Specs covering auxiliary feedwater pumps scheduled 
for subffli tta 1 on 000131. Sys operab i 11 by verified monthly by 
ftartlng pumps I. establishing flow to steam generators. 

UHRIO.R.E. Florida Power «■ Light Co. 79/12/20. 9pp. 


7912270513 Mlthdraws proposed Tech Spec changes re fuel rod bowing. 
UHRIO.R.E. Florida Power & Light Co. 79/12/20. 2pp. 


7912100246 Informs that no further action Is required re 790817 
response to NRC 790810 request for Info eoneernlng reactor 
vessel atypical weld matl. Safety evaluation end, 

SCHWENCER. A. Operating Reactors Branch 1. 79/11/13. 2pp. 


—7912100254 Safety evaluation supporting use of atypical weld wire In 
reactor vessels. 

♦ Office of Nuclear Reactor Regulation. 79/11/13. 6pp. 


791S170015 Notifies that no further action required re 790910 response 
to 790819 requests for addl info an poesltle use of atypical 
weld wire In reactor vessels. 

SCHWENCER. A. Operating Reactors Branch 1. 79/11/13. 2pp. 


7912120070 Suewary of 791114 taleon w/u.til re lessons learnsd 
Implementetlon. 

OROTENHUIS, N. Operating Reactors Branch l, 79/11/16. 6pp. 


7912100174 Forwards request for addl info re steam generator repair 
proposal i cost update of repair propset. 

SCHWENCER. A. Operating Reactors Branch 1. 79/11/19. Spp. 


7912040276 Plans to reiipond by 791221 to 790918 request for info re 
potential for steam generator water hammer et PWRs w/ 
feedrings that discharge from bottom, ftanpower denands 
gantratad by NURB8-0578 prevent response at present. 

UHRIO.R.E. Florida Power b Light Co. 79/11/26. Ip, 


7912280548 Notifies that 791213 rept. "Pros'*"* Plan for Performance 
Verification of PMR 8af ety/Rellef Valvas b Sys.''' is 
resp onsive to requirements listed in NUREO-0378. 

UHRIO.R.E. Florida Power «, Light Co. 79/12/21. Ip. 


0. Inspection reports, IE Rulletins ti correspondence 


7912060143 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
Fuel Assemblies.'* No specific action or response required. 
O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912100101 Forwards IB Info Notice 79-20. "Overloading of Structural 
Elementi Due to Pipe Support Loads." No response required. 
O'REILLY. J. F. Region 2. Atlanta. Office of the Director. 
79/11/16. ip. 


7912110561 Forwards IE Info Notice 79-29, "Loss of Noniafety-Related 
Reactor Coolant Sys Instrumentation During Dperation. " No 
specific action or response required. 

□'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912060616 Forwards IE Circular 79-24. "Proptr Installation l< Callbr of 
Core Spray Pipe Break Detection Equipment on BMRs. " No 
reeponse requlr'eit. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 
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7912110147 Forutards IE Circular 79-23i "Motor Starters li Contactors 
Failed to Operate. " No response rsqulred. 

0 'RElLLVi J. P. Raglan Si Atlanta. Office of the Director. 
79/11/86. Ip. 


7912190448 Forwards IE nolletln 79-27, "Loss of Non-Class IE 
Inetrumsntatlon U Control Power Sgs Dus During Operation." 
Written response required. 

0 'REILLY, id. P. Region 2, Atlanta, Office of the Director. 

79/11/aO. Ip. 


7912200004 Responds to IE Bulletin 79-17, Revision I re stagnant berated 
water sys.Addl drawings provided identifying saf ety-related 
Type 316 stainless steel pipe sys containing stagnant 
osygenated berated water. U/o end. 

UHfilO. R.E. Florida Power t Light Co. 79/11/30. ip. 


7912310897 Forwards IE Info Notice 79-30, "Reporting of Defects & 
Noncompliances, lOCFRSt. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/18/06. 9pp. 


7918800033 Forwards IE Bulletin 79-2Q, "Passible Malfunction of Namco 
Modal EAIQO Limit Switches et Elevated Tempt." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/07. 2pp. 


791S8Q0402 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

O'REILLY, J, P. Region 8, Atlanta, Office of the Director, 
79/12/13. 2pp. 


7918880136 Forwards IE Circular 79-83, "Shock Arrestor Strut Assembly 
Interference." No written response required, 

O'REILLY, J. P. Region 8, Atlanta, Office of the Director. 
79/12/80. 4pp. 


8. Reportable occurrences, LERs U related correspondence 


7912030146 Forwards updated LER 79-01 t/03X-l. 

SCHMIDT, A. D. Florida Power fc Light Co, 79/10/25. ip. 


— 7912030149 Updated LER 79-100/03X-1 ; on 790688, charg ing sys ptrformanca 
noted to be degraded during routine startup operation. Caused 
by ruptured diaphram (* damaged 0-ring on valve. Yalve 
repaired t, pumps vented, 

8CH0PPMAN, M. A. Florida Power t< Light Co. 79/10/23. Ip. 


7912140289. RO-290-79-33: on 791 101., vendor discovered error in current 
ECCB analyels input data. Correction resulted In allowable 
Fq limit reduction of steam generator tube. Augmented 
lurvetllanee or power limits applied. 

HAVES, U.K. Florida Power «< Light Co. 79/11/08. Ip. 


U. Congressional/Executive Correipondence 


7912170395 Forward# SM Meyarson 791107 Itr re problems at plant. 
Requasts comment. 

CHILES, L. Senate. 79/11/19. 2pp. 
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F. Security, medical, emergency t* fire protection plans 


7912120806 Forwards draft Reg Ouide 9. XX, "Std Forma t> Content for 
Licensee Physical Security Plan for Protection of BNM of 
Moderate or Low Strategic Significance." W/o end. 

REID, R. U, Operating Reactors Branch 4 <Pre 791030). 79/0B/22. 

2pp. 


DOCKET 90-894 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency t< fire protection plans 


7912200088 Dlseutset NRC 791109 meeting re emergency preparedness team 
raview objactlves. Provide# guidance for improving licensee 
emergency preparedness (c assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORIMEStS.K. Emtrgeney Preparedness Task Force. 79/11/23. 30pp. 


7912870063 Forwards list of specific items requiring updating in 
emergency plans. Emergency plans were evaluated using code 
requlremente, Reg Quids I. 101 (t Emergency Planning Review 
Ouldelints Number 1, Revision i. 

IPPOLITO, T. A. Operating Reactors Branch 3. 79/11/30. 7pp. 


7912200672 Requests payment of Class III foes for review of 790Q16 
nuclear security personnel training 6 qualification plans. 
D1003.R. M. License Fee Management Branch. 79/12/07. Ip. 


H. Oenoral correspondence 


7912880609 Discusses 791204 title change of manager of nuclear 
operations to vice president, Qrgani zat ion structure not 
altered. No revision will be made to QA program topical ropt 
CE-l-A until organization structure is delineated. 
JANECEK,R.F, Commonwealth Edison Co. 79/12/19. Ip. 


P. Operating license stage documents S, correspondonc a 


7918120080 Submits info re release rates of gaseous U particulate 
forms of radioactive matls during third quarter of 1979, 
KALIVIANAKIS, N. Commonwealth Edison Co. 79/10/23. Ip. 


7912100169 Discusses NRC 791101 meeting w/reprosantativeo of NBS3 
vendors (, fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling !, incidence of rupture. Vendor responses end. 

EISENHUT, D. 0. Division of Operating Reactors. 79/11/09. 63pp. 


— 7918100295 Responds to NRC 791101 request re noncompl lance of 
Mestlnghouse ECCS evaluation model under requirements 
of iOCFR90 App K, Evaluation of three fuel rod tnodels 
indicates no safoty problems for Uestinghouse plants. 
ANDERSON, T. M, Hestlnghouse Electric Corp. 79/11/02. 4pp. 


— 7918100330 Responds to NRC 791101 request re ORNL cladding auielling li 
rupture data. Review of analytical models tc tests indicates 
compliance ui/lOCFRSO App K. All GE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHOLZ.R, H. General Electric Co. 79/18/07. 2pp. 


— 791S100407 Forwards response to NRC 791101 request re rod hurst tost 
data. Cone ludos that data properly represented by fuel models 
used in vendor evaluation models t< that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

QUSLEV, 0. F. Etton Nuclear Co., Inc. (subs, of Esson Corp.). 
79/11/02. 9pp. 


— 7918100436 Forwards addl info rc evaluation of Impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NHC 
rupture/blockage model on licensing calculation results. 

OWSUEY.O.F, Ezion Nuclear Co., Inc. (subs, of Exjoti Corp.). 
79/11/04. SSpp. 


7912040261 Forwards plant steam bypass capacity sheets, percent rated. 
Info provided to OE for Incorporation into NED0-8470B, 

PE0PLE8.D.L. Commonwealth Edison Co. 79/11/16. 200pp. 


7912040897 Forwards supp 1 omantary response to be incorporated Into 
791018 Itr re lessons learned commitment# to meat near-term 
requirements. 

REEDiC. Commonuealth Edison Co. 79/11/30. 7pp. 


791204048S Submits updated schedules for installation of rocirculation 
pump trip mods per 790389 Itr. 

PEOPLES.D.L. Commonuealth Edison Co. 79/11/30. 2pp. 


7912180411 Forwards supplementary response re commitment to meet 
short-term requirements of Lessons Learned Task Force. 

REEDiC. Commonwealth Edison Co. 77/11/30. 7pp. 


7912120423 Forwards supplemental response to 791010 Itr re commitment# 
to Lessons Learned Task Force recommendations. 

PEOPLES.D.L, Commonwealth Edison Co. 79/18/03. Spp. 


79I2il03BO Proposes to amend Tech Bpees, extending me* avirage planar 
linear heat generation rate to larger exposure values. Errata 
(t addenda sheets for "UOCA Analysis Ropt," Tech Specs page 
changes ti Class III fees sncl. 

PEOPLES, D. L. Commonuealth Edison Co. 79/12/04. Spp. 


— 7918110386 Errata ti addenda sheets for "LOCA Analysis Rept. " 
« Oensral Elsctrlc Co, NEDD-24146. 79/10/31. Spp. 


— 7918110391 Tech Spec page changes; Page 01C-1 for Dresden-a & Figure 
3, 5-1 for Quad-Citles-1. 

» Commonwealth Edison Co. 79/10/31. Spp. 


7918800672 Requests payment of Class III fas# for review of 790016 
nuclear security personnel treinlng t, qualification plans. 
DI00a<R.M. License Fee Management Branch. 79/12/07. Ip. 
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791S210349 Forwards, cover sheet for CE-1-A< Hevi s ion IOp inadvertent lij 
aeiittBd fran 7'91116 transrai ttal. 

MAUOHTONi U. F. Commonuealth Ed i son Co. 79/12/13 2pp. 

7912180S31 Forwards info documenting evaluation of purge b vent valve 
operabilitii veri ficatlon. Ut i 1 eommittad to purge b vent tgs 
in canformancE u/NRC interiio poa 1 1 1 on. Compla t e confirmatory 
analijses not available for 30-40 ut. 

PEOPLES^ D. U. Commonuealtli Edison Co. 79/12/14. 6pp. 


7912190542 Forwards ''Adt((uacy of Station Electric Distribution Sys 
Voltagcii" addressing 4ao-volt undorvoltage conditions 
JANECEKi n. F, CoiBiininLiealth Edison Co. 79/12/14. ip. 


— 7912190543 "Adenuacy of Station Eloclric Distribution 8y s Voltages." 
* Cojitmonwea! bh Edison Co. 79/12/14, Spp. 


791211'039S Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
ffoneral ofcs copies of escalated anforcoment correspondence 
sent by NRC to licensees. 

KEPPCERj J. 0. Region 3i Chicagoi Office of the Director. 


79/11/20. 


Ip. 


7912190199 Forwards IE Duiletin 79-27/ ‘'Loss of Nofl-Class IE 
Instrumentation b Control Power Sy s Bus During Operation." 
Written response required. 

KEPPLERiJ.O. Region 3/ Chicago/ Office of the Director. 

Ip. 


79/1 1/30. 


79121400S6 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompllancesj 10CFB21. " No action or response required. 

KEPPLEIIp J. 0, Region 3/ Chicago, Office of the Director. 79/12/06. 
Ip. 


7912270469 Forwards response to NRC request for add! Info on l.essons 
Learned Tasli Force Recommendations S. 1. 7a b 2.1.7b. 

PEOPLEB, D. L, Commonwealth Edison Co. 79/12/14. Bpp. 


7912270597 Advises of compliance u/Cat#gory A THl Lessons Learned Task 
Force items identified in NRC 790913 b 1030 I trs. CompHanc e 
ulll be achieved by DOOlOlior prior to return to power for 
units in outages on GOOIOI. 

PEOPLES, D. L. Commonwealth Edison Co. 79/12/17. Ip. 


7912200006 For, wards IE Dulletln 79-28, "Possible Malfunction of Natneo 
Model EAIBO Limit Switches at Elevated Temps. " Action 
r equ i red . 

KEPPLERiJ.O. Region 3/ Chicago, Office of the Director. 79/12/10. 
ip. 

7912200443 Notification of 791213 mBOtlng u/utll to discuss IE Bulletin 
79-02 anchor bolt b base plate analysis. 

JORDAN, E, L. Division of Reactor Operations Inspections. 79/12/11. 
3pp. 


7912270459 Confirms discussions re proposed Tech Spec amend to estend 
max average planar linear heat-generation rate curves. No 
fuel type is eipected to aiceod peat pellet exposure above 
40.000 HND/ST. 

JANECEK/ R. F. Commonuieal th Edison Co. 79/12/20. Ip. 


7912280533 Responds to NRC 791031 request for plant-unique 
implementation schedule for additional condensation toots 
ra Hark I full scale test faci 1 1 ty Anal y sis dependent on 
final resolution of acceptance criteria. 

PEOPLES, 0. L. Comrnonuealth Edison Co. 79/12/20. 2pp. 


7912310340 Forwards revised pages to CE-I-A, "Comm Ed QA Program for 
Nuclear Oenerating Stations," Revision 11. 

JANECEK, R. F. Commonwealth Edison Co. 79/12/20, Ip, 


— 7912310359 Revised pages eo CE-l-A, "Comm Ed OA Program for Nuclear 
Generating Stations, “ Revision II. 

* CDirmonuieallh Edison Co. CE-l-A. 79/11/21. I6pp. 


0, Inspection reports, IE Bulletins b eorrospondence 


7912030106 Forwards IE Circular 79-22. "Stroko Times for Power Operated 
Relief Valves. " No response required. 

KEPPLERiJ.O. Region 3/ Chicago,, Office of the Director. 79/11/16. 

«p 

7912100213 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Duo to Pipe Bupport Loads." No response required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/11/16, 

Ip. 


7912110537 Forwards IE Info Notice 79-29, "Loss oF Nonsafety-Rolated 
Reactor Coolant Sys Instrumentation During aperatlon." No 
specific action or response required. 

KEPPLERiJ.O, Region 3, Chicago, Office of the Director. 79/11/16. 
Ip. 


S, Reportable occurrences, LERs b related correspondence 


7912180004 PNO-I II-79-41A: on 791180, unit In cold shutdown mode to 
repair smelt crack in feedwater li ne. Leakage being collected 
in drum. Leak in 14-lneh long. 3/4- 1 nch drain line between 
weld b Isolation veive. Lie ensee ui 1 1 cut line b cap It. 
CHRIBSOTIMDS, N. , QQVD. D. C. Region 3, Chicago, Office of the 
Director, 79/11/20. ip. 


7912070443 Forwards LER 79-033/03L-0. 

KALIVl ANAKIS, N. Commonwealth Edison Co. 79/11/27. ip. 


— 7912070430 LER 79-033/O0L-0: on 791030, euppreoslon pool level discovered 
below Tech Bpoe limits. Caused by suppression chamber narrow 
range level instrumentation rosponillng slowly to change in 
suppression pool level. Mare water added bo suppression pool. 
VAHRENHALD, J. CDmrao,nuiBaHh Edison Co. 79/11/27. 8pp. 


79121704-10 PND-II 1-79-030: on 791 12B, setpoint of ECC0 Instruments 
experienead 4-lncb noneonfornance. Caused by conservative 
setpoint! from provious calitir. Ca 1 c ulat ions using new temp 
data revealed vessel level indications in 6-inch error. 
SPEBeARD.R- L. Region 3, Chicago, Office of the Director. 
79/11/23. Ip. 


7912180332 Forwards LER 79-035/03L-0. 

KALIVIANAKI8,N. Comm.onwealth Edison Co. 79/11/30. Ip. 


— 7912100370 LER 79-03S/03U-0: on 791109,RHfl eve water line supports found 
w/safety foctor loss than two. Containment cooling loop 
declared Inoperable. Caused by design d eficlancy. Supports 
modified for factor above four, loop returned to svc. 

LEECH, K, Commonwealth Edison Co, 79/11/30. Ip, 


7918870394 Forwards info ro 750006,771106 b 760213 lost of offsite 
power events, in response to 790910 request. 

JANECEK, R.F, Canmonweal th Edison Co. 79/12/20. 6pp. 


7912180013 Notifies of delay in implementation of IE Dullstin 79-14 re 
accessible areas comparison b evaluation phase. Current 
program provides for earliest detection b evaluation of 
significant discrepancies. 

PEOPLES, D.L. Commonwealth Edison Co 79/11/19, 2pp. 


7913050350 Forwards IE Dulletln 79-86, "Boron Loss From BWR Control 
Blades." Response required. 

HEPFLER.J. 9. Region 3, Chicago, Office of the Director. 79/11/20. 

Ip. 


7912100417 forwards IE Circular 79-24. "/’’roper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on OURs, " No 
written response required. 

HEPPLER.J. «. Region 3. Chicago, Office af the Directur. 79/11/26. 
ip. 


DOCKET 50-259 PALI8ADE8 NUCLEAR PLANT 


P. Security, medical, emergency b fire protection plans 


7912160335 Notifies of delay in Plant 0ys Branch Team 1 evaluations of 
facility flro protection sys. Outlines of assistance needed 
end. 

LAINAB.G. Plant Systoms Branch. 79/11/16, 5pp. 


7912800022 Dlscusso* NRC 791109 meeting re emergency proparodneos team 
review objectives. Provides goldanca for Improving llconsee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions, 

ORIHEBiB, H. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912140107 Forwards IE Circular 79-23, "Motor Otarters b Contactors 
Failed te Operate." No written response required. 

KEPPLER. J, 0. Region 3. Chicago, Office of the Diroctor. 79/11/26. 
Id. 


0. Adjudicatory e orrospondone o 


791211003B Confirms receipt of end 790389 petition to suspend OLs for 
all PURS. Forwards FB notice Indicating that petition will be 
troated in aceordanco w/tOCFB2. 206. , 

DENTON, H.B. Office of Nuclear Reactor Rogulatlon, 79/11/23. Ip. 
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— 7912110136 Notico of roquost for action pursuant to 10CFR3. 206 r* 
Environ Coalition on Nuclaar Powar 790339 petition 
raitueiting suspension of all OLs for PURs. 

HULLERiO. R. Office of Nuclaar Reactor Resulatlon. 79/11/23. 
SBpp. 


7912060S34 Protests 791109 notice of proposed isipositlon of civil 
ponalties re containment isolation noncompl ionca. Remission 
or mitigation of civil penalties rcquesteil. Response to 
notice of violation eubnitted separately. 

YOUNODAKL. fi. C. Consumers Power Co. 79/11/29. t3pp. 


— ^7912060535 Responds to 791109 notice of violation re containment 
isolation noncompllance. Disagrees u/noncompliances cited. 
Prompt efficient actions taken to ramady deficiencies. 
DEWlWiR.B. Consumers Potsor Co. 77/11/29. 6pp. 


—7912060537 "Independent Revieu of Containment Panetratlonsi " Vols 

1 tc 2. 

a MPR Aisoclatesi Inc. 79/11/15. il2pp. 


H. Oenaral correspondence 


7912060508 Notifies that offsite radiation protection training course 
for FWC inspectors B satisfactory. Reiiuests advance 
notification of arrival of NRC personnel. 

LOUDENSLASERi T. Coniumers Power Co. 79/12/03. Ip. 


J, Insurance ti Indemnity information 


7912040447 Forwards Amends 9 *i 17 to Indemnity Agreements D-40 *< B-22i 
respectivalyi modifying prefatory language re course of 
transportation. 

IRELAND) J.H. Consumers Power Co. 79/11/29. Spp. 


K. Utility Final Safety Analysis Report (FBAR) h amends 


7912060519 Forwards FSARi Revision 6. 

FOOOtW. 0. Consumers Power Co. 79/12/04. ip. 


— ^7912060530 Revision 6 to FSARi updating Pages 8-20a. 
a Consumers Power Co. 79/12/04. 2pp. 


P, Operating license stage documents l< correspondence 


7911090248 "Bummary of Operating Eiperiance W/Rseirculating Steam 
Oancrators. " 

EI8ENHUT) S. 0. Division of Operating Reactors. NUaEO-0523. 
79/01/31. B9pp. 


7912130008 Forward* summary of methodology b parameters for SEF 
eaiamlc reviews. Summary Is interim guide for use in review 
of facilities. ReRUBsts comments. 

HOFHAYERi C. H. Bystematie Evaluation Program Branch. 79/11/08. 
3pp. 


7912100189 Discusses MIC 791101 meeting w/rapresentatives of NB38 
vandors fc fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing w/fuel cladding 
swelling b incidence of rupture. Vendor responeee end. 

ElBCNHUTi 0. e. Division of Operating Reactors. 79/11/09. 6Spp. 


— 7912100255 Rssponds to NRC 791101 request re noncompllance of 
Westinghouse ECC8 evaluation model under requirements 
of iOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Westinghouse plants. 
MOERSONi T. M. Westinghouse Electric CoTp. 79/11/02. 4pp. 


-7912100330 Responds to NRC 791101 request re ORNL deriding swelling b 
rupture data. Review of analytical models b tests indlcetes 
compliance w/lOCFR50 App K. All flE specs for calculated peat 
cladding tamp remain unchanged, 

SUCHHOLZi R. H. Oeneral Electric Co. 79/12/07, 8pp. 


— ^7918100407 Forwards rdsponss to NRC 791 tOl request re rod burst test 
data. CandudsB that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonatrate 
all criteria of IOCFRSO, 46 latisfiad. 

OWSLEYiO.F. Etson Nuclear Co. < Inc. (subs, of Esson Corp. ). 
79/11/02. Spp. 


■7912100456 Forwards addl info re evaluation of impact of NRC proposod 
ruptura/bleckage modol used in vendor evalumtion model. 

No adverse impact from new rupture burst data or uso of NRC 
rupture/blockage model on licensing calculation rasuits. 

OWBLEYiO.F. Eikoo Nuclear Co.. Inc.' (subs, of Exxon Corp. », 
79/11/04. 22pp, 


7912110020 Foruarda updated lists of SEP topics not requiring site 
revloui duo to ongoing generic licensing activities outside 
SEP or because of Inapplicability to facility. 

ZIEMANN.D. L. Operating Reactors Branch 2. 79/11/16, Bpp. 

7912120263 Summary of 791023 meeting u/C-E owners group re asymmetric 
LOCA loads. 

HOSFORDrS.B. Engineering Branch. 79/11/20. 4pp. 

7912170042 Requests Class III fee re review b approval of radiological 
effluent Tech Spec changes. Fee for 790927 request due 15 
days upon receipt of Itr. 

MILLER. H.O. License Fee Management Branch. 79/11/27. Ip. 


7912100081 Forwards draft evaluation of SEP Topic II-l.A. "Exclusion 
Area Authority b Control." SEP Topic II-l. D. "Population 
Distribution" b SEP Topic II-l.C. "Potential Haiards Doe to 
Nearby Industrial. Transportation b Military Facilities. “ 

ZIEMANN. D. L. Operating Reactors Branch 2. 79/11/27. 19pp. 


791218020B Notification of 791130 meeting w/ulil in Washington. DC to 
discuss util implementation of order requiring review of 
checklists & procedures to assure engineering safety 
features comply w/llmtling conditions for operation stds. 

* Office of Inspection b Enforcement. Office of the Director. 
79/11/28. Ip. 

7912190202 Review of 791031 proposal re startup physics test program. 
Complete program acceptable. 

ZIEMANN. D. L. Operating Reactors Branch 2. 79/11/29. 3pp. . 

7912060631 Requests NRC review of end draft matls re proposed Tech 
Bpec change concerning radiological eff luents. Draft Dose 
Calculation Manuals, draft process control programs b 
radiological effluent Tech Specs end. 

HOFFMAN.D.P, Consumers Powor Co. 79/12/03. app. 


— 7912060622 Draft radiological effluent Tech Specs for Palisades. 
* Consumers Power Co. 79/11/30. 9pp. 


— 7912060623 Palisades draft Offsite Dose Calculation Manual. 
* Consumers Power Co. 79/11/30. 50pp. 


— 7912060624 Palisades health physics procedure for laundry radwaste 
batch calculation b release authorliatlun. 

» Consumers Power Co. 79/10/08. llpp. 


— 7918060623 Palisades health physics procedure for modified radwaste 
calculation b release author! ration. 

•» Consumers Power Co. 79/10/09. 9pp. 

— 7912060626 Palisades health physics procedure for eampling waste gas 
decay tank. 

* Consumers Power Co, 79/04/iB 8pp. 

— 7918060627 Palisades health physics procedure for analysis of waste 
gas decay tank samples, 
e Consumers Power Co, 79/04/10. Ip. 

— 7912060620 Palisades health physics procedure for calculation of waste 
gas decay tank. 

e Consumers Power Co. 79/JO/lO. 13pp. 

— 7912060639 Palisades health physics procedure for stack gas particulate 
b Iodine sempllng. 

» Consumers Power Co. 79/10/10. 2pp. 

— 7912060630 Palisades health physics procedures for stock gas sample 
counting. 

* Consumers Power Co. 79/10/10. Ip. 

— 7912060631 Pallsedes health physics procedures for author iiation of 
containment purge, 

* Consumers Power Co. 78/03/30, 4pp. 

— 7912060632 Palisades health physics proeedoro for calculation of 
condenser offgas effluents, 
a Consumers Power Co. 79/10/10. Ip. 

— 7912060633 Pelisades health physics procedure for turbine b dirty waste 
sump calculations. 

* Consumers Powor, Co. 79/10/06, Ip. 

— 7912060634 Palisades draft process control progreiB. Nov 1979. 

* Consuoers Powor Co. 79/11/30, Spp. 
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— 79l206063£i Palisades 
• Consu/ners Pouer 


operating procedures for gaseous raduaste sgs. 
Co, 79/10/lB, I7pp. 


— 7<? 13060637 Palisades 
e Consumers Power 


operating procedures for 
Co 7«?/10/18, 35pp. 


solid raduaste sys. 


— 7912060641 Palisades 
sgs. 

e Consumers Power 


operating procedures for 
Co 79/10/18, IBpp. 


spent resin handling 


■7912070467 Health physics proeeduro for stack gas calculations tc 
affluent records at Palisades, 
e Consuners Power Co. 79/12/03. 7pp. 


7912070133 Forwards license fee for review of fipp r suboittal re 
radiological effluent Tech Spec changes. 

FOCOiU. 0 Consumers Power Co. 79/12/04, Ip. 


7912130239 Submits supplementary info on analysis of flow-rate 6 filter 
performance 6 structural integrity of purge bypass sys re 
containment Isolation noncompllance. Proposed civil penalties 
are eicassive. n 

yOUNODAl-IL. R. C. Consumers Power Co. 79/12/06. 2pp. 


7912110303 Submits response to NflC 791003 Itr re Oak Ridge Associate 
Unlvt radiation safety course. Reyuests advance notification 
of personnel arrival to eliminate delay in site-specific 
tralTilng. 

FROSTr 8. R. Conaumers Power Co. 79/12/07. Ip. 


791214-0415 Responds to NRC 791030 Itr re recommendations concerning 
ausillary feedwater sys. Util will lock open valves In series 
in auxiliary feedwater si|s pomp suction piping as well as 
valves in series that could interrupt feedwater flow. 

HUSTON. R.W. Consumers Pouer Co. 79/12/11. 15pp. 


-7912310300 -Rept of Seismic Vibration Teatii .9 of Various Electrical 
Items for BMf Under Purchase Order O337BBL0. -.a, Mina 

ESPDSITD.B.. TCItF.M.L., C1UT3V.B. Aff i 1 i atlon Unknown. 79/02/30. 
1900. 


— 7912310513 - 
BRAULi H. J. 
79/11/30. 


'Results from Charge Preamplifier Temp Test," 
, LEXA.A.F.. COBB.J.M. Babcock Si Hllcoi Co. 
10pp. 


BAH-1S90. 


—7912310517 "Installation l< Checlout Procedures C-OlO-00 for Valve 
cnts tci I i.n .1 Consumers Power Co. 79/11/12. iOpp. 


— 7912310523 'Post-Tlil Evaluation Task 2. Conceptual Design for Reactor 
Vessel Level Honitoring Sys." Blxteen oversiie drawings 

» Combustion Engineering. Ine. 79/12/21. L02pp. 


Q. Inspection reports. IE OoJletins 1. correspondence 


7912060210 Responds to IE Dulietin 79-23. No connections exist between 
neutral of generator 6 neutral of primary winding of 
excitation power transformer. Test of emergency diesels will 
be peTforned prior to completion of next refueling outage. 

. _ . M *TO/ft4/n^ dnn. 


7912200678 Responds to IE Bullotln 79-23 re failure of emergency diesel 
generator field exciter tronsforoer. Ho connections between 
neutral of generator 1. neutral of excitation power 
transf ormer. Plans full load test of both emersoney diesels. 

JIOFFHAH. 0. P. Consumers Power Co. 79/11/05. 2pp. 


7912I907B6 Forwards IE loop Rept 50-255/79-16 on 790706.09.23-24. 
0813-14. 09JB. 29-30 fc lOOl. ^ 

KEPPLER. J. O. Region 3. Chicago. Office of the Director. 79/11/07. 


7912190466 Submits response to NRC 791029 reyuest for addl ih^b ^e 
SEP structural Topic 1II-2. Topic I II-7. D. 1. Topic 111-7. B. 2. 

Topic III-7. B. 3. Topic 1 11-7. B. 4. Topic 1 1 1-7. B. 5. 

Topic I1I-7.C i Topic 11I-7.D. 

HOFFMAN. D.P. Consumers Power Co. 79/12/14. 4pp. 


— 7912190487 "Containment Bldg Structural Integrity Test." 
* Bechtel Corp. 70/11/30. ia9pp. 


“7912190496 "Deformation .Measurements During Containment Presoure lest. " 
s Hiss. Jannoy. Elstner & Association. Inc. 70/10/05. 3Spp. 


7912210146 Responds to NRC 791030 Itr re TI11-2 Lessons Learned Task 
Force Status rept L short-term recommoiidatlons 1. provides 
implementation schedule. 

HUSTON. R. U. Consumers Power Co. 79/12/17. 2pp. 


7912310344 Discusses revised portion of branch technical position re 
direct radiation measuTements in radiological environ 
monitoring program. Suppl to application for radiological 
effluent Tech Bpocs unnecesBary at present. 

FRQ9T.S.R. Consumers Power Co. 79/12/36. ip. 


7913310373 Discusses use of Hestlnghouse BFD/NDFD relays in safety 
related sys. Facility does not use or Intend to use relays. 
FRDST.B.R. Consumera Power Co. 79/12/26. Ip. 


7912310476 Responds to NRC 790913 6 1030 Itrs re actions taten In 
response to TMI-2 acc iilent. HI 1 1 not stark up from refueling 
outage until plant conplles w/enct mod commltmrnt. Revises 
6 supersedes 791217 Itr re impleMentation criteria. 

JfOFFHAM. D. P. Consumers Power Co. 79/12/27. 94pp. 


— 7912310481 Draft "Input for Response to NRC Lessons Learned 
Rcqulr aments for C-E N9BS. " 

s Combustion Enginarring. Ine. CEN-123. 79/12/31. 100pp. 


-7912190792 Motic* of violation from Insp on 790706.09.23-24.0813-14. 
0918,29-30 I. 1001. f. 

a Region 3. Chicago, Office of the Director. 79/11/03. Ip. 


-7912190799 IE Insp Rept 50-253/79-16 on 790706.09, 23-24. 0813-14. 0910. 
29—30 l< 1001 . Moncompliance noted: shipment of licensed matl 
to licensed burial facility in unauthoriiod form. 

COOLEV.M. J. . DAVIB.A. D,. Flsa«H.H. U. Region 3. Chicago. Office 
n# fche Dii-mctar. 79/11/05. 46pp. 


7912040219 Forwards response to IE Bulletin 79-14. “Beisaic Analysis 
for As-BuHt Safety-Related Piping Bys- " Seven evaluetions 
of pipe stress revealed no nqnci>nforaw*T!CBB..One rsvealed need 
for addl pipe support. 

HCFTHANrO. P. Consuiaers Power Co. 79/11/09. 3pp. 


912050118 Forwards IE Circular 79-22. "Strok o Times for Power Operated 
Relief Valves. • Mo response regulped. . » ro/.syii 

HEPPLER.U. O. Region 3. Chicago. Office of the Director. 79/11/16. 


'912100326 Forwards IE Info Notice 79-2B, "Overloading of Structural 
Elements Due to Pipe Support Loads." Ho response 

KEPPJLERd J. Oa Htjion 3 p CliiCdifOp Office of thm Director. 79/il/i6. 


91211DS71 Forwards IE Info Notice 79-29. "Uoss of Nonsafoty-Related 
Reactor Coolant 3gs Instrumentation During Operation." No 
specific action, or rosponse reyuired. . . -waittitt. 

KEPFLER.J. O. Hoglon 3. Chicago. Office of the Director. 79/11/16. 

»P. 


912050027 Notification of 791121 meeting w/utll «c Bechtel to discuss 
IE Bulletin 79-02 anchor bolt insp program at facility. 
jOflDAM.E. U. Division of Reactor Operations Inspactlens. 79/11/20. 
3ep. 


“7912310487 "Project RetulreoeTits for Plant Power Conversion Sys Relief 
Valve Position Indication." Supporting docueentation end. 

• Energy Incorporated. 79/11/00. 37pp. 


112050367 Forwards IE Bulletin 79-26. “Boron Loss From BMR Control 
Blades." Ho response required. 

KEPPUER. J. 0. Region 3. Chicago. Office of the Director. 79/11/20. 


— 79123I049S Const specs For outside containment portion of pressurixer 
relief valve position indication sys, 

HENDERBDN. S. A. . TRCRCKTHaiNEN. 0. , 8HAHEL, H. H. Energy Incorporated, 
79/12/06, Upp. 


912100126 Responds to 790002 Itr re short-term Action Item 1 
Bulletin 79-06C. Requests revision of LOCA procedures to 
conform osoro clDsely w/lE Bulletin 79— 06C. 

niulsfm'H of Oaeratine R 


crsfursaaiT. n a 


MS.. I 


70/1 1 /ua 


--7912310S01 Const specs for inside containment portion of prossurtxer 
relief valve position indication sys. 

TnOHKIHDlNEN, e. . oR£EN, H. W. . DIDESCH.T. E. Energy Incorporated. 
79/11/13. 23pp. 


1210042B Forssarda IE Circular 79-24. "Proper Installation I. Callhr of 
Core Bpray Pipe Breah Detection Eyolpment on BURs. " Ho 
written response royulred- 

4EPPLER.J. e. Region 3. Chicago. Office ep the Director. 


79/11/26. 



DOCKETED ITEMS 


79t2110a98 Forward* IE Circular 79-23. ’Kotor Btarter* fc Contactors 
Foilad to Oparats, ’ No rosponse required. 

K£FPL£R<J-0. Region 3. Chicago. Office of the Director. 79/11/2&. 
Ip. 


7912110403 Notifies that tWC intends to routinely forward to 
appropriate state public util regulatory groups E state atty 
general ofc* copies of escalated enforceaent correspondence 
sent by NRC to licensees. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/20. 
Ip. 


7912190216 Forwards IE Bulletin 79-27, ’Loss of Non-Class IE 
Instruaentation b Control Power Sys Bus During Operation. ’ 

Written response required. 

KEPPLER. J.O. Region 3. Chicago, Office of the Director. 79/11/30. 
Ip. 


791213019B Sueueary of 791121 aeeting w/util in Bathesda.KD re anchor 
bolt insp prograiB at facility in accordance w/lE Bulletin 
79-02. 

JORDAN. E.L. Division of Reactor Operations Inspections. 79/12/06. 
13pp. 


7918140079 Forwsrds IE Info Notice 79-30. ’Reporting of Defects b 
Noncoapllances. 10CFR2i. ’ No action or response required. 

KEPPLER. J.B. Region 3. Chicago. Office of the Director. 79/12/06. 
»P. 


7912800106 Forwerds IE Bullottn 79-20. ’Possible Halfunctien of Hawco 
Model EAIBO Liait Switches at Elevated Teops. ’ Action 
required. 

KEPPLER. J.O. Region 3. Chicego. Office of the Director. 79/12/10. 

ip. 


7918200499 Responds to NRC 791121 Itr re violations noted in IE Insp 
Rept 90-899/79-17. Corrective actions:raviewed chect sheets 
for iS^9 refusllng outege for vsrlflcation thet prloary 
coolant sys boron concentration was within Tech Specs. 

FROOT.O. R. Consuoers Power Co. 79/12/22. 2pp. 


7912310296 Responds to NRC 791121 Itr re vi olations noted in IE Insp 
Rept 90-299/79-17. Corrective actlone: 1979 refueling outage 
check shsats esaalned b leaking steaa generator das b 
raactor cavity liner repelred. 

FROOT.O. R. Consuaers Power Co. 79/12/22. 8pp. 


R. Periodic operating reports b related correspondence 


7912130293 Forwerds aonthly operating rept for Nov 1979. 
ADAMS. W.E. Consuaers Power Co. 79/12/07. 2pp. 


— 7912130297 Monthly rapt operating ropt for Nov 1979. 
BOOTKE.P. J. Consuaers Power Co. 79/12/05. 4pp. 


8. Reperteblo occurrences, LERs b related correepondence 


7912210041 PNO-III-79-ll:on 791009, licensee notified NRC of possible 
nonconservatlve safety enalyste. Review of oatn steaa line 
breah inside contalmoent revealed incorrect assuoption re 
reduction of aainfesdwater flow to stoaa. generator. 

BOVOiO. C. Region 3. Chicago, Office of the Director. 79/10/09. 
ip. 


7912100900 Forwards 791209 NPDES noneoapl lance notification. 
HOFFMAN, O.P. Consuaers Power Co. 79/12/14. Ip. 


— ^7912100912 NPOES noneoapl lance notification: on 791031. five oil b grease 
eaaplas collected Indicated dally average of 21.9 ag/1. 

Caused by probable failure of oil separator. Separator 
rostered to proper operation. 

FQBEB.R. L. Coneuaors Power Co. 79/12/09. Ip. 


— 7912100914 HPD6B noneoapl lance notification: on 791019,23 b 29. oil b 
groaio saaples indicated 41,29 b 24. 1 ag/1. respeetlvaly. 

CauBod by probable failure of oil oeporator. Separator 
restored to proper operation. 

FOBEB.R.L. Consuaers Powor Co, 79712/09. Ip. 


— ^7912100917 NPDEB noneoapl lance notification: on 791020,9,000 gallons of 
laundry water containing 2.90 ag/1 phosphorus was releassd. 

Causod by change In typo b quantity of detergent. Adjusted 
quantity of detergent used ,b will evaluate testing reagents. 

FDSEB.R. L. Consuaers Power Co, 79/12/09. Ip. 


7912310417 Ferwardo NPDEO nenceaplianco netiflcatien en 790930. , 
FROOT.S. R. Conouaer* Power CO. 79/12/26, Ip. 


— 7912310425 WDES noncoap I iancB notification: on 790930. daily average 
for suspended solids for laundry waste was higher- than limit 
for Sept 1979. Cause unknown, but organic growth suspected in 
postfilter hold tank. Sys analysed for filter failure. 

FDBES, R.L. Consuaers Power Co. 79/10/85. Ip. 


7912310436 Forwards NPDES nonconp 1 iance notification on 790987. 
FROST, S.R. Consumers Power Co. 79/12/26. Ip. 


— 7912310441 NPDES noncoapliance notification; on 790927, appro* 2,500 
gallons of laundry waste aeasuring 4.92 ng/1 total 
phosphorous discharged. Caused by indiscriminate use of new 
laundry detergent. 

FOBES.R, L. Consuaers Power Co. 79/10/25. Ip. 


7912310364 Responds to 791213 b 31 telcons re turbine disc cracking 
problea.Util instructed by Mestlnghouse to reasseabte 1 uu 
pressure turbine, after cracks found on 791029. Reinspect ion 
of discs planned appro* nine nonths after startup. 

HaFFMAN.D.P. Consuaers Power Co. 79/12/2B. 2pp. 


DOCKET 50-296 UNIV. OF MONTEVIDEO RESEARCH REACTOR 


P. Operating license stage docuaents & correspondence 


7900010339 Notifies of status of rept on reactor cavity annulus seal. 
Host PUR users reaove ring during noraal operation. Othern 
store seal ring in raised position during normal operation. 

LAlNASiO. Plant Systeas Branch (Pre 791030). 79/07/Oa. 7pp. 


POCKET 90-259 BHOUNS FERRY WCLEAH PDUER STATION. UNIT 1 


F. Security, aedical, eoergency fa fire protection plans 


7912200022 Discusses MUC 791109 neeting re eaergency preparedness team 
review objectives. Provides guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRIMES, B.K. Eaergency Preparedness Task Force. 79/11/23. 30pp. 


P. Operating license stage documents b correspondence 


7910010990 Notifies that HB Clayton will replace RJ McDeraott as 
alternate on ASHE Subcomaittee on Performance Testing. 

HINOOUE) R. D. Office of Standards Development. 79/09/09. Ip. 


7912100109 Biscusses NRC 791101 meeting w/representatlves of NSSS 
vendors b fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 

EI6ENHUT, D. G. Division of Operating Reactors. 79/11/09. 65pp. 


— 7912100259 Responds to NRC 791101 request re noncomplianco of 
Ucstinghouse ECCS evaluation model under requirements 
of lOCFBSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Mestlnghouse plants. 
ANDERBDN. T. H. Hestinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL claddi-ng swelling Bs 
rupture data. Review of analytical models b tests indicates 
compliance w/lOCFRSO App K. All CE specs for calculated peak 
cladding teap reaain unchanged. 

BUCHHOLZ, R. H. General Electric Co. 79/12/07. 2pp, 


— 7912100407 Forwards response to NRC 791101 request re rod burst teol; 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

aUSLEY,0. F. E«*on Nuclear Co., Inc. (subs, of E*«on Corp. ), 
79/11/02. 9pp. 


— 7912100496 Forwards addl info re evaluation of impact of NRC proposatl 
rupture/blockage model used In vendor evaluation modal. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

CMSLEV,G.F. Elion Nuclear Co., Inc. <sohs. of E**on Corp. >. 

79/11/04. 22pp. 


7912260010 Responds to 790629 b 20 submittals rs proposed radiological 
effluent Tech Specs. Requests 791206 aeeting w/util in 
Bethesda, MO. Agenda Items end, 

IPPnL17D,T. A. Operating Reactors Branch 3. 79/11/26. 4pp. 


7912040439 Inforas MiC that as aeaber of BUR owners groups «tll comalta 
to accept b implement owners group positions on NURE0-O978( 

Items 2. 1. 3. b b 2. 1.9. 

MILLS, L.H. Tennessee Valley Authority. 79/11/29. Ip. 



DOCKETED ITEMS 


912030508 FOTuiards Teiiuest&el amend to Licei>ses DPR-33. DPR-52 & DPR-fiO, 
chansing Tech Specs be reflect Nuclear Safetg Revleu Board 
Class 1 ti Class 11 fees f orthc amt ng . 

fULLSiL.K. Tennessee Valley Authority. 79/1 1/29. 8pp. 


-7912050510 Proposed changes to Tech Specsi rcF 1 ec ting Nuclear Safety 
nevieui Board charter. 

* Tennessee Valley Authority. 79.rll/29. SApp. 


912100083 Notification of 8001 10 maeting u/ubil bo discuss reporting 
level of util QA !< manager t< OA revieu of documents. 

BPRAULt J. O. Quality Assurance Branch. 79/12/05. Ip. 


912130483 Foruards proposed amend to Licenses DPB-33i DPR— 58 t< DPR— 68 
bo Change Tech Specs re isolation of main steam lines 
folloulng main steam line high tamp logic actuation. 

HILLSi L. M. Tennessee Valley Authority. 79/12/05. 8pp. 


—7912130508 Tech Specs revision for isolation of main steam lines. 
* Tennessee Valley Authority, 79/13/05. 20pp. 


912140373 Responds to 7910S2 Itr re containment purging ti venting 
during normal opera t i on. Foruiards cammitment to operate in 
conformance u/NRC interim position for containment purge S( 
vent valve operation, 

CHOSSit/. L. Tennessee Valley Authority. 79/12/10. 5pp. 


913270251 Forwards amends to Licenses DPB-33, DPR-5a ft DPR-6B 
changing Tech Specs re containment integrated leal rate 
teat. 

niLLStL. n Tennessee Valley Authority, 7^/13/17. 2pp. 


-7912270896 Revised Pages 230 b 23S to Tech Specs re containment 
integrated leak rate test. 

• Tennessee Valley Authority. 79/12/17, 4pp. 


-7912270262 "Nuclear Containment Testing for TVA Nuclear Power Plants. " 
presented at ANS 791111-16 uiintar meeting. 

CLARK. K.. H. • UlltTE< T. J. Tennessee Valley Authority. 79/11/16. 

50pp. 


712370537 Notifies that Unit 2 will be In full compliance u/NUrlEG-CS7B 
sihort-t«rn requirements by flOOiOl. 

KILLSrL. ft. Tennessee Valley Authority. 79/12/19. Ip. 


Inspection reports. IE Bulletins 6 correspondence 


712050366 Forwards IE Insp Repts 50-259/79-31,30-260/79-31 6 
80-296/79-31 on 791002-05. No noncompl lance noted. 

LEHISi R. 0, Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/10/26. 2pp. 


-7912050379 IE Insp Repts 50-259/79-31 ?< 50-260/79-31 t, 50-296/79-31 on 
791003-05. Nd nonconp 1 iance noted. Kajor areas tnspec tad: core 
thermal pouor ralcul ations. core peuer limits, rad ioactive 
discharge t. plant operations. 

DANCE.H. C. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. PRICE.D, S. Region 8, Atlanta, Office of the 
Director. 79/10/86, 3pp. 


712060163 Forwards IE Info Notice 79-lSA. "Attempted Damage to Neu 
Fuel Assemblies.” No spocific action or response reijuireri. 

0 'REILLV, J. P. Region 2, Atlanta, Office of the Director. 
79/11/09. 3pp. 


712210203 Forwards IE Insp Repts 30-859/79-32,50-260/79-32 b 
30-296/79-32 on 79t016-IB. No nnncunp 1 iance noted. 

hllRPHV,€.E. Region 2. ,AtlaTita, Reactor Construction b Enginoerini) 

Sopport Branch 79/11/09. 8pp, 


-7912210210 IE Insp Repts 50-259/79-32,50-860/79-32 I, 00-296/79-32 on 
771016- 1 B. Nu n one oiop 1 iance noted. flajor areas inspertad: 
thermal sleeve attachment welds, (eedwa ter pump shaft 
failures 6 obsorvatlon of work activities. 

VAN DOOR Ml P, K. Regiesn 2, Atlanta, Office of the Diructor. 
HERDTtA.R, Region 8, Atlanta, Reactor Construction ti 

Engineering Support Branch. 79/11/07. 3pp. 


712070499 Forwards IE Info Notice 79-27, "Steam Oenerator Tube 
Ruptures at Twa PUR Plants. " 

0 'REILLY, si. P. Region 2, Atlanta, Office of the Dirnctor 
79/11/16. 14pp. 


712100192 Forwards IE Info Notice 79-2B, "Overloading of Structural 
Elements Due ta Pipe Bupport Loads. " No response required. 

0 'RCILLV, iJ. P. Region 8, Atlanta, Office of the Director. 
79/11/16. ip. 


7912110575 Forwards IE Info Notice 79-89. "Loss of Nonsaf ety-Relsted 
Reactor Coolant By a Instrumentation During Operation." No 
specific action or response required. 

O'REILLV, J. P. Region 2. Atlanta, Office of the Director. 
79/11/16, 2pp. 


7912060620 Foruards IE Circular 79-24, "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on HWRs. " No 
response required. 

0 'REILLY, J. P. Region 8, Atlanta, Office of the Director. 

79/11/26 Ip. 


7912110157 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


7912190472 Forwards IE Bullotin 79-27, "Loss of Non-Class IE 
Instrunentation b Control Power Sys Bus During Operation. " 
Uritten response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/11/30. Ip, 


7918310202 Foruards IE Insp Repts 50-259/79-40,50-360/79-40 b 
50-896/79-40 on 791113-16, No noncompliance noted. Oetal Is 
withheld Iref 10CFR2. 7901. 

KENNA, U. 0. Region 2, Atlanta, Safeguards Branch. 79/12/05. 2pp. 


— 7912210212 IE Insp repts 50-239/79-40,50-260/79-40,30-296/79-40 on 
791113-16. No noncomp t iance noted. Major areas inspected: 
security organiiation. Details withheld (ref 10CFn2, 790). 

TILLMAN, A. Region 2, Atlanta, Office of the Director. 

TODIN.H. J. Region 2, Atlanta, Safeguards Branch. 79/12/04. 

ip 


7912310316 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompliances, 10CFR21. " No action required. 

O'REILLV. J. P. Region 2, Atlanta, Office of the Dlractor. 
79/12/06. 6pp, 


7912200060 Forwards IE Bullotln 79-29, "Possible Malfunction of Namco 
Modal EA160 Limit Switches at Elevated Temps. " Action 
required. 

O'REILLV, J. P. Region 2, Atlanta, Office of the Director. 

79/18/07. 3pp, 


7912200426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLV, J. P. Region 2> Atlanta, Office of the Director. 

79/12/13. 3pp. 


79I22Q01SO Forwards IE Circular 79-25, "Shock Arrestor Strut Asseitiblij 
Interforence. " No written response required. 

O’REILLV. J. P. Region 2, Atlanta, Office of the Dlractor, 

79/18/20. 4pp. 


R. Periodic operating reports & related correspondance 


7912140nQ4 Forwards monthly operating repts for Nov 1979. 
ABERCROMBIE, M. Tennessee Valley Authority. 79/12/10. Ip. 


—7912140393 Honthly opera ting rapts for Nov 1979. 

GREEN, 0. Tennessee Valley Authority. 79/12/02. 33p. 


0. Reportable occurrences, LERs b related! correspondence 


7913040301 Forwards updatod LER 79-002/03L-1 . 

CALHOUN, J. R. Tennessee Valley Authority. 79/11/23. Ip. 


— 7912040303 Updated LEfl 79-002/03L-1 . on 790129, SLC pump IB relief valve 
opened prematurely. Caused by deterioration In valve seating 
surface which caused chatter i ng. Replaced seating parts b 
verified proper pressure relief, 
e Tennessee Valley Authority, 79/11/83. tp. 


7912100313 PND-I 1-79-034; on 791 127, Revision 8 emergency responses 
ctr activated when notified by TVA of planned drill re 
transport of radwaste. Inspectors lu/survey equipment 
dispatched to site of simulated accident. 

JOMEB.D. , 0ILLE8P1E. F, F>. Region 2, Atlanta, Office of the 
Director. 79/11/27, Ip, 


7912130430 R0-S0-2S9/79-32:on 791120, during insp of reetraints. typical 
hanger identified as possibly unacceptable. Caused by 
poesible misapplication of hangar. Insp b a.nalyseB will be 
conducted to determine effect on sys. 

ABERCROMBIE, H.L Tennessee Valloy Authority. 79/11/29, Ip. 
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7712180A19 Foruiai-ds LER 79-03S/OIT-O. 

CALHOUN. J.R. Tannessee Valleg Authorttij. 79/12/11, Ip, 


— 7912180625 LER 79-032/01T-0: on 791123 ,^ 6 * 1(1081 l*eat removal supply tu 
D heat exchanger restraint ni 6 determined nonfunc t Iona 1 as 
Installed. Caused by erroneous application of typical hanger 
design. 8 gs ulll function during seismic event. 

» Tennessee Ualleg Aothorltg. 79/12/11. 2pp. 


7912180623 Forwards LER 79-031 /03L-0. 

CALHOUN, U.R. Tennessee Valleg Authority. 79/12/12. Ip 


--7918180629 LER 79-031 /03L-0: on 791 127. dryuiol 1 air sampling monitor, RM 
90-256. observed alarming downscale. Erratic indications 
recorded on previous occasions. Caused by failure of RAECO 
Model 1017 24-Volt transformer. Transformer replaced. 

* Tonnassee Valley Authority. 79/12/12. 2pp. 


79128QOS09 Forwards LER 79-034/03L-0. 

CALHOUN. J.R. Tennossee Valley Authority, 79/12/21. Ip. 


•79122B0S13 LER 79-034/03L-0: on 791126. while conducting relay testing on 
Unit 3 recirculation pump boards. relays inadvertently tested 
on Unit 1 pump board. shutting down both roc Irculation motor 
generator sets. Caused by personnel error. 

* Tennessee Valley Authority, 79/12/21. 2pp. 


DOCKET 50-260 DROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency t< fire protection plans 


7912200022 Discusses NRC 791109 meeting re emorgency preparedness team 
review objec tivos. Provide* guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORtMES.B.H. Emergency Preparedness Task Force, 79/ii/23. 30pp, 


8 . Adjudicatory correspondeiico 


791211003B Confirms receipt of end 790329 petition to suspend CL* for 
all PWRs. Forwards FR notice indicating that petition will be 
treated In accordance W/10CPR2. 206. 

DENTON, H.R. Office of Nudoar Reactor Regulation, 79/U/23. ip. 


"7912110126 Notice of request for action pursuant to I0CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all ULs for PWRs. 

HULLEfl, D. n. Office of Nudoar Reactor Regulation. 79/11/23. 
38pp. 


P. Operating license stage documents %> correspondence 


791109024B "Summary of Operating Experience H/Redrculatlng Stoara 
Oenerators. " 

EI 8 ENHUT. U. 0. Division of Operating Reactors. NURE8-0523. 
79/01/31, B9pp. 


7912100169 Discusses NRC 791101 meeting w/represontatl vos of NBB 8 
vendors J. fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing w/fuol cladding 
swelling (i incidence of rupture. Vendor responsos end. 

EISBNHUT. D. 0, Division of Operating Roartor*. 79/11/09. 65pp. 


--7912100255 Responds to NRC 791101 request ro nuncomp I iance of 
WestinghouBo ECCB evaluation model under i-aqulrementc 
of 10CFR50 App K. Evaluation of three fuel rod models 
indicates no safety problems for Wastlnghouse plants. 
ANDERSON, T, M, Westlnghouse Electric Corp, 79/11/02. App. 


-—7912100330 Responds to NRC 791101 request ro ORNL cladding siaelHng S. 
rupture data. Review of analytical models {< tests indicates 
compliance w/lOCFRSO App K.All OE specs far calculated peak 
cladding temp remain unchanged. 

8 UCHHDLZ, R. H, General Electric Co. 79/12/07. 2pp. 


•*"7912100407 Forwards response to NRC 791101 request re rod burst test 
'data. Concludes that data properly represented by fuel modols 
useif.^ln vender evaluation models & that analyses demonstrate 
all criteria of lOCFRSO. 46 satlsflod. 

OWSLEY) &>P. Exxon Nuclear Ce. > Inc. (subs, af Exxon Corp. ). 
79/11/02, 5pp, 


-“79I2I00456 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/blochage model on licensing calculation results. 

OWSLEY) 0. F. Exxon Nuclear Co. > Inc. (subs, uf Exxon Corp. >. 
79/11/04, 22pp. 


791236001B Responds to 790629 6 20 submittals re proposed radiological 
effluent Tech Specs. Requests 791206 meeting w/utlL In 
Dethesrla, MD. Agenda items end. 

IPPQLITO, T. A. Operating Reactors Branch 3. 79/11/26. 4pp, 


7912040435 Informs NRC that as member of DWR owners group) util commits 
to accept 6 implement owners group positions on NUREO-0973, 

Items 2. 1. 3. b ti 2. 1. 9 

MILLS, L. M. Tennessee Valley Authority, 79/11/29 Ip, 


79120S0506 Forwards requested amend to Licenses DPR— 33, DPR-52 1, DPR -681 
changing Tech Specs to reflect Nuclear Safety Review Qoard 
Class I t( Class II Fees forthcoming. 

MILLS, L. M. Tennessee Volley Authority. 79/11/29. 2pp. 


— 79120S0510 Proposed changes tu Tech Specs, ref 1 eet Ing Nuclear Safety 
Review Board charter. 

« Tennessee Valloy Authority, 79/11/29. 24pp. 


7912130023 Notification of BOOllO mooting u/util to discuss reporting 
level of util DA t manager tt QA roviow of documents. 

SPRAULiJ. 0. Quality Assurance Branch. 79/12/05. Ip. 


7912130402 Forwards proposed amend to Licenses DPR-33i 0PR-S2 li DPR -68 
to change Tech Specs re Isolation of main steam lines 
following main steam line high temp logic actuation. 

MILLS.L.M Tennessee Valley Authority. 79/12/05. 2pp. 


— 7912130S0B Tech Specs revision for isolation of main steam linos, 
« Tennessee Valley Authority. 79/12/05. 20pp. 


7912140273 Responds to 791022 I tr ro containment purging (, venting 
during normal operation. Forward* commitment to oporate in 
conformance u/NRC Interim position for containment purge & 
vent valve operation. 

CROSS, J. L. Tennessee Valley Authority. 79/12/10. 5pp. 


7912270251 ForwariJs amends to Licenses DPR-33, DPR-52 b DPH-60 
changing Tech Specs re containment integrated leak rate 
toot. 

MILLS, L. M. Tennessee Valley Authority. 79/12/17. 2pp. 


— 7912270296 Revised Pages 230 b 235 to Toch Specs re containment 
integrated leak rate test. 

* Tennessee Valley Authority. 79/12/17. 4pp, 


— 7912870262 "Nuclear Containment Testing for TVA Nuclear Power Plants, 
presented at AN5 791111-16 winter meeting. 

C1.ARK,K.H., WiilTE.T.J, Tonnossoo Valley Authority. 79/11/16. 

50pp. 


7912270527 Notifies that Unit 2 will be In full compliance w/NURE0-0r)7B 
short-term requirements by 800101. 

MILLS, L.H, Tennossee Valley Authurity, 79/10/19. Ip, 


Q. Inepectiun ropurts, IE Bullotlns b correspondence 


7913050366 Forwards IE Insp Repts 50-259/79-31,50-860/79-31 b 
50-296/79-31 on 791002-05. No rioncomp I iance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Drnoch 79/10/86. 2pp. 


— 7912050379 IE Insp Repts 50-259/79-31 b 50-260/79-31 b 50-296/79-31 on 
■/91O02~0D. No noncompl lanco noted. Major areas inspoctod; core 
thormal power calculations, enre power 1 iniitn, radluactlvo 
discharge & plant oporatiano. 

DANCE, H.C. Region 2, Atlanta, Reactor Operntlono Nuclear 

Bupport Branch. PRICE, b. S. Region 2, Atlanta. Of flee of the 
Director. 79/10/26. 5pp. 


7912060163 Forwards IE Info Notice 79~12A, "Attempted Damage to Nb(U 
Fuel Assemblies." No specific action or response required. 

0 'REILLY. J. P, Region 2, Atlanta. Office of the Director. 
79/11/09. 3pp. 


7912210203 Forwordo IE Insp Repts 50-859/79-32.50-860/79-38 b 
50-296/79-32 on 791016-lB. No noncompl lance noted. 

MURPHY. C.E. Region 8 , Atlanta. Reactor Construction b Engineering 
Support Branch. 79/11/09. 2pp. 


--791S810218 IE Insp Repts 50-859/79-32,50-860/79-32 b 50-296/79-38 on 
791016-18. No noncompliance noted. Major areas inspcctcdr 
thermal sleeve attachment wolds. feedwater pump shaft 
failures b observation of work activities. 

VAN DOQRNrP.K. Region 2. Atlanta. Offica of the Director. 
HERDT.A, R. Region 2, Atlanta. Reactor Construction t, 

Engineering Support Branch. 79/11/07. 3pp. 
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7*?1?0704S"? ForwariJs IE Info Notice y'J-E?, "Steam Generator Tube 
Ruptures at Two PUR Plants. " 

O'REItLV. J. P, Region 2> Atlanta, Office of the Director. 
79/ll/lA. I4pp 


7913100192 Forwards IE Info Notice 79-2Q, "Overloading of Structural 
Elentonte Due to Pipe Support Loads." No response required. 
O'REILLY. J. P. Region 3. Atlanta, Office of the Director. 
79/11/16. Ip. 


7913110579 Forwards IE Info Notice 79-29, "Loss of Nonsaf etg-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
Specific action or response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. 3pp 


7912060620 Forwards IE Circular 79-34, "Proper Installation t< Calibr of 
Core Spray Pipe Breal Detection Equipment on DURs. " No 
response required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912H01S7 Forwards IE Circular 79-23, "Motor Starters fc Contactors 
Failed to Operate. " No response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/11/26. Ip. 


7912190472 Forwards IE Bulletin 79-27, "Loss of Non-Class JE 
Instrumentation 6 Control Power Sgs Bus During Operation. " 
Uritten response required. 

O'REILLV. J. P. Region 2, Atlanta, Offlco of the Director. 
79/11/30. Ip. 


7912210202 Forwards IE Insp Repts 30-259/79-40.50-260/79-40 4 
50-296/79-40 on 791113-16. No noneomp 1 lane e not ed. Detai Is 
withheld (ref iOCFR2. 790). 

KENNA. W. B. Region 2, Atlanta. Safeguards Branch. 79/12/05. 2pp. 


—7912210212 IE Insp repts 30-259/79-40,50-260/79-40.50-296/79-40 on 
791113-16. No noncomp 1 lance noted. Major areas inspected: 
security organl tatlon. Detai 1 s ui thheld (ref 10CFR2.790i. 

TILLMAN. A. Region 2, Atlanta. Office of the Director. 

TOQIN, H. U. Region 2, Atlanta, Safeguards Branch. 79/12/04. 

>P- 


7912310316 Forwards IE Info Notice 79—30, "Reporting of Defac bt & 
Noncomp liancesi I0CFR31. " No action required. 
a'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. 6pp. 


7912200060 Forwards IE Bulletin 79-28. "Possible Malfunction of Namco 
Model EAIBO Limit Bwltehes at Elevated Temps.*' Action 
required. 

O'REILLY, J, P. Region 2> Atlanta, Office of the Director. 

79/J2/07. 3pp. 


7912280426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLV. J. P. Region 2, Atlanta, Office of the Director. 
79/12/13. 3pp. 


7912280150 Forwards IE Circular 79-25. "Shock Arrestor Strut Assemtly 
Interference." No written response required. 

O'REILLY. J. P. Region 2. Atlanta, Of flee of the Director. 

79/12/20. 4pp. 


R. Periodic operating reports t> related correspondence 


7912140364 Forwards monthly operating repts for Mov 1979. 
ABERCROMBIE. H. Tennessee Valtoy Authority. 79/12/10. ip, 


—7913140393 Monthly operating repts for Nov 1979. 

OREEN. D. Tannessee Valley Authority. 79/12/02, 33p. 


S. Reportable occurrences, LEfls l« related correspondence 


79121B0213 PNQ-1 1-79-034; on 791 127. Revision 2 emergency raspenses 
ctr activated when notified by TVA of planned drill re 
transport of raduasto, Inepec tors u/survey equipment 
dispatched to site of simulated accident. 

UONEB.O. . QILLEEPIEiF. P. Region 2, Atlanta. Office of the 
Director. 79/11/27, ip. 


7912ft40477 Forwards LER 79-023/03U-0. 

CALHOUN. J.R, Tennessee Valley Authority. 79/11/30, Ip. 


— 7912040483 LER 79-023/03L-0: on 791 102, tuh i 1 e performing lurveillance 
test, torus hydrogen sensor gave high indication for 4% 
hydrogen calibr gas. Caused by model sensor failing in 
conservative d Irec ton. Des i gn change planned to replace sys. 

* Tennessee Valley Authority. 79/11/30, 2pp. 


7912270299 Forwards LER 79-024/03L-0. 

CALHOUN, J. B, Tennessee Valley Authority. 79/12/20. ip. 


—7912270304 LER 79-024/03L-0: on 791 121, while In hot standby, setpoint of 
pressure switch observed below Tech Spec 1 1ml ts. Caused by 
model R2T-Ai2SS switch drift. Switch recallbr & functionally 
tested satisfactorily. 

• Tennessee Valley Authority. 79/12/20. 2pp. 


DOCKET 50-261 H. D. ROBINSON PLANT, UNIT 2 


F. Securi ty, medical, emorg ency t< fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review object Ives. Provides guidance for improving licensee 
emergency preparedness t, assuring capability of offsite 
agencies to take appropriate emergency actions. 

CRIMES, B.K. Emergency Preparednsss Task Force. 79/11/23. 30pp. 


7912170296 Forwards DNL design review t< supplemental recommendations re 
fire protection. 

FEROUBON, R. L. Drookhaven National Laboratory. 79/12/11, 6pp. 


0. Adjudicatory correspondence 


7912110038 Confirms receipt of end 790329 petition to suspend OLs for 
all PURe, Forwards FR notice indicating that petition will be 
treated In accordance W/10CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23, Ip. 


— 7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PNRs. 

MULLER. D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 


J. Insurance I, indemnity information 


7912170254 Discusses 791220 transfer of funds to NRC constituting 
indemnity fee submitted for period 791204-801203. 

LANCASTER. J. L. Carolina Power It Light Co. 79/12/11. Ip. 


P. Operating license stage documents & cerrespondence 


791109024B "Bummary of Operating Experlencs U/Rscirculating Steam 
Osneratore. " 

EI8ENHUT, D. 0. Division of Operating Reactors. NURE0-0S23. 
79/01/31. 89pp, 


7913050163 Discusses NRC review of LERs It Tech Spec requirements re 
control RPI sys at Uosttnghouse PNRs. Requests Tech Spots 
review to ensure requirement for rod malnt to within +/- 12 
stepe indicated 6 RPI sys verified accurate within 12 stepe, 
8CHWENCER.A. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912100109 Discusses NRC 791101 meeting u/r#presentat Ives of N88B 
vendors It fuel suppliers re dlseutslon of reepsctlve 
portions of ECCS evaluation models dealing u/fuel cladding 
swelling It incidence of rupture. Vendor responses end. 

EISENHUT, D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


— 79121002SS Responds to NRC 791101 request re noncompllanee of 
Nestinghouse ECCB evaluation model under rsquirementi 
of lOCFRSO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Nestlnghouse plants. 
ANDERSON, T. M. Neetinghouse Electric Cerp. 79/11/02. 4pp. 


--7912100330 Responds to NRC 791101 request re ORNL cladding swelling h 
rupture data. Review of analytical models & tests indicates 
compliance w/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCKHaiLZtR.H, Oeneral Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod buret test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models t, that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OUSLEViG.F, Exxon Nuclear Co,. Inc. (subs, of Exxon Corp. ). 
79/11/02, Spp. 
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7912}004Sii Forwards addi info re evaluation of Impact of NRC proposed 

rupture/blockage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on lltenalng calculation results. 

OHSLEYi 0. F. Exxon Nuclear Co. > Inc. (subs, of Exxon Corp. >. 
79/11/04. 22pp. 


—7912050119 IE Insp Rept 50-261/79-21 on 790918-21 No noncompUance 
noted. Major areas inspected : plan t operatlnnst period ic li 
special rep ts. LERs, IE bulletins & circulars t< previous 
enforcement matters. 

MCHENRYiT. J. Region 2> Atlanta. Office of the Director. 
KELLOGG. P. J. Region 2. Atlanta. Reactor Operations Nuclear 

Support Dranch. 79/10/16. 7pp. 


7912130068 Forwards Amend 44 to Uicens 
notice of Issuance Si availability. 
BCHUENCERiA. Operating Reactors Draneb 1. 


DPR-23. safety evaluation Si 
79/11/17. 2pp. 


-7912130071 Amend 44 to License DPR-a3 establishing Tech Specs to assure 
insp Si reporting reyuirements for Inservice insp of steam 
generator tubing consistent w/Revision 1 of Reg Guide 03- 
BCHHENCERi A. Operating Reactors Branch t. 79/11/17. Itpp. 


-7912130076 Safety evaluation supporting Amend 44 to License DPR— 23 
* Office of Nuclear Reactor Regulation. 79/11/17. 7pp. 


7912060121 Forwards IE Insp Rept 50-261/79-24 
noncompUance noted. 

SUTHERLAND. J. T. Region 2. Atlanta. Fool 

Safety Branch. 79/10/31. 2pp. 


on 791015-19. No 
Facility 6 Materials 


-7912060134 IE Insp Rept 50-261/79-24 on 791015-19. No nuncompl iance 
nored. Major areas inspected: coordination ui/offsite 
support ag one i B s» emorgenc i es fac Hi ties, equipment S< 
procffdur^s. 

TAVLOR.P.A. , PERRDTTI.D. J. Region 2. Atlanta, Office of the 
Director. HUFHAM.d. W. Region 2. Atlanta. Fuel Facility Si 


Rrianrh 
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__7912130080 Notice of Issuance Si availability of Amend 44 to License 
[]PI)_23. 

BCHWENCERiA. Operating Reactors Branch 1. 79/11/17. 2pp, 


7912040340 Forwards response to NRC 791002 Itr re Oak Ridge Associated 
Unlvs radiation safety training course. Requests G-months 
notice prior to implementation. so that site-specific 
orientation matl can be prepared. on . 

UTLEViE. E. Carolina Power Si Light Co, 79/11/29. Ip. 


7912120305 Responds to inquiries by NRC re control rod guide tube wear 
measurements, Oui de tube wear measurements In discharged 
afsemblles are scheduled for Jan 197B. 

OHSLEYiO.F. Exxon Nuclear Co., Inc. (subs, of bxion Corp.). 
79/12/05. Ip. 


7912120316 Submits supplementary response re revision to OA program. 
Indicated exceptions 8i provides alternatives to 
requtrafflents. a. « 

UTLEY, E. E. Carolina Power 8, Light Co. 79/18/06, 6pp. 


7912200630 Notifies of fee assessment for review of 790S17 security 
pirtonnol training Si qualification plan. Requests payment. 

DIGGS, R.M. License Fee Management Branch. 79/12/06. Ip. 


7912120360 Responds to NRC 791028 Itr re containment purge 8i vent valve 
operation pending resolution of isolation operability. Util 
commits to interim guidelines until testing S, engineering 
analyses completed. (Jual i fication review duo by 000301. 

UTLEY, E. E. Carolina Power Si Light Co. 79/12/07. 8pp. 


7912130S4B Forwards Offsite Dose Calculattonal Manual. Manual should he 
used In conjunction w/radiolog ieal effluent Tech Specs. 

UTLEY»E.E. Carolina Power 8i Light Co. 79/12/10. Ip. 


— 7912130554 Offsite Dose Caleulatlonal Manual. 

• Carolina Power Si Light Co. 79/12/10. BOpp. 


7918190559 Responds to NRC 791029 Itr re rod position indication sys. 
T®ch rtquit* that control rods ramaln uithin 19 Inches 

of bank positions. Intends to perform addl analysis to 

support present Tech Specs. 

UTLEY, E. E. Carolina Power Si Light Co. 79/12/14. 2pp. 


79121B0141 Forwards IE Insp Rept 50-261/79—23 on 7910IS-1B. No 

noneompl lance noted. . _ . . 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction 6 EnglneerinD 

Dranrh 79/11/06. 200. 


—7912180145 IE Insp Rept 50-261/79-23 on 791015-18, Mo noneompl iance 
noted. Major areas inspected: IE Bulletin 79-19 nondestructive 
examination insp Si inservice insp documentation. 

BLAKE, J. J. Region 2i Atlanta, Office of the Director. 

HERDT, A. R. Region 2i Atlanta, Reactor Construction S, 

Engineering Support Branch. 79/11/05, 4pp, 


7912200344 Forwards waste packaging Insp Rept 
noncompliance noted. 

SUTHERLANDi J. T. Region 2, Atlanta, Fuel 

Safety Branch. 79/11/07. 2pp. 


79-02A on 790925-26. No 
Facility t< Materials 


— 7912200395 Waste packaging Insp Rapt 79-02A. No noneompl iance 
Major areas inspected: shipp ing paper Si DOT placarding 
requirementSfradlatlon levels, removah le contamination, DOT 
NRC package features. 

BROWN, R. A. Region 8, Atlanta, Office of the Director, 

6pp. 


noted. 

Si 

79/11/06. 


7918060106 Forwards IE Info Notice 79-12A, "Attempted Damage to Now 
Fuel Assemblies," No specific action or response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/09, 2pp. 


7918030068 Ack receipt of 791107 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-261/79-22. 
eUTHERLANDi J. T. Region 2, Atlanta, Fuel Facility t Materials 
Safety Branch. 79/11/16. Ip. 


—7912030073 Responds to NRC 791019 Itr re violations noted In IE Inap 
Rept 50-261/79-22. Corrective actions: Implementation of 
written procedures for spent resin transfer li dewater Si 
evaporator bottoms. . . „ 

BTARKEY,R.B. Carolltto Power 8, Light Co. 79/11/07. 3pp 


— 7912030076 Forwards IE Insp Rept 50-261/79-22 on 790925-2B h notice 


violation. 
O'REILLY, d. P. 
79/10/19, 2pp. 


Region 2, Atlanta, Office of the Director. 


of 


7912270358 Reaffirms commitment to complete short-term TMI Lessons 
Learned Task Force requirements by 800101. Due to equipment 
delivery delays, mod for automatic shedding of pressurlxer 
heaters may not be completed until 000289. 

UTLEY, E.E. Carolina Power S, Light Co. 79/18/17. 2pp. 


7918270303 Confirms that mod allowing pressurlier heaters to shed 
automatically from emergency power sources upon safety 
injection initiation will be installed by 800101. 

UTLEY. E.E. Carolina Power S, Light Co. 79/12/19, 8pp. 


7912270534 Responds to NRC 791210 request for addl info on short-term 
TMl Leseone Learned Task Force recommendations re auxiliary 
feadwater initiation Si flow Indication. Info to be 
tranemltted by 791231. . 

UTLEY. E. E. Carolina Power Si Light Co. 79/18/19, Ip. 


0. Inspection reports, IE Bulletins 8, correspondence 


7918050111 Forwardi IE Rept 50-861/79-21 on 790918-21. No noncompliance 

LEWIS, R.C. Region a, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/17. 2pp. 


-7912030079 Notice of violation from insp on 790925-28. 

a Region 2, At»anta, Office of the Director. 79/10/10. 


-7912030003 IE Insp Rept 50-261/79-22 on 790925-20. Noncomp 1 lance noted: 
inadequate radwaste operating procedures. „ , , , „ * t 

OIDBON, A. F. Region 2, Atlanta, Fuel Facility 6 Materials Bafotij 

Branch. JENH1N3,0. R. Region 8, Atlanta. Office of the Director. 
79/lO/lB, 7pp. 


7918100160 Forwards IE Info Notice 79-29, "Overloading of Structural 
Elements Due to Pipe Support Loads." Mo response required. 
O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 


7912110540 Forwards IE Info Notice 79-29, “Loss of Nnnsa Fety-Reloted 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'RElLLYi J. P. Region 8, Atlanta, Office of the Director. 
79/11/16. 2pp. 


7918060605 Forwards IE Circular 79-84, "Proper Installation S, Callbr of 
Cpre Spray Pipe Break Detection Equipment on BWRs. “ No 
response required. . 

O'REILLY, J. P. Region 8, Atlanta, Oafice of the Director. 

79/11/86. Ip 





5S 


DOCKETED ITEMS 


77iaiiOia3 Forwards IE Circular T9-23, ’Motor Slaptors *< Contactors 
Failed to Ojiorate. * No rosponsr required. 

O'REIi-l-V. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. tp, 

791211043* Act receipt of 791102 l« 21 ltr» inforaing WC nf steps taken 
to correct violations noted in IE Insp Rept 50'"26t/79— 19. 

U^IS. R.C. Region 2i Atlanta. Reactor Operations Nuclear Support 

Branch. 79/11/30. Ip. 


— ^7912110497 Responds to l«C 791012 Itr re violations noted in IE Insp 
Rept SO-261/79-19. Corrective actions; procedures el It he 
revised or new procedures inpleoented to assure deviations 
properlq evaluated. 

nmn. B. J. Carolina Power It Light Co. 79/11/02. 9pp. 


— 7912110502 Forwards IE Insp Rept 5<y-a61/79-t9 on 790910-14 & notice of 
Violation. , 

LEUlB.n.C. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/10/12. 2pp. 


S. Reportable occurrences. LERs fc related correspondence 


79121305S6 Notifies MIC that final rept re deficiencies in procorenent. 
fabrication tt insp of engineered plates for concrete 
enbedoent t support of safety-related loads will be 
completed on 791231. Delays caused by 

CHt/WWI. N. J. Carolina Power fc Light Co. 79/11/02. 2pp. 


791204042B Forwards LER 79-041 /03L-O. 

/* II OimsaisSi f. I CO 




I «r>o 


7912040432 LER 79 - 041 /03L-0; on 791030. investigation revealed wrong 

class of insulating matl installed on containwent for =ool«n- 
unit aator leads to field cable connections. Caused by lack 
of awareness of specific insulating requireoent. 

STARKEY. R. D. Carolina Power <i Light Co. 79/11/29. 2pp. 


7912050534 Forwards LER 79-040/03L-0. 

STAHKEYiR.B. Carolina Power Ir Light Co. 


79/11/29. 


Ip. 


— ^7912110505 Notica of violation fro* insp on 790910-14. 

♦ Region 2. Atlanta. Office of the Director. 79/10/12. 2pp. 


— 7912110514 IE Insp 50-261/79-19 on 790910-14. Noncoop liance noted: juoper 
installed w/o tagging or bagging in shift Pereaan juoper b 
wire TcoDVal log & deviation evaluation procedures not 
developed or iapicaented. 

ilESSMMI. R. H. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. eROtWLEE. tf. L. . AEBtNDEN. M. C. Region 2. Atlanta. 
Office of the Director. 79/10/12. IBpp. 


7912190303 Forwards IE Bulletin 79-27. ’Loss nf Non-Class IE 
InstruBentatxoTi b Control Power Sys Bos During Operation. 
Written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip. 


7912310053 Subwits revised response to IE Bulletin 79-19 re packaging 
low level radwaste. All personnel ii^wolved In transfer, 
packaging & transport of radwaste to use apt-approved 
detailed instruction b operating procedures. 

FURR. B. 3. Carolina Power b Light Co. 79/12/04. 3pp. 


7912200172 Updates 790906 response to IE Bulletin 79-17. “Pipe Cracts 
in Stagnant Borated Uater Sgs at PHR Plants. * Esaainations 
coaplated 791105. No evidence of intergranular stress 
corrosion cracting found. 

FURR.B. J. Carolina Power & Light Co. 79/12/06, 3pp. 


7913310205 Forwards IE Info Notice 79-30, “Reporting of Defects b 
Honceapliances. 10CFR21. " No action required. 

O'REIU-Y. J.P. Region 2. Atlanta, Office of the Director. 
79/12/06. 5pp. 


7912200006 Forwards IE Bulletin 79-20. “Possible Malfunction of Nanco 
Kodel EAIDO Liait Switches at Elevated Teeps, “ Action 
required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


79f221019S Responds to JE Bulletin 79-02, Revision 2. Provides info re 
insp b testing prograa of aas support design loads. anchor 
holt insp b testing effect of preload on cyclic capacity b 
two uses of expansion anchor bolts. 

FURRtD. J. Carolina Power b Light Co. 79/12/10. 2pp. 


-7912050549 LER 79-040/03L-0: on 791029. AE analysis for IE Bulletin 
79-14 indicated pipes In auxilairy feedwater sys oay be 
subj to excessive stress. Caused by restraint deviations. 
Restraints aodlfled b piping f^^nalyxed. 


CrrAHMCV. D a 


*r 0 >« I /SCI 


7912140445 Forwards LER 79-O42/03L-0. 

BTARKEYaR.B. Carolina Power b Light Co. 


79/12/12. 


2 pp. 


7912140451 LER 79-042/03L-0; on 791112.aaint trouble tickets reviewed by 

OA. revealing that on 790731. u/plant at lOOZ power. oaf eguard 
test switch was replaced in B train w/o approved operating 
work procedure. Caused by failure to racogniie need. 

BTAR)^. R. B. Carolina Power b Light Co. 79/12/12, tp. 


7912200529 Interln deficiency rept re defective Beisnic Class 1 hanger 
uelds. Final rept will be forwarded on 000130. 

CHIAHOliN. J. Carolina Power b Light Co. 79/12/19. 2pp- 


OaCKET 50-262 BRIOHAM VOONO UNIV. REBEAHCH REACTOR 
F. Security, nedical. eaergency b fire protection plans 


7912120206 Forwards draft Reg Cuide 5. XX. "Std Foraat b Content for 
Licensee Physical Security Plan for Protection of B»i of 
Moderate or Low Strategic Significance. “ M/o end. 

REID.R. U. Operating Reactors Branch 4 (Pre 791030). 79/00/22. 

2pp. 


DOCKET 50-363 MOMTICELLO NUCLEAR O EHERATINO PLWT 
F. Security, nedtcal. enirgency b fir# protection plans 


7912200022 Discusses BHC 791109 acetlng re emergency preparednoss teee 
review objectives. Provides guidance for improving licensee 
eeergtncy preparedness b assuring capability of offsite 
agencies to take appropriate eaergency actions. „ 

not Mint, n K Feapnencu Preearedness Task Force. 79/11/23. •»opp. 


7912070431 Discusses fire barrier installation required by fire 
protection safety evaluation. Proposes S-hr fire barriers 
for load etrs. Bechtel drawings of addl mods end. 

MAYER. L.O. Northern States Power Co. 79/11/30. 4pp, 


79I22BO370 Forwards IE Info Notice 79-31. “Use of Incorrect Aeplifled 
Response Spectra.* Mo written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/13. 2pp. 


7912200119 Forwards IE Circular 79-25. “Bhod Arrestor Strut Asseebly 
Interference." No written response required. 

O'REtLLY. J. P. Region 2. Atlanta. Clffice of the Director. 

79/13/20. 4pp. 


R. Periodic operating reports b related correspondence 


791 S 13028 S Forwards eenlhly operating rept^for Nov 1979. 
STARKEYiR. B. Carolina Power b Light Co. 79/13/10. Ip. 


— 7912130200 Monthly operating rept for Nov 1979. 

UATFORD, H. Carolina Power b Light Co. 79/12/06. 3pp. 


912100369 Advises that sve water puaps are sufficiently separated to 
prevent deeage to loth dlvs in single fira.Review parforwed 
per MHC 790B29 safety evaluation indicated 30— ft separation 
of cabling at pueps. Drawing and. 


bdAVITD. 


PdlbelBie Ta. 




912310090 Requests installation of backup pouer for red emergency 
telephones, as discussed in 791115 telcon. ..... . 

ptypi Fw . .1 n Region 3. Chicago, Office of the Olrector. 79/11/30. 
IR. 


79I2190IA7 Advises that coamitnent to re-evaluate drywell area for 
safe shutdown raqulTemente. per 790029 firm protection lafotg 
evaluation. will be fulfilled during Feb 1900 refueling 
outage. Results by B00331. . 

HAVER. L. 0. Northern Btates Power Co. 79/12/13. Ip. 


7912170304 Discusses results .of evaluation of hose station flow rate 
calculations required by fire protection safety evaluation, 
re 790B29 coowitment. All stations capable of exceeding 
lOO gpn>6S psi residual pressure requireewnt. 

MAYER, L.O. Northern States Power Co. 79/12/13. Ip- 
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7912J903S4 Responds to NRC 790B29 fire protection safoty evaluation. No 
hos* stations exist in vicinttij of rfryuiel 1 . Approx 200-ft 
huso required to provide coverage for all drywell areas. 

Discusses proposed (nods. 

MAYERiL. □. Northern States Power Co. 79/12/14. 2pp. 


79tS31036S Forwards design Info re installation of fire detectors, 
lonl iatlon-tgpe detectors will be Installed to detect fires 
in closed cabinets in control room. Drawing showing detector 
placement and. 

MAYERi U. Q. Northern States Power Co. 79/12/27. 4pp. 


0. Adjudicatory correspondence 


7918110367 Order dismissing proceeding due to withdrawal of MN 
Pollution Control Agency as party. No items of controversy 
remain. 

LAZOi R. M. Atomic Safety and Licensing Board Panel. 73/02/27. 4pp. 


P. Operating license stage documents b correspondence 


7918100139 Discusses NRC 791101 meeting w/representatives of NSSS 
vendors ti fuel lupplleri re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling 1< Incidence of rupture. Vendor responses end. 

EIBENHUTi P. 0. Division of Operating Reactors. 79/11/09. 65pp, 


•7912100835 Responds to NRC 791101 request re noncomp 1 ianee of 
Wastlnghouse ECCB evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Nestlnghouse plants. 
ANDERSON* T. M. Hestlnghouse Electric Corp. 79/11/02. 4pp. 


— ^7912100330 Reepondt to NRC 791101 request re ORNL cladding swelling l< 
rupture data. Review of analytical models t< tests Indicates 
compliance w/lOCFRSO App K. All 8E specs for calculated peak 
cladding tamp remain unchanged. 

BUCHHOLZ* R. H. General Electric Co. 79/12/07. 2pp. 


— 7918120376 Revision 1 to 770902 license amend r equea t* mod i f ylnij App A 
Tech Specs. Sec ti ons 3. 0 t. 4. 0 to incorporate containment 
integrated leak rate testing requirements of NU/lEO-0123. 
s Northern States Power Co, 79/12/06. 6pp. 


7918140259 Confirms 791129 telcon re 791120 responso to NRC 791030 Itr 
concerning TMI Lessons Learned Task Force short-term 
requirements. Requests that exception for Item 2. 1. 3. 6 in 
Section B of End 1 of response be deleted. 

HAVER. L.Q. Northern States Power Co. 79/12/07. Ip. 


7912800414 Discusses mod to turbine lube oil reservoir deluge sys.in 
response to NRC 790629 fire protection safely evaluation. Sys 
extended to provide complete coverage of Fire Zone 13-C. 
Improvements to hydraulic water supply sys made 
MAYER. L.D. Northern States Power Co. 79/12/11. 3pp. 


7912200369 Submits design description of fire break installed between 
tones 4B ti 4C as required by fire protection safety 
evaluation. 

MAYER. L. 0. Northern States Power Co. 79/12/17. Ip. 


7912270340 Submits fee determination for 791821 license amond request 
re change in max average planar linear heat generation rate 
limits for Cycle 7. Class II fee end. 

* Northern States Power Co. 79/12/81. Ip. 


7912270S40 Forwards application for amend to Tech Specs. App A of 
License DPR-22 & amend fee. 

MAYER. L.Q. Northern States Power Co. 79/12/81. Ip. 


— 7912270545 Application for amend to License DPR-28. estend Ing table of 
max average planar linear heat generation rate limits for 
one fuel type to cover higher exposures during Cydo 7. 

NACHTER.L. J. Northern States Power Co. 79/18/81. 2pp. 


— 7918870352 Revised Table 3.11. 1 for proposed amend to Tech Specs re max 
average planar linear heat generation rate limits, 

* Northern States Power Co. 79/12/31. 8pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation models (< that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

□N8LEV.0.F. Exxon Nuclear Co.. Inc. {subs, of Exxon Corp.). 
79/il/Oa. spp. 


— 7912100486 Forwards add! info re evaluation of impact of NRC proposed 
rwpture/blockage model used In vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/b lockage model on licensing calculation results, 

OWSLEY.O.F. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/04, 82pp. 


7912030146 Raspondi to technical aistetance request. TAC 6190, BER h 
taclinlcal evaluation of single loop operation end. 

Proposed mods acceptable. 

LAI NAS. 0. Plant Systems Branch. 79/11/14. ip. 


— 79180301S1 Safety evaluation of application of amend to OL to permit 
operation w/ona racirculatlon loop out of svc. Amend 
acceptable, 

« Plant Systems Branch. 79/11/14. Spp. 


— 7912050137 “Technical Evaluation of Electrical. Instrumentation & 
Control Dailgn Aspecte of Propoiad License Amend for Single- 
Loop Operation. “ Amend acceptable. 

COOPER. xl.H. EO t> 0. Inc. 79/11/14. 10pp. 


7912040242 Forwards NEDa-a4221> “Suppl Reload Licensing Submittal. 
Raload 7.'' in response to request by T Kevern. 
tiAYER.L.O, Northern States Power Co. 79/11/30. Ip. 


—7913040249 "Suppl Reload Licensing Bubmi ttal. Reloed 7. " 

HENRIKSONiP. H. Northern States Power Co, NeDQ-a428l, 79/11/30. 

lApp. 


7912110310 Responds to NRC 791131 Itr requesting schedule for submittal 
of long-term plant-unique program analysis, Will provide 
schedule following final resolution of acceptance criteria. 

MAYER. L.O. Northern States Peuar Co, 79/18/05. Ip. 


0. Inspection reports. IE Bulletins li correspondence 


7912200109 Forwards IE Insp Rept 50-863/79-16 on 79101S-17, No 
noncompllance noted. 

FlORELLl.O, Region 3. Chicago. Reactor Construction l< Engineering 
Support Branch. 79/11/07. 2pp. 


— 7912200194 IE Insp Rept 50-263/79-16 on 791015-17. No noncompllance 
noted, Major areas inspseted: Hconsee actions re IE Oulletin 
79-14. "Seismic Analysis for As-Built Bafety-Related Piping 
Sys. “ 

VlN. I.T. . DANIELSDN. D. H, Region 3. Chicago. Office of the 
Director. 79/11/05. 7pp. 


7912050144 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No responso required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip. 


7918100239 Forwards IE Info Notice 79-88. "Overload Ing of Structural 
Elements Due to Pipe Support Loads." No response required. 

KEPPLER.J. 0. Region 3. Chicago. Dffic# of the Director. 79/11/16. 

Ip. 


79131 105BS Forwards IE Info Notice 79-29. "Loss of Monsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response requirsd. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/ll/i 
Ip. 


7918050399 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades." Response required. . , 

KEPPLER.J. 0. Region 3> Chicago. Office of the Director. 79/U/20. 
Ip. 

7912100440 Forwards IE Circular 79-24. "Proper Installation *( Calibr of 
Cora Spray Pipe Break Detection Equipment on BMRa, ” No 
written response required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/11/86. 
Ip. 


7918180364 Requeets end revision to 770902 license amond request, 
correcting language of 770902 submittal re containment 
integrated leak rata test duration. 

MAYER, U.D. Northern States Power Co. 79/18/06. 8pp. 


7912140216 Forwards IE Circular 79-23. "Motor Starters 1. Contactors 
Failad to Operate. " No written response requlreil. 

KEPPLER.J. 0. Region 3. Chicago. Office of tha Director. 79/11/86. 
ip. 
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79iail0<>33 Notifies that NRC intends to routinelii forward to 
dpftropriate state public util re<gul a torcj’ groups S< state atti} 
general ofcs copies of escalated ertForc emecit correspondence 
sent by NRC to licensees 

KEPPLERpO, Q. Region 3. Chicago. Office of the Director. 79/11/28. 

Ip. 


7912190231 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation t< Control Power Sgs Dus During Operation. " 

Uritten response required 

KEPPLER. J. 6 Region 3, Chicago. Office of the Director. 79/11/30. 


7912140093 Forwards IE Info Notice 79-30. "Reporting of Defects 4 
Noncompl iances. 10CFR21 No action or response required. 

KEPPLER. J. 0. fieginn 3, Chicago. Office of the Director. 79/12/Oh. 

• p 


79I22SD046 Responds to J£ Bulletin 79-29. "Failures nf Westinghouse DF1> 
Helags in Safety-Related Sys." No ties 1 1 nghouse DFD relays 
used in safety-related sys. 

HACHTER.L.J. Northern States Power Co. 79/12/07. !p. 


79122G0053 Responds to IE Bulletin 79-02. Revision 2. "Pipe Support Base 
Plate Designs Using Concrete Etpansion Anchor Bolts. " 

Bechtel review shows support failure will not comproaiiso 
structural Integrity 

WACHTEH. L. J. Northern Stales Power Co. 79/12/07. 2pp. 


7912200134 Forwards IE Dunctln 79-28. "Possible Malfunction of Namc.o 
Model EAIOO Limit Switches at Elevatod Temps. " Action 
required. 

KEPPLER.J.O. Region 3. Chicago. Office of the Director. 79/12/10. 

ip. 


R. Periodic operating reports t> related correspondence 


7912140367 Forwards monthly operating rept for Nov 1979. 
HAVER. L.O. Northern States Power Co. 79/12/07. Ip. 


—7912140374 Monthly operating rept for Nov 1979. 

HVRADCl. A, L, Northern States Power Co. 79/12/04. 4pp. 


S floportahle occurrences. LERs t related corrospondence 


7912270444 RCl: on 79:1214. current pe.ii planar eiposiire determined to 
piceed Tech Spec 1 ini ts. Calculati ons made ta determine 
appropriate max average planar linear heat generation rate 
tH/ft values for citended burnup program. 

ELIASOH.L. R, Northern States Power Co 79/12/17, Ip. 


791227056B Forwards LER 79-D21/03L-0 

HAVER. L.U. Northern States Power Cn. 79/12/19. Ip, 


— 79I227O5B0 LER 79-02 1 /03L-0. on 79 1 1 19. durl ng IK Bulletin 79-02 
avaluatiun. snubber SS-31 base plate expansion anchor bolt 
safely factor Found to bo loss than one. Caused by inadequate 
base plate 6 expansion anchor bolts. 

DAY. 0. D. Northern States Power Co. 79/12/19. Ip. 


7912270333 Forwards info in response to NRC 790919 Itr re loss of 
offsite power event s. Rcac tor experienced seven events 
betuieen 710317 6 7G06I6 Info on voltage & frequency not 
aval lab I e. Each event resulted from single event nr error. 
HAVER.L. Q, Hertbern States Power Co, 79/12/20. 2pp, 


7912310422 Foruapdo I.EiT 79-023/01T-0. 

MAYER.L. □. Northern States Power Co. 79/12/2B. ip. 


— 7912310429 LER 79-023/01T-0; on 791214, during evaluation of fuel 
assembly exposures fnr neit cy c I e. d i scover ed that current 
cycle exposure of several nodes for one fuel type exceeded 
exposure values in Tech Specs. Caused by inadequate review. 
NeVlNSHI.D, £. Northern States Power Co 79/12/20. 3pp. 


DOCKET 50-264 DOM CHEMICAL CO. 


F. Security, medical, emergency 6 fire protection plans 


7912120206 Forwards draft Reg Guide 5. XX. "Gtd Format 6 Content for 
Licensee Physical Security Rian for Protection of SHM of 
Hoderate or Low Strategic Significance.'’ W/o onci, 
flClD.R.W. Operating Reactors Branch 4 (Pro 791030), 79/0B/22, 

2pp. 


0. Inspection reports. IE Dultetins 6 correspondence 


791S050073 Forwards IE Insp Rept 50-264/79-02 on 791002-03 6 notice of 
violation. 

DAVIS, A.B. Region 3, Chicago. Fuel Facility & Materials Safety 

Draneh. 79/10/22. 2pp, 


— 7912050076 Notice of violation from insp on 791002-03. 

» Region 3, Chicago, Reactor Construction h Engineering Support 
Branch. 79/10/22. Ip. 


— 7912050315 IE Insp Rept SO-264/79-02 on 791002-03. Noncompl ianco noted; 
failure of reactor oporatlons committee to meet quarterly. 

HIATT. J.H. Region 3. Chicago, Office of the Director. 

FISHERiH. L. Region 3, Chicago, Fuel Facility fc Materials Safety 

Branch. 79/10/22. 6pp. 


7912130346 Ack receipt of 791108 Itr informing NRC of steps taken to 
correct violation noted In IE Imp Rept 90-264/79-02. 

DAVIS, A.B. Region 3, Chicago, Fuel Facility 6 Materials Safety 

Branch. 79/11/26, Ip. 


— 7912130390 Responds to IE Insp Rept 90-264/79-02. Corrective actions: 
reactor operations committee met 790313,0002 l< lt07 b will 
moet on 791211. 

LAN8NER, R. R, . GILL, H. H. Dow Chemical Co, 79/1 l/OB. Ip. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency b fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review ob ject Ives. Provides guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRIMES, B.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912270063 Forwards list of specific items requiring updating in 
emergency p Ians. Emergonc y plans were evaluated using code 
requi rements. Reg Guide 1. lOi b Emergency Planning Revlaw 
Guidelines Nu,nbar I, Revision 1. 

IPPDLITD, T. A. Operating Reactors Branch 3. 79/11/30. 7pp. 


7912200672 Requests payment of Class III fees for review of 790016 
nuclear security personnel training b qualification plans. 

DIGGS, R. M License Fee Management Branch. 79/12/07. Ip. 


H. Oenorat correspondence 


7912280605 Discusses 791204 title change of manager of nuclear 
operations to vice pres i dent . Organ! lotion structure not 
altered. No revision will be made to QA program topical rept 
CE-I-A until organ 1 tat i on structure is delineated, 
JANECEK.R.r. Commonweal bh Edison Co. 79/12/19. Ip. 


P, Operating license stage documents b correspondence 


7912120068 Submits info re release rates of gaseous b particulate 
forms of radioactive matls during third quarter of 1979, 
KALIVIANAK18, N. Commonwealth Edison Co. 79/10/25. Ip. 


7912100189 Discusses NRC 791101 meeting w/representatlves of N88S 
vondoTS b fuel suppliors re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling h Incidence of rupture. Vendor responses end. 
eiBENHUT,D.O. Division of Operating Reactors. 79/11/09. 6Spp. 


— 7912100258 Responds to NRC 791101 request re noncompllance of 
Mestlnghouse ECCS evaluation model under requirements 
of 10CFR50 App K. Evaluation of throe fuel rod models 
indicates no safety problems for Uestinghouse plants. 
ANDERBON, T. M. Me st itig h ouse Electric Corp. 77/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
compliance ui/10CFR50 App K. All OE specs for calculated psali 
cladding temp remain unchanged. 

BUCHHDLZ.R, H, General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Cone! udes that data properly represented by fuel models 
used In vendor evaluation models b that analyses demonstrate 
all criteria of 1 0CFR5O. 46 satisfied. : 

OMSLEYiO.F, Exxon Nuclear Co., Inc, isubs. of Exxon Corp.). 
79/11/02, 5pp. 
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— 7912100496 Foruards addl Info re evaluation of Impact of NRC proposed 
rup tuve/b 1 oc k ag e model used in vendor evaluation model. 

Mo adveroe impact from neu rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OWBLEY) 0, F. Eiion Nuclear Co. r Inc (subs, of Exxon Corp. >. 
79/11/04. SSpp. 


7912040S61 Foruiarda plant steam bgpass eapaeitg shootB< percent rated. 
Info provided to OE for incorporation into NED0~S4709. 

PEOPLESiD. L. Commonwealth Edison Co. 79/11/16. SOOpp. 


7912040297 Forwards supp 1 ementarg response to be incorporated into 
791016 Itr re lessons learned commitments to meet near-term 
requirements. 

DEEDiC. Commonwealth Edison Co. 79/11/30. 7pp. 


7912040409 Submits updated schedules for installation of recirculation 
pump trip mods per 790329 Itr. 

PEQPLEBi 0. L. Commonwealth Edison Co. 79/11/30. 2pp. 


7912120411 Forwards supplementary response re commitment to meet 
stiort-tarm requirements of Lessons Learned Task Force. 

PEEDtC. Commonwealth Edison Co. 79/11/30. 7pp. 


7912120429 Forwards supplemental response to 791018 Itr re commitnants 
to Lessons Learned Task Force recommendations. 

PEOPLEBjD. U. Commonwealth Edison Co. 79/12/03. 2pp. 


7912110380 Proposes to amend Tech Specsi ex tend t ng max average planar 
linear heat generation rate to larger exposure values. Errata 
It addenda sheets for "LOCA Analysts Rept> *' Tech Specs page 
changes ti Class III fees end. 

PEOPLES. D.L. Commonwealth Edison Co. 79/12/04. 2pp. 


— 7912110366 Errata ti addenda sheets for "LOCA Analysis Rept." 
* Oentral Electric Co. NED0-a4146. 79/10/31. 3pp. 


7912210349 Forwards cover sheet for CE-l-A. Revision 10. Inadvertently 
omitted from 791116 transmittal. 

NAUOHTON. U. F. Commonwealth Edison Co. 79/12/13. 2pp. 


79121B0931 Forwards info documenting evaluation of purge U vent valve 
operability verification. Util committed to purge tt vent sys 
In conformance w/NRC Interim post t Ion. Complete confirmatory 
analyses not available for 30-40 uk. 

PEOPLES. O.L. Commonwealth Edison Co. 79/12/14. 6pp. 


7912190942 Forwards "Adequacy of Station Electric Distribution Sys 
Voltages." addressing 460-volt undarvoltage conditions. 
UANECEK.R.P. Commonwealth Edison Co. 79/12/14. Ip. 


—7912190949 "Adequacy of Station Electric Distribution Sys Voltages." 
a Commonwealth Edison Co. 79/12/14. 8pp. 


7912270469 Forwards response to NRC request for addl info on Lessens 
Laarned Task Force Recommendations 2.1,7a 2.1.7b. 

PEOPLES. D.L. Commonwealth Edison Co. 79/12/14. 8pp. 


7912270470 Advises that qualification program for remaining purge b 
vant containment valves It in progress. Dresden ti Quad-Cities 
butterfly valves will e lose. regard less of degree of opening. 
Easponsa to NRC Interim position end. 

PEDPLE8.D.L. Commonwealth Edison Co. 79/12/14. 6pp. 


7912270B97 Advises of compliance w/Cattgory A TNI Lessons Learned Task 
Force items identified in NRC 790913 ti 1030 1 trs. Compl lance 
will be achieved by BOOiOl.or prior to return to power for 
units in outages on BOOIOI. 

PEOPLES. D.L. Commonwealth Edison Co. 79/12/17. Ip. 


7912280933 Responds to NRC 791031 request for plant-unlqus 
Implementation schedule far additional condensation tests 
rn Mark 1 full scale test fac t 1 Ity. Analysl s dependent on 
final resolution of acceptance criteria. 

PEOPLES. D.L. Commonwealth Edison Co. 79/12/20. 2pp. 


7912310346 Porwardt revised pages to CE-l-A. "Comm Ed QA Program for 
Nuclear Oeneratlng Stations." Revision 11. 

VANECEK.fl.F. Commonwealth Edison Co. 79/12/20, tp. 


—7912310399 Revised paget to CE-l-A. "Comm Ed QA Program for Nuclear 
Oontratlng Stations." Revision 11. 

# Commonwealth Edison Co, CE-l-A. ' 79/ H/2i. 16pp. 


0. Inspection reports, IE Bulletins *< correspondence 


7912060190 Responds to IE Bulletins 79-02 6 79-14 re schedule for Insp 
of hangers «. anchor bo 1 ts. Inaccessible areas insp will be 
performed as required during refueling outage on 791129. 

PEOPLES, D. L. Commonwealth Edison Co. 79/11/09. 2pp. 


7912200404 Plans to perform inaccessible areas Insp required by 
IE Bulletins 79-02 !, 79-14 during 791129 refueling outage. 
PEOPLES, D.L. Commonwealth Edison Co. 79/11/09. 2pp. 


7912090106 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No response required. 

KEPPLER.J. 0, Region 3, Chicago, Office of the Director. 79/11/16. 
IP- 


7912100213 Forwards IE Info Notice 79-28. “Ovorloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

KEPPLER.J. 0. Region 3. Chicago, Office of the Director. 79/11/16. 
Ip. 


7912110397 Forwards IE Info Notice 79-29. "Loss of Nonsa fety-Kelatod 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director. 79/11/16. 
Ip. 


7912180013 Notifies of delay in implementation of IE Bulletin 79-14 re 
accessible areas comparison t. evaluation phase. Current 
program provides for earliest detection It evaluation of 
significant discrepancies. 

PEOPLEB.D.L. Commonwealth Edison Co. 79/11/19. 2pp. 


7912030390 Forwards IE Bulletin 79-26. "Boron Loss From DWH Control 
Blades. " Response required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/11/20. 
Ip. 


7912100417 Forwards IE Circular 79-24, "Proper Installation It Cal itr of 
Core Spray Pipe Break Detection Equipment on BURs. " No 
written response required. 

KEPPLER.J. 0. Region 3. Chicago, Office of the Director. 79/11/26. 
Ip. 


79121401B7 Forwards IE Circular 79-23, "Motor Starters I, Contactors 
Failed to Operate. " No written response required, 

KEPPLERrJ. 0, Region 3, Chicago, Office of the Director. 79/11/26. 
Ip. 


7912110399 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups ti state atty 
general ofes capias of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director. 79/11/2B. 
Ip. 


7912190199 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation 6 Control Power Sys Bus During Operation." 

Mrltten rosponse required. 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director. 79/11/30, 
Ip. 


7912140096 Forwards IE Info Notice 79-30, "Reporting of Defects It 
Noncompllances, 10CFR2I. " No action or response required. 

KEPPLER.J, O, Region 3, Chicago. Office of the Director. 79/12/06, 
ip- 


7912200086 Forwards IE Bulletin 79-28. "Possible Malfunction of Namco 
Model EAieO Limit Switches at Elevated Temps. " Action 
required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/iS/lO, 
ip. 


7912200443 Notification of 791213 meeting w/utU to discuss IE Dulletin 
79-02 anchor bolt 6 base plate analysts. 

JORDAN. E. L. Division of Reactor Operations Inspections. 79/k2/iI. 
3pp. 


B. Reportable occurrences. LERs U related correspondence 


7912270394 Forwards info re 7SOS06> 771106 I. 760213 loss of offsite 
power events. In response to 790918 request. 

JANECEK.R. F. Commonwealth Edison Co. 79/12/20. 6pp. 
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DOCKET 50-2ib POINT BEACH NUCLEAR PLANTi 
F'*Securttyr"fflediieAl. emergancy t< 

79iaa00022 »i»eus4e» NRC 79H09 meeting ’'® 1 j cgnae b 

revteui ob jec.fcive s , Prov i des suiAa,,c<y li T?! oP offiltr 
enfr'rgencij prepar ednB5« 4- assuring ' l.|. 

agencies to take appropriate f Force 79/11/83. 30pp. 

GRIMESrO.K. Emergency Preparedness Task Fore . 

7912130895 Foruards Hevisian 11 

Nnc bo notified laithtn i-h of initiation of 
evacuation plan & implementing temporary support ctrs 

u/dodicated phone line to NUC- -eo/iaynA 3 db 

FAV.C.M. Wisconsin Electric Poi^er Co, 79/I2/0b, 3pp. 

—7918130303 Revision II to a2'’“^100pp 

• Wlaeonaln Electric Pouer Co. 79/10/82. luopp. 

7918120830 Submits info re modified amended secoritg plan, Info uithheld 

trof" 1QCFR2. 7903 , 707 13/07 Ld 

DUnSTeiN*S. Wisconsin Electric Power Co, 79/1 / p. 

791S270A93 Forwards Revision 12 to emergency plan manual. Page change 

Instructions provided. ToyisyiT Pdd 

FAY.C.W. Wisconsin Electric Pouiot Co. 79/18/17. Bpp. 


7912140S35 ReqoBsts that future hearing, re removal 8, storage of 

generators, he held in tiani tauoc . WI. , 

ESTESf J. Laksshore Citizens for Safe Energy. 79/il/39. Ip, 

791220006Q Denies 791 llA U 26 petitions re prohibition against 
reopening plant at end of refueling eye 1 e. Dirac tor ' a 
decision end, n 

CASEiE.O, Office of Nuclear Reactor Regulation. 79/11/30. dpp. 

7912200072 Director's decision under 10CFR2. 206 re denial of request to 

prohibit reopening of plant at end of refueling cycle. Order 

CASE, E. Q. Office of Nuclear Reactor Regulation. 79/11/30. 5pp. 

791220007A Conf irmatpry order For mod of License DPR-24 re inservlce of 

CARE, E^B. Office of Nuclear Reactor Regulation. 79/11/30. 5pp. 

7912200079 Safety evaluation re a team generator tube degradation due to 

deep crevice corrosion. rn . 

CASE, E. 0. Office of Nuclear Reactor Regulation. 79/11/30. 3lpp. 

791B2D0154 Opposition to Ml Environ Decade Inc 791126 petition to 
intervene & request for h ear Ing. Request premature since 
proceeding not yet initiated. If hearing roquirod re amend, 

ASLD must ho appointed to rule on petition. 

O'NEILL, J.H, Wlscnnsin Electric Power Co. 79/12/07. 7pp. 


—7912270500 Revision 12 to emergency plan manual. Page change Instruction 
tt suDPorting Itr encl. 

* Wi sconsin ElBckri c. Pouer Co. 79/12/17- ilpf- 

7912310217 Discusses evaluation of incocnplete iterfis 
790802 fire protection safety 

info TO brigade shift slie on 791001 6 basis for staff 

assignments on 790021 . Proposed fire 

LAINAS, 0. Plant Systems Branch. 79/12/17. epp. 

7912870191 Foruards rept, "Fire Detector Location Plan, mod to fire 

pratection plan, Requests comment, ^e,/,n,/ 3 n »oo 

FAVi C. H. Wisconsin Electric Power Co. 79/1^/20. 7pp. 

--7918270196 '"Fire Detector Location Plan," mod to fire protection plan, 

M Wisconsin Electric Power Co. 79/12/80. 55pp. 

0 Adjudicatory corraspondonco 

791211003Q confirms receipt of end 790329 petition to suspend OLo for 
all PWRs. Forwards FR notice indicating that petition will be 
treated in accordance w/iOCFR2 206. 

DENTON.H.R. Office of Nuclear Reactor Regulation. 


79/11/23. Ip. 


—7912110126 Notice of request for action pursuant to lOCFn2, 806 re 
Environ Coalition on Nucluar Power 790339 petition 
requesting suspension of all OLs For PMRa. -irj/iwsn 

MOLUERj D. R Office of Nuclear Reactor Regulation. 7//ii/,-3. 

38pp 

7912050091 Petition to intervene. Urges Commission to adjudicatory 

hearing re haiards of stoam tube degradation, Car tifi cate of 
FALK, K. M. Wisconsin's Environmental Decade. 79/11/26. 8pp. 

7918100470 ForwaTis response to applicant 791123 Itr. Formal petition to 
Intervene re OL amend will bo filed on , 

FAUKj K. M Mil c oosin ' 6 Environmental Docado, 79/Il/2f»* JP* 

—7918100472 Response supplementing 791114 potition in opposition to 
anolUanl Ur re abeam generator tube degradati on. Urges 
Commission commence investigative adjudicatory hearing on 

degradation safety probtams. , , _ . ijoa ipbo 

H M. Misconsln's Envti*tirt®entfll Docflde, 7T/H/2fl. j-PP- 

7918050007 Reply in opposition to HI Environ Decade 79IH4 petition 
requesting issuance of order to prevent reopening of 
facility after current refueling eye 1 e. Pe 1 1 tlon presents 
no basis for safety risk ' 

CHARNOFF,®. Wisconsiii Electric Power Co. 79/11/27. lOpp. 

7912050003 Statameiit in support of WI Environ Decade petition 
objecting to startup of fad I i ty. Degradati on of steam 
generator tubes presents throat to public. Urges Commission 
to grant hearing. Cert i fi cate of Sve end. _ .. ., vo/ii/oa 

PDLLARDiB. D. r WEISS, E.R, Union of Concerned Scientists, 79/ll/2tj. 

4pp 


7918190334 Hesponso by WI Environ Decade in opposition to applicant 
791807 objection to 791126 petition to Intervene «c request 
for hearing. Director's decision should be based on sworn 
discovery rather than p 1 oad Ings. Cert if i cate of Sve end. 

FALK, K. H. Wisconsin's Environmental Decade. 79/12/12. 4pp. 

H. Genera! correspondence 

7712130478 Requests NRC investigation of safety aspects of steam tube 
generator leals. Meeting should be bald bo inform public of 

ESTESrS' Lakeshore Citliens for Safe Energy. 79/11/07. Ip. 

(», Operating license stage documents «< ' 


7911090248 '>Sum,sary of Operating Eiperlenco H/Recirculatlng Steam 
Division of Operating Reactors. NURE0-O5S3. 


Generators. " 
E18ENIIUT, D. 0. 
79/0!/31. B9pp. 


7900010339 Notifies of status of rept on 

Mn,t PUR users remove ring during normal oparatlon. Others 


Most PWR users remove ring — .... - 

store seal ring in raised P® » “ ‘ 

LAIMAS, 0. Plant Systems Dranch <Pre 791030). 


79/07/05. 7pp. 


7913050193 Discusses NRC review of LERs & Tech ’'® 

control RPI sys at Hestinghouse PWRs. Requests ^ach Specs 
review to ensure requirement for rod malnt to within / 
steps Indicated 6 RPI sys verified ACC^Tate 

SCMWSKCGndA. OperotiTifl Roackors Oranch 1- 79/10/29. 7pp. 

7912130600 Submits partial response to Itr re ** 

long-term requirements for aueiUary “ 

estenston until 000131 for remaining requirements. 

FOX.C, W. Wisconsin Electric Power Co. 79/10/29. 4pp. 

7912100109 Discusses NRC ‘0‘ 

vendors *< fuel suppliers re discuss. on of respective 
portions of ECCS ovoluatlon models dealing w/fusl clodding 
Swelling fc incidence of rup ture. Vendor responses 

EIBENHUTf 0. G. Division of Operating Reactors. 9 • P- 

—7913100255 Responds to NRC 791101 request re 

Hestlnahouse ECCS evaluation model under requirements 
erioSERM Apr^. Evaluation of three fue rod models 

?„dicalee no'Safety t/02 4pp. 

ANDERSON, T. li. Wostlnghouse Electric Corp. 79/11/ 2. PP 

.at uDr 7P1 irti racusst ra QRN» cladding siuaUlttfl 4c 

sissSqH.S"" c. 

-7912100407 rddr^opmrl^ reJiulen^SrhS ^SermoSoH^ 

ail criteria of 10CFB50.46 of E,,on Carp.). 

OHSLEViO.F. Exkon Nuclear Co.. IM*- 'suns. 
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— 791210O45& FtiTuards adOl infd ra avaluatian of iB|iact of NRC froposed 
rupturo/blDckago modal used in vendor evaluation model. 

Ho adverse iofiact from new rupture burst data or use of NRC 
rupture/hlnc. iiage model on licensing calculation results. 

OHSLEYiO. F. Eicon Nuclear Co,. Inc. (subs, of Eixon Carp. 1. 
79/11/04. atapp. 

79ia0S0474 Advises that supplemental info re lessons learned info will 
be forwarded 791137. 

FAV.C.U. Misconsln Electric Power Co. 79/11/20. Ip. 


7912090171 Act 'rmceipt of NRC 791030 reguest for pagaent re approval of 
Tecb Spec Change Al. Mo change occurred to reporting level 
for rad loch eai cal engineer I. health physicist to warrant 
791030 reclas«£f ication as Class 111 fee. 

FAY.C.U. Uiscansin Electric Power Co. 79/11/21. 2pp. 


79120401*7 Sumoarg of 791120 meeting w/utll.Uestinghouse fc MI Environ 
Decade re plmnt; steam genarator tube degradation. 

TRAHfdJL. C. ft. Oparating Reactors Branch 1. 79/11/23. *3pp. 


7912030172 Respands to MIC 791123 tetcon re revised ECCB reanalysis for 
steam generakerr tubes plugged up to 1H«. 

BUR8TH1M.S. Misconsin Electric Power Co. 79/tl/26. 2pp. 


7912270209 Forwards review h approval fee for Comaissian action on 
791119 Itr which provided revised ECCS reanalysis for up to 
!8Z steam generator tube plugging. 

FAY.C.U. Wisconsin Electric Power Co. 79/12/17. Ip. 


7912270430 Responds to 1«C 791210 reguest for addl info on Tlil Lessons 
Learned Task Force recommendations re auiiliary feedwater 
sys. Oversize drawings available in Central Files. 

FAY.C.U. Wisconsin Electric Power Co. 79/12/17. 2pp. 


79122eoSS4 Forwards modified response to previous coooitaent to 
implenant rAmEG-097a. Util will provide alaras In addition to 
eiisting position indication for power operated relief 
valves for both units. 

BURSTEIN. 8. Wisconsin Electric Power Co. 79/12/17. 4pp. 


791227020* Regucsts amend to Licenses DPR-24 It DPH-27 incorporating 
changes in Tech Specs re rod bow b Section IS. 3. 10 
clarification. Fee end. 

BURSTEIN. S. Wisconsin Electric Power Co. 79/12/19. 4pp. 


— 7912270220 Revised Pages 15. 1-4 through IS. 3. 10-16 for proposed amend 
to Tech Specs re control rod b power distribution limits. 

» Wisconsin Electric Power Co. 79/12/19. 20pp. 


7912100346 ForseaiTds draft input for steam generator tube faitura safety 
evaluations, Hmetions 2. 1. 3. 2. 2. 3. 2. 3. 3 b 2.4.3. Input for 
Doel IMlt 2 reactor in Belgium end. 

6CHUENCER. A. Operating Reactors Branch 1. 79/11/20. Ip. 


— 7912100350 ENraPt input for stoam generator tuba failure safety 
evaluation! Section 2. 1.3. 

* Office aP Nuclear Reactor Regulation. 79/11/20. 5pp. 


791204048* Discusses commitment to certain programs upon return to 
power for Cyjclm B: 2 . Prlmary-to-secondary hydrostatic tests 
& eddy cuTrent eiaalnatlon of steam genarator tubee will be 

BUR0TEIM.B. Uleconsin Electric Power Co. 79/11/29. 3pp. 


7912040247 Bubal ts mod to 791129 Itr ro operating eonditione. Item 4. b 
should read. "Any Two Identified Ueailng Tubes in Any 
Twenty-CalendaiT-Day Period. ' 

BURBTE1K,S. H&sconsin Electric Power Co. 79/11/30. ip. 


7912190318 Reigubste payment of Class III foe re 791119 reguest for ECCS 
reonalysie par* IBX steam generator tub# plugging limit- 
DIOOS. R. H. License Foe Hanagement Branch. 79/12/03. Ip. 


7912130012 Buowskarg of 791119 tolcon w/utll re proposed schedule for 
ioplementatlmn of Lessons Learned Task Force 

recemondatlmns. , ^ x. - 

TRMO^LL. C.HL Dporating Reactors Branch 1. 79/12/0*. opf- 


7912140369 Responds to 790917 Itr re coemitment to EPA U fuel cycle 
std. Fecilltp mlroady in eooflianca w/procedura comparing 
actual guantlky of rodloactlvo matl raleasod w/dose design 

objectives pp code. ^ 

FAY.C.U. Hi* cone in Electric Power Co. 79/12/0*. 2pp. 


7912100570 NotiPios that NRC radiation safety certification is 
acceptable i»* lieu of util safety program. 

FAY. C. H. Htscensln Electric Power Co. 79/12/0*. Ip. 


7912140422 Discuseos 791205 tolcon w/Eisenhut It Trammell b 79120* 
telcen wjTi nimminl re methods of calculating b identifying 
primory-to-mmeandary leabage in steam generators. Understands 
NRC 791130 order estebllshes sms lavels leaka^. 

BURSTEIN. S. Misconsin Electric Power Co. 7^/12/09. Spp. 


79121903*2 Req.uests roconsideration of licanso foe applicability to 
790710 Tecb B^ee change reguested' re guaiif icatlon 
ragulreocntB Por radiation safety manager. Change originally 
raguasted ba MRC.Ho safety issue Involved. 

FAY.C.U. Idlpeonsln Electric Power Co. 79/12/10, 8pp. 


79lial0171 DiPCUSses plant shutdown due to steam 

Insp on 790(33-l- It 1031 indicated eitonslve degradation. No 
QPfstta radiation releases. NRC will send steam generator 

exporto to rpvlew ineps. „ . -noya-j/iu sme 

DENTIIN,KR. Office of Moclear Reactor Regulation. 79/12/12. 2fP. 


7912210143 FmruwiTdo raepenee to NRC 791004 raguaet for addl Info on 
tnsorvleo isisp * tooting program. Ovorelia drawing end. 

FAY.C.H. MdPCmmalm Electric Power Co. 79/12/14. App. 


7912270300 Sbibeelta addl info for NRC review of Tech Bpoe Cbonge 60 
for oporotamsi at reduced primary sye 

FAY.C.H. Electric Power Co. 79/12/14, Spp. 


7912280550 Forwards rept re rod worth measurcaents. in response to WC 
790410 Itr. Measured data adheres to design predictions. All 
review b acceptance criteria satisfied. 

FAY.C.H. Uiscansin Electric Power Co. 79/12/19. 2pp. 


7912280*01 Advises that seal ring should be removed following each 
rafueling outage by raising ring more than 12 ft above 
cavity floor. in response to M(C 791002 reguest. Util does not 
concur w/NRC belief that ring could become eissile. 

BURSTEIN, B. Wisconsin Electric Power Co. 79/12/20. ■ Ip. 


7912270492 Forwards mod to Tech Spec Change Reguest *0. 
EUHBTEIN, S. Misconsin Electric Power Co. 79/12/21. 


3pp. 


—7912270499 Proposed Tech Spec Page 15.2.3-2 reflecting mod to Tech Spec 
Change Reguest *0. Provides addl operating margin between 
proposed primary sys pressure b low pressuriier reactor trip 
setpoint. 

• Wisconsin Electric Power Co. 79/12/21. Ip. 


791220060* Submits addl info re steam generator tube plugging history. 
Eiamtnatien indicates intergranular attack is confined to 
tubesheet crevice area. Present eddy current technigues only 
capable of detecting tube enacts. . 

BURSTEIN. 8. Wisconsin Electric Power Co. 79/12/21. *pp. 


Inspection reports, IE Bulletins b correspondence 


79122*0094 Forwards IE Insp Repts 50-2**/79-lS b 50-301/79-17 on 
791023-24. No noncompliance noted. .... ... 

DAVIS. A. B. Region 3. Chicago. Fuel Facility b Materials Safety 

Branch. 79/11/09. 2pp. 


— 79122*0098 IE Insp Repts 50-2**/79-13 b 50-301/79-17 on 791023-24. No 
noncompliance noted. Major areas inspected: confirmatory 
measureaents b radiological environ protection. nsrt.-.. 

ESSIB.T.H. . OESTMAKH. K. 0. . ROYTEK. C. Region 3, Chicago. Office 
of the Director. 79/11/OB. 8pp. 


791203015* Forwards IE Circular 79-22. -Stroke Times for Power Operated 
Relief Valves. - No response reguired, . . ioxiixia 

HEPPLER. J. e. Region 3, Chicago. Office of the Director. 79/11/16- 

‘P- 


7912100249 Forwards IE Info Notice 79-28, -Overloading of Structural 
Elements Due to Pipe Support Loads. • No response 
KEPPLERiU. O. Region 3. Chicago. Off ice of the Director. 

*P- 


79/11/1*. 


7912110593 Forwards IE Info Notice 79-29. -Loss of Nonsafety-Helated 
Reactor Coolant Bys Instrooentatlon During Operation. Mo 
specific action or response reguired. . ^ -jam ha 

Ki^PLER, J. 0. Region 3. Chicago. Office of the Director. 79/11/16. 

ip. 


7912310139 Responds to IE Bulletin 79-13. -Cracking in Feodwator Sys 
Piping. - Outlines Unit I Insp fc repair. _ 

FAY.C.U. Wisconsin Electric Power Co. 79/11/19. 3pp. 


-Boron Loss From Bkffl Control 


7912050414 Forwards IE Bulletin 79-26. 

Blades. - No response reguired. _ -raHtittn 

HEPPLER, J. 0. Region 3, Chicago. Office of the Director. 79/11/20. 

Ip- 
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7912100447 Foru»rd» IE Circular 79-24, “Propipr 
Cura Sprat) Pipe Droak Dktection Equlpmant on 
urittan raspanse raquirad. 

KEPPLCfliJ. 0, negion 3, Chicago. Office of 
Ip. 


Installation fa 
GUI? 5. "No 

the Director. 


Calibr of 
79/1 1 /3ii. 


7912140245 Foruards IE Circular 79-23. "Motor Starters fa Contactors 
Failed to Operate." No written response required. 

KEPPUER. J ■0. Region 3. Chicago. Office of the Director. 7 

Ip. 


7912110448 Notifies that NRC intends to Tputinollf forward to 
aopropriate state public util regulatory groups fa state atty 
general ofca copies of escalated enforcement correspondence 

sent by NRC to licensees. 

KEPPLERi J. 0 Region 3. Chicago. Office of the Director. . 

Ip. 


7912190235 Foruiarifs IE Bulletin 79-27. "Loss of Non-Class IE 
Instruflientation fa Control Power Sys Bus During Operation. 

Urltten response required. . .. -roinj'\n 

REPPLEfl.J.Q Region 3. Chicago, Office of the Director. 79/11/3®. 

Ip- 


7912200027 Responds to IE Dulletio 79-17. Required piping eiamlnattons 
completed 791012. No abnorma 1 i 1 1 es found. Forwards final rept 
on piping eianioations. W/o end. 

FAY.C.W. Wisconsin Electric Power Co. 79/11/30. 2pp. 


7912210144 Ack receipt of 791022 Ur re inspector acc ess. Response will 
be forwarded upon coraplelion of review. 

KEPPLEfl.J. 0. Region 3. Chicago, Office of the Director. 79/12/09. 
Ip. 


— 7912100217 Submits p 
generator tube deg 
aiCKMIT.L. OffiCB 


roposed schedule for 791128 briefing 
radation. VI euigraphs end 
of the Sonora I Counsel. 79/11 


re steam 

18pp. 


DOCKET 90-267 FORT ST. VRAIN NUCLEAR QENERATINO STATION 
P. Operating license stage documents l< correspondence 


7912270003 Approves 
fuel from Fort St 
Plattevi 11 e< Co to 
Forwards data re 
rtCCORKLE.O. W, 


designated routes for shipment of spent nuclear 
Vraln Nuclear Oenerating Station. 

ID Chemical Proc eseing Plant. Arcoi ID. 
arrangements w/lou onfarcement '*8®'"^*®*;, „ 
Physical Security Licensing Branch. 79/IO/lB. 


Ip. 


791 1190140 Forwards ‘'Discussion of TMl Lessons Learned Bhort-Torm 
Requirements. " Ravlstona to end Implementation 
NUREO-O57e requirements should be submitted u/ justl fleation 
within 19 days, if schedule requirements cannot he 


7912190980 Forwards "Investigations of Reactor 
"Ifivastlgations of Reactor Fluctuat ions, Vol . 
available in Central Files only. 

SMART. F. E. Public Service Co. o-f Colorado. 


Flue tuations. Vol 
>. " Rapt 

79/11/20. tp. 


fa 


7912040216 Forwards eA-DlS474, "Nuclear Detector Deealibratlon. 
Cycle 2." in support of mods requested 

FULLER, O.K. Public Service Co. of Colorado. 79/11/29. app. 


— 7912040221 ''Nuclear Detector DBcallbration.Cycle 2. “ 

HACKNEV. R. Public Service Co. of Colorado. 0A-D1S474. 
54pp. 


7912140106 Forwards IE Info 
Honconpllances, 1QCFR21. " 
REPPLER. J. 0. Region 3. 
Ip. 


Notice 79-30, "Reporting of Defects fa 
No action or reepense required. 

Chicago. Office of the Director. 79/12/06. 


912120406 Requests waiver of Tech Specs SR NR 1. I fa 1. 3 until lOOK 
full power achieved or until 707. determined to be ma* 
attainablo power level. an„ 


79122H0690 Foruards 30-day response to IE Dulletln 79-02, Revl i Ion 2, 
"Pipe Support Dase Plate Designs Using Concrete Expansion 
Anchor Dolls." Accessible support testing temple to. Samp lo 
losp of small pipe supports shows more testing not needed. 

FAY.C.W. Wisconsin Electric Power Co. 79/12/07. 6pp. 


7912310074 Comments on NUREO-0610; I tem 2 on Pages 4 fa 9 jhould ref 
uncontrolled or unplanned radiological relaasas below limits 
set by Alert Classification. Ref to radiological Tech Specs 
should bo eliminated. . _ , . a«. 

LianPMnnuiJO. D. U. Public Service Co. of Colorado. 79/11/30, 4pp. 


7912200153 Foruards IE Culletin 79-20. "Possible Halfunctlon of Namco 
Hodel EAIBO Limit Switches at Elevated Temps." Action 

KEPPLER. J. 0. Region 3, Chicago. Office of the Director. 79/12/10. 
Ip. 


7912110316 SummarlcBS fluctuation teet program fa plans for future 
testing. Significant similarities In fluctuation data 
observed during Cycles 1 & 2, Rlae-to-power prograei should 
begin 791210. 

gAREMDOURO, D. W. Public Service Co. 


of Colorado. 79/12/04. 7pp. 


H. Periodic operating reports fa related correspondence 

7912100446 Forwards monthly operating rapt for Nov 1979. 
DUB3T6IN, S. Wisconsin Electric Power Co. 79/12/10. Ip. 

— 7912100449 Monthly operating ropt for Nov 1979. 

BURSTEIN.S. Wisconsin Electric Power Co. 79/12/05. 10pp. 


79122Q004B Forwerds safety evaluation re core region restraint 
VAROA. B. A. Assistant Director for Light Mater Reactors. 


divtces. 

79/12/10. 


2pp. 


— 7912200093 Safety evaluation re core region restraint devices. Reactor 
can be safely operated w/installed Lucl locks up to 70a foil 

s'"^*^Assi 5 tant Director for Light Water Reactors. 79/12/10. iOpp. 


S. Reportable occurrences. LERs fa related correspondence 

7912070412 Forwards LER 79-019/01T-0, 

FAY.C.U. Wisconsin Electric Powsr Co. 79/11/21. Ip- 


79121Q0999 Submits brief summary of position re Items qosstlensd in 
NRC 791030 Itr. Responso will indicate Implementation date of 
000101. Detai I »d response will ba forwarded not later than 
791214. 

SWART. F.E. Public Bervles Co. of Colorado. 79/12/12. 3pp. 


— 7912070416 LER 79-0 1 9/OlT-O: on 791 107, while filling steam generator A 
secondary side w/water le perform secondary-to-primary leal 
test, dl lution of RCB occured. Caused by leakaffo from open 
steam generator tube falling into primary outlet noiile. 

FAYiC.H. Wisconsin Electric Powor Co. 79/11/21. 3pp. 


7912270233 Forwards response to NRC 791030 request for commitments to 
TMI Lessons Learned Task Force rec ommendat ions. Util not 
committed to all requlremints due to NRC failure to include 
util In owners group moetlngs fa on mailing _ 

SWART/F. E. Public Service Co. of Colorado. 79/12/12. 94pp. 


7912070427 Forwards LER 79-020/011-0, 

FAY»C.M. Wisconsin Electric Power Co. 79/11/27. Ip. 


— ^7912070433 LER 79-D20/01T-0: on 791119. during refueling shutdown, anchor 
In steam generator A auxiliary feedwater line contained 
const deficiency. Caused by Improper Installation of three 
bolts in anchor support plate. Anchor permanently modified. 

FAY, O.W. Wisconsin Electric Power Co. 79/11/27. 2pp. 


7912210373 Forwards "Initial Approac 
Startup Rapt 13," for 790823-1122. 
WAREMDOUHO, D. Public Service Co. 


h to Pouter Tests (B- 3 erles)» Interim 
of Colorado, 79/12/13. Ip. 


—7912210376 
Rept 13" 

* Public 


“Initial Approach to Power Tests (D-Ssriss), Interim Startup 
for 790823-1122. 

Service Co. of Co'lorado. 79/11/22. 2pp. 


T. Hearing transcripts on nan-antitrust matters 


791210D310 Transcript of 791123 public meeting in Washington. DC. 
Pp 1-94, 

• Commission. 79/11/28, 9Spp. 


7912200962 Foruards addl Info fa justification re Item 8. 2. l.b 
concerning shift technical advisor. Util commits to l-h 

HAREMBOURO, D. W. Public Service Co. of Colorado. 79/12/lS. ISpp, 
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6B 


7918310179 DIjcossb* iscues onrasolved after 790020 meeting. PCRV relief 
valve vent line b filter analgied pep Claae I seiimie 
criteria. Falee tripe b moisture indications causes 
Investigated b repaired. 

KMART. F.E. Public Service Co, of Colorado. 79/18/19. 4pp. 


— 79121B0S13 Honthlg Operations Rept 6B for Aug 1979. 
e Public Bervico Co. of Colorado. 79/09/lB. 9pp. 

79121BOSOO Foruards Honthlg Operations Rept 69 for Sept 1979. 
HAREMDOURO. D. Public Service Co. of Colorado. 79/10/11. Ip. 


Q. Inspection reports. IE Bulletins b correspondence 


7912210090 Responds to IE Bulletin 79-OlA. ASCO solenoid valves w/ 
laPetg-related applications have been qualified for 
opsrabllltg through eiposure to worst postulated 
environmental accident conditions. 

FULLER. J. K, Public Service Co. of Colorado. 79/09/8S. 3pp. 


7912140094 Forwards IE Bulletin 79-17. Revision 1. "Pipe Cracks in 
Stagnant Borated Water Bgs at PHR Plants. " No written 
response required. 

SEYFfilT.K. V. Region 4. Dallas. Office of the Director. 79/10/29. 


»P- 


— 79121B0SO3 Honthlg Operations Rept 69 for Bept 1979. 
e Public Service Co. of Colorado. 79/10/11. 4pp. 


7912140331 Forwards monthly operating rept for Nov 1979. 

HAREHDOUfiO. D. Public Service Co. of Colorado. 79/12/07. kp. 


— 7912140333 Honthlg operating rept for Nov 1979. 

GAHH.J.U. Public Service Co. of Colorado. 79/12/03. 5pp. 


7912100413 Forwards Honthlg Operations Rept 70 for Oct 1979. 
HAREHnOURO. D. Public Service Co. of Colorado. 79/12/14. Ip. 


7912040028 Provides addl info re admittance of NRC Inspectors to 
facility. Requests Inspectors bo Issued permanent 
nenemploytes badges b be allowed to participate in site 
orientation program. 

BEYFRITiK. V. Region 4. Dallas. Of flea of the Director. 79/10/30. 
2pp. 


— 7912100429 Honthlg Operations Rept 70 for Qct 1979. 

0AW1. J. W. Public Bervlce Co. of Colorado. 79/11/01. 9pp. 

7912310396 Forwards month Ig operating rept for Nov 1979. 

UAREMDOURC. D. Public Service Co. of Colorado. 79/12/21. Ip. 


7912170206 Updates 791019 telcon response, to IE Bulletin 79-OlA. 
Initiating maint program to change resilient parts of 
safetg-ralated. envtron-qualif led ASCO valves within mas sve 
life requirements. 

aWART. F. E. Public Service Co. of Colorado. 79/10/31. 2pp. 


—7912310398 Monthly operating rept for Nov 1979. 

OAHH. J. H. Public Bervlce Co. of Colorado. 79/12/03. 9pp. 


8. Reportable occurrences. LERs b related correspondence 


7912170201 Responds to IE Bulletin 79-23. “Potential Failure of 
Emergency Diesel generator Field Eeclter Transformer." No 
circuits between neutral of EPT or CPT to generator neutral. 
Testing to be completed by 800131. 

HILLEN. C. K. Public Service Co. of Colorado. 79/11/01. Ip. 


7912310098 PNO-IV-79-006: on 791014. Inadvertent release of radioactivity 
occurred in reactor bldg. Caused by circulator helium buffer 
auxiliary sys upset, Single spike noted on plant stack 
monitor. . , .. 

WE8TERHAN. T. F. . KADBEN.O.L. Region 4. Dellas. Office of the 
Director. 79/10/19. Ip. 


7912120966 Forwards IE Bulletin 79-29. “Failures of Westinghouse BFD 
Relays in Safety-Related Sys. " Action required. 

SEYFRITiK. V. Region 4. Dallas. Office of the Director. 79/11/02. 
ip. 


7912120212 Forwards IE Insp Rept 90-267/79-lB an 791031. No 

noncompllanee noted, , . „ ^ 
NAD8EN. 0. L. Region 4. Dallas. Reactor Operation! Nuclear Support 
Branch. 79/11/09. 2pp. 


7912180062 Forwards Part 21. Rept 90-267/79-01 re full thread rods that 
did not meet reduction area spec. 

LEE. D. R. Public Service Co. of Colorado, 79/11/09. Ip. 

— 79121B0069 Notifies that on 791106 full threaded rods found out of 
compliance u/reduction area specs. Remaining mat! In 
warehouse stock was replaced by US Steel Carp. 

* Public Service Co. of Colorado. 79/11/09. 2pp. 


— ^7912120223 IE Insp Rept 80-267/79-10 on 791031. No noncompllanee noted. 
Hajor areas inspected; publ Ic officials of Oreeley b 
PlattevlIle.CO apprised of NRC mission b status of site. 

DICKERSON. H. W. t HESTER M AN. T. F. Region 4. Dallas. Office of the 
Director. MADSEN.O.L. Region 4. Dallas. Reactor Operations 

Nuclear Support Branch. 79/11/02. 3pp. 


7912190030 Forwards IE Circular 79-22. “Btroka Times for Power Oparatad 
Relief Valves." No written response required. 

BEYFRIT. K. V. Region 4. Dallas. Office of the Director. 79/11/16. 

Ip. 


7912040337 Forwards LER 79-091/03L-0. 

HAHEMBQURO. D. Public Service Co. of Colorado. 79/11/16. 


Spp, 


—7912040341 LER 79-091/03L-0: on 791017. at 9X power, sys 21 loop 1 surge 
tank level decreased to low level setpoint. tripping loop 1 
bearing water pumps b making circulators Inoperable. Caused 
by procedural Inadequacy b operator error. 

OAHM.J.H. Public Service Co. of Colorado. 79/11/16. Ip. 


7912040296 Forwards LER 79-041/03X-1. 

UiWEHBOURO. D. Public Service Co. of Colorado. 


79/11/80. 


3pp. 


“Boron Loss From BHR Control 


7912120999 Forwards IE Bulletin 79-26. 

Olailis, “ No response required. 

BEYFRIT. K.V. Region 4. Dallai. Office of the Director. 

Ip. 


79/1 1/20. 


7912110489 Notifies that NRC Intends to routinely forward to 
approprlata state public util regulatory groups b state atty 
ganaral ofes copies of escalated enforcement correspondence 
sant by NRC to licensees, 

SEYFRITiK, V. Region 4. Dallas. Office of the Director. 79/11/26, 
Ip. 


79121B0266 Discusses tnservlce Insp b testing program re review b 
davalepment of modified eurvelllance requirements. Util will 
provide development schedule by 791201 b proposed 
requirements for each sys or subsys as developed. 

FULLER. J,K. Public Service Co. of Colorado. 79/11/30. 6pp. 


7912190189 Forward! IE Bollatin 79-27. "Loee of Non-Clase IE 
Instrumentation b Control Power Sys Bus During Operation. " 

Written response required. , , 

BEYFRIT. K.V. Region 4. Dallas. Office of the Director, 79/11/30. 

Ip. ' • ■ ' - 


R. Pariedic operating: roporte ,b related correspondence 


7912180809 Forward e Monthly Operations Rspt 6B for Aug 1979. 
WAREHBOUHO. D. Public Bsrvice Co. of Colorado. 79/09/10, Ip. 


— 7912040290 LER 79-041 /03X-1: on 791026. malfunctions In 1C circulator 
speed measurement caused loss of circulator high speed 
signals. Caused by electronic circuit unbalance due to signal 
cable resistance change. Hodifler adjusted b cheeked weelily. 

OAWIi J. W. Public Service Co. of Colorado. 79/11/19. Ip. 


7912040326 Forwards LER 79-092/03L-0. 

WAflEHDOUROi D. Public Servlca Co. of Colorado. 


79/11/20. 


4pp. 


'912040330 LER 79-0S2/03L-0: on 791022. at 9X power B instrument air 
comprassoT found to have Insufficient output while A 
compressor out of svc. Caused by bent piston rod b worn 
valvei.Parts replaced or rebuilt. 

OAHMivl. W. Public Bervlce Co. of Colorado. 79/11/80. Ip. 


7918040332 Forwards LER 79-083/03L-0. 

UAREHBDURC. D. Public Service Co. of Colorado. 


79/11/80. 


9pp. 


—7912040338 LER 79-0S3/03L-0: on 791024. total primary coolant oxidants 
exetsdad to parts per Million. Caused by off-gassing of 
loxidants due to reaction of moisture w/eore graphite. Power 
decreesed to Initiate maint shutdown. 

OAHH. J. H. Public Service Co. of Colorado. 79/11/19. Ip. 


7918040362 Forwards LER 79-035/03L-0. 

WAREHBOURQ. D. Public Bervlce Co. of Colorado. 


79/11/86. 


SpP' 
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— 771 20-<} 0363 LEH 79-055/03L~0: on 791026. dur ing survel 1 Idnco tes t Ing . c hac k 
valva 7-22370 uids »tuck open, making fire uatEir booster pueips 
inoperable for holiutri circulator drive. Cause unknown. Valve 
to be opened ft inspacted. 

GAHtl. J. W. Public Service Co. of Colorado. 79/11/26. Ip. 


77120^0429 Forwards LEIt 79-054/03L-0. 

WAREMBQURO. 0. Public Service Co. of Colorado. 79/il/28. Spp. 


— 791S040433 UEH 79-054/031.-0: on 791029. stand b g diesel Dngine IB tripped 
on high cooling water tecr.p during surveillance test. Caused 
by incorrect lineup of coaling water valves. Cooler isolated 
to repair cooling water tube 1 eak, Operator reinstructed. 

SAHM. J. W. Public Service Co. of Colorado. 79/11/20. Ip. 


7712040320 Forwards LER 79-057 /O3L-0. 

MAREKDDURSi 0, Public Service Co. of Colorado. 77/11/29. Spp. 


— 7912040323 LER 79-057/05L-0: on 771 030. dur ing surveillance testing.one 
of three reactor pressure transmitters found out of calibr, 
Instrument settings less conservative than required. Caused 
by instrument drl ft. instrument recallbr. 

OAHM. J. U. Public Service Co. of Colorado. 79/11/29. Ip. 


7912040400 Forwards LER 79-0S6/03L-O. 

WAREMBOl/RQ. D. Public Service Co. of Colorado. 79/11/29. Dpp. 


— 7912040406 LER 79-056/03L-0: on 791030. seven of eleven helium circulator 
seal malfunction pressure differential switch units tripped 
outside Tech Specs.Caused by dirt accumulation in Blectrical 
switches. Switches cl eaned. read justed !< checked nonthly. 

OAHHiJ. D. Public Service Co. of Colorado. 79/11/29. tp. 


7912120324 Forwards LER 79-05B/03L-O. 

UAREHBOUAO. 0. Public Service Co. of Colorado. 79/12/04. 3pp. 


— 7912120336 LER 79-O9B/O3L-0: on 791 107. during reactor shutdown, lino 
supplying backup bearing water to lA helium circulator 
determined to be Impaired due to Impaired hanger. Caused by 
missing anchor bolt Ic stripped anchor bolt shield, 

OAHM. J. H. Public Service Co. of Colorado. 79/12/06. Ip. 


791212033B Forwards LEFi 79-059/03L-0. 

WAflEMBOUnO.D. Public Service Co. of Colorado. 79/12/06. 4pp. 


— 7912t2034l LER 79-0C9/O3L-0: on 79 1 109. dur log reactor shutdown for 
maint. boiler feeder snubber BF5-41S observed inoperable. 

Caused by empty hydraulic oil reservoir. Reservoir refilled. 
OAMd.J. U. Public Service Co. of Colorado. 79/12/06. Ip. 


7912180596 Forwards LER 79-054/O3X-1 . 

HABEHDOURG. D. Public Service Co. of Colorado. 79/12/12. Spp. 


—7912180610 LER 79-054/O3X-1 on 791029. standby dlesel enyine ID tripped 
on high cooling water temp during surveillance test. Caused 
by cooling water valves lined up incorrectly. Coot Ing water 
restored 6 personnel instructed In proper methods, 

OAHM.J.H, Public Service Co. of Colorado. 79/12/10. Spp. 


7912270426 Forwards LER 79-06i/03L-0. 

k.'AnEMBQURO.O. Fubtic Service Co. uf Colorado. 79/12/20. 4pp. 


—7912270433 LER 79-061 /03L-0: on 791120, pH 6 total dissolved solid 
samples not collected for nine shl fts. Caused by poor 
weather. High chlorine residual discharge caused by low 
retention time due to alternate discharge flow path. 

OAHrtrJ. W. Public Service Co, of Colorado. 79/1 S/20. Ip, 


DOCKET 30-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, madlcal, emergency t< fire protection plans 


7809290053 Gooiffiary of fire protection appeal meeting on 7S0114. 
Heating inconclusive. so official summary not prepared. 

BIRKEU. R. Light Water Reactors Branch 2. 70/09/26. 2pp. 


7009290054 Summary of fire protection appeal meeting on 760414. 
Meeting inconclusive, so official summary rot prepared. 
BIRKEL.H. Light Water Reactors Branch 2. 70/09/26. Spp. 


7912200022 Discusses NHC 791109 meeting ra emorgpncy preparedness team 
feview objectives. Provides guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agendas to take appropriate emergency ections. 

0RIME8,n,K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


0. Adjudicatory correspondence 


7912110030 Confirms receipt of end 790329 petition to suspend QLs for 
all PWRa. Forwards FR notice indicating that petition will be 
treated in accordance si/l(KFR2. 206. 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912110(26 Notice of request for action pursuant to 10CF82. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs (or PWRs. 

KULLER, D. R. Office of Nuclear Reactor Regulation. 79/11/23. 
SOpp. 


I. F inane iai information 


7912270577 Forwards duplicate copies of util 790321 guarantee of 
retrospective prenluAs, in response to NHC 791210 request. 
WHITLEY.H. D. Duke Power Co. 79/12/20. Ip. 


— 7912270505 Requests approved guarantee of payment o( deferred preBiums 
for 1979. 

SALTltlAN, J. Antitrust 6 Indeainity Oroup. 79/12/10. Ip. 


J. Insurance l< indemnity information 


7009190350 Informs recipient of Duke Power Co 78070S request to eiodify 
station Indemnity Agreement B-44 to permit receipt li 
possBssion of 4 fuel assenbllas fro* Crystal River 3 
facility. 

FAIRTILE. M. a. Operating Reactors Branch 4 (Pre 79062SJ. 

78/09/14. 2pp. 


P. Operating license stage documents it correspondence 


7609270093 Couaents on seisaieallg induced floods at aeonee plants. 
Investigates potantlal failure of Jocassee Don in rolatlon 
to safety of units. Question is being addressed by 
Ouosclences Branch. 

HtKJTAN. L. 0, Hydrology Heteorology Branch. 78/09/23. Ip. 


—7B09270104 Responds to 760115 iseao re recent earthquake activity in 
vicinity of Jocassee Dam. Discusses bases of saisalcally 
induced flood analysis for facility OL. Reactor area could be 
vulnerable to flooding. but detailed info unavailable. 

HULHAN. L. 0. Hydrology Keteorology Branch. 76/01/30. tp. 


7911090240 "Summary of Operating Experience U/Recirculatlng Bteam 
Oonerwkors. " 

ElSENflUTi 11. 0. Division of Operating Reactors. HUHEO-OS23. 
79/01/31. 09pp. 


790D01033? Nutifies of status of rep t on reactor cavity annulus seal. 
Most PWR users remove ring during normal operation. Others 
store seal ring in raised position during normal operation. 
LAINAB.O. Plant Systems Branch (Pre 7910301. 79/07/0S, 7pp. 


7912310070 Ack 790031 Itrs endorsing BIcW generic rept BAH-1S64. 
"Integrated Control Sys Reliability Analysiii " 6 requests 
addl info. 

REIO.R.R. Operating Reactors Branch 4. 79/11/07. 13pp. 


7912130190 Forwards suamary of Teknekron Researchi Inc study of llcsnsea 
regulatory perforeanca evaluation <> Teknekron draft rept re 
operating reactors w/BbU nuclear steam supply sys. Requests 
coismants. W/o end, 

STELLO. V. Office of Inspection t. Enforeementt Office of the 
Director. 79/Il/OB. 2pp. 


79121001B9 Discusses NRC 791101 esetlng w/representmt ives of HSSS 
vendors 4c fuel suppliers re discussion of respective 
portions of ECCS evaluation nodele dealing w/fuel cladding 
Buolling 6 incidence of rupture. Vendor responces end. 

EI8ENHUT. 0. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


— 7912100255 Responds to NRC 791101 request re noncompliance of 
Westinghouse ECC8 evaluation modal under requirement* 
of iOCFftSO App K. Evaluation of three fuel rod modmls 
indicates no safety probiems for Mestlnghouse plants. 
ANDERBON. T. H. Uestinghouse Electric Cerp. 79/11/02. 4pp. 


— 7912100330 Responds to WC 791101 request re OHM. cladding swelling Si 
rupture data. Review of analytical models ti tests indicates 
compliance w/tOCFRSO App K. All OE specs for celculmted peak 
cladding leap remain unchanged. 

BUCKHOLZ. R. H. General Electric Cm. 79/12/07, 2pp. 
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--7912100407 ForuiardB response to NRC 79H01 request re rod burst tost 
date. Concludes that data properlg represented by fuel models 
used In vendor evaluation models t< that analyses demonstrate 
all criteria of 10CFR90. 46 satisfied. 

□HSLEYi 0. F. Exxon Nuclear Co. > Inc. (subs, of Exxon Corp. >. 
79/ll/Oa. Spp. 


7912270399 Advises that excessive dountime for remaininp TMI Lessone 
Learned Task Force requirements during peak uinter months is 
unnecessary. Sequential shutdoun of Units 2 & 3 in Feb mill 
be followed by shutdown of Unit 1 by 600931. 

THIESiA.C. Duko Power Co. 79/12/17. 3pp. 


--7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OWSLEVi 0. F. Exxon Nuclear Co. i Inc. (subs, of Exxon Corp. >. 
79/11/04. 22pp. 


7912270491 Reaffirms util commitment to safe operation of facility. 
Claims significant progress In meeting virtually all 
Category A items in NUREO-0978. 

THIES, A. C. Duke Power Co. 79/12/17. 3pp. 


0. Inspection repertsi IE Bulletins b correspondence 


7912160317 Forwards safety evaluation of proposed changes to Tech apecs 
re 760112>0201 b 790822 requests for amend to auxiliary 
electrical emergency power sys periodic testing. 

LAINAStO. Plant 9ystsms Branch. 79/li/i3. 2pp. 


7912170211 Forwards) "Revision li Summary Ropl. Generic Response to U8 
NRC IE Bulletin 79-0S( Base Plate/Conerete Expansion Anchor 
Bolts. " 

PARKER>N. □. Buka Power Co. 79/10/29. Ip. 


--7912180324 Safety evaluation supporting proposed changes to Tech Specs 
re auxiliary electrical sys b emergency power sys 
survoillance periodic testing. 

* Office of Nuclear Reactor Regulation. 79/11/13. 6pp. 


791S120092 Summary of 791024 meeting w/BbH owners group re asymmetric 
LQCA loads evaluation. Evaluation of BbN plants to be 
completed by Jul 19S0. 

KOSFORD) S. B. Assistant Director for Engineering Programs. 
79/11/20. 4pp. 


791S100478 ForwardSito all BbM operating plants except TMI> request for 
addl info re small break LQCA. Comments requested by 791203. 

REIDiR. H. Operating Reactors Branch 4, 79/11/81. 3pp. 


791S100416 Forwards concerns on control rod guide tube wear in BbU- 
deslgned faci 1 i tlasi to assist in planning survevi llance 
program. Meeting scheduled 791220 in Bethesda>MD to discuss 
proposed program. 

REIDjR.M. Operating Reactors Branch 4. 79/11/23. 6pp. 


791S0403S9 Forwards rept b errata sheet re power operated relief valve 
actuation b reactor trip frequency, 

PARKER. H.O. Duke Power Co. 79/11/26. 24pp. 


791S040293 Forwards requests for roltef from requirements of A8HE 
Bailer b Pressure V/essel Code Section Xl.due to 
Inprdcticality of performing hydrostatic testing of portions 
of low pressure svc water. chemical addition b nitrogen sys. 
PARKER. K.O. Duke Power Co. 79/11/27. Spp. 


7918040419 Forward* correct commitment dates to 791121 response to 
NURE0-097a. 

PARKER. W.O. Duko Power Co, 79/11/27. 4pp. 


7918110131 Denies 791113 request for extension of time in which to file 
upgraded emergency plan. Rept due 800101. 

REID.R.W. Operating Reactors Branch 4. 79/11/87. 2pp. 


7918040916 Forwards proposed Toch Spec revlelon. supp lement ing 
790920 submittal re operability requirements of emergency 
f««duattr sye. 

PARKER. kl.O. Duke Power Co. 79/11/28. Ip. 


—7912040510 Proposed Tech Spec rovialon re emergency feedwater sys. 
» Duke Power Co. 79/11/28. 9pp. 


7918060902 Requests addl time to respond to NRC 791181 Hr re small 
break LOCA. Info re mechanical effects of induced ulug flow 
on steam generator tubes will be provided by 800219. Pump 
aoa! cooling info will be submitted by 791231, 

PARKER. U.D. Duke Power Co. 79/12/03. Ip. 


791S120434 Notifies that response to NRC 790821 Hr re Item 7-lA. 
benchmark analysis of sequential auxiliary feedwater flow to 
staam generators following lost of main feedwater will bo 
provided by 791221. 

PARKER. H.O. Duke Power Co. 79/18/03, Ip. 


7918190776 Forwards draft Itr to all llcensaee re diesel generator fuel 
ell QA requirements. 

EISENKOT. D. 0, Division of Operating Reactors. 79/i2/tt. Spp. 


7918270266 Provides status of NURE0-097B Category A items (dhlch will 
n«t be Implemented prior to 800101. Unit i currently in 
shutdown for refueling. A1 1 required Items for Unit 1 will be 
completed before startup anticipated in early Feb 1980. 

PARKER, W.O. Duke Power Co. 79/18/17. ,app. 


—7912170222 "Revision 1. Summary Rept. Oenerlc Response to US NRC IE 
Bulletin 79-02. Base Plate/Concrete Expansion Anchor Bolts." 

* Duke Power Co. TR-3901-1. 79/00/30. 7pp. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 790923-86. No 
noncompliancB notod. 

SUTHERLAND. 0. T. Region 2. Atlanta. Fuel Facility b Materials 
Safety Branch. 79/11/07. 2pp. 


—7912200399 Waste packaging Insp Rept 79-02A. No noneompl lanca noted. 
Major areas Inspected: shipping paper b DOT placarding 
requirements. radiation levels, removah le contamlnatlon.DOT b 
NRC package features. 

BROWN. R. A. Region 2. Atlanta. Office of the Director. 79/11/06. 

6pp. 


7912060128 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
O'REILLy. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912060949 Forwards response to Item 5 of IE Bulletin 79-090 re small 
break operating guldel Ines. Forwards "Analysis Sumitary in 
Support Qf Inadequate Core Cooling Guidelinas for Loss of 
RC9 Inventory." W/o end. 

PARKER. W.D. Duko Power Co. 79/11/09. Ip. 


7912100154 Ack receipt qf 79110Q Hr in response to NRC 790607 Itr re 
items designated as C b D. Corree tlve act tons will be 
examined during future insp. 

LEWlBiR.C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 79/11/16. Ip. 


— 7918100169 Responds to NRC 790607 itr re violations noted in IE Insp 
Repts 90-269/79-10.90-270/79-10 b 30-887/79-10. Corrective 
actions: plans to amend OA program topical rept to reflect 
present mode of operation. 

PARKER. W.O. Duke Pouor Co. 79/11/08. ip. 


7912100169 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required, 
f! 'REILLY. J. P. Region 8. Atlanta, Office of the Director. 
79/tl/l6. Ip. 


7912110949 Forwards IE Info Notice 79-29, "Loss of Nonsapety-Rilated 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7913170127 Responds to IE Bulletin 79-01, "Environ Qualification of 
Clasi IE Equipment," Anticipates Unit 1 b 3 motor operators 
(uitt be changed out during first cold shutdown after 800129. 
PARKER, W.O. Duke Power Co. 79/11/16. ip. 


7912060607 Forwards IE Circular 79-24. "Proper Installation fa Calibr of 
Core 8pray Pipe Break Detection Equipment on UMRs. " No 
response required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


79J81I0134 Forwards IE Circular 79-18, "Motor Starters fa Contactors 
Failed to Operate." No response required. 

0 'REILLY, J. P. Region 8. Atlanta, Office of the Director. 
79/11/86. Ip. 


7912040434 Forwards requests for relief from inservice insp 
requirements of A8ME Boiler fa Pressure CedeiSaetion XI due 
to Impracticallty of performing volumetric examinatlone on 
welds in several sys. 

PARKER, W.O. Duka Power Co. 79/11/27. 29pp. 
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79iai'?0790 Responds to IE Oulletln 79-17^ Rev i a 1 on 1 re stagnant borated 
water a^s. Eianii nation of norraallij Inaccessible portions of 
Unit 1 for pipe craclcs to be conducted during current 
refuellns outage. 

PARKEB.M- O, Duke Power Co. 79/il/^SQ, tp. 


7912280377 Forwards IE Info Notice 79-31i "Use of Incorrect Amplified 
Response Spectra," No written response required. 

O'nEILLVi J, P. Region 2. Atlanta« Office of the Director. 

79/12/13. 2pp. 


791S19O30* Forwards IE Bulletin 79-27, "Lo.ss of Non-Class IE 
Instrunentation it Control Power Sgs Dus During Operation. " 
Written response required 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/30, Ip. 


7912200129 Forwards IE Circular 79-29, "Shoeh Arrestor Strut Assembly 
Interference. " No written response required. 

O'BEILLY. J. P, Region 2, Atlanta, Office of the Director. 

79/12/20. 4pp. 


ft. Periodic operating reports i related correspondence 


7912140348 Provides supplemental info to 790B24 response to IE Dullctin 
79-03C, "Nuclear Incident at TMI - Suppl,” re revision of 
Bisergencg proeeduros requiring trip of reactor coolant pumps 
upon reactor trip. 

PARKER, U.O. Cuke Power Co. 79/12/06. 2pp. 


7912280017 Updates 790914 response to IE Bulletin 79-21, "Temp Effects 
on Level Neasurenents . " Completion date of Item 4 changed 
to no later than BOOIOI. 

PARKER, W.O. Duke Power Co. 79/12/06. Ip. 


79121B0373 Forwards monthly operating rapts for Nov 1979, 
PARKER, H.O. Duke Power Co. 79/12/14. Ip. 

—7912100304 Monthly operating ropts for Nov 1979. 
REAVIB,J,A, Duke Power Co. 79/12/14. 16pp. 


5. Reportable occurronces, LERs tc related correspondence 


7912310293 Forwards IE Info Notice 79-30, "Reporting of Defects It 
Nnncompliancesj 10CFR21. " No action required. 

0 'REILLY, -J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. Spp. 


7912040474 Responds to NRC 790921 Itr transmitting NRC 790626 Ur re 
multiple equipment failures U surveillance testing errors. 
Discusses review of events described in NRC 790926 Ur. 

Eilstlng procedures b policies address concerns, 

PARKER, W.O. Duke Power Co, 79/12/04. 2pp. 


79I2200026 Forwards IE Bulletin 79-20, "Possible Malfunction of Namco 
Model EAISO Limit Switches at Elevated Temps." Action 
required . 

□ 'REILLY. J. P. Region 2, Atlanta, Office of the Director, 

79/12/07. 2pp. 


791231000S Forwards third response to IE Bulletin 79-02, Revl sion 2, re 
pipe support base plate designs. Base plate fletlblllty in 
calculation of eipansion anchor bolt loads accounted for 
tag conservative hand calculation method. 

PARKER, H.O. Dule Power Co. 79/12/07. 25pp. 


7912310022 Forwards updates to 791029 L 1106 responses to IE Bulletlfi 
79-14, "Relsmlc Analysis for As-OuiU Sa Petg-Related Piping 
Eye. " Provides summary of seismic Input nonconformances 
thT0.U9fi 791126. 

PARKER, U.O. Duke Power Co. 79/12/07. 11pp. 


79I221007S Atk receipt of IE Insp Repts 50-269/79-28,30-270/79-26 b 
30-207/79-28 on 791024-26. No proprietary info. 

PARKER, U.O. Duke Power Co. 79/12/tO. Ip. 


—7912040476 Forwards RD-269/77-2i. 

PARKER, W.D. Duke Power Co, 77/07/13. Ip. 


—7912040479 RO-269/77-21 ; on 770620. during isolation of train A of 
penetration room ventilation to replace carbon f 11 teri, train 
A was Inadvertently togged out, resulting In filter change 
in train 0 instead of A. Caused by personnel error. 

* Duke Power Co, 77/07/13. 2pp. 


7912120294 Notifies of failure to retain instructions to enarglto both 
4160 volt standy buses w/Lee combustion turbine when Unit 2 
was in svc. Caused by inadequate revision to operating 
procedure for 100 kV power supply on 791130, 

PARKER, W.O. Duke Powor Co, 79/12/03, Ip. 


7912130411 RD: on 791 126-30, onl y one standby bus had been energised by 
Lee Station gas turbine, olth ough Tech Specs require both 
standby buses be energited during hydro outage. Caused by 
Inadequately revised procedures. 

PARKER, H.O. Duke Power Co. 79/12/10, 2pp, 


—7912210080 Forwards IE Insp Kepts 50-269/79-28,30-270/79-26 & 
30-287/79-28 on 791024-26. Ho nnjicompl 1 ance notod. 

SlITkIERLAND. J. T. Region 2, Atlanta, Fuel Facility I, Materials 

Safety Branch. 79/11/13. 2pp. 


“7912210080 IE Insp Repts 50-269/79-28,30-270/79-26 it 30-237/79-20 on 
791024-26. No noncompliance noted. Major areas inspected : App 8 
Tech Specs annual reporting requiroments & review of 
nonroutine reports 6 LERs. 

CUNNINOHAH. A. L. Region 2, Atlanta. Office of the Director. 
tlUFMAM, H. Region 2. Atlanta, Fust Facility b Materials Safety 

Dranch, 79/11/14, 3pp. 


7912210227 Ack receipt of 791109 & 30 itrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 30-269/79-24, 
30-270/79-22 «< 90-207/79-24. 

KENNA.H.D. Region 2, Atlanta. Safeguards Branch. 79/12/11. Ip. 


—7912210238 Provides addl Info to 791109 response to NRC 790927 
Ur re vloletions noted In IE Insp Repts 50-269/79-24, 
SO-270/79-22 b 30-287/79-24. Oe ta 1 1 a withheld 
iref I0CFB2. 790). 

PARKER, If. Q. Duke Power Co. 79/U/30. Ip. 


—7912210248 Responds to NRC 790927 Ur re violations noted in IE Insp 
Repts 30-269/79-24, 50-270/79-82 b 30-287/79-24. Beta 1 Is 
withheld <ref I0CFR2.790). 

PARKER.W. 0. Duke Pouar Co. 79/11/09. ip. 


—7912210263 Forwards IE Insp Repts 30-269/79-24,50-270/79-22 U 
30-207/79-24 on 790021-24 & 0905-07, No tl ce of Violation 
withheld (ref 10CFR2.790). 

I HENNA, H.O, Region 2, Atlanta, Bafeguarde Branch. 79/09/27. 

app. 


—7912210203 IE Insp Repts 30-269/79-24,50-270/79-22 fc 50-207/79-24 on 
790021-84 t> 0905-07. Me jor areas inspected: security 
organliatlon b physical barriers. Details withheld 
(ref 10CFn2. 790). 

ORE, D. E, I JOHN, H, N. Region ‘2, Atlanta, Office of the Director. 
'UP" P.C. NRC Regional Offices. 79/09/27. Ip. 
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F. Security, medical, emergency b fire protection plans 


7009290053 Summary of fire protection appeal meeting on 700414. 
Meeting inconclusive, so official summary not prepared. 

BIRKEL, R. Light Hater Reactors Drench 2. 78/09/26. 2pp. 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives, Provides guidance far improving lieensea 
emergency preparedness b assuring capability of offsite 
agenclee to take appropriate emergency actions. 

OfllMES, D. K. Emergency Preparedness Task Force. 79/11/23. SOpp. 


0. Adjudicatory correspondence 


7912110030 Confirms receipt of end 790329 petition to suspend OLs for 
all PHRs. Forwards FR notice indicating that petition will be 
treated in accordance W/10CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912110126 Notice of request for action pursuant to 10CFR2, 206 ri 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of alt OLs for PHRe. 

MULLER. D. ft. Office of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 


I, Financial information 


7912270577 Forwards duplicate copies of util 790321 guarantee of 
retrospective premiutne, in response to NRC 791210 request. 
WHITLEY, H.D, Duke Power Co. 79/18/20. Ip. 


— 7912270505 ftequests approved guarantee of payment of deferred premiums 
for 1979. 

8ALTZMAN, J. Antitrust b Indemnity Oroup. 79/12/10. Ip. 
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J, Iniurance it indemnitg itiformaHon 


7B09190380 Infarni* recipient of Duke Pouier Co 780705 
•tattoo Indemnitg Agreement 0-44 to permit receipt 
pooeeetlon of 4 fuel aetemblles from Crgstal River 
.facilttg. 

FAIRTItEj M. B. Dperating Reactor* Branch 4 (Pre 

70709/14. 3pp. 


request to modlfg 
«( 

3 

790635). 


7912100470 Farijiai’i)«i bo all D&W operating 
addl info re small break LOCA. C omme n to 
REID.R. W. aperating Reactors Drench 


plants accept IMlirequesfc for 
requested by 791203. 

4. 79/11/21. 3pp. 


7912100416 Forwards concerns on control rod 
designed f ac 1 1 1 1 ies, t o assist in planning 
p rogram. Mee 1 1 ng scheduled 791220 in Dethe 
proposed program. 

REID.R.H. Operating Reactors Branch 4. 


guide tube uear 
survBvl klanc e 
sdai HD to discuss 

79/11/23. 6pp. 


in BtM- 


P, Operating license stage documents & correspondence 


7B09270093 Comments on selsmicallg induced floods at Oconee plants. 
Investigates potential failure of Jocassee Dam in relation 
to safety of units. Question is being addressed by 
Oeasctences Branch. 

HDLMANiL. 0, Hgdrologg Moteorologg Branch. 70/09/33. ip 


— 7809270104 Responds to 760115 mtmo re recent earthquake activity in 
vicinity of Jocassee 0am. Discusses bases of seismlcally 
Induced flood analysis for facility DL. Reactor area could be 
vulnerable to floodlngibut detailed info unavailable. 

HULMAN) U. 0. Hydrology Moteorologg Branch. 76/01/30. ip. 


7912040335 Forwards rept 6 errata sheet re power operated relief valve 
actuation l< reactor trip frequency. 

PARKERi.W. 0. Duke Power Co. 79/11/36. 34pp. 

7912040293 Forwards requests for relief from requirements of ABME 
Boiler 6 Pressure Vessel Code Section Xlidue to 
impractical I ty of performing hydrostatic testing of portions 
of low pressure svc wa teri ehemlca 1 addition 1< nitrogen sys 
PARKER. H.O. Duke Power Co. 79/11/37, Qpp. 

7912040415 Forwards correct commitment dates to 791121 response to 
NUREO-0578. 

PARKER. W.O. Duke Power Co. 79/11/37, 4pp. 


7911090240 "aumtnary of Operating Eiperlenee H/Rec Ireolatlng Steam 
Ceneratore. " 

EISENHUTi D. 0, Division of Operating Reactors. NUREO-0323. 
79/01/31. 09pp. 


7712110131 Denies 791113 request for eetenslon of time 
upgraded emergoneij plan. Rept due 300101, 

RElDiR.H. Operating Reactors Branch 4. 79/11/37. 


in which 

2pp. 


to file 


7912310070 Act 790831 Itrs endorsing BiW generic rept BAH-1564i 
"Integrated Control 8ys Reliability AnalystSi " fc requests 
addl info. 

REIOtR.U. Operating Reactors Branch 4, 79/11/07. 13pp. 


7912130190 Forwards summary of Teknekron Rsseareh. Inc study of licensee 
regulatory performance evaluation 8. Teknekron draft rept re 
operating reactors u/BtiU nuclear steam supply sys. Requests 
comments. H/o end. 

STSLUOiV. Office of Inspection 8i Enforcement! Office of the 
Director. 79/i!/0B. 3pp. 


7912100189 Discusses NRC 791101 mooting w/representatives of NSSS 
vandors 6 fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing w/fuel cladding 
swalUng b incidence of rupture. Vendor responses end. 

EI8ENHVT, D. a. Division of Operating Reactors. 79/11/09., 65pp. 


— 7913100255 Responds to NRC 791101 request re noncompliance of 
Mestlnghouse ECCB evaluation model under requirements 
of iOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for He sting house plants. 
ANDERSON. T. M. Westinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 rsquost re ORNL cladding suelllng «< 
rupture data. Review of analytical models 8c tests indicates 
compliance w/IOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ. R. H. General Electric Co. 79/12/07. 2pp. 


7913040516 Forwards proposed Tech Spec rovl s i on* s upp 1 ementing 
79052S submittal re operability requirements of emergency 
feedwater sys. 

PARKERj H. 0. Duke Power Co. 79/11/3B. Ip. 


—7913040510 Proposed Tech Spec roviston re emergency feedwater sys. 
* Duke Power Co. 79/11/20. 9pp, 


7912060502 Requests addl time to rospond to NRC 791121 Hr re small 
break LOCA. Info re mechanical effects of induced slug flow 
on steam generator tubes will bo provided by 000215, Pump 
seal cooling info will be submitted by 791231. 

PARKER. W.D. Duke Power Co. 79/12/03. Ip, 


7912120434 Notifies that response to NRC 790B31 Itr re Item 7-lA» 
benchmark analysis of sequential auslllary feedwater flow to 
•team generators following loss of main feedwater will be 
provided by 791281. 

PARKER, W.D. Duke Power Co. 79/12/03. ip. 


7912100160 Forwards proposed revision to Tech Specs to eitand Cycle 4 
to no more than 353 +/-10 effective full power day a, Forward s 
Class III amend fee. W/o oncl fee. 

PARKER. W.O. Duke Power Co. 79/18/13. 2pp. 


— 7912100163 Proposed revision to Tech Specs to estetid Cycle 4 to no 
more than 353 +/-10 effective full power days, 
a Duke Power Co. 79/12/13. 7pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst tost 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation models 8c that analyses dsmonstrate 
all criteria of lOCFfiSO, 46 satisfied. 

OWSLEV.O.F. Exxon Nuclear Co,. Inc. isobt. of Exxon Corp.). 
79/11/02. 5pp. 


— 7912100436 Forwards addl info ra evaluation of impact of NRC proposed 
rupture/bloekege model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
ruptore/b lockage model on licensing calculation results. 

DWaUEY.O.F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.), 
79/11/04. 22pp. 


7912180317 Forwards safety evaluation of proposed changes to Tech Specs 
ra 780112.0201 8< 790B23 requests for amend to auxiliary 
■lectrlcar emergency power sys periodic testing. 

LA1NA8.0. Plant Systems Branch. 79/11/13, 2pp. 


— 7912180354 Safety evaluation supporting proposed changes to Tech Specs 
re auxiliary electrical sys 6 emergency power sys 
surveillance pirlodle teetlng. 

» Office of Nueleer Reactor Regulation. 79/11/13. 6pp. 


7918120092 Summary of 791024 meeting w/BliH owners group re asymmetric 
LOCA loads evaluation. Evaluation of B8<W plants to be 
completed by Jul 19B0. 

HD8FORD16. B, Aeslitant Director for Engineering Programs. 
79/11/20. :4pp. 


7913270'266 Provides status of NDRE0-O57S Category A items which will 
mot bo Implemented prior to SOOIOI. Uni t 1 currently in 
shutdown for ref ue 1 Ing . A1 1 required items for Unit 1 will bo 
complotsd before startup anticipated in early Fob 1900. 

PARKER. W.O. Duke Power Co. 79/12/17. 8pp. 


7912370399 Advises that excessive downtime for remaining THI LessOne 
Learned Task Forte requirements during peak winter months is 
unnec essary. Sequent lal shutdown of Units 2 8c 3 in Feb will 
be followed' by shutdown of Unit 1 by P00S31. 

THIES. A.C. Duke Power Co. 79/12/17. 3pp. 


7918370451 Reaffirms Util commitment to safe operation of facility. 
Claims significant progress in meeting virtually all 
Category A items In NyRE0-057e, 

THIES, A, C. Duke Power Co. 79/18/17. 3pp. 


Q. Inspection reports. IE Bulletins t correspondence 


7918170811 Forwards, "Revision 1. Summary Rep t> Generic Response to US 
NRC IE Bulletin 79-02. Base P 1 ate/Cnncrete Expansion Anchor 
Bolts. " 

PARKER.W.O. Duke Power Co, 79/10/89, ip. 


--7912170232 “Revision 1. Summary Ropt.Generic Response to US NRC IE 
Bulletin 79-03. Base P 1 ate/Cone reto Expansion Anchor Dolts." 

« Duke Power Co. TR-3S01-1. 79/00/30. 7pp. 
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79t2200-3'14 Forwards uasto packaglnj Insp Rept 
nonconiplianc» noted. 

SUTHERLAND. J. T. Region Sp Atlanta. Fuel 

Safetif Branch.. 79/ll/'07. 2pp. 


79-02A on 790925-26. No 
Fsc i 1 i tg & Materials 


7912310293 Foruards IE Info Notice 79-30i "Reporting of Defects (< 
Nancon.pUances,10CFR21." No action required. 

D'OElLLVi J. P. Region 2< Atlanta. Office of the Director. 
79/12/06. 9pp. 


-7912200395 Haste packaging Insp Rept 79-02A. No noneomp 1 i anee noted. 
Major areas inspac ted ; ahlpp i ng paper C. DOT placarding 
requiremants. radiation I evel s. ramovablB c ontaninat Ion, DOT 6 

NSC package features. - 79,1 \/nh 

BRQWNtR.A. Region 2, Atlanta. Office of the Director. 79/11/06. 

6pp. 


7912060128 foruiards 
Fuel Assemblies." 
O'REILLY, J P, 
79/11/09. 2pp. 


IE Info Notice 79-12A< "Attempted Dafflage 
No specific action or response required. 
Region 2, Atlanta. Office of the Director. 


to Neu 


7912200026 Forwards IE Bulletin 79-2B, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps." Action 

O'flEILLVi J. P. Region 2. Atlanta, Office of the Director. 

79/12/07. 2pp. 


7912310005 Forwards third responso to IE Bulletin 79-08, Revision 2, re 
pipe support base plate dea Igns. Base plate flexibility In 
calculation of eipanslon anchor bolt loads accounted for 
bg conservative hand calculation method. 

PARKER, M.O. Duke Power Co. 79/12/07. 29pp. 


7912060549 Forwards response to Item 5 of IE Bulletin 79-090 re small 
break operating guidel i nes. Forward s "Analysis Summary li» 

Support Of inadequate Core Cooling OuldellnBa for Loss of 
RCS Inventory." H/o end. 

PARKEflaU.O. Duke Power Co. 79/11/09 Ip. 


7912310022 Forwards updates to 
79-14, "Seismic Analysis for 
Sys. " Provides summary of se 
through 791126. 

PARKER, H.O. Duke Power Co. 


791029 t 1106 responses to IE Bulletin 
As-Dullt Safety-Related Piping 
ismlc Input nonconformances 

79/12/07. llpp. 


7912100154 Ack receipt of 791108 1 tr in response tu NRC 790607 Itr re 
items designated as C It D. Corrective actions will be 
etamlned during future Insp. 

LEWIS.R.e. Region 2, Atlanta, Reactor Operatloni Nuclear Support 

Branch. 79/11/16. Ip. 

—7912100169 Responds to NRC 790607 Itr re violations noted In IE Insp 
Hopts 50-269/79-10. 50-270/79-10 t. S0-2B7/79-10, Corrective 
actions: plana to amend QA program topical rspt to reflect 
present of Dp^ratipn. 

PARWER.W 0. DuVe Power Co. 79/11/08, Ip. 


7912100169 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
O^REILLV, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 


7912210079 Ack receipt of IE Insp Repts 50-269/79-20.50-270/79-26 It 
50-207/79-28 on 791024-26. No proprietary info. 

PARKER, W.O. Duko Power Co. 79/12/10, Ip. 


-“7912210000 Forwards IE Insp Repts B0-869/79-8S, 50-270/79-26 6 
90-2B7/79-2B on 791024-26. No noncomp 1 ianco noted. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility 6 Mater 

Safety Branch. 79/11/15. 2pp. 


lets 


—7912210008 IE Insp Repts 50-269/79-20,50-270/79-26 6 50-287/79-20 on 
791024-26, No noneompl ianee noted. Major arses Inspected: App B 
Tech Bpees annual reporting requirements t< review of 
nonroutine reports t, LERs, . i 

CUNNINOHAM, A, L. Region 2, Atlanta. Office of the Director. 
HUFHAM,J. W, Region 2, Atlanta, Fuel Faelllty (i Materials Oafety 

Branch, 79/11/14, 3pp. 


7912110945 Forwards IE Info Notice 79-29, "Loss of Nonsafaty-Relatod 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/11/16. 2pp. 

7912170127 Responds to IE Bulletin 79-01, "Environ Dual ificatlon of 
Class IE Equipment." Anticipates Unit I 6 3 motor operators 
will be changed out during first cold shutdown after 800129. 
PARKER, W.O. Duke Power Co. 79/11/16. Ip. 


7912210227 Ack receipt of 791109 h 30 Itrs informing NRC of steps 
to correct violations noted in IE Insp Repts 50-269/79-24, 
50-270/79-22 t< 90-207/79-84. 

KENNA.H. B. Region 8, Atlanta, Sef eg uards Branch. 79/12/11. 


taken 


Ip. 


7918210238 Provides addl info to 791109 response to NRC 790927 

Itr re violations noted In IE Insp Repts 50-869/79-84, 
90-870/79-22 Si 50-837/79-84, Data i I s withheld 
(ref lOCFRa.790). 

PARKEB.W.O, Duke Power Co. 79/11/30. !p. 


7912060607 Forwards IE Circular 79-24, "Proper Installation 6 Callbr of 
Core Spray Pipe Break Detection Equipment on BHRs, ’’ No 
response required. 

a'REILUV. J.P. Region 8, Atlanta, Office of the Director. 

79/11/86. Ip. 


7912U0134 Forwards IE Circular 79-12. "Motor Starters & Contactors 
Failed to Operate." No response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


—7912210240 Responds to NRC 790927 Ur re violations noted in IE Insp 
Repts 50-269/79-84,50-270/79-22 k 50-207/79-24. Details 
withheld (ref 10CFR2. 790>. 

PARKER, H.O. Duke Power Co. 79/11/09. Ip. 


— 7912210263 Forwards IE Insp Repts 80-269/79-24, 50-270/79-28 li 
90-287/79-24 on 790021-24 fc 0909-07. Notice of violation 
withhold (ref 10CFR2. 790). . „ „ 

KENNA.H. B, Region 2, Atlanta, Safeguards Branch. 79/09/27. 

app. 


7912040434 Forwards requests for relief from iniervice insp 
requirement* of ASHE Boiler t, Pressoro Code, Section XI due 
to isipracticallty of performing volumetric examinations on 
welds In several sys. 

PARKER. W.O. Duke Power Co. 79/11/27. 25pp. 


— 7912210203 IE Insp Repts 50-869/79-24, 50-270/79-22 b 90-207/79-24 on 
790821-84 b 0705-07. Major areas Inspected: security 
organliatlon b physical barriers, Detel Is withheld 
(ref 10CFR2. 790). .. 

MOORE, D. E. , JOHN, W. N. Region 8, Atlanta, Office of the Director. 
HOWELL, U.C. NRC Regional Offices. 79/09/27. Ip. 


7912190790 Responds to IE Bulletin 79-17, Revl slon 1 re stagnant borated 
water sys. Examination of normally Inaccessible portions of 
Unit 1 for pips cracks to be conducted during currant 
refueling outage. 

PARKER. U.O. Duke Power Co. 79/11/20, Ip. 

7912190306 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation." 

Uritten response required, 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 

79/11/aO. Ip. 


7912140348 Provides supplemental info to 790824 response to IE Bulletin 
79-09C. "Nuclear Incident at TMI - Suppl." re revision of 
emergency procedure* requiring trip of reactor coolant pumps 
upon reactor trip. 

PARKER, W.O. Duke Power Co. 79/12/06. 2pp. 


7912280017 Updates 790914 response to IE Bulletin 79-2i. "Temp Effects 
on Level Measurements." Completion date of Item 4 changed 
to no later than 800101. 

PARKER. H.O. Duke Power Co. 79/12/06. ip. 


7918200377 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response apeetra. " No written response required. 

O'REILLY, J. P. Region 8, Atlanta, Office of the Director. 

79/12/13. 2pp. 

7912200129 Foruarde IE Circular 79-28, "Shock Arrestor Strut Assembly 
Interference." No written reeponee required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/20. 4pp. 


R. Periodic operating reports b related correspondence 


7912100379 Forwards monthly operating repts for Nov 1979. 
PARKER. M.O. Duke Power Co. 79/12/14. Ip. 


— 7912100384 Monthly operating rept# for Nov 1979. 
REAVISiJ.A. Duke Power Co. 79/12/14. 16pp. 
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S. Rajiertalil* otcurrances. LERs b ralated correspondence 


7919060393 PNO-I 1-79-016: on 7910S9< ittaidiate action Itr issued 
re^iilTlni investigation of LPI8 lepairaent tt failure of 
personnel to notice incorrect control board indications. 

Spoclal audit to he conducted by util. 

dyer* < 1. A. Region 2i Atlanta) Office of the Director. 79/10/26. 
If. 


7919040474 Responds to WC 790921 Itr transnitting NRC 790626 Itr re 
»ultlplo oi^uipaent failures 6 surveillance testing errors. 
Diaevsaas revlsu of events described in mC 790926 Itr. 

Eslsting procedures b policies address concerns. 

PARKER) U.O. Dube Power Co. 79/12/04. 2pp. 


7913120294 Notifies of failure to retain instructions to energiio both 
4160 volt standg buses u/Lee coabustion turbine when Unit 2 
leas In sve. Caussd bg inadaguate revision to operating 
procadura for lOO kV pouer supply on 791130. 

PARKER) W.O. Duks Power Co. 79/12/09. Ip. 


7913k30411 RO: on 791126-30) only one standby bus had been energlted by 
Ubo Station gas turbine> although Tech Specs require both 
standby buses bo energized during hydro outage. Caused by 
inadequately revised procedures. 

PARKER) W.a. Duke Power Co. 79/12/10. 2pp. 


7912970903 Forwards LER 79-OO9/01T-0. 

PARK£RtW.O. Duka Power Co. 79/12/91. 2pp. 


•7912270909 LER 79-009/01 T-O: on 791209) during annuel naint of engineered 
safeguard valvesiHPl suction valves frow borated water 
aterago tank rendered Inoporablo. Caused by inadvertent 
rawoval 6 cleaning of Itwlt switch assowblles. 

LEWIS) 8, R. Duke Power Co. 79/12/21. Ip. 


7912280497 Advises that RO-270/79-e will be subaitted by B00107. 
InvBstigatlon of accident involving reactor bldg penetration 
inoperability is underway. 

PMtKER)W.a. Duka Power Co. 79/12/21. Ip. 


DDCKET 90-271 VERHONT YANKEE NUCLEAR POWER STATION 


F. Bocurityi Bodlcali oaergoncy It fire protection plans 


7912200022 Discusses MIC 791109 nesting re energency preparedness teen 
ravlO'W objectives. Provides guidance for inproving licensee 
•oMrgency preparedness It assuring capebility of offsito 
wpnnclas to taka appropriate energency actions. 

OflinEB) B. K. Energency Preparedness Task Forca. 79/1,1/23. 30pp. 


P. Oparatlng llcansa staga riocuaents tt corraspondence 


7912100413 Discusias NRC concern re centainnent purging b venting 
during noreuit operation. Includes llconsee override of 
aafoty actuation Isolotion signals to contalnnent Isolation 
valves b volva ability to shut w/o degrading contalnaant. 
SCHUENCER.A. Operating Raactors Branch 1. 79/10/09. Spp. 


7912030079 Forwards Anond 99 to Lieensa DPR-98 safety evaluation b 
notice ef Iseuance b availability. 

IPPOLlTOiT. A. Oparatlng Raactors Branch 3. 79/10/22. Spp. 


— ^7912090292 Anand 99 te License DPR-2e) changing Tech Specs to 
incorperote Halting conditions for cycle 7 operation h 
awrvaillanea requiresMntB asseclatod w/eentrol rod hydraulic 
raturn llna isolation valveo. 

1PP0L1T0>T. A. Operating Reactors Branch 3. 79/10/26. 7pp. 


•7912090300 Safety evaluation supporting Amend 99 to License DPR-2B. 
• Office of Nuclear Reactor Regulation. 79/10/26. 7pp, 


— 7912090307 Notice ef lesuance of Anond 99 te License DPR-2a. 

XPPaLITa)T.'A. Ihperattng Reactors Branch 3. 79/10/26. 2pp. 


7912100109 Dlacussas NRC 791101 naating w/rspresantatlvas of NS8S 
vanriara b fual suppliers ra discussion of raepective 
parttens of ECC8 evaluation nodele dealing w/fual cladding 
awalllng b incldanca of rupture. Vendor reaponsee end. 

ElBEfWUT) D. 0. Division ef Operating Reactors. 79/11/09. 69pp. 


— ^7910100299 Responds te MIC 791101 request re none onpl lance of 
Uastingheuse ECC8 evaluation nodel under requlrenonts 
n# 1QCFR90 App K. Evaluation of throe fuel rod Models 
Indicates no safety prehleas for Uestinghouee plants. 
AMDERsdN) T. N. Westlngheuse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re DRNL cladding swelling b 
rupture data. Revleut of analytical models h tests indicates 
compliance u/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZi R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses damoiistrate 
all criteria of 10CFR90. 46 satisfied. 

OWSLEY. O.F. Elion Nuclear Co. , Inc. isubs. of Eicon Corp. 1. 
79/11/02. Spp. 


— 7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NHC 
rupture/blockage model on licensing calculation results. 

OW3LEV.O.F. Elion Nuclear Co. I Inc. isubs. ef Eicon Corp. 1. 
79/11/04. 22pp. 


7912130018 Reports faulty overeurrent trip devices in Uestinghouse 
DB 90 circuit breakers. End cap replacement & calibr schedule 
for neit outage of sufficient duration. 

HOODY.O, E. Vermont Yankee Nuclear Power Corp. 79/11/13. Ip. 


7912190123 Recommends rejection of licensee proposed changes to Tech 
Specs due to insufficient data. Licensee failed to provide 
addl Info raquasted by NRC. 

LAINAS.O. Plant Systems Branch. 79/11/19. 2pp. 


7912070087 Notification of 791211 meeting u/util b OE In SethesdaiND to 
discuss fuel performance. 

ROONEY) V.L. Operating Reactors Branch 3. 79/11/27. 3pp. 


7912180238 Ack receipt of NRC 791016 Itr re violation of Oeneral Design 
Criteria 17. Proposed alternative second level of 
undervoltage protection based on detectian.alarm b operator 
action. 

noODY) D. E. Vermont Yankee Nuclear Power Corp. 79/12/06. 7pp. 


7912130993 Forwards proprietary slides for 791211 eioetlng u/NRC re 
facility Reload 3 fuel b water rod wear. Aff idavt t for 
withholding proprlatary info end, Qlidea withheld 
(ref 10CFR2. 790). Copy end for Central Files only. 

CARNLEViJ. 8. Oeneral Electric Co. 79/12/11. 9pp. 


7912170310 Requests that 791130 Itr be placed on docket as response to 
NRC 791002 b 30 ttrs re acceptance criteria for Hark I 
containment program. 

8HITH)R. L, Vermont Yankee Nuclear Power Corp. 79/12/13. 2pp. 


7912310341 Advises that 800101 date for compliance W/NUREO-097B not 
feasible. Equipment delivery) design revtewi safety avaluation 
b outage schedule will’ result in completion durl'ng wk of 
B00216. Schedule b Itr re requested outage and. 

HOaDY>D.E. Vermont Yankee Nuclear Power Corp. 79/12/14. App. 


7912310931 Responds to NRC 791114 Itr re mod h rssubnlssion of generic 
positions on THI Lsssons Learned Task Force Implemantation. 

BWR relief b safety valves eipected to eiperience liquid b 
two-phase flow under high b low pressure conditions. 

KEENAN) T.D. Babcock b Wilcot Operating Plants Owners Group. 
79/12/14. 2pp. 


0. Inspection reportsi IE Bulletins h correspondenco 


7913030080 Ack receipt of 791009 Itr informing NRC of steps tokon to 
correct violation noted In IE Insp Rept 90-271/79—10. 

SfllTHtO. H. Region 1. Philadelphia) Fuel Facility b Materials 
Safaty Branch. 79/10/24. Ip. 


--7912030086 Responds to NRC 790913 Itr re violation noted In IE Insp 
Rept 90-271/79-10. Corrective action: stock gas samp las will 
be analyiod every 96-h. 

HOaDVi D. E. Vermont Yankee Nuclear Pewar Corp. 79/10/09. 2pp. 


—7912030089 Forwards IE Insp Rept 90-271/79-10 on 790710-13 b notice of 
violation. 

8MITH>6. H. Region !> Philadelphia) Fuel Facility b Materials 
Safety Branch. 79/09/13. Spp. 


— 7912030092 Notice of violation free Insp on 790710-13. 

a Region 1) Philadelphia) Office of the Director. 79/09/11. 
Ip. 


— 7912030096 IE Insp Rept 50-271/79-10 on 790710-13. Noneompliarco noted: 
failure to sample stack gas at raqulred fraquency. 

THONVa.L. H. Region 1) Philadelphia) Office of the Dtrac tor. 

8T0M1.J. P. Region !> Philadelphia) Fuel Facility b Materials 

Safety Branch. 79/09/11. 7pp. 
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79iai7036a Responds to IE aoUetin 79-02, fievts ion l.Buppl i. Facility 
continues prograns on anchor holt raplacetnent. 

MDODV. D. E. Vermont Yankee Noe tear Homer Corp. 79/10/29. 3pp. 


79!ai40360 Responds to IE Bulletin 79-24, "Froien Lines." Adequate 
measures alreadi/ taken to assure that safety-related 
pT oc assi Instrunsnt b sampling lines do not freese. 

HQODViD. E. Vermont Yankee Muclear Power Corp. 79/10/30. Ip. 


7912100270 Forwards IE Insp ftept 50-371/79-16 on 791016-19. No 
nonCQinpliance noted. 

BRUHNER.E. J. Region !• P h i lad e I ph ia. Reactor Operations Nuclear 

Support Branch. 79/10/31. 2pp. 


— 7912180274 IE Insp Rep t 50-271 /7?-16 on 791016-19. No nonconpl lance 
noted. Ida jor areas inspect ed : survel 1 lance callbr of safety- 
related components 6 equipment rsqulrad, by Tech Specs. 

ZIMMERMAN. R. P. Region 1, Philadelphia, Office of the Olrector. 
KISTER.H. Q. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/10/30. 0pp. 


7912130433 Responds to IE Bulletin 79-11. ’’Faulty Overcurrent Trip 
Device In Circuit Brealers for Engineered Safety Sys. ’ End 
caps not changed 6 battery tie breakers not tested or callbr 
due to special test equipment failure. 

MOODY. D.E. Vermont Yankee Nuclear Power Corp. 79/11/13. Ip. 


7912050065 Forwards IE Circular 79-22, “Stroke Times for Power Operated 
Relief Valves.*’ tla response required. 

ORIER.B.H. Region 1, Ph t ladolph ia. Office of the Director. 

79/11/16. Ip. 


7912050309 Forwards IE Info Notice 79-27. ’’Steam Oenerator Tube 
Ruptures at Two PNR Plants. *’ Ho response required. 

ORIER.B.H. Region 1. Ph i le d ekpli i a. Office uf the Director. 
79/11/16. Ip. 


7912100156 Forwards IE Info Notice 79-20. "Over loading of Structural 
Elements Due to Pipe Support Loads. “ No response required. 
ORIER.B.H. Region 1, Ph i lad e Iph la , Office of the Director. 
79/11/16. Ip 


7912110487 Forwards IE Info Notice 79-29. “Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." Ho 
specific action or response required. 

GRIER. Q.H. Region 1. Philade I phia. Office of the Director. 
79/U/19. Ip 


7913050335 Forwards IE Dulletin 79-36. "Boron Loss From BUR Control 
Blades. ’’ Response required. 

GRIER. B.H. Region I. Phi lade Iphla, Office of the Director. 
79/11/20, Ip, 


7912060399 Faruards IE Circular 77-24. “Proper Installation 6 Calibr of 
Core Spray Pipe Break Detection Equipment on OMRs. '* No 
response required. 

CRIER. B. K. Region 1. Philadelphia. Office of the Director. 

79/11/26 ip. 


7912H<}094 Forwards IE Circular 79-33. "Hotor Starters b Contactors 
Failed to Operate. " No response required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/11/36. Ip. 


7912I9009S Forwards IE Dulletin 79-27. “Loss of Non-Class IE 
Instruinentatl on b Control Power Sys Dus During Oper.itlon. ** 
Nrltten response required. 

ORIER.B.H. Region t. Ph i lade 1 p h la. Office of the Director. 
79/11/30. Ip. 


7913310333 Forwards IE Info Notice 79-30. “Reporting of DePocts b 
Konccnpliances. iOCFR3l. *’ No action required. 

GRIER. B.H. Region t, Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7912190770 Forwards IE Dulletin 79-20. "Possltile Malfunction of Nanco 
Model EAtBO Limit Switches at Elevated Temps.* Written 
response required. 

GRIER, D. H. Region I. Philadelphia, Office of the Director. 
79/12/07. Ip. 


7912200249 Forwards IE Info Notice 79-31. “Use of Incorrect Amplified 
Itesponse Spectra. “ No written response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/13, ip. 


R. Periodic operating reports b rolated correspondence 


7912190402 Forwards monthly operating rep t for Nov 1979. 

MOODY, D. E. Vermont Yantee Nuclear Power Corp. 79/12/12. Ip. 


— 7912100407 Monthly operating rept for Now 1979. 

SJOGREN. R.M. Vermont Yankee Nuclear Power Corp. 79/12/12. 0pp. 


S. Reportable occurrences. LERe b related correspondence 


7912110379 Forwards LER 79-029/03L-0, 

CDNHAY, H.F. Vermont Yankee Nuclear Power Corp. 79/13/04. Ip. 


— 7912110402 LER 79-0a9/03L-0; on 791 104, during surveillance testing. 
M3IV-B0 B b 96 C closed in 2. S-s. Nin closure time le 3 -b. 

Caused by operator failure to recogniie potentially degraded 
condition of HSlVs. Retimed within 3- to S-s. 

CONWAY. H. F. Vermont Yankee Nuclear Power Corp. 79/12/04. 2pp. 


7912110362 Feruiards LER 79-033/01P-0. 

CONWAY. H.F. Vermont Yankee Nuclear Powor Corp. 79/12/06. Ip. 


— 7912110303 LER 79-033/t»P-0: on 791S0S, seismic analyses revealed that 
pipe supports in five sys may be inadequate to support 
seismic loads. Caused by incorrect design or application of 
pipe supports. Appropriate mods to sys will be performed. 

CONWAY. M.F. Vermont Yankee Nuclear Power Corp. 79/12/06. 3pp. 


7912130379 Forwards LER 79-030/03L-0. 

CONWAY. W. F. Vermont Yankee Nuclear Power Corp. 79/12/10. tp. 


— 7912130305 LER 79-030/03L-0; on 79Ul0.during steady state operation, 
increasing trend in torus water 1 evel observed. Caused by 
leaking bypass valve for torus level transmitters. Haler 
indication restored per Tech Specs. 

CONWAY. H.F. Vermont Yankee Nuclear Power Corp, 79/12/10. 3pp. 


7912100486 Forwards LER 79-034/01P-0. 

CONWAY. W, F. Vermont Yankee Nuclear Power Corp. 79/12/12. Ip. 


— 7912180409 LER 79-034/01P-0; on 79121 1. during seismic analyses of 
seismic Class t pipe supports , dl scovered that pipe supports 
In portion of two sys may not support seismic loads. Caused 
by incorrect design or application of supports, 

CONWAY. U. F. Vermont Yankee Nuclear Power Corp. 79/12/12, Spp. 


7912170326 Forwards LER 79-031 /03U-0. 

CONWAY, H.F. Vermont Yankee Nuclear Power Corp. 79/12/14. tp. 


— 7912170329 LER 79-031/O3L-O: on 791 1 10, during refuel ing/malnt outage, 
hangers nciC-H-82 b HHC1-HD-67D removed from svc. Removal 
unnoticed during rev 1 aw. Caused by personnel error, Hangers 
returned to svc. 

CONWAY. H.F. Vermont Yankee Nuclear Power Corp. 79/12/14. 2pp. 


7912270332 Forwards LERs 79-O33/0IT-O b 79-034/01T-0. 

CONWAY. M. F. Vermont Yankee Nuclear Power Corp. 77/12/19. Ip. 


— 7912270339 LERs 79-033/017-0 b 79-034/01T-0; on 791205, during seismic 
analysis required by IE Dulletin 79-14. pipe supports in five 
sys discovered to have potential stress in DDE. Caused by 
design deviation. Mod supports. 

CONWAY, H. F. Vermont Yankee Nuclear Power Corp. 79/12/19. 2pp. 


DOCKET 50-272 SALEM NUCLEAR OENERATINO STATION. UNIT 1 


F. Security, medical, emergency b fire protection plans 


7912050407 Forwards updated emergency plan. Submittal I in response to 
HRC 791010 Itr. 

LIBRIZZI.F.P. Public Service Electric & Gas Co. of New Jersey. 
79/11/19. 12pp. 


— 7912050488 Updated emergency plan. Submittal 1. 

« Public Service Electric & Gas Co. of New Jersey. 79/11/19. 
U2pp. 


— 7912050491 ''Emergency Operationa Plan.’* 

* Delaware. State of. 72/01/31. 700pp. 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review ab jectlves. Provides guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agenciee to take appropriate emergency actions. 

ORIKEBiH.H. Emergency Preparedness Task Force. 79/11/23. aOpp. 
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79121SOSOB Notifitation of 791SJ0 meeting ui/util In Hancock's Bridge, 
NJ re audit Implementation of guidelines for emergencg 
operational procedures re small break LOCA, 

BQBB'U. Qperatlng Beactors Branch 1 79/12/07. 2pp. 


0. Adjudicatorg correspondence 


7912090177 Supplemental argument on behalf of intervenors Coleman to 
reopen Coleman Contention 13 re roracklng of spent fuel 
pool. Actual figures of radiation e«posure during reracking 
of Peach Bottom nuclear station never received. 

VAN NESS.S.C. . 0N8D0RFF, K. A. Now Jersog, State of. 79/10/30, 9pp. 


7912140030 Response in apposition to Public Advocate of State of NJ 
791030 supplemental argument supporting motion for 
reconilderatlon of Colemans Contention 13, Colemans failed to 
damonitrate relevance of c laim. Cert i f i cate of 3vc end. 
METTERHAHN, M. J. Public Service Electric & Oas Co. of New Jerseg. 
79/11/13. 7pp. 


79121900B5 Foruards RP Douglas affidavit re relative toilcitg index 
resulting from replacement of spent fuel pool racks. 

Requests to Include it «• NRC 791019 affidavit In record. 
METTERHAHN, M. J. Conner, Moore t< Corber. 79/11/14. 2pp. 


•7912190092 Affidavit of RP Douglas on 791102 re relative tokicitg 
Indet resulting from replacement of prosent spent fuel pool 
racks w/proposed racks, 

DOUOLA8, R.P. Public Service Electric S< Oas Co. of Nesi Jerseg, 
79/11/02. 2pp. 


79'L213O10A Seeks denial of Intervenor Coleman supplemental argument in 
support of 790B02 request for recDnsideratlon of ASLB 790430 
dlemistal of Contention 13. Argument re transshipment is 
Irrelevant to expansion of spent fuel storage. 

3MITH,B.H., MOORE,J.E. Hearing Branch 2, 79/11/19. 16pp. 


77121:10030 Confirms receipt of end 790329 petition to suspend DLs for 
all PHRs. Foruards FR notice Indicating that petition ulll be 
treated in accordance U/10CFR2. 206. 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/11/23. ip. 


•7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Poiuer 790329 petition 
requesting suspension of all OLs for PMRs. 

MULLER, D.R, Office of Nuclear Reactor Regulation. 79/11/23, 
3Bpp. 


7712070076 Response to Chr ista-Marla t< JP O'Neill 791120 contentions, 
Christa-Mar la Contentions 1 fc 7-9 are inadmissible (, 

Contentions 2-6 are subj to 791126 stipulation. JP O'Neill 
Contentions 1. B. 5, 2. D, 2. E, 3, 2. F li 4 admissible. 

MOORE. J.E. Hearing Branch 2, 79/11/29. 32pp. 

— 7912070093 Response to ASLB Question 4. TMI occurrence uas Class 9 
accident. 

SMITH. B.H. Hearing Branch 2. 79/00/24, 4pp. 


— 7912070102 Forwards response to ABLD question. TMI occurence was 
Clasi 9 accident from possible standpoint rather than 
actual. Two Certificates of Svc end. 

MATTBON. R.J. TMI-2 Lessons Learned Task Force. 79/08/16. Bpp. 


7912100329 Notice of withdrawal from proceed Ing, ef foe tlve 791130. 
Cartlficate of Svc end. 

SMITH, D.H. Hearing Branch 8. 77/11/29. 3pp. 


7712310132 Response in opposition to intervenors Coleman motion for 
raconslderatton of ASLB 770430 order dismissing Contention 7 
as unttmelg, Intervenors failed to meet itds for granting 
motion or reopening record. W/Certl flcate of Svc. 

MGOHE.J, E. Hearing Branch 2. 79/12/21, 10pp. 


H. Oenaral correspondence 


7912170569 Responds to NRC 791002 1 tr re acceptance of Oak Ridge 
Associated Unlvs radiation safetg training of NRC personel, 

NRC personnel will need to take brief radiation safetg quU 
It attend plant specific Indoctrination. 

UIBRlZZt, F. P. Public Service Electric t< Oas Co. of New Jerseg. 
79/’18/10. Ip. 


J. Insurance It Indemnttg Information 


7912040374 Forwards Amend 7 to Indemnltg Agreement B-74 modifglng 
prefatorg language re course of transportation. 

ORIFFITHB, R. Public Service Electric 8t Oas Co. of New Jerseg. 
77/11/87. app. 


P. Operating license stage documents It correspondence 


7911090240 "Summarg of Operating Experience W/tleeirculating Steam 
Qenarators. " 

EISENHUTiD 0 Division of Operating Reactors NUREO-0523 
79/01/31. 09 pp. 


7900010339 Notifies of status of rept on reactor cavitg annulus seal 
Most PHR users remove ring during normal operation. Others 
store seal ring in raised position during normal operation. 

LAINAS, 0. Plant Bgstems Branch <Pre 791030) 79/07/03, 7pp 


79120501B6 Discusses NRC review of LERs l< Tech Spec requlroments re 
control RPI sgs at Westinghouse PWRs. Requests Tech Specs 
review to ensure requirement For rod maint to within */— 18 
steps indicated tc RPI sgs verified accurate within IS stops. 
BCHWENCER, A. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912100410 Discusses NRC concern re containment purging l« venting 
during normal opera t ion. Inc luaes licensee override of 
safetg actuation isolation signals to containment isolation 
valves valve abilitg to shut ui/o degrading containment. 
BCHWENCERiA Operating Reactors Branch 1. 79/10/30. Spp. 


79121001Q9 Discusses NRC 791101 meeting w/representatives of NSSS 
vendors S, fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing w/fuel cladding 
swelling 8< incidence of rupture. Vendor responsos end. 

EISENHUT, D. 0. Division of Operating Reactors, 79/11/09. 65pp. 


•7912100255 Responds to NRC 79U01 request re noneomp 1 lance of 
Mestlnghouse ECC8 evaluation model under requirements 
of lOCFRSO App K, Evaluation of three fuel rod models 
indicates no safetg problems for Mestlnghouse plants. 
ANDERSON, T. M. Westinghouse Electric Corp. 77/11/02, App. 


— 7918100330 Responds to NRC 791101 request re ORNL cladding swelling fc 
rupture data. Review of analgtlcal models I, tests indicates 
compliance ui/10CFR50 App K. Al 1 OE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHOLZ, R. H, General Electric Co. 79/12/07. 2pp, 


•7912100407 Forwards response to NRC 79il0l request re rod hurst test 
data. Cone ludes that data properlg represented bg fuel models 
used In vendor evaluation models St that analgses demonstrate 
all criteria of lOCFRSO 46 satisfied. 

OWSLEY, O.F. Exxon Nuclear Co,. Inc. (subs, of Exxon Corp. 1. 
79/11/02, Spp. 


—7912100456 Forwards addl info re evaluatinn of Impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
r upture/bloc kage model on licensing calculation results. 

OWSLEY,©. F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. 1. 
79/11/04, 82pp. 


7912100178 Forwards TMI Lessons Learned Task Force Items for which 
further clarification Is necessarg for compliance 
u/requ Iremenbs. 

BCHWENCER. A. Operating Reactors Branch 1. 79/11/13. Spp, 


7912060013 Notification of 791116 meeting ui/util In Bethesda.MD re 
design of containment sump pump effective operation in 
post-LDCA recirculation mode. 

ROBB, W. J Operating Reactors Branch 1. 79/11/15 2pp, 

7918190046 Forwards addl info required for c (Jtnple t Ion of electrical 
overri de/bgpass aspects of containment purge matter 
LAINAS, 0. Plant Systems Branch. 79/11/19. 2pp, 

7912040100 Foruards Amend 22 to License DPR-70. safety evaluation *< 
notice of issuance t, aval labl 1 1 tg. 

BCHWENCER, A, Operating Reactors Branch 1. 79/11/80, 2pp. 

— 7912040124 Amend 28 to License DPfi-70 lifting restriction on. auxiliary 
feedwater level rise rate ichen secondary water level In 
steam generator la below level of feedwater sparger. 

8CHMENCER, A. Operating Reactors Branch 1. 79/11/30, app. 


— 7912040120 Safety evaluation supporting Amend 22 to License DPR~70. 
e Office of Nuclear Reactor Regulation. 79/11/20. 5pp. 


■7912040137 Notice of Issuance 4< avatlabiUtg of Amend 22 to License 
DPR-70. 

BCHWENCER, A. Operating Reactors Branch 1, 79/11/20. 2pp. 
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7912040410 Foriuarda info to Item 3 of iii-lerim posttlan for cantalnmofit 
purge b vent valve operation ponding resolotion of isolation 
valve opBrabilitij. 

LIOFI I ZZt> F. P Public Service Electric ti (las Co. of Meu Jeraou 
79/11/21. 33pp. 


7912060318 Forwards request for amend to License DPn~70'. Request 
consists of proposed change to safety Tech Specs to 
incorporate requirements for radiological effluents. Fee 
It Offsite Dose Calculation Manual end. 

LIBRIZZI.F. P. Public Service Electric & Gas Co of New Jerseii 
79/tl/26 2pp. 


— 7912030064 IE Insp Repts 50-272/79-25 b 50-311/79-13 on 790B05-0909. No 
noncompliance noted. Major areas Inspec ted: p lant layouti logs 
li records h followup on IE bulletins b on previously 
Inspected i terns. 

NORRHOLM, L. J, Region 1. Philadelphia. Office of the Director. 
KEIMIO.R. R. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch. 79/09/26. I4pp, 


7912060060 Fortiards IE Insp Repts 50-272/79-25 L 50-311/79-13 on 
790305-0909. No noncomp liance noted. 

BRUNNER. £, J, Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/27. app. 


— 7912060329 Application for amend of License DPR-70, Request consists of 
proposed change to safety Tech Specs to incorporate 
requirements for rad iological effluents. 

SCHNEIDER, F. U Public Service Electric L (las Cn. of Mew vJerseu 
79/11/26 6pp 


7912060333 Proposed changes to Pages 1-1 through 12-3 of draft Tech 
Specs re radiological effluents. 

■* Public Service Electric 8. Cas Co. of Meu Jersey, 79/11/26 
69pp. 


““7912060339 Dffsite Dose Cal c ul atl onal Manual. 

♦ Public Service Electric L Oas Co. of New Jersey. 79/12/31 
42pp. 


7912040904 Advises that procedures for interim solution to potential 
dropped rod accidents were implementod on 7911 12. Confirms 
791123 telcon notification to E Reeves. 

LIGRIZZI. F. P. Public Service Electric l< <ias Co, of Meu Jersey 
79/11/27 Ip 


7912200609 Foruard 5 request for add) info in order to complete review 
of contaiciment vent L purge isolation sys, 

SCHHENCER.A. Operating Reactors Branch 1, 79/12/03. 3pp. 


-7912060076 IE Insp Repts 50-272/79-25 & 50-311/79-13 on 790B09-0909. No 
noncompUaneu noted. Major areas i nspoc ted : f ac i 1 1 ty tour, log 
6 record reviews, 1 i censee event revleui, IE Bulletin followup, 
fire protection 6 QA. 

NORRHOLM. L. J, Region 1. Philadelphia, Office of the Director. 
KEIMIG.R.R, Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/26. 14pp. 


79 1 2030236 Act receipt of 790921 Itr informing of steps taken to 
correct violations noted In IE Insp Rept 50-272/79-19. 

CRIER, n.H. Region 1. Philadelphia, Office of the Director. 
79/10/15. Ip, 


— 7912030239 Rasponds to NRC 790029 Itr re violations noted in IE Insp 
Rept 30-272/79-lS. Cnrrcc tl ve actions: i dentif led fire hose 
stations inspected U stressed importance of submitting 
incident repts on time. 

SCHNEIDER, F. W, Public Servieo Electric 8< Oas Co. of New Jersou 
79/09/21. 4pp. 


7912030241 Forwards IE Insp Rept 50-272/79-lS on 790422-0526 & notice 
of violation. 

BRUNNER , E. J. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/08/29. 2pp, 


7912140304 Forwards rept, '‘Installation Procedure iUnderuia ter 1 for 
Increased Capacity Spent Fuel Storage Racis, * 

LIBRIZZI, F. P. Public Service Electric L Cas Co. of New Jerseu 
79/12/10. Ip. 


7912030242 Notice of violotion from insp on 790422-0526. Portions 
withheld (ref 10CFn2, 790), 

» Region 1, Philadelphia, Office of the Director. 79/08/21 
3pp, 


7912140310 "Installation Procedure (Underwater) for Increased Capacity 
Spent Fuel Storage Rads. ” 

* Public Service Electric l< Cas Co. of New Jersey 79/12/10 
34pp. 


7912IQOS25 Notifies that Con Ed will administer hot license 
certification eiamlnakion to Public Bwe Electric S, Oas Co 
personnel In Jan 1980, following completion of certification 
program. Results will be forwarded by end of Fob I9B0. 

CURRV, J. J Consolidated Edison Co. of Neu Vork. 79/12/11. ip 


7912190432 Notifies of 800107 meeting nf Salem Technical Advisory Group 
to introduce individuals unfamiliar ui/f,iciUty to monitoring 
programs ?< to update members w/most roceut info b repts. 

ALLEN, H.L. Environmental Protection Agency. 79/12/13, Ip, 


/9f219D577 Responds to NRC 791210 request for arid! info re autillory 
fBBduater sys at Unit 1 "Controls 4 Electrical Drawings for 
Safety-Related Equipment," SEII 4 FSAH should bo consulted. 

Testing procedure revisions forthcoming 

LIBR I2ZI, F. R. Public Service Electric & Gas Co. of Neu Jerseu 
79/12/14 2pp 


7912200527 Notifies NRC that util will implement all Lessons Learned 
Task Furtu items by UOO lOI . Nonq ul a i f 1 ed valve position 
Indicators will be installed by Jan 1900. An t icipa t es 
delivery of qualified indicators by Apr 1980 

79/12/14 '*’^pp EloctpicI f, (las Co. of Neu Jerooy. 


7912280533 Submits followup to 790921 commitment to meet auciliary 
feedwater pump test requirement by 000101. Commitment 
revised, duo to eitended plant outage. Hill perform test as 
soon as posfiibio after return to pouor. 

Service Electric t, Oas Co, of New Jersey. 

fVftZ/ly. Ip. 


7912180472 Responds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Generator Field Exciter Transformer," 

Diesel generators tested in accordance w/IE Bulletin 79-23. 

No alarms or abnormal conditions recorded. 

SCHNEIDER, F. M. Public Service Electric 4 Gas Co. of New Jereeu 
79/10/23. 2pp. 


7912170190 Forwards response to IE Bulletin 79-14, Buppl 2, "Belsmlc 
Analysis for As-Built Safety-Related Piping Sys." As-built 
piping sys conform to stress isometries used for performing 
seismic analyses. 

SCHNEIDER, F, W. Public Service Electric t, Oas Co. of Now Jersey 
79/10/30. 4pp, 


7912200043 Forwards IE Insp Ropts 50-272/79-27 4 50-311/79-34 on 79091- 
1006. No noncompl lane e noted 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch, 79/11/01. 2pp. 

—7912200046 IE Insp Repts 50-272/79-27 4 50-311/79-34 on 790910-1006. No 
noncompliance noted. Major aroas Inspec tod : log 4 records 
review L review of licensee events. 

NDRnHaLH,L, J. Region 1, Philadelphia, Office of the Director. 
KEIMIO, R. R. Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/10/31. 15pp, 


7912100160 Forwards request for addl info re iiiservico testing program. 
Notifies of 791205-06 site meeting to discuss ins er vice 
testing program. 

SCHHENCEfi. A. Operating Reactors Branch 1. 79/11/13. 9pp. 


7912260032 Responds to Revision 2 of IE Bulletin 79-13 re cracks in 
feedwater sys piping. Insps at Unit 1 exceeded T-equirements. 

After piping support insp at Unit 2, util will be In full 
compliance w/Revision 2. 

SCHNEIDER, F. H. Public Service Electric 4 Oas Co, of New Jerseu 
79/11/15, 3pp. 


Inspection reports, IE Dullotins 4 correspondx 


^ . 0 - 3 , 1 / 79-13 on 

Support’ Branch. 7?/09?27! Dperatlons Nuclear 


7912050055 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves," No response required. 

GRIER, B. H, Region 1, Philadelphia, Office of the Director. 

79/11/16, ip. 


7912030297 Forwards IE Info Notice 79—27, "Steam Generator Tube 
Ruptures at Two PHR Plants. " No response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Diructor. 
79/11/16, Ip, 
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79iai001<lB Forwards IE Info Notice 79-30. ‘'Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

ORIEn'i B. H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


791B11O460 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
Reactor Coolant Sya Instrumentation During Operation. ■' No 
specific action or response required. 

ORlERiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


7912050291 Forwards IE Bulletin 79-26. “Boron Loss From BWR Control 
Blades. “ No response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/20. ip. 


7912060500 Forwards IE Circular 79-24. “Proper Installation & Cal Ibr of 
Core Spray Pipe Oreak Detection Equipment on BURs. “ No 
response required. 

QRIERiB.H. Region 1. Philadelphia. Office of tho Director. 
79/11/26. Ip. 


7912070423 Responds to IE Bulletin 79-17. Revision 1. "Pipe Cracks in 
Stagnant Berated Mater Sys at PMR Plants. “ Review utilizing 
definition from bulletin in progress. Results h schedule of 
Insp plans will be submitted by 600101. 

SCHNEIDER. F. H. Public Service Electric k Qas Co. of New Jersey. 
79/11/26. Ip. 


7912110079 Forwards IE Circular 79-23. "Motor Starters & Contactors 
Fallnd to Operate." No response required. 

ORlERiB.H. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912310007 Ack receipt of 791010 Itr informing NRC of stepo taken to 
correct violations noted in IE Insp Rept 50-272/79-15. 

Util response to be withheld (ref 10CFR2, 7901. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/H/27. 2pp. 


791219007B Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation t. Control Power Sys Bus During Operation. " 
Written response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/30. Ip. 


7912310246 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompliancos. 10CFR21. " No action required. 

ORIER.B.H. Region 1. Philadelphia. Office of tho Director. 
79/12/06. 4pp. 


7912190764 Forwards IE Bulletin 79-28. "Possible Malfunction of Mamco 
‘Model EAI0O Limit Switches at Elevated Temps." Written 
reoponse required. 

ORIER.B.H. Region 1. Philadelphia. Office of tho Director. 
79/12/07. Ip. 


7912260234 Forwards IE Info Notice 79-31. "Use of Incorrect Aitip lifted 
Response Spectra." No written response required. 

CRIER. D.H. Region 1. Philadelphia. Office of the Director. 
79/12/13. Ip. 


R, Periodic operating reports b related correspondence 


7912040511 Industrial waste treatment operating rept for Oct 1979. 
MIDURA.H. J. Public Service Electric b Gas Co. of New Jersey. 
79/11/00. 2pp. 


— 7912040SIS Industrial waste treatment operating rept for Oct 1979. 

* Public Service Electric b Oas Co. of New Jorsoy. 79/10/31. Ip. 


7912040521 Forwards wastewater treatment rept for Oct 1979. 
MIDURA.H. J. Public Service Electric b Gas Co. of New Jersey. 
79/11/13, ip. 


— 7912040524 Wastewater treatment rept for Oct 1979. 

* Public Service Electric b Oas Co. of New Jersey, 79/11/13. Ip. 


7912040493 Forwards "Discharge Mnnitorlng Rept for Oct 1979. " 
MIDURA.H. J. Public Service Electric b Gas Co. of New Jersey. 
79/11/26. Ip. 


•7912040495 “Discharge Monitoring Rept for Oct 1979. " 

SCHNEIDER. F. W. Public Service Electric b Gas Co. of New Jersey. 
79/11/20. 12pp. 


79121B0379 Forwards monthly operating rept for Nov 1979. 

HIOURA. 11. J. Public Service Electric b Gas Co. of New Jersey. 
79/12/10, ip. 


— 7912100383 Monthly operating rept for Nov 1979. 

MILLER. L.K. Public Service Electric b Gas Co. of New Jersey. 
79/12/10, 16pp. 


8. Reportable occurrences. LERs b related correspondence 


7912200493 PNS- 1-79-003; on 791010, bomb threat received. No bombs found 
or eiploded in either unit. 

JDNES.L.U,, MARTIN.W.O,. ALLAN. J. Office of Inspection b 
Enforcement. Office of the Director. 79/10/10. Ip. 


791217042L PNO-I-79-009: on 791017. 1 iquid waste holdup tank It 
c ol lapsed. Caused by vent valve left closed during pump-down 
process. No liquid released from tank. 

BORES. R.J.. STDHR.J.P. Office of Inspection b Enfopceoent. Office of 
the Director. 79/10/17, Ip. 


7912260013 PNO-l-79-OlO: on 791019, anti nuclear group Filed under 
Endangered Spocies Act uf 1973 action to suspend or revoke 
util license on bases that two endangered fish were kilted 
after being caught on util traveling screens. 

SHANQAKY.M,. BORES. R. J. . SMITH.O. Office of Inspection b 
Enforcement, Office of the Director. 79/10/19. Ip. 


7912260010 PNO-I-79-011; on 791023, siz workers overcome by carbon 
diozide in diesel generator room when fire suppression sys 
actuated, Caused by operator placing switch in automatic. 

Investigation continuing. 

REIMIO, R. R., BRUNNER. E.J. Office of Inspection b Enforcement, Office 
of the Director. 79/10/23. Ip. 


7912030190 Forwards updated LER 79-04t/0lX-l 

LIBRIZZI. F. P. Public Service Electric b Gas Co. of New Jersey. 
79/11/10. 3pp. 


— 7912030195 Updated LER 79-041/01X-1 : on 790425, dur ing rcFuling outage, 
eddy current testing of steam generator lubes 12 b 14 
performed. After testing, one template plug lost in primary 
coolant sys. Caused by personnel error. 

KAPPLE) A. W. Public Service Electric b Gas Co. of New Jersey. 
79/11/10, Ip. 


7912040311 Forwards updated LER 79-056/01X-1. 

LIBRIZZI, F. P. Public Service Electric b Gas Co. of New Jersey. 
79/11/10. 3pp. 


—7912040317 Updated LER 79-056/0IX-1; on 790831, tests performed in 
response to NRC quory re plant RHR pump NPSH during past 
LOCA operations indicated pump flow erceeded design runout 
flow. Caused by low sys resistance. Flow instruments recalibr. 
KAPPLE. A. W. Public Service Electric b Gas Co, of New Jersey. 
79/11/10. Ip. 


7912040336 Forwards updated LER 79-050/01X-1. 

LIBR IZZl. F. P. Public Service Electric b Gas Co, of New Jersey. 
79/11/10. 5pp. 


— 7912040343 Updated LER 79-050/0! X-1 : on 790710. Wes tiiighouse notified 
util that heatup of 8/G level measurement ref legs presents 
potential safety prohlem during accident conditioiiE. Caused 
by design deficiency. Changed I ew-low setpoint. 

KAPPLE.A H. Public Service Electric b Gas Co. of New Jersey. 
79/U/lO, Ip. 


7912040359 Forwards LER 79-05S/01X-I. 

LIBRIZZI. F, P. Public Gervice Electric b Oas Co. nf New Jersey. 
79/H/iO. 3pp. 


— 7912040360 LER 79-053/01X-1 : on 790030. in response to NRC query re 
torque valves required for closing containment ventilation 
isolation valves under incident conditions, actuator torque 
valves determined insuffic lent. Caused by calculation error. 
KAPPLE, A. H, Public Service Electric b Gas Co. nf New Jersey. 
79/11/10. Ip. 


7912040386 Forwards updated LER 79-054/01 X-1. 

LIBR IZZI, F. P. Public Service Electric b Gas Co, at Hew Jersey. 
79/11/10. 3pp. 


— 7912040395 Updated LER 79-054/01X-I : on 790624. three snubbers on main 
feedwater 14 during refueling outage per foliouup to NRC 
Insp Rept 50-31 1/79-19. Caused by eztreme shock load. Unubbers 
replaced. 

KAPPLE, A. M. Public Service Electric b Oas Co. of Mew Jersey. 
79/11/10, Ip, 
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7912040403 Forwards LER 79-04'5 /O I X- 1 

L1DRIZZ]<F,P PifblSr Service Electric h Oas Co. oF Mew Jerseii 
79/11710. 3pp. 


— 791204040-9 LER 79-04S/01 X-l : or> 790601 p imp erf et t i ons found In impeller 
of ccmpanent coolinp p jrrp 13. Caused btj nfg technique prior 
to ASME cods eiaminatlon reciuirements. Dr i gitia 1 Impellers 
Taptaced. 

KAPPLEi A. M. Public Service Electric t< Oas Co. of Meu Jersey. 
79/11/10. Ip. 


7912040414 Forwards updated LER 79-046/01 X- 1 . 

LIfiR I ZZIi F. P. Public Service Eiectric tr Gas Co. of New Jersey 
79/n/lO 3pp. 


— 7912040416 Updated LER 79-046/01 X- I ; on 7906 I 4, linear Indicationa in 
weld areas on steam generations Ilil3i.l3 It 14 discovered. 

Caused by corrosion Corrective action explained In response 
to IE Uulletin 79-13. 

RAPPUE. A. M. Public Service Electric t< Gas Co. of New Jersey. 
79/11/10. Lp 


7912050422 Forwards LER 79-07L/03L-0. 

LIORlZZti F. F. Public Service Electric Gas Co. of New Jersey, 
79711/30 3pp. 


— 7913050429 LER 79-071 /03L-0: on 79103i> three emergency diesels became 
inoperable by tagging out diesel lockout swl tches. Caused by 
operator ni sunder stand Irg instructions & requlrernents. 

Reinstrueted operator in dept regui rements. 

KAPPLEf A. W, Public Service Electric L Oas Co, of New Jersey. 
79711/30. Ip 


7912110296 Forwards LER 79-072/03L-0, 

LIOR IZZ 1 1 F. P. Public Service Electric U Oas Co of New Jersey. 
79/12/03. 3pp, 


"7912110298 LER 79-072 /03L-0: on 791 lOSj during cold shutdown aperationi 
meteorological instruments were out of svc. Caused by power 
supply inverter failure due to caollng fan motor being 
bound I overload i ng ti damaging inverter. Norma 1 power restored. 

KAPPLEi A. W. Public Service Electric l( Oas Co. of New Jersey. 
79/12703. Ip 


7912270286 Forwards LER 79-075/03L-0. 

LIRRIZZ li F, P. Public Service Electric ti Gas Co. of New Jersey, 
79/12/20. 3pp. 


— 7912270290 LER 79-07S/03L-0; on 791 133> overa 1 1 air lock leak rate was 
found to be in access of allowable 1 Imi t s. Caused by 100 
elevation Inner door seal 6 130 elevation outer door seal 
popping out of seating channel . Bsa I s were reseated. 

KAPPLEsA.W. Public Service Electric 8i Oas Co. of New Jersey, 
79/12/20. Ip. 


7912270384 Forwards LER 79-069703L-0. 

LIBR IZZt I F . P, Public Service Electric S< Oas Co. of New Jersey. 
79/12/20 3pp 


”"7^12270591 LER 79-069/03L-0; on 791 12 1 > dur 1 n g refueling operations it 
containment purge) rad iation monitors observed to be 
inoperab 1 e. Caused by circuit overload tripping air 
partteipate detector breaker. 

KAPPLEi A. M. Public Service Electric U Oas Co. of Now Jersey. 
79/12/20. 4pp. 


7942270995 Forwards LER 79-069/03L-0. 

LIQR I ZZti P. P. Public Service Electric It Oas Co, of How Jersey. 
79/12/20. 3pp, 


— -7912270600 LER 79-06a/03L-0 on 791 128t during Node S opera t ioni safe ty 
injection pump 12 started up to fill accumulators but 
breaker tripped. Caused by loose radial L thrust locknuts, 

Rotating element of pump replaced & locknuts secured. 

KAPPUEiA.W. Public Service Electric b Oas Co. of New Jersey. 
79/12/20. Ip 


U. Congre ss Iona 1 /El ecu t i ve Correspondence 


7912040107 Responds to 790913 request for written eiplanatlon re 
classification of THI 790329 accident as Class 9 accident. 
Forwards NRC response to Salem 1 Board Question 4< FD 
Anderson 790824 memo t RJ Mattson 790830 memo, 

OOSSICKiL. V. Office of the Eiecutive Director fop Operations. 
79/10/03. 4pp, 


Advises of Class 9 status of TMI accident, 
SMITH) D.H. Hearing Branch 2. 79/09/10. Ip, 


DOCKET 50-374 U. 5. GEOLOGICAL SURVEY RESEARCH REACTOR 


F. Security) medic ali onergency It fire protection plans 


7912120206 Forwards draft Reg Guide 5. XXi "Std Format It Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance. “ U/o end. 

RErD.R.K. Operating Reactors Oranch 4 (Pre 791030). 79/08/32. 

2pp. 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT. UNIT I 


A. Appl 1 cat lon/cons true t i on stage documents It correspondence 


7912110011 Forwards NRC position on status U applicability to pending 
OL applications of results of TMI followup actions. Outl Ines 
addl Bhort-teriTi actions to be taken. 

VABBALLO. D, D, Division of Project Management. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PWRs & QWRs. 

Success of program depends on industry responsa. Supports 
formation of owners groups to provide nscessary Info. 

DENTDNiH. ft. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912I004S3 FOIA request for records re 791019 meeting at which JM 
HendrleiD HasselliL Qickuit U RT Kennedy were present, 
FLEISCHAKERi D. Flelschaker. D. S. 79/10/26, 2pp. 


7912070004 Requests distribution of end memorandum to Board 
notification svc lists. 

VARGA) S. A, Assistant Director for Light Water Reactors. 79/11/OQ. 
3pp. 


— 7912070030 Recommends that Info on cracking In stagnant boron lines 
be provided to pertinent boards, in response to 790830 
mofflorandum, 

KNIGHT. J.P. Assistant Director for Engineering. 79/10/24, 3pp. 


”“7912070030 Submits Operating Eiperlence Memo 17 re pipe cracks in 
borated water sys at TMI-1. Results of Met Ed ultrasonic 
eiaminatlon of certain Typo 304 stainless steel piping end. 
EI6ENHUT) D. 0, Division of Operating Reaetori, 79/10/05. 4pp. 


7911270467 Forwards "Discussions of TMI Lessons Learned Short-Term 
Requirements" providing addl clarifications of NRC 
Tequirements for pending OL applicants. 

VASBALLOi D. B, Division of Project Management. 79/11/09. 2pp. 


7912100484 Responds to FOIA request for records re 791019 meeting 
at which JH Hendrle.D Hasielli L Dickwit ti RT Kennedy were 
present. Forwards J Stephens handwritten notes of RT Kennedy 
meeting. 

CARRfJ. C. Division of Rules and Records. 79/11/23, 2pp, 


7912180089 Forwards proposed Revision 2 to Reg Guide 1.97. 
"Instrumentation for Light Water Cooled Nuclear Power Plants 
to Assess Plant fc Environs Conditions During It Following 
Accident." Requests comments. 

VAROA.S.A. Assistant Director for Light Water Reactors. 79/11/23. 
4pp. 


7912040490 Forwards fee for Class I It Class II amend re request for 
eitension of const dates for CPPfi-39 & CPPR-69. 

CRANE. P. A. Pacific Oas I. Electric Co. 79/11/26, lp. 


7912190170 Ack RS Hime 791105 Itr re CA Comitiission on Agriculture views 
concerning New MeJones dom t< reservoir. Forwards 791031 news 
release) eiplainlng transfer of faci 1 1 1 les. H/o end, Ltr being 
forwarded to NRC for consideration of Commission. 

NIELSEN. A. 0. Interior. Dept. of. 79/11/26. 2pp. 


7912040452 Notifies NRC of intentions re psving of certain roads at 
plant site It impact on archaeological resource area north of 
p Ian t. Forwards 791112 ltr from Greenwood t< Associates. 

PETERS. R.J. Pacific Oas ti Electric Co, 79/11/27. 6pp. 


791217003B Forwards WA Baldwin of Friends of the Earth 791024 request 
for preparation of add! environ statements re Class 9 
accidents at f adl i t les. Pet i t ion being handled as request 
for action under 10CFR2, 206. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/27. 2pp. 


7912170064 Forwards WA Baldwin of Friends of the Earth 791024 request 
for preparation of eddl environ statements re Class 9 
accidents at fac 11 1 ties. Pet i ti on being handled as request 
for action under 10CFR2. 206, 

DENTON. HR. Office of Nuclear Reactor Regulation. 79/11/27. 2pp. 
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n 


7?lS1103i2S Forwards response to NRC 790802 Itr re setondirij water 
Chemistry control. 

CRANE.P. A. Pacific Oas J< Electric Co. 79/IS/03. 4pp. 

7918120317 Bupplles schedule for providing Info re environ 
•lual Ifieation of Class IE Instrumentation & electrical 
■ 4 .ui|)ncntj in response to 791102 Itr. 

CRANEjP. A. Pacific Gas U Electric Co. 79/12/03. Ip, 


7912130271 Forwards "Qualification of Control Sysi " in response to NSC 
790917 Itr requesting info for review of potential safety 
qiraBtlon detailed in IE Info Notice 79—22. 

CRANE>P. A. Pacific Oas Electric Co. 79/l2/0i, Ip. 


— 791213O2Q0 "Qualification of Control Sys. " 

* Pacific Oas it Electric Co, 79/11/30. 30pp, 


7912310336 Noti fication of BOOIOS meeting w/utils In Hethasda(MD 
to dlscuiS Info request re adequacy of equipment 
quail flcation. 

UNOAROtA. R. Power Systems Branch. 79/12/11. 3pp. 


7912310172 Notification of B00I09 meeting u/util In Bethesda»MD to 
present info to util on methods 6 procedures used by Sandla 
Labs In study on sys Interaction 6 how methods might be used 
for Investigating effects of failures In sys t> components, 
BUCKLEYrS. C. Light Water Reactors Branch 1. 79/12/17. Gpp. 


7912310037 Confirms rescheduling of meeting re affect of nuclear plant 
on five endangered species to BOOIOS. 

REOAN(W. H. Assistant Director for Environmental Technology, 
79/12/19. Ip. 


0. NRC Draft/Final Environmental Statomentsi suppls it correspondence 


7912130063 Ack receipt of 791023 Itr re five endangered species near 
p lant. Requests consultation meeting at future date. 

REOANi W. H. Assistant Director for Environmental Projects. 

79/11/30. 2pp. 


F. Sscurlty> medical, emergency 6 fire protection plans 


7912040471 Forwards Info re upgraded emergency plans to plants undar 
const 6 OL review. Appl Icants required to make certain 
amargency arrangements w/state 6 local organl tatlons t< 
submit emergency plans per Reg Guide 1.101. 

VAB8ALL0. D. 0. Division of Project Management. 79/11/21. 6pp, 


0. Adjudicatory correspondence 


7912060109 Responds to Governor Drown 791018 request to participate as 
representative of State of CA. Request should be granted, 

Certificate of Bvc end. 

DAVISiL. D. Hearing Branch 4. 79/11/03. Spp. 


7912D30038 Response in opposition to Joint Interveners 791024.23 b 26 
raqueste to Institute proceedings on qualifications oP 
Chairman JM Hendrle 6 Commissioner RT Kennedy. Ex parte 
camnunleations took place, Certificate of 8vc end. 

OEHRtA. C. . FURDU9H.M. H. . CRANE, P. A. Pacific Oae 6 Electric Co. 
79/11/09. 22pp. 


7912130160 Supports Oeverner EG Drown petition to Intervene for 
reasoning set forth In NRC reeponse. Certificate of 8vc end. 
FLEiaCHAKER, D. 8 Affiliation Unknown. FLEI8CHAKER, D, S Flelsehaker, 
0. 8. 79/11/09, 3pp, 


7912130276 Brief in support of exceptions to Part IV of ABLB 790927 
partial initial decision. Urges revision of NASLP Inference 
u/lntervenor participation In eecurity matters. Exclusion of 
axperts prejudiced Intervener. W/Certlficate of Bvc. 

DALDWIN. M. A. . JONES, Y. I.. VALENTINE, P. C. Ban Luis Obispo Mothers for 
Paaca. 79/11/12. 26pp. 


79120S0161 Response to Joint Intervenors' 791024 6 26 requests to 
disqualify Commis slonerp Hendrle 6 Kennedy. Request should be 
dsnleii because Joint Intervenors failed to satisfy burden of 
proof as to bias. 

DAV18,L.D. Hearing Branch 4. 79/11/13, llpp. 


—7912080173 Nets to all parties forwarding summary of 791019 meeting 
between JM Hendrle b util represintatlves. 

« Docketing b Services Branch. 79/10/26. 3pp. 


7912060229 Order granting extension until 791121 for all parties lo 
file replies to applicant motion for OL. 

CHILKiS. J. Commission. 79/11/18. Ip. 


7912070171 RBspensB in opposition to PObE 791105 objections to Governor 
Brown participation in proceed ing, Rights of intBrostBd 
state representatives established in NRC regulations 
Timeliness requirement need not be applied to state. 

DROWNiH.H , KLINE, J. A. California, State of, 79/11/15, 4pp. 


7912060139 Order admitting State of CA as interested state in 
proc eed Ing , Gran ts Governor Brown representative participant 
status. Requests identification of issues within 30 dags 
from receipt. 

BOWERS, E.S. Atomic Safety and Licensing Board Panel. 79/11/16. 

2pp. 


7912060541 Order directing NRC to file response on intervenors' 
security plan contentions by 791218. 

BlBHOPiC.J Atomic Safety and Licensing Board Panel. 79/11/19. 

2pp. 


7912050439 Order extending deadline to 791123 for Joint Intervenors 
response to util b NRC question re hearings to determine 
qualification of Commissioners Kennedy b Hendrie. 

CHILKiS. J. Office of the Secretary of the Commission, 79/11/20. 
ip. 


7912050023 Response in opposition to applicant 791026 motion requesting 
Issuance of OL. Record incomplete ro presence of reasonable 
assurance that activities may be conducted w/o endangering 
public health 6 safety . Cert 1 flcate of Sve end. 

DAVIS, L.D. Hearing Branch 4. 79/11/21. 9pp. 


7912030046 Joint Intervenors' response opposing applicant 791026 motion 
requesting that ASLB be directed to Issue decision on 
remaining 1 ssuos. Opportunl ty to develop argument re OL 
issuance should be granted. Certificate of Sve end. 

FLEiaCHAKER, D. Flelsehaker, 0, 8 . PHILLIPS, J. R. Center for Law in 
the Public Interest. 79/11/21. 0pp. 


7912050117 Joint Intervenors' reply In opposition to NRC b applicant 
responses re qualifications of Chairman Hondrie b 
Commlssionor Kennedy. Avallab 1 e documents establish existence 
of ex parte communications. W/Certi flcate of Bvc. 

FLEIBCHAKER, D. Flelsehaker, D. 8, PHILLIPS, J. R. Center for Law in 
the Public Interest. 79/11/23, 9pp. 


7912130038 Forwards petition by WA Baldwin, requesting that NRC prepare 
supplemental environ statements re Class 9 accidents at 
fad 1 Itles. Appropriate action will bo taken. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/27. 3pp, 


— 7912130070 Request for action under 10CFR2. 206. for preparation of 
supplemental EIB concerning impact of Class 9 accidents at 
facilities. 

MULLER, D.R. Division of Site Bafoty b Environmental Analysis. 
79/U/23. Ip. 


7912130168 Request for extension until 791207 to file brief in support 
of exceptions taken to A9LB 790927 partial Initial decision. 
Represents that neither NRC nor applicant oppose motion, 

Stamped "granted" on 79112B by ASLAB, 

FLEIBCHAKER, D. 8 Af fi 1 iat ion Unknown. FLEISCHAKER, D. S Fleischaker, 
D. S. 79/11/27. 2pp, 


7912140011 Request by Joint Intervenors for extension until 791207 to 
file brief In support of exceptions taken to ABLB 790927 
partial Initial decision. Voluminous transcript requires addl 
time to assure quality of brief. Certificate of Bvc end. 

FLEIBCHAKER, D. Fleischaker. D. 8, PHILLIPS, J. R, Center for Law In 
the Public Interest. 79/11/27. 4pp. 


7912190230 Opposes private meeting held between util b NRC on 791019. 
Urges disqualification of JM Hendrle b RT Kennedy from 
participation In matters concerning fad 11 ties. Forwards DR 
Kirkpatrick 791106 llr transmitting KB Coen 791207 Itr. 

LAURN.V.W, Affiliation Unknown. 79/11/27. Ip. 


— 7912190237 Opposes private meeting held between util b NRC on 791019. 
KIRKPATRICK. D. Affiliation Unknown. 79/11/06, Ip. 


— 7912190249 Requests disqualification of JM Hendrle b RT Kennedy from 
licensing proceedings for facilities. 

COEN, K, a. Affiliation Unknown. 79/12/07. ip. 


7912200158 Ack receipt of 791024 petition b forwards FR notice for 
request for action per 10CFR2,206. 

DENTON, H.R. Office of Nuclear Reactor Regulation, 79/11/27. 3pp. 


— 7919200168 Notice of issuance b availability of Friends of the Earth 
791024 petition requesting that NRC prepare supplemental 
EIB re impact of Class 9 accident at fadlities. 

MULLER, D.R. Division of Site Safety b EnvlronmentaT Analysis. 
79/11/23. !p. 
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7912170018 Brief in support of Joint tntervenors eiceptlons to ASi.Q 
partial initial decision. Hoard failed to consider properly 
seisaiE focusing ft high stress drop issue. Issue should be 
reaanded for hearing. Certificate of Svc end. 

KLltC. J. A. . BRDHN, H. H. California. State of. BRCWM, H. H. Hill 
Christopher & Phillips. 79/12/07. IQpp. 


7912310437 Brief in support of eteeptions to ASLB 790927 partial 
initial decision uhich found that facility could uithstand 
7. S aiagnitude earthquake on Hosgri fault. Requests ASLAD hear 
oral arguaent. Certificate of Svc end. 

FLEISCKAKEn.D. S Pleisc hater. D. S. 79/18/07. 09pp. 


— 7912060104 IE Insp Repts 30-27S/79-2t 6 50-323/79-11 on 790821-24 % 
0984-26, No none onpliance noted. Major areas inspected; 
preop era t Iona 1 testing evaluation. verification of test 
results & IE circular follouup. 

STERNBERG. 0. H. Region 3. San Francisco. Reactor Operations 

Nuclear Support Branch. MORRILI.. P. J. . HORN. A. J. Region 3. San 
Francisco. Office of the Director. 79/10/19. 5pp. 


7912060036 Foruards IE Insp Kept 50-275/79-23 on 790927 & 1003-05, No 
noncoapliancB noted. 

SPENCER. 0. 8. Region 5. San Francisco. Roactor Construction b 

Engineering Support Branch. 79/11/01, 2pp. 


7912270064 Requests response tO’ 791030 request for preservation of NHC 
nenoranda re 791119 meeting betueen vTN Hendrle ti Hielke. 

ShacIleFord b Blanc. Foruards copy of 791030 Itr. H/o end. 
FLEISCHAKER.D. S Fleischaker. 0. S. 79/12/13. 2pp. 


7912200312 Requests that QL not be granted to util. Cites inability of 
util. cities b county to preserve public health in event of 
nuclear oishap. 

HOFFMAN. H. Affiliation Unhneun. 79/12/14. Ip. 


7912200500 Requests substantive response to 791024 request for NflC to 
suppleaent ElS to consider consequences of Class 9 nuclear 
accidents. Fai lure to respond by S00IO4 will indicate NRC 
does not plan to require suppl. 

BALONIN.M. A. Friends of the Earth. 79/12/21. Ip, 


H. General correspondence 


— 7912060063 IE Insp Rept 50-275/79-23 on 790927 b 1003-05. No 
nonconp 1 ian ce noted. Major areas inspected: action on IE 
Bulletin 79-14rASME certificates of authorliation b const 
actlvi ties. 

DODDS. R. T. Region 3. San Francisco. Reactor Construction b 

Enginaering Support Branch. HUTSON. T. W. Region 5. San 
Francisco. Office of the Director. 79/11/01. 4pp. 


7912100273 Foruards IE Info Notice 79—28. "Overloading of Structural 
Elements Due to Ripe Support Loads." No response required. 

ENGELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/11/16, Ip. 


7912110510 Foruards IE Info Notice 79—89. "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

ENOELKEN. R. II. Region 5. San Francisco. Office of the Director. 
79/11/16, tp. 


7912110371 Certifies that response to Oovernor EG Broun petition to 
participate as representative of interested state was served 
on 791106. 

BISCIiOFF. C, A. Pacific Cas b Electric Co. 79/11/16. 3pp. 


79121 9000B Responds to request for rcnotlce of license Task Force 
recoaaendations proceedings b full public hearings ro TMl 
Lessons Learned applicable to applicant. Evaluation of 
recoMtendations underway. 

ENCCLHARDTi T. F. Deputy Eiecutive Legal Director. 79/11/27. 3pp. 


7912070022 Foruards IE Circular 79-24. “Proper Installation b Calibr of 
Core Bpray Pipe Break Detection Equipment on BWfis. " No 
response required, 

ENOELKEN. R. K, Region 5. 0an Francisco. Office of the Director. 
79/U/26. Ip. 


7912110268 Foruards IG Circular 79—23. "Motor Starters b Contactors 
Failed to Operate, " No response required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Director, 
79/11/26. Ip. 


—7912190012 Advises that NflC has approved SECY 79-461: •Recommendations 
of NHC/EPA Task Force on Emergency Planning. " 

CHILK. 8. J. dfficQ of the Secretary of the Caomlssion. 79/10/05, 

Ip. 


—7912190035 Forwards interim guidance for upgrade of eaergency plans 
per Reg Guide 1. 101. Comments requested. 

EISENHUT. D. 0. Assistant Director for Light Hater Reoctors. 
79/10/10. 2pp, 


7912190045 Requests full public hearings re TMl Lessons Learned Task 
Force retommendatlons b renotlce of ongoing licensing for 
public participation. 

CARRiH. League of Homen Voters of San Luis Obispo. CA. 79/10/29. 
Ip. 


7912190280 Supports resumption of OL issuances. 
SHAU.H. G. Affiliation tjnknawn, 79/11/27, Ip. 


791a2G0600 Responds to 790986 Hr re power plant openi ng. waste disposal 
b safety, precautions. NRC conducting thorough investigation, 
of TMl accident. Recoasaendations will be applied to all 
nuclear facilities. Ltr end. 

DETITCW. H. R. Office of Nuclear Reactor Regulation. 79/12/07. 5pp. 


K. Utility Final Safety Analysis Report (F8AR) b amends 


7912260280 Foruards Aaend 81 to FHAR b Amend 82 to Hosgi'i Rept, 
SHACKLEFORD. D. H Pacific Oas b Electric Co. 79/12/18, Ip. 


‘7912260884 Aasnd 81 to FSAR fa Amend 88 to Hosgri Rept For Diablo 
Canyon. Provides addl Info re pressurization. air flow 
conservative dumping value. torsion calculation b polar 
crane stability. 

* Pacific Oas b Electric Ce. 79/12/18, 96pp. 


Q. Inspection reports. IE Bulletins b correspondence 


7912110494 Notifies that NRC intends to routinely foruard to 
appropriate state public util regulatory groups fa state atty 
general ofes coplos of escalated enforcement correspondence 
sent by NRC to licensees. 

ENOELKEN. R. H. Region S. San Franc Iscu. Office of the Director. 
79/11/26. Ip. 


7912190121 Forwards IE Bulletin 79-87. "Loss of Non-Claos IE 
I nstr unentatl bn fa Control Power Sys Bus During Operation. " 
Ifrltten response required. 

ENOELKEN. fl. H, Region 5. San Francisco. Office of the Director. 
79/11/30. Ip. 


7912310269 Foruards IE Info Notice 79-30. "Reporting of Defects b 
Noncompliances. 10CFR21. " No action required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/13/06. 4pp. 


7912140492 Forwards reply to IE Bulletin 79-02. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts." 

SPENCER. O.S. Region 5. San Francisco. Reactor Construction b 

Engineering Support Draneh. 79/12/07. Ip. 


7912140497 Responds to IE Bulletin 79-02. Revis Ion 2. "Pipe Supports 
Base Plate Designs Using Concrete Ezpansicn Anchor Dolts." 
Supports have stiffener plates added to assure baseplate 
rigidity b load distribution to bolts. 

CRANE.P. A. Pacific Oas b Elsctrlc Co. 79/09/19, 4pp. 


7912200237 Forwards IE Bullattn 79—89. "Possible Malfunction of Nomco 
Model EAIBO Limit Switches at Elevated Temps, " Action 
required. 

ENOELKEN. R. H. Region 5. 9an Francisco. Office of the Director. 
79/18/07. Ip, 


7912270072 Forwards PBbE response to IE Dull at in 79-04. 

SPENCER. 0. B. Region S. San Francisco. Reactor Construction b 
Engineering Support Branch. 79/12/07, Ip. 


50-27S/79-21 b 50-323/79-11 on 
790821—24 b 0924— 26. No noncompliance noted. 

.. Reactor Dporations Nucli 

Support Branch. 79/10/19. 2pp. 


— 7912270070 Notifies that responsH to IE Bulletin 79-04 will bo sonb by 
791101 pending receipt of calculated loads b hangar strength 
rsvieu from Host inghouse. 

CRANE.P.A, Pacific Oas b Electric Co. 79/10/16. Ip. 
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79I3190A14 Responds to IE Bulletin 78-12 p7B“12A t 7e-12B.Held matl 
heat ti lot numbers tabulated In 79060Q C-E generic rept. 
Surveillance weldment consists of full thickness weldments 
using tandem arc melding process. 

CRANE. P. A. Pacific Oas !• Electric Co. 79/13/12. ip. 


7918200619 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

ENGEUKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/L2/13. ip 


U. Congressional /Ececutive Correspondence 


7912310216 Ack receipt of 790920 Itr re League of Women Voters of San 
Luis Obispo, CA comments on advance notice ef rulemaking for 
•iivergancg planning at Diablo Canyon. 

00S8ICK. L. V. Office of the Esecutlve Director for Operations. 

77/10/29. ip. 

— 7912210228 Forwards League of Women Voters of San Luis Obispo. CA 790920 
cammants on proposed regulations for nuclear emergency 
plana. Requests comment. 

LAOOMARBINO, R. House of Rep. 79/09/28. 7pp. 


7912210124 Responds to JH Alexander 790829 Itr re study of human factor 
of iiuclear plant installation. Operating personnel receive 
addl training in plant transients & multiple accident 
c ond 1 1 Ions. 

OOSSICKiL. V. Office of the Executive Director for Operations. 
79/10/31. 2pp. 


—7918210133 Forwards JH Alexander request for more study of human factor 
in operating ti control sys of nuclear power plant 
Installation. Requests comments. 

CRANSTON, A. Senate. 79/08/29, Spp. 


7912810030 Requests info re effect licensing moratorium will have on 
facility. 

LAOOMARBINO. R. J House of Rap. 79/11 /OB. Ip. 


7918130206 Advises that Commission move quickly to decide if 791019 
meeting w/util disqualifies Commissioners Hendrie b Kennedy 
from licensing. 

LA00MAR81N0, R. J House of Rep. 79/11/15. tp. 


7912160460 Forwards Itrs from constituents re licensing of facilities. 
Requests Commissioners Hendrie b Kennedy be disqualified 
because of attendance at 791019 meeting w/util. 

UAG0MAR8IND, R. J House of Rep. 79/11/15. 15pp. 

— 79121B0473 Urges Commission not to license nuclear reactor due tq 
proximity to earthquake fault. 

JACKSON. 0. M. Affiliation Unknown, 79/U/2B. Ip. 

— 7912180400 Urges resignation ef Chairman Hendrie b Commissioner Kennedy 
for attending meeting w/PObE. 

COOPER. P. Affiliation Unknown. 79/11/03. Ip. 

—7912100404 Objects to secret 791019 meeting between Hendrie, Kennedy b 
PObE. Urges d 1 equaltf Ication from further decisions on util. 

CUMMIWOB. S. C. Affiliation Unknown. 79/11/06. Ip. 


— 7912100488 Forwards copies of 791121 Itrs sent to Senator Cranston b 
Representative Panetta urging disqualification of Hendrie b 
Kennedy. 

TETER.H, M. Affiliation Unknown, 79/11/21. 4pp. 


— 7912180453 Forwards copy of 791112 Itr to Senator Cranston objecting 
to meeting between Hendrie. Kennedy b PGbE, Requests each 
commissioner receive copy. 

ERNST. T. Affl nation Unknown, 79/11/28. 2pp. 


— 7918160302 Forwards cop.j of Hr to Senator Cranston urging 

diiquallf Ication of Hendrie & Kennedy from further decisions 
on util. 

ZIMMERMAN. A, Affiliation Unknown. 79/11/28. 2pp. 


— 7918160307 Forwards copies of 791116 Itrs to Senator Cranston b 
Ropresentative Panetta urging disqualification of Hendrie b 
Kennedy from further decisions on PObE. 

MANZEH.n. Affiliation Unknown. 79/11/16. 3pp. 


— 7912100810 Objects to meeting between Hendrie, Kennedy b PObE. Urges 
disqualification from further decisions on util. 

MOODY, R., MOODY, D. Affiliation Unknown. 79/ll/H. 6pp. 


V. Operator Examinations 


7911020160 Notifies of status of operator licensing at facilities 
scheduled to receive OLs. 

COLLINS, P.F. Operator Licensing Branch, 79/10/19. 3pp 
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F, Security, medical, emergency b Fire protection plans 


7912120206 Forwards draft Reg Guide 5. XX, "Std Fermat b Content For 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance," W/o end. 

REID, R. W. Operating Reactors Branch 4 (Pro 791030). 79/08/23. 

2pp. 


DOCKET 30-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 
F, Security, medical, emergency b fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review pbjec t Ives, Provides guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate cmorgency actions. 

GRIMES, D.K. Emergency Preparedness Task Force. 79/11/33. 30pp. 


S, Adjudicatory correspondence 


7912110043 Forwards comments on NUHEG-OSl 1. Draft GEIS reflects 
conscious b deliberate NRC policy to jeopardiie public 
health b safety b thwart objectives of NEPA. 

KEPFORD, C. Environmental Coalition on Nuclear Power. 79/10/34. 
22pp. 


H. General correspondence 


79I21B0090 Ack receipt of 79U10 Hr re concerns about application For 
early site rcvioui. Commission Is reviewing application for 
docketing. Doard found intervonor motion to terminate review 
premature. 

OILINSKY, V, Commission, 79/11/30. ip. 


— 79121B0107 Delleves util application for earlg site review is futile 
gesture. NRC review of application will reinforce public 
image of inefficient b wasteful govt administration. 

Lancaster News 790920 article rn early site review end. 

EPACKMAN, T. Affiliation Unknown. 79/11/16. 3pp. 


P. Operating license stage documents b correspondence 


79121OD109 Discusses NRC 791101 meeting w/represontatt ves of NSSS 
vendors b fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing w/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 

EIBENHUT, D. O, Division of Operating Reactors, 79/H/09. 68pp. 


— 7912100235 Responds to NSC 791101 request re noncomp lianco of 
WestinghouBc ECCB evaluation model under requirements 
of 10CFH50 App K. Evaluation of three fuel rod models 
indicates no safety problems for Westinghouso plants. 
AMDERSON, T. M. Wostinghouso Electric Corp. 79/11/02. App, 


— 7912100330 Responds to NBC 791101 request re ORNL cladding suclliny b 
rupture data. Review of analytical models b tests indicatos 
compliance ut/10CFR50 App K. All GE specs for calculated peak 
cladding temp remain unchanged. 

BUCHKDLZ. R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards respo.nBB to NRC 791101 request re rod burst tost 
data. Cone ludes that data properly represented by Fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of I0CFR5O. 46 satisfied. 

CHSLEV, 0. F. Exxon Nuclear Co., Inc. (sobs, of Exxon Corp. 1. 
79/11/02. Spp. 


— 7912100456 Forwards addl info ro evaluation of impact of NRC proposed 
rupturo/b lockage model used in vendor evaluation model. 

No adver se impact from new rupture hurst data or use of NRC 
rupture/hlockage model on licensing calculation results. 

DldBLEY, G, F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. ). 
79/11/04. 22fp. 


7912140162 Notification of 791127 meeting u/util to discuss proposed 
design providing second level of undervoltage protection for 
safety related equipment at facility. 

CLARK, R. Operating Reactors Branch 3, 79/11/14, 2pp 
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7<?12ia03SS Rasponds to NHC 791002 1 tr Te certification of NSC personnel 
in radiatian sefetij bij Oat Rtdge Associated Unlvs.NRC 
personnel tutll attend site-specific training S< eobinit annual 
canf Irmation of requa 1 if it a t ion 

CLOUTIER. R. Phi tadelpbia Electric Co. 79/13/03. 2pp, 


79121Q0£i0.ii Responds to 791022 Itr re containment porjinp b venting 
during normal operat i on Ut i 1 uill comply u/ "Interim 
Position for Containment Purge & Uent Ualve tlperation 
Pending Resolution of Isolation Valve Operability."' 

DALTHOFF. S. L. Philadelphia Electric Co. 79/12/11 2pp. 


79122S0S&1 Responds to NRC 791219 telcon reguesting info re 
implementation of short-term Lessons Learned Task Forte 
ragulrements by SOOIOI . Discusses proposed schedule L 
revisions 

DALTHOFF, S. L Philadelphia Electric Co. 79/12/21. 9pp. 


Q Inspection reports> IE Qulletins !■ correspondence 


7912060033 Ack receipt of 791009 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/79-13 b 
50-278/79-15 

ORJERiD.H. Region 1, Ph 1 ladelp h lar Office of the Director. 
79/10/32. ip. 


— 7912060094 Responds to NflC 790917 Itr re violations noted in IE Insp 
Repts SO-277/79-13 b 90-278/79- 1 5. Cor r ec t ive actions: 
personnel instructed in accurate signing off of surveillance 
tests tr in timely responses to audit rept. 

DAUTRDFF, S. L. Ph i I 3d e 1 ph i a E lec tri c Co, 79/10/09. 6pp. 


—7912060049 Forwards JE Imp Repts SO-277/79-13 & 50-273/79-15 on 
790618-21 Si 25-29 b notice of violation. 

GRlERtD.H. Region 1. Philadelphia! Office of the Director. 
79/09/'l7, app, 


•7912060054 Notice of violation from Insp on 790618-21 b 25-29. 

» Region Phi lad elph i a. Office of the Director, 79/09/07. 
3pp. 


•791206005B IE Insp Repts 50-277/79-13 li 90-278/79-15 an 790618-21 b 
25-29. None amp 1 lance not ed - fai lure to identify post-valve 
replacement test results as unacceptable b to issue timely 
responses to audit repts. 

JOHNSON. J., MARHOHBKI.R . EISTER. H, B, Region 1, Phi 1 adolphla, 

Reactor Operations Nuclear Support Branch. 79/09/07. 22pp. 


7912170171 Responds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Oenerator Field Exciter Transformer." Ho 
connections found luhich could allow flaw of high clrculatl'ng 
currents exceeding transformer ratings. 

SALLAQHER. J. N. Philadelphia Electric Co. 77/10/25. 2pp. 


7912170240 Updates review of seismic analyses for as-built safety- 
related piping per IE Bulletin 79-14, "Seismic Analysis 
for Safety-Related Piping By s " 

DALTROFF. B. L. Philadelphia Electric Co. 79/10/30. 2pp. 


79120501DI Ack receipt of 791015 Itr informing NRC of steps taken to 
correct violations noted in i£ Insp Repts SO-277/79-14 & 
50-278/79-16. 

5MITK. Q. H. Region 1, Philadelphia, Fuel Facility & Materials 

Safety Branch. 79/il/06. Ip 


— 7912050105 Responds to NRC 790924 Itr re vlalatlohs noted in IE Inap 
Repts 50-277/79-14 b 50-27B/79-1 6. C orroc t ive actions: 
new shutdown procedure U removal of identified leaking fuel 
assemblies. 

DALTHOFF. S, L. Ph I lade 1 ph i a El ec tri c Co, 79/10/19. 3pp, 


—7912050107 Forwards IE Insp Repts 50-277/79-14 b 50-27B/79-16 on 
790622 & notice of violation. 

SfllTHtO, H, Region 1, Philadelphia, Fuel Facility b Materials 

Safety Branch. 79/09/24 2pp. 


■7912050110 Notice of violation from ihsp on 790622. 

* Region 1, Philadelphia, Office of the Director, 79/09/20. 
Ip. 


-7912050116 JE Insp Repts 50-277/79-14 b 50-273/79-16 on 790622. 
Noncompliance noted: fai 1 ore to adhere to Tech Spec 
release rates. 

SERABIAN, J, A. , JACKSON. T. J. , STOHR.J.P, Region I, Phi ladelphia, 
Office of the Director. 79/09/20. 4pp. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 790925-26, No 
noncompliance noted. 

SUTHERLAND, J. T. Region Si Atlanta. Fuel Facility b Materials 
aafety Branch. 79/11/07 2pp. 


— 7913200395 Haste pack.iging Insp Rapt 79-02A. No noncompHanco noted. 
Major areas insipected: shipping paper b DOT placarding 
r e gu 1 r omen tsi rad 1 at i on level s, removab 1 e cantaminat ion. DOT b 
NRC package features. 

BROWN, R, A, Region 2, Atlanta, Office of the Director. 79/11/06. 

6pp. 


7912050049 Foruiards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves." No response required. 

ORIEfliD.H Region 1, Philadelphia, Office of the Director. 

79/11/16. Ip. 


79120502B6 Forwards IE Info Notice 79-27, "Steam Oenerator Tube 
Ruptures at Two PWR Plants." No response required. 

0R1:ER,D. H, Region 1. Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912100144 Forwards IE Info Notice 79-20, "Qvarloading of Structural 
Elements Duo to Pipe Support Loads." No response required. 

ORlERiB. H. Region 1, Philadelphia, Dfflca of the Direc tor. 
79/11/16. Ip. 


7912110450 Forwards IE Info Notice 79-29, "Loss of Nonsaf ety-Relatod 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

GRIER,!}. H. Region 1, Philadelphia. Office of the Director. 
79/11/19, Ip, 


7912050277 Forwards IE Bulletin 79-26. "Boron Loss From BWR Control 
Blades." Response required. 

GRIER, B. H. Region 1. Philadelphia, Dfflca of the Director. 
79/11/20. Ip. 


7912260109 Ack receipt of 791004 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Ropts 50-277/79-00 b 
50-270/79-09. 

MARTIN, W.O. Region 1, Philadelphia, Safeguards Branch. 79/il/Si. 
Ip. 


—7912260115 Forwards IE Insp Repts 50-277/79-00 & 50-270/79-09 on 
790226,20 b 70305-07 b notice of viol at ion. Not ice of 
violation withheld <ref t0CFR2. 7901, 

MARTIN, W. 0. Region 1. Philadelphia, Safeguards Branch. 

79/09/14, 2pp. 


—7912260119 IE Insp Repts 50-277/79-00 It 50-270/79-09 on 790226,20 «. 
0305-07. Details withheld (ref 10CFR2.7901. 

BAlLEYiR.J. , LAOUN,R. Region 1, Ph I ladolphia, Office of the 
Director. DEVLIN, J.W. Region 1, Philadelphia, Safeguards 
Branch. 79/09/14. 2pp. 


7?1206'0584 Forwards IE Circular 79-24, "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BWRs. " No 
response roqulred. 

GRIER, B.H. Region 1, Ph 1 lade Iphia, Office of the Director. 

79/11/26. Ip. 


7912110073 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate." No response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/11/26. ip. 


7912210005 Grants ostenslon until 000101 for placing plant in cold 
shutdown to complete mods to control rod drive sys small 
piping hanynrsias required by IE Bulletins 79-02 b 79-14, 

QRlERi B. H. Region 1, Philadelphia, Office of the Director. 
79/11/26. Top. 


7912190063 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation. " 
Uritten response required. 

GRIER.B. H. Region 1, Philadelphia, Office of the Director. 
79/11/30, Ip. 


7912310237 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncomp llances, 10CFR21. " No action required. 

ORIER.D.H. Region 1, Philadelphia, Office of the Director. 
79/12/06. 4pp. 


7912190761 Forwards IE Bulletin 79-28, “Possible Malfunction of Namca 
Model EAIBO Limit Switches at Elevated Temps. " Hrlttsn 
response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 

79/12/07. Ip. 

79I22S0031 Responds to IE Bulletin 79-02, Revision 2, "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Bolts. " 

Nhere safety factors less than required, supports wilt he 
modified. 

DALTRDFF.S. L. Philadelphia Electric Co. 79/12/07, 4pp. 
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r9isae0227 Foruard* IE Info Notice 79-31, "Use of Incorrect Amplified 
Respon«« Spectra." No written response required. 

ORI£Ri B. H. Region i, Philadelphia, Office of the Director. 

79/12/13. Ip. 


ft. Parlodic operating reports b related correspondence 


791214034A Forwards monthly operating repts for Nov 1979. 
COOHEViH. J. Philadelphia Electric Co. 79/12/10. Ip. 


•7912140339 Monthly operating repts for Nov 1979, 

ALDEN.W.M. Philadelphia Electric Co, 79/13/10. 9pp, 


S. Reportabla occurrences, LERs b related correspondence 


7912310322 nO~2-79-30/lP: on 791U3, Insp of vendor design per IE 
Qullatln 79-02 revealed trapeie-type hangers re 1-lnch 
control rod drive insert b withdraw piping not 
seismlcally qua 1 1 fl sd. Caused by design deficiency. 

ULLRICH, M. T. Philadelphia Electric Co. 79/11/14. Spp. 


7912310191 R0-2-79-31/IP; on 791181, both fire pumps out of sve for 
short period. Caused by Installation of relief valve on fire 
header. Folloulng completion of sys modtsys will be tested b 
declared Fully operable. 

ULLRICH, H.T. Philadelphia Electric Co. 79/11/21. Ip. 


7912070349 LER 79-047/03L-0: on 791029, valves SV2671A b 99267111 failed 
to close during surveillance testing of dioxide analyier 
primary containment valves. Caused by piston binding In valve 
body. Valve internals rebuilt. 

COONEV, M. J. Philadelphia Electric Co. 79/11/20, Ip. 


7912120343 Forwards LER 79-04B/03L-0. 

COONEVi M. J. Philadelphia Electric Co. 79/11/29. 4pp. 


— 7912120347 LER 79-048/03L-0; on 791030, during relamplng of main off gas 
s bac k, per sonne 1 discovered broken Isokinetic sample line. 

Caused by crimp at U clamp support bracket b fatigue from 
expansian, contrac tt on b wind loading. 

COONEY. M. J. Philadelphia Electric Co. 79/11/29. ip. 


7912120489 Forwards LER 79-080/01T-0. 

COONEY, M.J. Philadelphia Electric Co, 79/11/29. 2pp, 


■7912120439 LER 79-OSO/OlT-O: on 791 1 13, during insp In response to 
IE Bulletin 79-02, eight hangers for control rod drive 
Insert/wt thdrawal piping found net qualified to withstand 
OQE. Caused by seismic, support doslgn deficiency. 

COONEY, M. J. Philadelphia Electric Co. 79/11/29. Ip. 


7912140439 Forwards LER 79-091/01T-0. 

COONEY. M.U. Philadelphia Electric Co. 79/12/03. 2pp. 


■7918140463 LER 79-091/01T-0; on 791121, fire pump controls removed from 
JVC to permit mod on fire header. Diesel pomp found to he 
Inoperab le. Caused by dirty relay contacts In regulator 
circuit. Contacts cleaned b pump returned to svc. 

CDDNEYfM. J. Philadelphia Electric Co. 79/18/OS, Ip. 


7912870393 nO-2-79-32/lP; on 791127, seismic capabilities of concrete 
block walls on elevation 139 ft reanalyied as less than 
required safety factor. Caused by engineering design 
defle lency . Mod of wall support will raise safety factor. 

ULLRICH, W.T. Philadelphia Electric Co, 79/12/06. 8pp, 


7912190366 RO-2-79-93/lPr on 791807, rec irculat Ion sys sample lino outer 
valves Isolation function inoperable. Caused by Improper 
teetlnj of installed jumper. Jumper removed, valves tested for 
manual ti automatic Isolation b found operable. 

ULLRICH, H. T. Philadelphia Electric Co. 79/12/10. 8pp, 


7912370396 R0-S-79-93/1P: on 791807, rac irculat ion sys sample lino outer 
valve Aa-2-2-40 isolation function fal led. Caused by improper 
tasting after jumper Installation, Jumper removed b log 
procedure will be reviewed. 

ULLRICH,M. T. Philadelphia Electric Co. 79/12/10. 2pp. 


79121B0644 Forwards LER 79-052/01T-0, 

CQONEY, M. J. Philadelphia Elactrlc Co. 79/12/11. 8pp. 


•7912130647 LEft 79-092/01T-0: on 791 127, analysis per IE Info Notice 79-20 
revealed four concrete expansion bolts in concrete block 
walls u/safety factors of less than four. Caused by deficient 
design. Corrective actions to be completed by 000101. 

CDONEYiM. J. Philadelphia Electric Co. 79/12/11. Ip. 
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P. Security, medical, emergency b fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review ob jeet Ives. Provides guidance for improving licensee 
emergency preparedness !, assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRIMES. D.K. Emergency Preparedness Task Farce 79/11/23 30pp. 


Q, Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-03 1 1 . Dra f t GEIS reflects 
conscious b deliberate NRC policy to jeopardite public 
health b safety b thwart objectives of NEPA. 

KEPFQRDi C. Environmental Coalition on Nuclear Power, 79/10/24. 
32pp. 


H. Oeneral correspondence 


7918100090 Aek receipt of 791110 Itr re concerns about application for 
early site review. Commission is reviewing application for 
doc ke ting, Board found intorvenor motion to terminate review 
premature. 

OILINSKY. V. Commission. 79/11/30, ip. 


•7912180107 Believes util application for early site review is futile 
gesture. NRC review of application will reinforce public 
Image of Inefficient b wasteful govt administration. 

Lancaster News 790920 article re early site review end. 

BPACKMAN, T. Affiliation Unknown. 79/11/10. 0pp. 


P. Operating license stage documents b correspondence 


7912100109 Discusses NRC 791101 meeting u/ropresontatives of NSSS 
vendors b fuel suppliers re diseussion of rospective 
portions of ECCS evaluation models dealing u/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 

EISENHUTi D. 0. Division of Operating Reactors. 79/11/09. 65pp, 


•7912100233 Responds to NRC 791101 request re noncompliance of 
Uestinghouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Uestinghouse plants. 
ANDERSON, T. M. Uestinghouse Electric Corp 79/11/02. 4pp 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b testa indicates 
compliance u/lOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHQLZ, R, H. General Electric Co. 79/12/07, 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst teat 
da ta. Cone ludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OUSLEY, O.F. Elion Nuclear Co., Inc. {subs, of Exxon Corp. ). 
79/11/02. 5pp 


— 7918100456 Forwards addl Info re evaluation of impact of NRC proposed 
rupture/blockage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/b loc kage model on licensing calculation results. 

OUSLEY, O.F. Exxon Nuclear Co,, Inc. (subs, of Exxon Corp. ). 
79/11/04. 28pp, 


7912140102 Notification of 791127 meeting u/util to discuss proposed 
design providing second level of undervoltage protection for 
safety related equipment at facility. 

CLARK, R. Operating Reactors Branch 3. 79/11/14, 2pp. 


7912120325 Responds to NRC 791008 Itr re certification of NRC personnel 
in radiation safety by Oak Ridge Associated Univs. NRC 
personnel will attend site-specific training b submit annual 
confirmation of roqual 1 fi cation. 

CLOUTIER. R. Philadelphia Electric Co. 79/18/03. 2pp. 


7912180606 Responds to 791022 Itr re containment purging b venting 
during normal operation. Util will comply ui/ “Interim 
Position for Containment Purge b Vent Valve Operation 
Pending Resolution of Isolation Valve Operability." 

DALTROFF. 8. L. Philadelphia Electric Co. 79/18/11. 3pp. 


7912200561 Responds to NRC 791214 telcon requesting info re 
implementation of short-term Lessons Learned Task Force 
requirements by 800101. Di scusses proposed schedule b 
revisions. 

DALTROFF, 0. L. Ph 1 ladelph la Elec tr le Co. 79/18/21. Spp. 
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a. Inspection reports. IE Bulletins !. 

•/9i20iQ033 Ack receipt of 791009 Ur 

carrBct violations roted in tE I^isp Rcflts 50-D.77/79 13 

GHIERfci^r^^ neglon 1. PU 1 a<Je 1 ph ie, Office of the Directer. 
79/10/22 Ip. 

—791204.0044 Responds to NRC 790917 Itr re violations noted In IE tnsp 
Bepts 50-277/79-13 i, 50-278/79-1 5 C orrec t i ve actions, 
paSsonnel instructed In accurate signing off of surveillance 
tests i. in timelg responses to audit ...--no i,bo 

DALTRDFF.S L. Philadelphia Electric Co. 79/10/09. tpp. 

79120A0049 Foruiards IE Insp Repts 50-277/ /9-13 t 50-27B/79 15 on 

790A18-21 it 25-29 t< notice of violation, 

GRlEB.n.H. Region 1. Philadelphia, Office of the Director, 
79/09/17. 3pp. 


-79l20i0QS4 Notico of violation From insp on 790618-21 25-29. 

» Region 1. FhUadolphia, Office of the Director, 79/09/07, 

3pp, 

-7912060058 IE Insp Repts 50-277/79-13 ^ 30 - 278 /79-1 5 on 790618-21 6 
25-29. None omp liancB no ted : f ai lure to identify post 
replacement tost results as unaccaptaOle I, to issue timely 

JOHNSO^J. .‘“MAR^OWSKrR"'. KISTER.H, Q, ‘sipp 

Reactor Operations Nuclear Support Dranch. 79/09/07. sapp. 


7912170171 Responds to IE Dullelin 79-23, 'Totentiol Failure of 
Emerseneg Diesel Generator Field Ereitcr Transformer, 
connections found which could allou flow of high circulating 
currants esceedlng transfoTmer ratings^ To/in/os 2on 
OAULAOHER. J. H. Philadelphia Electric Co, 79/10/25, 2pp. 

7912170240 Updates review of seismic analyses for as-built safety 
related piping per IE Bulletin 79-14. "geismic Analysis 
for 9af 1 a ted ri(king Sys. « 

OALTROFF. S L Philadelphia Electric Co, 79/10/30, 2pp. 

7912050101 Act receipt of 791013 Ur informing NRC of steps taken to 
torrect violatinns noted in IE Insp Fepts SO-277/79 lA U 

SMITH. O. H. Region 1. Philadelphia, Fuel Facility & Materials 

Safety Dranch. 79/11/06. Ip 

— 7912050103 Responds to NRC 790924 Itr re violations notad in IE Insp 
Rents 50 - 277 / 79-14 t, 50-27B/79- 16, Correc t i ve actions, 
neu shutdown procedure 6 removal of identified leaking fuel 
assemblies. _ . 3 .. 

DALTROFFi S. L. Philadelphia Eloctric Co. 79/10/15. 3pp. 


-79120.50107 Forwards IE Insp Repts 50-277/79-14 U 50-278/79-16 on 
790622 *, notice of violation. 

SMITH, 0. K. Region 1. Philadelphia. Fuel Facility. {< Materials 

Safety Branch, 79/09/24. 2pp, 


•7912050110 Notice of violation 
a Region I, l^htladelphia, 
ip. 


from insp on 790622. 

Office of the Director. 79/09/20. 


—7912050116 IE Insp Repts 50-277/79-14 & 50-278/77-16 on 790622. 
Noncomp I lance noted ; failure to adhere to Tech Spec 

SERAOIAMrj^r. JACKSON.T, J,. STOUR. J. P. Region 1. Philadelphia, 
Office of the Director. 79/09/20, 4pp 


7912200344 Forwards waste pad aging Insp Rept 79-02A on 79092S-26. No 

noncomp I lance noted. 

gUTHERLMJO, -1. T. Ragion 2, Atlanta, Fuel Facility S, Materialj 

Safety Branch, 79/11/07. 2pp. 

—7918200395 Waste pactaging Insp Rapt 79-OBA. No none ompl lance noted. 
Major areas inspec ted; sh i pping paper & DOT placarding 
reRuiremeTitsi rad iation levels, removab 1 e contamination, DOT 6 
NRC package features, 

CflOWN.R. A, Region 2, Atlanta, Office of the Director, 79/11/06. 
6pp. 


7912050049 Forwards IE Circular 79-82. “Stroke Times for Power Operated 
Belief Valves. " Ho response required. 

ORIER.a.H. Region 1. Philadelphia, Office of the Director. 
79/11/16. Ip 


7912030206 Forwards IE Info Notice 79-27, "Steam Oenoralor Tube 
Ruptures at Two FHR Plants. " No response required. 

QftlER.a.H. Region I, Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912100144 Forujards IE 
Elements Due to Pipe 
GRIER, B.H. Region 
79/11/16. Ip. 


Info Notice 79-20, "Overloading of Structural 
Support Loads. " No response required. 

I, Philadelphia, Office of the Director. 


7912110459 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Rolated 
Reactor Coolant Bys Instrumentation During Operation. No 
snectfic action OT response required. j. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 


7912050277 Forwards IE Bulletin 79-26, 
Blades." Response required, 

GRIER, B. H. Region I, Ph i 1 ad e 1 ph ia, 
79/11/20, Ip. 


"Boron Loss From BWR Control 
Office of the Director. 


7912260109 Ack receipt of 791004 Itr 

correct violation noted in IE Insp Repts 50 277/79 OS tc 

MARTmW^’a’' Region 1, Philadelphia, Safeguards Branch, 79/11/21. 


-791S260U5 Forwards IE Insp Repts 50-277/79-00 ^30-278/79-09 an 
790286.28 H 70305-07 6 notice of v i 0 lat I on. Noti ce of 
violation withheld Iref 10CFR2, 790>, 

MARTIN^W 0 Region 1* Phi Iddelphior Safeguards Branch. 


-7912260119 IE Insp Repts 50-277/79-08 6 50-278/79-09 on 790226.28 It 
0305-07, Details withheld (ref 10CFR2. 790). 

DAILEY.H. J , LADUN, R. Region 1, Philadelphia, 

Director. DEVLIN, J. H. Region 1, Philadelphia. Safeguards 






7918060584 Forwards IE Circular 79-84, "Proper Installation «< Callbr of 
Coro Spray Pipe Dreak Detection Equipment on DHRs. No 

ORIER!'”H’'*'''’*Rog'ton 1, Philadelphia, Office of the Director. 

79/11/26. Ip. 

7912110073 Forwards IE Circular 79-23, "Motor Starters It Contactors 
Failed to Operate." No response required. 

QRlCRiD.H. Region 1. Phi ladolph is. Office of thu Director. 

79/11/26, Ip, 


7912190063 Forwards IE Bulletin 79-27, “Loss of Non-Class IE 
Instrumentation 6 Control Power Bys Bus During Operation. 

Written response required. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 




V918310237 Forwards IE Info Notice 79-30, "Reporting of Defects It 
Noncoffiplianees, 10CFR21, " No action poqulred. 

GRIER. B.H. Rogion I, Philadelphia, Office of the Dlroctor. 






7912190761 Forwards IE Dulletin 79-29, " 
Model EAIBO Limit Suiitehos at Elevated 


PoBoiblB Holfunetion of Natneo 
Temps. " Written 


response required. 

GRIER, B.H. Region 1. 


Philadelphia, Office of the Director. 


79/12/07, Ip. 


7912280031 Responds to IE Dulletin 79-02. Revision 8. "Pipe Support Base 
Plato Designs Using Concrete E«panclon Anchor Bolts. 

Where safety factors less then roquired, supports will bo 

DALTROFF, 6. L. Philadelphia Electric Co. 79/18/07. 4pp. 


'912280227 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written responsa required. 

OniERiB.H. Region 1, Ph I ladolph ia, Office of the Dlroctor. 


R. Periodic operating reports k related correspondence 


7912140344 Forwards monthly operating 

CODNEY, M. J. Philadelphia Electric Co. 79/12/10. ip. 

—7918140359 Monthly operating repts for Nov 1979, 

ALDEN.W.H, Philadelphia Electric Co. 79/12/10. 9pp. 

8, Reportoble occurrences, LERs St related cor resp onde nce 


7912180010 no 3-79-S9/1P; on 791019, r esponse to IE Bulletin 79-14 
rovoalod damaged sway strut on C reactor feed pump ^‘“'harge 
line, Cause under investigation. New sway strut will arrive 

ULLRICH, W.T. Philadelphia Electric Co, 79/10/19. 8pp. 
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79J204029S UER 79-033703L-0; on 791022, white in cold shutdown for 
TaFutllng>3D RHR pump tripped an overcurront. Caused by 
Internal motor fan blade fatipue Pal lure. Stator insulation 
repaired Ic bottoin Pan installed. 

CQDNEr.M.J. Philadelphia Electric Co. 79/11/21. Ip. 


79122000S2 Discusses NFIC 791109 mosting re eraergency preparedness team 
review ob ject Ives. Provides guidance for improving licensee 
eaiergencij preparedness I, assuring capability of offsite 
agencies to take appropriate emergency actions. 

GFllMSS, D. K. Emergency Preparedness Task Force 79/11/23. 30pp. 


7912130180 110-3-79-38/ IP: on 791 121, review of 791117 surveillance test 
revealed that two HSIVs in steamline A closed in shorter 
times than specified in Tech Specs. Caused by passible temp 
effects on htldroMlie fluid viscosity. 

UUURICHiM.T. Philadelphia Electric Co. 79/11/21. Ip. 


7912040403 LER 79-034/ 03U-0: on 791101, during surveillance testing, 
standby liquid control pump rolief valve operated below Tech 
Spec Unit. Caused by setpoint drift on vIHBK Crosby valve. 

Valve readjusted within Tech Spec limit. 

COONEyfM.J. Philadelphia Electric Co. 79/11/20. Ip, 


7912050876 Forwards license fee for review of security personnel 
training ti qualification program, submi tted in 790817 Itr. 
STALLINGS, C. M. Virginia Electric S, Power Co, 79/11/29. 2pp. 


7912030189 Forwards amended physical security program. Program withheld 
<pef 10CFR2. 790). 

STALLINGS, C. M. Virginia Electric b Power Cn. 79/H/30. 4pp. 

7912100250 Forwards project status summary re implementation of fire 
protection mods. 

STALLINGS, C. H, Virginia Electric 8, Power Co. 79/12/04 2pp. 


7912100304 LER 79-035/0aL-0; on 791 102, during insp of traveling in core 
probe sysi ehear valves in guide tube assemblies detected 
Installed backwards. Caused by facility const error. Five 
shear valves removed & properly reinstalled, 

ROONEytM. Philadelphia Electric Co. 79/12/03. Ip. 


7912130417 RD-3-79-39/IP, update; on 791130, eight seismic supports inside 
containment ti supporting control rod drive piping line found 
not to be selsmically qual i fled. Caused by design defieioncy. 

Hods will be completed during outage beginning 791207. 

ULLRICH. M.T. Phlladalphla Electric Co. 79/12/04. 2pp. 


7912100346 LER 79-O36/O3L-0: on 791103, loaV rates esceedod Tech Spec 
limits. Caused by debris blocking valve closure. Sealing 
surfaces cleaned 1, pa 1 i shed. Valves retested fa returned to 
SVC. 

s Phlladalphl* Electric Co. 79/12/03. Ip. 


7912180386 Forwards LER 79-03S/01T-0. 

COQNEY.H. J. Philadalphla Electric Co. 79/12/06. 2pp. 


— 7912180991 LER 79-Q3D/O1T-0; on 791 120, during review of surveillance 
test I two MaiVs In "A" steamline closed In times shorter than 
spectfiad in Tech Specs. Cnusod by operator not rorognlilng 
fast MBIV closure time. Operator proeeduro revised. 

COOI+EY, H. J. Philadelphia Electric Co. 79/12/06. Ip. 


7912270393 R0-a-79-3a/lP: on 791127, seismic capabilities of concrete 
tloct walls on oTevation 138 ft reanalyied os less than 
raqulrad safety factor. Caused by engineering design 
def le iBDCy . Mad of wall support will raise safety factor. 

ULLRICH, W.T. Philadelphia Electric Co. 79/12/06. 2pp. 


7912180644 Forwards LER 79-082/017-0. 

CDONIiV<M. J. Phlladalpitia Electric Co. 79/12/11. 2pp 


— 7912100647 LER 79-ODa/OlT-O; on 791 127, analysis per IE Info Notice 79-2B 
ravoalsd four conerotc opanslon bolts in concrete block 
walls w/safefcy factors of less than four. Caused by deflclont 
design. Corrective actions to be completed by SOOiOl. 

CQONEY, H. J. Philadelphia Electric Co. 79/12/11. Ip. 


7912180398 LER 79-037/ 03L-0: on 791 1 13, during surveillance tooting on 
rod sequence control sys, sequence mode found Inoperable, 

Caused by failure in lixtograted circuit chip on sequence 
logic board. Integrated circuit chip was loplaced. 

CDONEy>M. J. Philadelphia Electric Co. 79/12/13. Ip- 


7912270497 Forward o LER 79-039/01T-0, 

COONEYiM. J. Phlladelphlo Electric Co. 79/12/14. 3pp. 


— 7912870310 LER 79-039/01T-0: on 791 130, eng Ineer Ing review per IE 
Bullstin 79-02 Identified 16 supports associated u/1-lnch 
control rod driveline insert fa withdrawal piping as not 
being seismleally quailfiod. Caused by in.sdequats design. 
CODNEY, M,J. Philadelphia Eloctric Co. 79/12/14. tp. 


DOCKET 30-280 9UHRY POWER STATION, UNIT 1 

F. Hecurlty, medical, energoncy fa flro protection plans 


7912040399 Responds to NRC 791010 Itr requesting info re upgrading of 
emergency planning. Proposes that response be contingent on 
NRC rsvlftw of TttViBod entor geiicy p l^n. Completion pl*nnoo 
prior to May 1980 insp. 

8TM-LIN0B> C. H. Virginia Electric fa Power Co. 


79/11/12. Ip. 


0. Adjudicatory correspondence 


7911300062 Forwards util 791023 Hr fa check re NRC 791001 order 
imposing civil penalties. W/o end. 

STELLQ, V. Office of Inspection fa Enforcement, Office of the 
Director. 79/11/07. Ip. 


7912110030 Confirms receipt of end 790329 petition to suspend OLs for 
all PMRs. Forwards FR notice indicating that petition will he 
treated in accordance u/10CFR3. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7913110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspensisn of all OLs for PWRs. 

MULLER, D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
30pp. 


7912050069 Order granting ektension until 791221 for Commission to 
determine whether to review 791024 denial of enforcement 
action. 

CHILK,9. J. Office of the Secretary of the Commission. 79/11/27. 
Ip- 


7912190082 Responds to 790911 Itr requesting preparation of EIS fa 
hearings re transport of steam generator parts to Richland. 

HA. DOE Bjempt from NRC regulation. Environ assessment will 
he prepared prior to transport. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/11/29. 2pp. 


— 7912190000 Requests public hearings fa preparation of E13 re proposed 
transport of radioactive stoem generator to Richland, HA. 

ALLEN, d. North Anna Environmental Coalition. 79/09/11. Ip. 


7912180S36 Discusses NRC 790822 show cause order reanalysts. Pipe 
support analysis will result In identification of mods fa 
Issuance of preliminary design drawings by 791223. acbeduie 
for Installation of remaining mods will be submitted 791221. 
BPENCER,H. 0. Virginia Electric fa Power Co. 79/12/13. 2pp. 


7912260367 Order granting estonsion until B00118 for Commission to 
elect to review 790201,0421 fa 1024 denials of enforcement 

CHILK, 8 . d. Office of the Secretary of the Commission. 79/12/19. 
Ip- 


P. Operating license stage documents fa correspondence 

7911090248 "Summary of Operating Experience H/Rocirculating btsam 

Generators, " „ ABxn 

EISENHUT, D, C. Division of Operating Reactors. hUReu-ooiJ. 

79/01/31. 89pp. 


7908010339 Notifies of status of rept on reactor cavity annulus seal. 
Most PHR users ramove ring during normal operation. Others 
store seal ring In ralssd position during normal 
LA!NA5,0. Plant Systems Branch IPre 791030). 


79/07/08. 7pp. 


7912050199 Discusses NRC review of LERs fa Tech Spec requirements re 
control RPI sys at Hestinghouse PHRs. Requests Tech Specs 
review to ensure requirement for rod ir.aint to within +•/- 12 
steps Indicated fa RPI sys verified accurate within 12_st9ps. 
SCHUEMCER,A. Operating Reactors Branch 1. 


79/10/29. 7pp. 


7912170029 Clarifies requirements re control 
sys at Wastlnghnuse PHR, due to existing wi 
of LERs received. 

SCHHENCER.A. Operating Reactors Branch 


rod position indication 
de variations 

I. 79/10/29. 3pp. 
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— 7912170032 Tech Spect for resctlvitil control 5i)s. 

Operattrs Reactors Dranch 1, 79/10/01. Jpp. 


— 7912170037 Tech Spec for reactivltij control sijs position indication 
sys. 

* Operating Reactors Branch i, 79/03/13. ip. 


7912100189 Discusses NRC 791101 meeting u/represen t at i V8 s of NBSB 
vendors h fuel suppliers re discussion of respective 
portions of ECC8 evaluatian models dealing u/fuel cladding 
syelllng & incidence of rup ture. Vendor responses end. 

EISENKUTa D. 6. Division of Operating Reactors. 79/11/09. diSpp. 


— 7912100SSS Responds to NRC 791101 reguest rs non c amp 1 lane s of 
Uestlnghause ECCS evaluation model under requirements 
of 10CFR30 App K, Evaluation of three fuel rod models 
indicates no safety problems for t/estinghouse plants. 
ANDERSONi T. M. Mestlnghouse Electric Corp. 79/ll/OS. 4pp. 


--7912100330 Responds to IJRC 791101 request re ORWL cladding suelllng t< 
rupture data. Review of analytical models & tests Indicates 
compliance w/iO-CFRSO App H. All OE specs for calculated peat 
cladding temp remain unchanged. 

□UCHHOLZ. R. H. Oeneral Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
da ta. Cone I udes that data properly represented by fuel models 
used In vendor evaluation models t that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

ONBLEVi O. F. Eixsn Nuclear Co. < Inc. (subs, of Ercon Carp.). 
79/11/02. Spp. 


””7912100456 Forwards add) info re evaluation of impact of NRC proposed 
rup tore/b 1 oc kage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/b loc kage model on licensing calculation results. 

OWSLEfi 0. F. Eiion Nuclear Co. < Inc. (subs, of Exion Corp. ). 
79/11/04 S2|ip. 


7912100171 Ack receipt of 790913 Ur in response to NRC 79052S Ur re 
sail structure interaction. Dump factor of 1.25 is adequate 
for seismic stresses for QBE. Equation used to calculate new 
DOE level is acceptable. 

EISENHUT> D. 0. Office Of Nuclear Reactor Regulation. 79/11/13. 2pp. 


7912170132 Requests Class I ti 1 T fees re review (c approval of security 
personnel training & qualification plan. Fee for 791001 
request due 15 days after receipt of Itr. 

MILLERiH. 0. License Fee Management Branch. 79/11/26. Ip. 


7912190200 Summariies 791116 telcon w/util re implementation of Lessons 
Learned Task Force, Licensee proposed schedule for 
pressuriied bea t ersi d i rec t indication of valve position & 
leak reduction program found unacceptable. 

NEIOHBORSi D. Operating Reactors Branch I. 79/11/20, 7pp. 


7912030201 Requests detailed syllabus for Dak Ridge Associated Unlv 
radiation safety seminar. Lists addl Info required prior to 
reaching final determination of acceptance. 

8TALLIN0S, C. M, Virginia Electric t< Power Co. 79/11/29. ip. 


7912100302 Discusses review of Tech Spec surveillance requirements re 
control rod position indication sys. Compl ianco w/reqoi foment 
for alignment ulthtn 15 inches maint a ined. Tech Spec change 
being prepared to ensure proper control of rod maint. 

STALtlNOSi C, M, Virginia Electric S< Power Co, 79/12/04. ip. 


7912)80183 Commits to comply w/NRC interim position for containmetil 
purge fc vent valve operation pending resolution of isolation 
valve operabi lity> in response to NRC 791023 Itr. 

STALLINOBtC. H, Virginia Electric 6 Power Co. 79/12/13. Spp, 


79I32DD518 Convmits to full implementation of all Category A 
requirements from TMI”2 Lessons Learned Task Force by 
900131. 

PROFFITTi M, L. Virginia Electric U Power Co. 79/12/17. ip. 


7912310390 Responds to NRC 790022 show cause order for reana lysis of 
pipe supports outside containment structure. Identified 74 
mads to be completed 000201, Pro 1 ittiinary design mod drawings 
issued to field. 

SPENCER. W.C. Virginia Electric h Power Co, 79/12/21. 2pp. 


79I23I0499 Requests amend to OL in form of change to auxiliary 
feedwater sys. Class I i, III faes end. 

STALLINSa. C. M. Virginia Electric Je Power Co. 7<}/t2/2a. 3pp. 


— 7913310506 Revised Pages 3.6-1 through 3.6-3 ti 4.0-1 through 4. 0”2 to 
Tech Speespproviding further verification of au«iliary 
feedwater pumps. 

* Virginia Electric !i Power Co, 79/12/20. 6pp. 


0. (nspeetlon reports. IE Bulletins & correspondence 


7912060490 Forwards IE Insp Repts SO-280/79-54 «< 50-201/79-76 on 
790910-13 tr 19-21. No noncompliance noted. 

MURPHViC. E. Region 2. Atlanta. Reactor Construction & Engineering 

Support Dranch. 79/10/23. 2pp. 


— 7913060495 IE Insp Repts 50-200/79-54 «. 30-201/79-76 on 790913 U 19-21. 
No noncompliance noted. Major area 1 nspoc t ed: p Ipe support 
base plate designs using concrete expansion anchor bolts. 

VALLIBH.E, J. Region 2. Atlanta. Office of the Director. 

HERDT. A.R. Region 2. Atlanta. Reactor Construction fc 

Engineering Support Branch. 79/ 10/ 10. 4pp. 


7912070100 Forwards IE Insp Repts 50-200/79-56 J< 50-281/79-74 on 
790913-14. No none ompl iance noted. 

btURPHViC.E. Region 2> Atlanta. Reactor Construction tc Engineering 

Support Branch. 79/10/24. 3pp. 


—7912070112 IE Insp Repts 50-280/79-56 fe 50-201/79-74 on 790913-14. 
No noncomp 1 lane e noted. Mayor areas inspected: concrete 
expansion anchors & seismic analysts for as-built 
safety-related piping sys. 

COMPTON. R. ft. Region 2. Atlanta. Office of the Director. 

HERDT. A.R. Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch. 79/10/12, App. 


7912 050621 Forwards IE Insp Rapt 50-280/79-50 on 790926-20. No 
noncompliance noted. 

MURPHVjC. E. Region 2. Atlanta. Reactor Construction & Englneorlrifl 

Support Dranch. 79/10/25. 2pp. 


— 7912050622 IE Insp Rept 50-280/79-58 on 790926-28. No noncompHancB 
noted. Major areas inspected: IE Bulletins 79-02 t. 79-14, 

COMPTCNi R. H. . MDDENOSi L. Region 2. Atlanta. Office of the 
Director. HERDT. A.R. Region 2. Atlanta. Reactor Construction *x 

Engineering Support Branch. 79/10/24. Spp. 


7912060328 Forwards IE Insp Repts 50-280/79-57 8< 50-281/79-75 on 
790918-21. No noncomp 1 lance noted. 

LEIMB.R. C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 79/10/25. 2pp. 


--7912060235 IE Insp Repts 50-280/79-57 ii 30-201/79-75 on 790910-21. No 
noncomp 1 i ance noted. Major areas Inspec ted: pip Ing support b 
restraint sys b followup insp. 

NHITENER. H. L. Region 2. Atlanta. Office of the Director. 

BURNETT. P.T. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/10/24. 4pp. 


7912050623 Forwards IE Insp Repts 50-200/79-59 b 50-281/79-70 on 
790910-20. No noncompliance noted. 

LEWISiR, C. Regien 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/10/26, 2pp. 


— 7912050624 IE Insp Repts 50-200/79-39 b 30-281/79-78 on 790910-28. No 
noncomp 1 lance noted. Major areas inspected ; plant operatlotis. 
maint b plant security. 

BURKEiD.J. Region 2. Atlanta. Office of the Director. 

HELLQOOp P. J. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/l{>/2S. 4.pp. 


7912200344 Fopwarde waste packaging Insp Rept 79-02A on 790925-26. Mo 
noncompl iance noted. 

SUTHERLAND. J, T. Region 2. Atlanta. Fuel Facility b Materials 

Safety Dranch, 79/11/07. 2pp. 


— 7912200395 Waste packaging Insp Rept 79-02A. No noncomp I iance noted. 
Major areas Inspected : shipping paper b DOT placarding 
requirements, rad ia tier levels, renovab te contamination. DDT b 
NRC package features. 

DROWN. R, A. Region 2. Atlanta. Office of the Director. 79/11/0*. 

6pp. 


7912100201 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Leads, “ No response required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110507 Forwards IE Info Notice 79-29. "Loss of Nonsaf ety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

□ 'REILLY. J. P. Region 3i Atlanta. Office of the Director. 
79/11/16. 2pp. 
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7911300140 Forwards IE Dullatln 79-26. "Boron Loss From BWR Control 
Bladat. " No response req.uirB(l. 

O'REILLY. J. P. Region 2i Atlanta. Office of the Director. 
79/11/20. 2pp. 


7912260244 Responds to NRC 791123 Itr re violation noted in IE Insp 
Rspts S0-2B0/79-63 & S0-2B1 /79-B3. Corr ed t i ve action; 
design change on replacement starting contactors completed. 

STALL IN08. C. H. Virginia Electric tc Power Co. 79/12/19. app. 


7912090446 Ack receipt of 791029 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-200/79-59 It 
90-2B1/79-73. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/11/21. Ip. 

7912090492 Responds to NRC 790926 Itr re violations noted In IE Insp 

Rapts 90-280/79-99 b 90-281/79-73. Corree t Ive actions: malnt 
etaff Instructed to follow requirements of radtetlon work 
permit b all radiation uorkeri required to sign in. 

STALLINOS, C. M. Virginia Electric b Power Co. 79710/29. 2pp. 


— 7912090486 Forwards IE Insp Repts 50-280/79-99 b 90-201/79-73 on 
790020-0907 b notice of violation. 

LEWIS.R. C. Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. 79/09/26. 2pp. 


“7912090460 Notice of violation from insp on 790020-0907. 

* Region 2, Atlanta, Office of the Director. 79/09/24. ip. 


—7912090467 IE Insp Repts 30-200/79-99 b 50-281/79-73 on 790820-0907. 
Nencompl lance noted; two welders grinding b welding elbow in 
feedwater line w/o respiratorg protection. 

KEtLOCO. P. d. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 8VRRE, D. J. Region 2, Atlanta, Office of the 
Director. 79/09/24. 3pp. 


7912070007 Forwards IE Circular 79-24, "Proper Installation b Calihr of 
Core Bprag Pipe Break Detection Equipment on BWRs. *' No 
reepanie required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110186 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failtd to Operate. " No response required. 

O'REILLY, d. P. Region 2, Atlanta, Office of the Director. 
79/11/26. !p. 


7912260251 Forward 
identified in IE 
STALLINOS, C. M. 


s revised response to items of noncompliance 
Insp Repts 9O-2B0/79-0B b 50-231/79-09. 
Virginia Electric b Power Co. 79/12/17. 4p 


7912270441 Forwards responses to infractions reported In IE Insp Ropts 
50-280/79-61 b 90-261/79-00. 

STALLINOS. C . M. Virginia Electric b Power Co. 79/12/20. 4pp. 


7912200161 Forwards IE Circular 79-25, "Shock Arrestor Strat Assemblg 
Interference." No written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director, 

79/12/20, 4pp, 


7912200494 Forwards response to NRC 791203 Itr re violations noted 
In IE Insp Repts 5O-2B0/79-62 «< 50-261/79-82 on 791001-31. 
Annuciator log procedure established to document safetg- 
related annuciator actuations t< resets. 


GTAI I TkfriD. r M 


» i es I m ri 


^ i. C.f 


fi /r»A. 


R, Periodic operating reports *, related correspondence 

7912140324 Forwards monthlg operating repts for Nov t979. 

STALLINOS, C, M. Virginia Electric b Power Co. 79/12/12. Ip. 


— 7912140338 Monthly operating ropts for Nov 1979. 

COSTELLO, 0. J, Virginia Electric b Power Co. 79/12/04. 


48pp. 


a. Reportable occurrenees, LERs b related correspondence 


7912200423 PNB-n-79-0031 on 791010, criminal trial began on Individuals 
who publicly admitted responsibility for damage of new fuel 
assemblies In storage at f ae 1 1 1 1 ies. NRC unsuccessful at 
Interviewing Individuals re operational b security problems. 

ALDERSON, C, E. , KELLOOO.P.J. Region 2, Atlanta, Office of the 
Director. 79/10/10. ip. 


7912140538 Responds to IE Bulletin 79-17, Revision I, "Pipe Cracks in 
Stagnant Berated Water Syi at PWR Plants. " Completed special 
Insp drawings b began visual etaminatlon of Unit 1 sys. 

STiALLlNOB, C. M, Virginia Elactrle b Power Co. 79/11/27. 2pp. 


'912210045 PNO-II-79-013; on 79 1024, f aci I i ty achieved criticality b la 
at SOX power on 791029. Unit had been shut down for seismic 
reanalysia of safety related piping. 

ELROD, a. A. . KeLLOOO,P.J. Region 2, Atlanta. Office of the 




7912200097 Responds to IE Bulletin 79-18, "Audibility Problems 
Encountered on Evacuation of Personnel from High Noise 
Areas." Sound alarms inaudible In 90X of sound level 
locations tested. 

STALLINOS, C. M, Virginia Electric b Power Co. 79/11/29. 3pp. 


7912190492 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power 8ys Bus During Operation. " 
Written risponse required. 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director. 
79/11/30. Ip. 


7912310330 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompllanees, lOCFREi. " No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. 9pp. 


7912200070 Forwards IE Bulletin 79-20. "Possible Malfunction of Namco 
Moitel EA180 Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/18/07. 8pp. 


7912110307 Forwards updated LER 79-086/OlX-l. 
aTALLlNQS, C. M. Virginia Electric b Power Co, 


79/12/07. 


Ip- 


--79I2110390 Updated LER 79-026/01 X-l; on 790829. West ingh ouse told util of 
poeelble failure of certain control sys, previously assumed 
to rsmain "as Is," to fall under adverse environ conditions. 

FSAR reviewed. Present analyses unaffected. 

STEWART, W. L. Virginia Electric b Power Co. 79/12/07. 4pp. 


7912140432 Forwards LER 79-037/03L-0. 

BTALLINOB, C. M. Virginia Electric b Power Co. 79/12/11. 


Ip. 


-7912140442 LER 79-037/03L-0; on 791 1 19, during normal operation, heat 
tracing circuit 13A (panels 8 b 9) I b 2 boron Injection 
roc Ircul at 1 on-t o-bor t c acid tanks failed. Caused by 
overheating of heat tracing tape. Tape replaced. 

STEWART, H. J. Virginia Electric b Power Co, 79/12/11. 2pp. 


712140466 Forwards LER 79-031 /03L-0. 
STALLINOS, C. M, Virginia Electric b Power Co. 


7912310800 Responds to IE Bulletin 79-02, Revision 2, "Pipe Support 
Base Platt Designs Using Concrete Expansion Anchor Belts. " 

Flva pipe supports on Seismic Category 1 sys in auxiliary 
bldg installad using expansion anchor bolts. 

SPENCER, W.C. Virginia Electric b Power Co. 79/12/07. 4pp. 


7912140477 LER 79-031/03L-0: on 791 1 17, I Iquld waste containing isotope 

greater than I. 9E-03 UCl/ee was released. Caused by perionnal 
error. Mater releases for Nov were checked b verified. 

Personnel involved advised to fill out forms carefully. 

STEWART, W. L. Virginia Electric b Power Co, 79/12/il. 2pp. 


7912280441 Forwards IE Info Notlca 79-31, "Use of Incorrect Amplified 
Responee Spectra, " No written response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/12/13. 2pp. 


7912260231 Responds to NRC 791126 Ur re vleletlons noted in IE Imp 
Rapt 90-260/79-60. Corrective actions; valves labeled b 
drawing change requests submitted. 

STALLINOS, C. N. Virginia Electric b Power Co. 79/!8/19. 3pp. 


7912140306 Forwards LER 79-036/OIT-0. 

BTALLINOB. C. M. Virginia Electric b Power Co. 


79/12/12. 


ip- 


— 7912140394 LER 79-036/01T-O; on 791 120, during unit operat Ion, util 
notified by engineer that error in current containment 
depreseurixatlon analysis assumed spray effectlvenese value* 
too high. Caused by incorrect application of approved model. 

» Virginia Electric b Power Co. 79/12/12. 2pp. 


7912270307 Forwards LER 79-O34/01T-0. 

STALLINOS, C. M. Virginia Electric b Power 


79/12/20. Ip. 



ss 


DOCKETED ITEMS 


7>Jiaa703U LEfi 7<?-03<l/0JT-0; on 791207, doT i ng r« analys i s , d i *t o vered that 

ttihon radiation alarm setpoint is reacheil in discharge line 
of sir ejectors of Units J !, 2, trip valves divert air to 
containment. Caused bg valve dosSyn contrary to FSfln, 

* Virginia Electric It Power Co 79/12/21. 2pp. 


7912050199 Discusses NRC revleu of LERs fi Tech Spec reciulromants 
control FIPI sys at Wes t inghouse PWRs. Requests Tech Specs 
review to ensure requirement for rod maint to within f/- 12 
catad ti RPl sys verified accurate within 12 steps. 

A. Operating Reactors Dranch 1. 79/10/29. 7pp. 


steps indl 
6CHWERCER> 


re 


7912270347 Forwards UERs 79-033/03L-0 t, 79-035/00L-0. 

STAt-LINOS. C, M, Virginia Electric i Power Co. 79/12/20. 


Ip. 


-7912270360 LER 79-033/03L-0: on 791 1 27, during normal operation, per sonne 1 
observed reduction in flow U pressure in charging pump svc 
water subsys. Caused by broken stem on l-BW-107, ui/valve disc 
partially blocking pump supply. Valve replaced. 

» Virginia Electric t< Power Co. 79/12/21. 2PP. 


7912270592 LER 79-033/03L: on 791 127, dur i ng normal operation, rout Ini 

surveillance revealed failure of heat tracing circuit 2D 
(panel a),Unit t suction piping to boric acid transfer pump 
1 — (^11..|3-2A. Cans ed by water damage. Heat tape replaced. 

^ Virginia Electric t, Power Co, 79/12/21. 2pp. 


DOCKET 50-281 6UHRV POWER STATIDM, UNIT 2 


7912170029 Clarifies requirements re control rod position 
sys at WestlnghousB PWR, due to eiisting wide variations 
of LERs received. 

SCHWENCERfA. Operating Heat tors Dranch 1. 79/10/29. 


Ind Icatl on 

3pp. 


— 7912170032 Tech Specs for reactivity control sys. 

a Operating Reactors Dranch 1. 79/10/01. 3pp. 


7912170037 Tech Spec for reactivity control sys position indication 

a Operating Reactors Dranch 1. 79/03/13. Ip. 


7912100189 Discusses NRC 791101 meeting u/representativos of 
vendors ft fuel suppliers re discussion of respuctive 
portions of ECCB evaluation models dealing w/fuel cladding 
swelling 4 incidence of rupture. Vendor responsos end. 
EISEKHUT.B. 0. Division of Operating Reactors. 79/11/09. 


NSBS 


69pp. 


F. Security, medical, emergency t, fire protection plans 


7912200022 Discusses NRC 791109 moBting re emergency preparedness team 
review ob ject ives. Provides guidance for improving licensee 
emergency preparedness tt assuring capability of offsite 
agencies to take appropriate enargoncy actions. 

GRIMES, D. K. Emergency Preparedness Test Force, 79/11/23. 30pp. 


7912050576 Forwards license Fee for review of security personnel 
training' fc qualification program, subml tted in 790BI7 Itr. 
STALUINSS, C. M. Virginia Electric 4 Power Co. 79/11/29. 2pp. 


— 7912100259 Responds to NRC 791101 request re noncorap lianco of 
Hestlnghouse ECCa evaluation model under requirements 
of 10CFR50 App K. Evaluation of three fuel rod models 
I'ndicatBS no safety problems for Wostinghouse plants. 
ANDERBON, T, M, Mestirghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re DRNL cladding suallitlg U 
rupture data. Review of analytical models 8, tests Indicates 
compliance w/lOCFTl50 App K. AI 1 GE apees for calculated peak 
cladding tsmp remain unchanged. 

DUCHHOLZi R. H. Ooneral Electric Co. 79/12/07. 2pp. 


79120301B9 Forwards amended physical security 
(ref 10CFR2. 790). 

stallings, C. M. Virginia Electric 4 Power Co 


program Program ui 
79/11/30. 4pp. 


thheld 


7912100250 Forwards projoc 
protection mods. 
STALLIMQSi C, (1. Virginia 


t status summary re implementation uf 
Electric 4 Power Co. 79/12/04. 2pp. 


fire 


0. Adjudicatory correspondence 


7912110039 C'OnFirns receipt of end 790329 petition to S'USponi) OLs for 
all PHRs. Forwards FR notice indicating that petition will be 
treated In accordance U/10CFR2.206 

DEHTOHilt R. Office of Nuclear Reactor Regulation, 79/11/23. Ip. 


7913110126 Notice of request for action pursuant to 1CCFR2, 206 re 

Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PNRs. 

HULLER, D. R, Office of Nuclear Reactor Regulation. 79/11/23. 
3Dpp. 


7912050069 Order granting eitension until 791221 for Commi 
dstermine whether to review 791024 denial of enforcement 
action. 

CHILHiS. ^f. Office of the Secretary of the Commission. 

IP 


ssion to 

79/ i 1 /27. 


79121900B2 Responds to 790911 Itr requesting preparation of EIS 4 
hearings re transport of steam generator parts to Richland, 

NA. DOE eieiuipt from NRC regulation. Environ assessment will 
be prepared prior to transport. 

DEMTON.H, H. Office of Nuclear Reactor Regulation. 79/11/29. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst tost 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models 4 that analyses demonatrat# 
all criteria of 10CFR50. 46 eattsfied. 

OWSLEViO, F. Esron Nuclear Co,, Inc. (subs, of E«xon Corp.). 
79/11/02. Spp. 

7912100456 Foruar'ds odd I info re evaluation of Impact of NRC proposed 

rupture/bloc lag B model used in vendor evaluation modal. 

Ho adverse impact from new rupture burst data or use of NRC 
rupture/blDckage model on llconslnp calculation results. 

OHSLEYiO.F. Exxon Nuclear Co, ■ Inc. (subs, of Exxon Corp.). 
79/11/04. a2pp. 


7912100171 Ack receipt of 790913 Itr in response to NRC 790525 Itr re 
soil structure in terac t ion. Dump factor of 1.23 is adequate 
for seismic stresses for ODE.Equation used to calculate new 
DDE level Is acceptable. 

E I SENHUT, D. 0. Office of Nuclear Reactor Regulation. 79/ll/IS. Hpp. 


7912170132 Requests Class 1411 fees re review 4 approval 
p or sonne 1 training 4 qualiflcat ion plan. Fee for 791001 
request due IS days after receipt of Itr. 

MILLER, H.D. License Fee Managoment Branch. 79/11/26. 


of security 


Ip. 


7912100346 Forwards draft input for steam generator tube failure safety 
evaluations, Sections 2 , 1 . 3, 2 , 2 . 3, 2 . 3. 3 4 2. 4. 3, Input for 
Doe) Unit 2 reactor in Belgium end. 

SCHHENCER.A. Operating Reactors Dranch 1. 79/11/20. Ip. 


— 7912100384 Draft input 
Section 2. 2. 3. 
s Office of Nuclear 


for steam generator 
Reactor Regulation. 


tube safety evaluation, 
79/11/28. 4pp. 


— 7912190090 Requests public hearings 4 preparation of EIS re proposed 
transport of radioactive steam generator to Pi chland, WA. 

ALLEN, J. North Anna Environmental Coalition. 79/09/11. Ip- 


7912260367 Order granting extension until 000110 for Commission to 
sleet to review 7902'01,0421 (< 1024 denials of anForcement 
action. 

CHILK. D. J. Office of the Secretary of the Commission. 79/12/19, 

Ip 


7912190200 Summarixos 791116 telcan w/utll re imp lamentation of Lessons 
Learned Task Force. Licensee proposed schedule for 
pressuriiod beaters, direct indicatlan of valve position 4 
leak reduction program found unacceptable. 

NEIGHBORS, D. Operating Reactors Branch 1. 79/11/28. 7pp. 


7912030201 Requests detailed syllabus for Oak Ridge Associated Univ 
radiation safety seminar. Li sts add! info required prior to 
reaching final determination of acceptance. 

BTALLINCS, C. M. VI r g in 1 a El ec tr ic 4 Power Co. 79/11/29. ip. 


P. Operating license stage documents 4 correspondence 


7911090240 "Bumraary of Operating Experience M/Rec ircula ting Steam 
Generators. “ 

ElSENKtiT, D. «. Division of Operating Reactors. NUREO-0523. 
79/01/31. B7pp. 


7912100302 Discusses review of Tech Spec survdlllance requirements re 
control rod position indication sys. Comp 1 iance u/requireneht 
for allgtvmant within 15 inches ma intained. Tech 6poc change 
being prepared to ensure proper control of rod maint. 

STALLINGS, C, t1. Virginia Electric 4 Power Co. 79/12/04. Ip. 
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87 


7?12]B0ie2 Commits to camplg u/NRC interim position for containment 
purge U vent valve operation ponding resolution of isolation 
valve operab i 1 1 ty > i n response to NRC 791023 Itr. 

BTALCINOS. C. M. Virginia Electric t Power Co. 79/12/13. 3pp. 


7912200919 Commits to full implementation of all Category A 
regolrements from TMI-2 Lessons Learnod Task Force by 
800131. 

PROFFITT. W. L. Virginia Electric «. Power Co 79/12/17. Ip 


7912310499 Requests amend to OL in form of change to auxiliary 
feedwater sys. Class I & III fees end. 

STALUINOBp C. M. Virginia Elactric !< Power Co. 79/12/28. 3pp. 


—7912310506 Revised Pages 3.6-1 through 3.6-3 & 4.0-1 through 4.8-2 to 
Tech Specs, providing further verification of auxiliary 
feedwater pumps. 

♦ Virginia Electric U Power Co. 79/12/29. 6pp. 


a. Inspection reports. IE Bulletins b correspondence 


7912060490 Forwards IE Insp Repts 50-200/79-54 b 50-201/79-76 on 
790910-13 b 19-21. No noneomp 1 iance noted. 

MORPHViC.E. Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch. 79/10/23. 2pp. 


— 7912060495 IE Insp Repts 50-200/79-54 b 50-201/79-76 on 790913 & 19-21. 
No noncompliancB noted. Major area inspected: p ipo support 
base plate designs using concrete expansion anchor bolts. 

VALLISH. E. J. Region 2. Atlanta. Office of the Director. 

HERDT. A. R. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch, 79/10/18. 4pp. 


7912070109 Forwards IE Insp Repts 50-200/79-56 b 50-201/79-74 on 
790913-14. No noncompl lance noted. 

MURPHY.C, E. Region 2. Atlanta. Reactor Construction b Engineering 

Otipport Branch. 79/10/24. 2pp. 

—7912070112 IE Insp Repts 50-200/79-56 b 50-201/79-74 on 790913-14. 

No noneomp 1 lance noted. Major areas inspected: concrete 
expansion anchors b seismic analysis for as-built 
safety-related piping sys. 

COMPTON. R.M. Region 2. Atlanta, Office of the Director. 

MERDTiA, R. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch. 79/10/12. 4pp. 

7912050550 Forwards IE Insp Rept 50-281/79-77 on 791002-05. No 
nancompllancc noted, 

MURPHY.C, E. Region 2. Atlanta, Reactor Construction b Engineoring 

Support Branch. 79/10/25. 2pp, 

— 7912050555 IE Insp Rept 50-201/79-77 on 791002-05. No noncompl ianco 
noted. Major areas inspected ; auxi 1 iary bldg.stoam generator 
replacement b observation of welding. 

KLEINSOROE. W, P. Region 2. Atlanta, Office of the Director, 

HERDT, A. R. Region 2, Atlanta, Reactor Construction b 

Englneorlnp Support Branch. 79/10/24. 6pp. 


7912060228 Forwards IE Insp Repts 50-280/79-57 b 50-201/79-75 on 
790918-21. No noncompliance noted. 

LEWIS. RC. Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/25. 2pp. 


—7912060235 TB Insp Repts 50-200/79-57 b 50-201/79-75 on 790910-21. No 
noncompliance noted. Major areas inopoc tod : p ip ing support b 
restraint sys b followup insp. 

HH17ENER, H. L. Region 2, Atlanta, Office of the Director. 

BLfRNETT.P.T, Region 2i Atlanta, Reactor Operations Nuclear 

Support Branch. 79/10/24. 4pp. 


7912050623 Forwards IE Insp Repts 50-200/79-59 b 50-281/79-70 on 
790710-20. No noncompliance noted. 

LEWIS.R.C. Region 8. Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/26, 2pp. 


— 7912050624 IE Insp Repts 50-280/79-59 b 50-201/79-70 on 790910-20. No 
noncompliance noted. Major areas inspet ted : plant operations, 
maint b plant security. 

DURRS. D.J. Region 2, Atlanta, Office of the Director. 

RELLOGO. P.J. Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch. 79/10/25. 4pp. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 790925-26. No 
noncompliance noted. 

SUTHERLAND, J. T. Region 2, Atlanta. Fuel Facility b Materials 

Safety Branch. 79/11/07. 2pp. 


— 7912200395 Waste packaging Insp Rept 79-02A. No noncompliance noted. 
Major areas i ns p oc ted : sh i p p i ng paper b DOT placarding 
r equ i r B ments I ra d iat 1 on level s. removab le contamination, DDT b 
NRC package features. 

BROWN, R, A. Region 2. Atlanta, Office of the Director, 

POTTER, J.P. Region 2. Atlanta. Fuel Facility b Materials Safety 

Branch. 79/11/06. 6pp. 


7912310107 Forwards IE Insp Rept 50-201/79-72 nn 790B27-30. No 
noncompliance noted. 

MURPHY.C. E. Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch, 79/11/00. 2pp 

—7912310115 IE Insp Rept 50-231/79-72 on 790927-30. No noncompliance 
noted. Major areas inspected: OC records for main steam elbows 
b modified steam water noiiles b welding b radiography of 
main s t oam piping. 

ERD.C. H. Region 2. Atlanta. Office of the Director. 

DANIELSON, D. H. . HERDT. A. R. Region 2. Atlanta. Reactor 

Construction b Engineering Support Branch. 79/11/07. 4pp. 


7912310349 Forwards IE Insp Rept 50-281/79-79 on 791015-19. No 
none omp I lane o noted. 

LEWIS.R.C, Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch. 79/11/1^, Ip. 

— 7912310333 IE Insp Rept 50-281/79-79 on 791015-19. No noncompliance 
noted. Major areas inspected : containment leakage rate 
testing b pipe support b restraint sys. 

WHITENERi H, L. . BROOKS. E.M. Region 2. Atlanta. Office of the 
Director. BURNETT. P.T. Region 3, Chicago, Reactor OpeTotlons 

Nuclear Support Branch. 79/11/07, 4pp, 


7912100201 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads," No response required. 

0 'REILLY, J. P. nogion 2, Atlanta. Office of the Director 
79/11/16. Ip, 


7912110587 Forwards IE Info Notice 79-29, "Loss of Nonsafe fcy-Re lated 
Reactor Coolant Sys Instrumentation During Operation." Mo 
specific action or rasp on sc required. 

O'REILLV, J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp 


7918050446 Ac k receipt of 791025 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-200/79-55 b 
50-201/79-73. 

LEWIS.R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch, 79/11/21, Ip. 


— 7912050452 Responds to NRC 790926 Itr re violations noted In IE Insp 
Repts 50-200/79-55 b 50-231 /79-73, Correc t ive actions; maint 
staff instructed to follow requirements of radiation work 
permit b all radiation workers required to sign in. 

STALLINGS, C. M. Virginia Electric b Power Co. 79/10/25. 2pp. 


—7912050456 Forwards IE Insp Repts 50-2BO/79-55 b 50-201/77-73 on 
790320-0907 b notice of violation. 

LEWIS.R.C. Region 2. Atlanta, Reactor Operations Nuclear 

Hupp or t Branch. 77/09/26. Spp. 


— 7912050460 Notice of violation from insp on 790820-0907. 

* Region 2. Atlanta. Office of the Director. 79/09/24. ip. 


— 79120S0467 IE Insp Repts 50-280/79-55 b 50-201/79-73 on 790320-0907. 
Noncompliance noted: two weldors grinding b welding elbow In 
feedwater line w/o respiratory protection. 

KELLCOO.P. J. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. BURKE. D. U Region 2, Atlanta, Office of the 
Director, 79/09/24. Spp, 


7912070007 Forwards IE Circular 79-24, "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BWRs. " No 
response required. 

O'REILLY. 0, P, Bogion 2, Atlanta, Office ef the Director. 

79/11/26, ip 


7912110186 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate. " No response required. 

O'REILLY, xl. P. Bogion 2. Atlanta. Office of the Director. 
79/11/26, Ip, 


7912140530 Responds to IE Bulletin 79-17, Revision i. “Pipe Cracks in 
Stagnant Berated Water Sys at PHR Plants." Completed special 
insp drawings b began visual examination of Unit 1 ays. 

STALLINGS, C. M Virginia Electric b Power Co. 79/11/87. Spp. 



DOCKETED ITEMS 


as 


791S200097 Responds to IE Dolletlr; 'f • ‘ 

Encountered or Evacuation of Personnel from High no se 
Areas.” Sound alarms inaudible in 50V, of sound level 

BTALLiNOS.C*H^*''virg insa Electric t Power Co. JV/ll/S*?. Spp 


7912190492 Forwards IE Dulletir 79-27, 
InstTUdientatior l< Control Power Sys 
Written response required 
O'REILLV. J, P, fiegion 2, Atlanta. 
79/11/30. Ip 


“Loss of Non-Class IE 
Bus During Operation ” 

Office of the Dlrectar. 


79I231{>330 forward B IE Inf 

None oinpl iarcos. 1CCFR21. " 

O-'REILLV. J. P, Reoton 
79/12/06. Spp. 


o Notice 79-30. “Reporting of Defects 
No action required . 
a, Atlanta. Office of the Director. 


Cl 


DOCKET 50-202 PRAIRIE ISLAND NUCLEAR 

r’selurt’tyrmedical, Br,BrgBncy_i_f ire_protec tion_p Uns 


7912200022 Discusses NRC 791109 meeting = 

review ob jec tive ». Provide s guidance 

emergency preparedness 5. assuring capability of offsite 

agencies to take appropriate emergency actions 3 




7912120244 Forwards evaluation of electrical 6 mechanical penetration 
seals & fire detectors required by 790906 fire protection 


safety evaluation rept 






0, Adjudicatory correspondence 


7912200070 Forwards IE Bulletin 79-23. "Possible 
Modal EAiaO Limit Ewitches at Elevated Temps." 

O'REILLY.. JP Region 2. Atlanta. Office of 
79/12/07. 2pp. 


Malfunction of Namco 
Action 

the Director. 


79121 1003B Confirms receipt of and 790329 petition to OLs for 

all PHRs. Forwards FR notice indicating that petition will be 

treated in accordance U/10CFR2, 206. 79/11/23 Ic 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/11/23. IP- 


79123102B0 Responds to IE Dulletin 79-02.Revision 2. "Pipe Support 
Base Plate Designs Using Concrete Espanslon Anchor Bolts. 

Fiv«! pipp supp-prts on Seismic Catejory i sys in auiiiia y 
bldg installed using erpanslon anchor bolts, 

SPEMCen.M. C. Virginia Electric 6 Power Co. 79/12/07. spp. 


7912110126 Notice of request for action pursuant to 10CFR2. 206 ra 

Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PW^*' , 70 / 11/33 

MULLER. D.R. Office of Nuclear Reactor Regulation. 79/11/23. 

3epp. 


79122S0441 

Response 

G'flEILLV, 

79/12/13 


Forwards 
Spectra. 
J P. 

2pp. 


IE Info Natlee 79-01. "Use of Incorrect Amplified 
'■ No written response required. 

Region 2. Atlanta, Office of the Director. 


7912200370 Forwar 
to IE Bulletin 


ds results of feedwater sys piping imps. In 
79-13, Revis ion 3 re cracking in feedwater 


response 


stallings, C. M, Virginia Elaetric ti Power Co. 79/12/17. 4ppi 


7912260244 Responds to NRC 791123 1 tr re violation noted in JE Insp 
Repts 50-200/79-63 tc 50-221/79-03. Corrective action: 
design change on replacement starting 

STALLINGS, C. M. Virginia Electric 8i Power Co, 79/12/19. 2pp, 


7912260251 Forwards revised response to items 
identified in IE Insp Repts 5O-2BO/79-O0 6 
STALLINGS. C, (1, Virginia Electric t Power C 


of noncompliance 
50-231/79-09. 

0 . 79/12/19. 4p. 


7912270441 Forwards responses to infractions reported In IE Insp Repts 
S0-2B0/79-61 6 50-281/79-30, a-- 

STALLINQS.C, M Virginia Electric 6 Power Co, 79/12/20. 4pp. 


P. Operating license stage documents & correspondence 


791109024a "Summary of Operating Eeporlence M/Recireulating Steam 
Generators. " 

ElBEHHUr, D.O. 

79/01/31. e9pp. 


ElBEHHUr, D. 0. Division of Operating Reactors. NUREO-0523, 


7909010339 Notifies of status of rap 
Host PNR users remove ring during 
store teal ring in raised position 
LAINAS, Q. Plant Systems Branch 


t on reactor cavity annulus saal. 
normal operation. Others 
during normal operation. 

(Pre 791030). 79/07/03. 7pp. 


7912040164 Dlseussea NRC concerns re 
during normal oparatlons. Includes 1 
safety actuation Isolation signals 
valves b valve ability to shut w/o 
BCHMENCER.A, Operating Reactors 


containment purging b venting 
icensee override of 
to containment isolation 
degrading containment. 

Branch 1. 79/10/29. 5pp. 


7912050176 Discusses NRC review of LERs b Tech Spec requirements ra 
control RPI sys at Westlnghousa pWRs. Requests Tech Specs 
review to ensure requirement for rod raaint to within +/ »« 

steps indicated I RPI sys verified 

8 CHHENCER 1 A. Operating Reactors Branch 1. 79/10/29. /PP* 


7912260161 Forwards 
Interference. " No 
O'REILLV. J. P 
79/12/20. 4pp 


IE Circular 79-25, '“Shock Arrestor Strut Assomb 
written response required, 

(legion 2, Atlanta, Office of the Director, 




7912280490 Forwards response to NRC 791 20S 1 tr re 
50-281/79-31 on 791031-1 103. Feedwater b reactor 
pumps inspected for damage. Emp loyees Instructed 
use of rigging operation. 

STALLINGS. C. M. Virginia Electric b Power Co. 


IE Insp Rept 
coolant 
In proper 

79/19/36, 3pp. 


7918290494 Forwards response to NRC 791803 1 tr re violations noted 
in IE insp Repts 50-200/79-62 U SO-8S1/79-02 on 791001-31. 
Annuclator log procedure established to document safety- 
related annuciatar actuations t< resets. 

STALLINGS. C. M. Virginia Electric & Pouiar Co. 79/12/36. 4pp. 


R. Periodic operating reports b related correspondence 

7912140324 Forwards monthly operating repts far Nov 1979. 

STALLINGS, C, M. Virginia Electric b Power Co. 79/12/12. Ip. 


— 7912140338 Monthly operating repts for Nov 1979. 

COSTELLO. a. J. Virginia Electric b Power Co. 79/18/04. 45pp. 


B. Reportable occurrences, LERs «, related correspondence 


7912800423 PNS- 1 1-79-003: on 791010, erkmina 1 trial began on Indlvlduala 
who publicly admitted responsibility for damage of new fuel 
assemblies in storage at fac 11 1 1 ies, NRC unsuccessful at 
Interviewing individuals re oparatlonai b security problems, 
AUDEflSQN,C.£. , KELLOGG,? U. Region S, Atlanta, Office of the 
Director. 79/10/10, Ip. 


7912100109 Dlscusaes NRC 791101 meeting w/representatlvei of NBES 
vendors b fuel soppliers re discussion of respective 


porvigiiB wr cwwww » -ra • we* • 

swelling b incidence of rup tur e. Vendor responses •"'=}• 
EISENHUTi D, 0, Divleion of Operating Reactors. 79/ll/Ov. 


65pp. 


-7912100255 Responds to NRC 791101 request re noncompliance of 
Msstlnghouse ECC8 evaluation model under requirements 
of 10CFR50 App K, Evaluation of three fuel rod models 
indicates no safety probloms for Westinghouse plants. 

ANDERSON. T M. Westinghouse Electric Corp. 79/11/02. 4pp. 

-7912100330 Responds to NRC 791101 request re ORNL b 

rupture data. Review of analytical models b tests Indleatee 
compliance w/lOCFRSO App K. All OE specs for ealeulatid peak 

cladding temp remain unchanged. 

BUCHHOLZ. R. H, General Electric Co. 79/12/07. 8pp. 

-7912100407 Forwards response to NRC 791101 request re rod buret test 
data, Concludes that data properly represented by fuil models 
used Ip vendor evaluation niodoLs 8< that analyaat demonitratt 
all criteria of 10CPR90. 46 latiefled. 

DWSLEYi 0. Fr Eiaon Nuclear Co.f Inc. tiuhs. of Evxon Corp. ). 
7^^ll/0a. 5pp. 

-7912100456 Forward! addl info re evaluation of Impact of NRC propQietf 
Tuoture/blockafle model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rup tur e/b loc kaga model on licensing calculation results. 

OHBLEY.ft. F. Exxon Nuclear Co,. Inc. (subs, of Exxon Corp. >. 
79/11/04. 22pp. 


>12120103 Notification of 791136 meeting u/utll in Bithesda.MD to 
discuss reactor vessel noi x le fabrication. 70 / 11/10 aon 
QflOTENHUIB, M. Operating Reactors Branch 1. 79/11/19. 8 pp. 
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79ia0'?0201 Confirms Imp 1 Bmen ta t ion of intBPim procedural solution 
adoptad at 791119 meHting tu/NRC. Westlnghouse U util ro 
possitls rod drop accident analysis for certain Westinghouse 
designed plants. 

HAVEn>L. □. Northern States Power Co. 79/11/27. Ip. 


7918160346 Forwards draft input for steam generator tube failure safety 
•valuations^ Sections 2. 1. 3j 2. 2. 3< 2. 3. 3 {< 2. 4. 3. Input for 
Ooel Unit 8 reactor in Delgium end. 

SCHMENCER< A. Operating Reactors Dranch 1. 79/11/28. Ip. 


7912210066 Forwards IE Insp Repts 50-202/79-27 6 50-306/79-21 on 
791001-31. No noncoaip liancenoted 

HEISHMAN. R. F. Region 3i Chicago. Reactor Uperations Nuclear 

Support Branch 79/11/16. 2pp. 


—7912210074 IE Insp Repts 50-202/79-27 8< 50-306/79-21 on 791001-31. No 
noncompl lance noted. Major areas Inspoe ted: plan t operations, 
maint. security U observations of plant staff response to 
steam generator tube rupture. 

FEIERAUEND. C. 0. . WARNICK.R.F. Regions. Chicago. Office of tho 




—7918100350 Draft input for steam generator tube failure safety 
evaluation. Section 2.4.3. 

• Office of Nuclear Reactor Regulation. 79/11/20. 3pp. 


7912110307 Responds to NRC 791029 Itr re control rod misalignment 
spec*. License amend request ro spec changes will be 
submitted by 800115. 

MAYER. L.O. Northern States Power Co. 79/12/05. Ip. 


7912200003 Forward* update to 790731 meteorological evaluation for fuel 
handling accident inside containment. Further changes may be 
nec assary. 

HULMAN.L. 0. Hydrology Meteorology Branch. 79/12/07. 2pp. 


7912210000 Summary of 791186 mooting w/Westinghouse tc util re base 
fflStal cracking In reactor vessel noizles under stainless 
steel cladding. 

ORDTENHUIB. M. Operating Reactors Dranch 1. 79/12/12. 4pp. 


—.7^1.2210013 Discusses pipe leak at TVO 1. In Finland, due to faulty 
fabrication process of component* mfg in Franco l< 
slgnifleence to US plants. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/24. 

I4pp, 

7912800432 Notifies that util will be In compliance by 800131 u/Uessons 
Learned Task Force recommondations re relief 8< safety valves 
direct position indication Si inadequate core cooling 
detection instrumentation. 

MAYER. L.O. Northern States Power Co. 79/12/14. 8pp. 


7912200385 Notifies NRC that util cannot meet 701O2S schedule for 
resolving issue of asymmetric LOCA loads. due to delays in 
matl procurement. PI pe restraints will be installed during 
refueling outage. 

MAYER. L.O. Northern States Power Co. 79/12/17. Ip. 


0. Inspection reports. IE Bulletins t. correspondence 


7912050404 Forwards IE Bulletin 79-26. "Boron Loss From BWN Control 
Blades. " No response required. 

KEPPLER.J 0. Rcqion 3. Chicago. Office of the Director. 79/ll/BQ. 

Ip. 


7918100440 Forwards IE Circular 79-24. "Proper Installation 
Core Spray Pipe Break Detection Equipment on BWRs. " Nn 
written response required. 

REPPLER.J. 0. Region 3. Chicago. Office of the Director. 
IP- 


tc Caiibr of 
79/11/26. 


7918140816 Forwards IE Circular 79-23, "Motor Starters t< Contactors 
Failed to Operate." No written response required. 

KEPPUER.J. 0. Region 3, Chicago. Office of the Director. 79/11/26. 
Ip. 


7912110433 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups t< state atty 
general ofes copies of escalated enforcement corrcspendanc a 
sent by NRC to licensees. 

KEPPLERi J. Q Region 3. Chicago, Office uf tho Director 
Ip. 


79/11/20. 


7912190801 Responds to IE Bulletin 79-17, Revision 1. Insp per Item 8 Ibl 
to begin 791203 for Unit 2 b end In two uks.Unit 1 Insp 
scheduled for Aug 1980. 

HACHTER.L. J. Northern States Power Co. 79/11/28. Ip. 


7912050667 Ack receipt of 791031 Hr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-202/79-2 1 4 
50-306/79-18. , 

HEIBHMANi R. F, Region 3, Chicago. Reactor Operations Nuclear 

Support Dranch. 79/11/30. Ip 

—7912050671 Responds to NRC 791009 Hr re violations noted in IE Insp 
Repts 50-202/79-21 U 50-306/79- 18 Corree 1 1 ve ac tlons : Desi gn 
Change 771397 forms w/raquired Initials completed. 

HACHTER.L. J, Northern States Power Co, 79/10/31, 3pp. 


7912050401 Forwards IE Insp Repts 50-882/79-83 fc 50-306/79-19 on 
790917-30, No noncomp I lance noted. 

HSIfiHMANi R. F. Region 3. Chicago. Reactor Operations Nuclear 

SuppO'rt Branch. 77/10/86. 2pp. 


7912190231 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation 4 Control Power 3ys Dus During Operatio.n, ” 
Hr it ten response required. 

KEPPLERi J, 0. Region 3. Chicago. Office of tho Director. 
Ip. 


79/11/30. 


—7912050406 IE Insp Repts 50-202/79-23 l< 30-306/79-19 on 790917-30. No 
noncomp 1 lance noted. Major areas inspec tod: maint, security . 
revleUi audit 4 radiation protection. 

FEIERADEND.C. D. . WARNICK. R.F. Region 3. Chicago. Office of tho 
Director. 79/10/28. 3pp. 


7918260102 Forwards IE Insp Ropt 50-882/79-26 on 791002-03. No 
noncompliance noted. 

HEIBHMAN, R. F. Region 3. Chicago, Reactor Operations Nuclear 

Support Dranch. 79/11/06. Spp. 


— 7912860105 IE Insp Ropt 50-283/79-86 on 791002-03. No noncomp I lance 
noted. Major areas Inspected: steam generator tube rupture, 

WARNICK, R, F. . CH0ULE9, N. C. . DEBT M ANN, M. 3. Regions, Chicago. 

Office of the Director. 79/11/05. 8pp. 

7912050144 Forwards. IE Circular 79-38. "Stroke Times for Power Operated 
Relief Valves." No response required. 

KEFPLER, J. e. Region 3, Chicago, Office of tho Director. 79/11/16. 
Ip, 


7912070434 Forwards "Insorvice Insp, Examination Summary, 791003-16, Insp 
Period 2, atoam Generator Tube Eddy Current E«ara, *’ 

MAYER, L.O, Northern States Power Co. 79/12/04. Ip. 


— 7918070440 "Inservicc Insp, Ezamination Summary, 791003-16, Insp Period 2, 
Steam Generator Tube Eddy Current Uzam. " 

HANSEN, D.D., DAHLHAN, L Northern States Power Co. 79/11/07. 

4lpp, 


7912140093 Forwards IE Info 
Noncoirpl iancBs. lOCFRni. " 
KEPPLER, vJ. 0, Region 3. 
Ip. 


Notice 79-30, "Reporting of Defects h 
No action or response required. 

Chicago, Office of the Director, 79/12/06. 


7912800067 Responds to IE Bulletin 79-02, Revision 2. "Pipe Support IJasu 
Plate Designs Using Concrete Expansion Anchor Bolts." All 
Seismic Category 1 restraints that use concrete expansion 
anchors were field verified. 

WACHTER.L, J, Northern States Power Co. 79/18/07. 2pp. 


7912100839 Forwards. IE Info Notice 79-88. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

KEPPLER, J.O. Region 3. Chicago, Office of the Director, 79/11/16. 

Ip. ^ 


7918800134 Forwards IE Dulletxn 79-38, "Possible Malfunction of Namco 
Model EA10O Limit Switches at Elevated Temps." Action 

r^nu i rod . aw 

KEPPLER. J.O, Renion 3, Chicago, Office of the Director. 79/18/10, 
Ip, 


79 1 2110585 Forwards :IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant fiys Instrumentation During Operation. " No 
specific action or response required. • . 

j KEPPLER. J.O. Region 3, Chicago, Office of the Director. 79/11/16. 

Ip. 


7918280041 Responds to IE Bulletins 70-12. 70-lPA 4 70-12B. "Short 
Period Scrams at DWR Facilities." No deviations found in 
welding mail used In vessels. 

WACHTER.L, J, Northern States Power Co. 79/12/11. 8pp. 
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R Periojjic operating reports & relateil ( orresp ondenc b 


79iaiOOiaft Fortaards nontblg operating rept for Nov 1979 h torrections 
to oontMij operating repts For Aog<Sepfc & Oc t 1979. 

KAVER.L.a. tiorthern States Power Co. 79/12’/12. Ip. 


— 79ISIB0-t23 Monthli) operating rept for Nov 1979. 

HUHSTADj A A. Northern States Power Co. 79/13/01. 8pp. 


— 791310O1>34 Revised page of month Ig operating rept for Aug 1979. 
m/fSTAD. A A Northern States Power Co. 79/12/01. Ip- 


— 79121B0636 Revised page of monthly operating rept for Sept 1979. 
HUNSTAO. A. A. Northern States Power Co. 79/12/01. Ip. 


-*79l21BO£i40 Revised page of monthly operating rept for Get 1979. 
HU»STAD»A.A Northern States Power Co. 79/12/01. Ip. 


S, Reportable occurrencesi LERs ti related correspondence 


7912070133 FNO-1 1 1-79-024: on 791026, Region □ notified of chlorine 
treatment of cooling tower water containing anoeba 
encepbaliti s. Licensee will aonitor discharges & submit 
environ event rept to fStC. 

(KSTKAMN, N. J. , ESSIO.T.H Region 3, Chicago,. Office of the 
Director. 79/10/25. 2pp. 


7912060593 PNG -1 1 1-79-035: on 791007. neotrali ting tank hatch released 
ph greater than Tech Spec limit. Caused by improper 
operation of ph nonitor on tank effluent pipe. Nemo Issued 
requiring reliable operation of monitor. 

OEBTRAMN, M. O’. Region 3, Chicago. Office of the Director. 
79/11/05. 2pp. 


7912170423 Pha'-tll-79-39: on 7911 IS. reactor tripped. Caused by failure 
of feedwater pump 12 supplying water to steam generators. 

Pump 11 was shipped to vendor for rewinding due to similar 
failure Reactor in process of cold shutdown. 

UARNICK. R. F. . HEIS»M«d, H. F Region 3, Chicago, afficc of the 
Director. 79/11/13. Ip. 


7912070333 Environ Event Rept 79-11 for 17 days in Nov. Blowdown flow 
in cscess of Tech Specs required to complete special 
chlorination treatment authorired by 791102 ETS change. 

UARD.E. C. Northern States Power Co. 79/12/03. !p. 


7912^0360 Forwards Uestingbouse evaluation of 791002 tube rupture 
event . Concurs u/util recaiamendatians in LBR 79-O27/01T— 0 re 
operation of turbine driven auiiltary Feed punp & steaa 
supply valve from Faulted steam generator. 

ANDERSON. T M. Uestlnghause Electric Carp. 79/12/19. 17pp. 


7912270491 Forwards LER 79 -030/OM.-0. 

NAYER.L a. Nortbern States Power Co. 79/12/21, Ip. 


•7712270490 UER 79-030/03L-0: on 791121. during insps per IE Bulletins 
79-14 & 79-02. two snubbers in cooling water sys found 
incorrectly Installed Xi one hanger in auiiliary feedwater 
sys found damaged. Repairs were made iaMediately. 

NUliSrAO.A. A Northern States Power Co, 79/12/21, Ip. 


7912310475 Forwards LEB 79-031/03.-0. 

HAVERiL □. Northern States Power Co. 79/12/36. Ip. 


— ^7912310470 LER 79-O31/O3L-0: on 791126. during periodic surveillance 
program review. discovered that SP1022 boric acid tank level 
test not performed within tolerance band. Caused by personnel 
oversight, Tnsirumenlation ti control schedule to be used. 

MmSTAO. A A. Northern States Power Co. 79/12/26. Ip. 


IWCKET SO-204 IDAMG STATE UMIV. RESEARCH REACTOR 
F. Security, medical, emergency 6 fire protection plans 


791212<»06 Forwards draft Reg Guide S.XX. *Std Format «< Content For 
Licensee Physical Security Plan for Protection of SW1 of 
Kaderabe or Lou Strategic Significance.-" U/o end. 

REID.R.U. Operating Reactors Branch 4 tPre 791030). 79/00/22. 

2pp- 


MCRET 50-285 FURT CALHOUN STATION. UNIT 1 


F, Security, nedical. emergency 6 fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for improving licensee 
emergency preparedness It assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRlh^S.D. K. Emergency Preparedness Task Force. 79/11/23. OOpp. 


79I2I905BB Forwards quantitative mpts re effects of fire water piping 
rupture on safely-related equipment. Description of water 
curtain for fire Areas 6 6 20 & drawings end. Drawings 
available in Central Files only. 

JOhES, H. C. Oaaha Public Power District. 79/12/12. 13pp. 


0. Adjudicatory correspondence 


7912050599 Reply by Metropolitan Area Planning Agency In oppositiun to 
applicant consolidated answer objecting to request for 
hearing. Pub lie concerns re facility mods should be heard. 

Questions util cred Ibi lity. Certificate of Sve unci. 

KIRBHEN. A. H. Metropolitan Area Planning Agency Omaha. NE. 

AIRBHEN.A. H. Kirshen, A, H. 79/10/30. 9pp. 


7912060612 Motion to strike applicant answer to Metropolitlan Area 
Planning Agency request for hear ing. Alleges that util failed 
to coaply W/10CFR2, 705. Quest ions LeBoeuf . Lamb. Lieby & MacRao 
authoritiy to resist hearing. Certificate of Bve end. 

KIRSHEN. A. H. Metropolitan Area Planning Agency Omaha. NE. 
KIRSICN. A. H. Kirshen. A. H. 79/10/30. 3pp. 


7912130074 Seels denial of AH Kirshen 6 Metropolitan Area Planning 
Agency 791030 motion to strike applicant 791023 answer to 
hearing request. App licants response complies w/code 
requirements re determination of petitioners rights, 

GRAY. J. R. Hearing Branch 1. 79/11/19. 5pp. 


7912130081 Seeks denial of AH Kirsheq t< Metropolitan Area Planning 
Agency 791030 oatlon to strike applicant 791023 answer to 
hearing request. App licants response complies u/code 
requirements re determination of petitioners rights. 

GRAY. J. R. Hearing Branch 1. 79/11/20. 5pp. 


79121 1003B Confirms receipt of end 790329 petition to suspend OLs for 
all PNRs. Forwards FR notice indicating that petition will be 
treated In accordance W/10CFR3. 206. 

DENTON, H.H. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


•7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PURs. 

MULLER. D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
38pp. 


H. General correspondence 


7912190501 Responds to 791002 Itr outlining basic radiation safety 
course. Accepts certification program for admitting NRC 
personnel to radiation control areas. Addl training of approi 
0-h would be required. 

JONES, U.C. Oaaha Public Power District. 79/12/13. ip. 


P. Operating license stage documents *< cojirespondence 


7911090240 “Summary of Operating Esperionco W/Recirculating Steaa 
Oenerators. * 

E I SENHOT. D. O. Division of Operating Reactors. NUREe-0323. 
79/01/31. 87pp. 


7912I001D9 Discusses NRC 79t!0l meeting w/representatives of NBSB 
vendors b fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing w/fuel cladding 
swelling S, incidence of rupture. Vendor respanses end. 

EISEmrr. D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


— 79121002S9 Responds to NRC 791101 request re noncompllanee of 
Uestlnghouse ECCS evaluation model under requirements 
of 10CFH50 App K. Evaluation of throe fuel rod models 
indicates nu safety problems for Wastinghouse plants. 
ANDERSON, T. M. Hestinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling *■ 
rupture data. Review of analytical models << tests indicates 
compliance w/lOCFRSO App K. A1 1 OE specs for calculated peak 
cladding temp remain uncha.ngcd, 

BUCHHOLZ, R. H. General Electric Co. 79/12/07, 2pp. 
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•79121004O7 Foruard a rosponae to NRC 791101 request re rod burst test 
date. Cone lud ee that data properly represented by fuel models 
used In vendor evaluation models & that analyses demonstrate 
all criteria of lOCFnso. 46 satisfied. 

OHSLEViO.F. Enjion Nuclear Co, i Inc. Isuba. of E«»on Corp.l. 
79/ll/OB, Spp. 


7912140397 Responds to NRC 791023 Itr re purge t< vent valve operability 
verification Util commits to operate in conformance u/ 
interim position. Uni t containment ventilation isolation 
signals adequately segregated to ensure operability of one. 

JONESi U. C. Omaha Public Power District. 79/12/07. 3pp. 


--791B100456 Foruiairifs addl info re evaluation of impact of NRC proposed 
rup ture /b lockage model used in vendor ovaluation modal. 

No advorse impact from noie rupture burst data or use of NRC 
rupture/blockage model on liconsing calculation results. 

OWSUeV. 0. F, Eiciton Nuclear Co., Inc. isubs. of E««on Corp.l. 
79/11/04, 32pp. 


7912030212 Faruarcl-a info re potential for steam generator yater hammer, 
in response to NPC 790911 request. 

JONEBiW, C, Omaha Public Power District, 79/11/12, 6pp. 


7912170039 Notification of meeting w/utlla in Qrownsvi lie. NE «< Omaha. NE 
to discuss NRC post-TMI emergency planning acceptance 
criteria. Agenda oni;l. 

IPPOUITO, T. A. Operating Reactors Branch 3. 79/11/16. 3pp. 


7912190565 Forwards proposal for implementing Section 2. 1. 7 a of NUHES— 
0578 re control grade automation of auicillery feedwater sys. 

Nod schedule for early Jan 1980 refueling outage. Uversi te 
drawing of electrical sys enct for Central Files only. 

JONES, W.C. Omaha Public Power District. 79/12/13, 9pp. 


7912270270 Forwards Class II fee for OL amend app 1 ication, in response 
to NRC 791203 Ur & IE Bulletin 79-063, 

JONES, U. C. Omaha Public Power District. 79/12/13. 2pp. 


7912270376 Discusses util commitment to implement NRC Category A NUREO- 
0578 requirements. Requirements will be implemented by 000131 
or facility will be shut down until completion of 
implementation. 

JONES.W.C. Omaha Public Power District 79/12/17, Ip. 


7912120262 Summarg of 791025 meeting w/C-E owners group re asymmetric 
LOCA loads. 

HOSFORD.S. B. Engineering Dranch, 79/11/20. 4pp. 

7912120080 Bummary of 791116 meeting u/utll> Exxon Nuclear ti LeDoeuf, 
Laml), Lei by 8< Nacraa in Detheida.HO re plant Cycle 6 reload 
proposed power Increase. 

EBICKSDN, P, D, Operating Reactors Branch 4. 79/11/26. 4pp. 

7912130416 Responds to NRC 791030 Itr re implementation methods fc 
schedules for NUnEO-0379. Ut 1 1 will complato tasks according 
to schedule except those requiring cold shutdown. Pressur I xer 
heaters Si level nods scheduled for 1980 for 1981 outages. 

JONES, M.C. Omaha Public Pousr District. 79/11/27. 9pp. 

7912060360 NotiPicatlon of 791211 msetlng w/util 8, Exxon re Exxon 
setpoint methodology to be used for Cycle 6 relaod b stretch 
power. 

ERICKSON. P, D. Operating Reactors Branch 4. 79/11/20. 2pp 


7912140012 Responds to 791115 Itr re rescheduling of 791116 meeting 
w/util to Omaha, NE. rather than Silver Spring. MO. Due to 
technical nature of meeting, number of NRC speclaHsts 
required. Ne X t meeting to be held 791211 In Omaha. 

REID.R. H. Operating Reactors Branch 4. 79/11/29. Ip. 


7912190069 Forwards safety ovaluation re potential for water hammer in 
feedwater piping. 

LAIMAS.O, Plant Systems Branch. 79/12/03. 2pp. 


— 7912190077 Safety evaluation rs potential for water hammer In feedwater 
piping. Acceptah le precautions taken to minimlie water hammer 
occurrence. 

a Office of Nuclear Reactor Rigulatlon. 79/12/03. 17pp. 


791219015B Notifies that util not exempt from fee for review St 
approval of Tech Specs change. Forward log of Class II fee 
T 1 9d . 

HILLER, N.Q. License Fee Management Breneh. 79/12/03. 2pp. 


7912190337 Notifies of partial refund of Class III amend fee re 790919 
eppUeafcloh, Action required by application la In Class II 
fee categorg, 

HILLER, W.O. License Fee Managamsnt Branch. 79/12/03. ip. 


Q, Inspection reports, IE Bulletins & correspondence 


7912190363 Responds to IE Bulletin 79-13, “Cracking in Feedwater Sys 
Piping." Facility will shut down on 791031 to perform 
ultrasonic insp of welds connecting safe-end to downstream 
elbow 8. safe-end to piping for both generators. 

JONES, W.C. Omaha Public Power District, 79/10/25. Ip. 


791221010S Responds to IE Bulletin 79-23. No connections exist between 
excitation transformer 8. generator at neutral on either 
diesel generator, No corrective action required. 

JONES, W, C, Qmaha Public Power District, 79/10/26. 2pp. 


7912140078 Forwards IE Bulletin 79-17. Revision 1. "Pipe Cracks in 
Stagnant Derated Water Sys at PWR Plants. “ Written response 
required. 

BEVFRITiK.V. Region 4, Dallas, Office of the Director. 79/10/29. 
ip- 


7912170195 Updates 791031 response to IE Bulletin 79~06C. Adequate 
Instrumentation at facility exists to detect inadequate 
core coo 1 1 ng. Cer tain non-LOCA qualified instrumentation 
being replaced by LOCA qualified instrumentation. 

JONES.W.C. Omaha Public Power District, 79/11/01. ip. 


7912120565 Forwards IE Bulletin 79-25, "Failures of Westinghouse BFD 
Relays in Safety-Related Sys. " Action required. 

SEYFRITiK. V. Region 4, Dallas, Office of the Director. 79/11/02. 
IP- 


7912190020 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves." No written response required, 

BEVFRlTiK. V, Region 4, Dallas, Office of the Director. 79/11/16. 

Ip- 

7912120555 Forwards IE Bulletin 79-26, "Boren Loss From BUR Control 
Blades." No response required. 

SEVFRIT.K.V, Region 4, Dallas, Office of the Director. 79/11/20. 
ip. 


7912110485 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups 8, state atly 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

SEVFRIT.K.V. Region 4, Dallas, Qpplce of the Director. 79/11/26. 
ip. 


7912070463 Forward* "Loss of Load to One Bteam Oenerator Incident 
Analysis," as supplemental info re application for amend to 
License DPn-40i permitting Cycle 6 operation following core 
reload. 

iJDNea, W. C. Omaha Public Power District. 79/12/04. Ip. 


79121901BB Forwards IE Bulletin 79-27, “Loss of Non-Class IE 
Instrumentation 8< Control Power Sys Bus During Operation." 
Written response required, 

SEVFRIT.K.V. Region 4, Dallas. Office of the Director. 
ip- 


79/ 1 1/30. 


—7912070464 "Los* of Load to One Bteam Oenerator Incident Analysis." 
JONES, H.C. Omaha Public Power District. 79/11/30. 20pp. 


R. Periodic operating reports 8. related correspondence 


7712260207 Forward e safety evaluation re 780711 8, 791106 proposed mods 
to chemical vol control sys 8, vibration dampener sys. 

RE1D,R. W. Opar-ating Reactors Branch 4. 79/12/04. 2pp. 

— 791B260214 Bafety evaluation of proposed mods to chemical vol control 
•VS 8< vibration dampener sys. 

a Operating Reactors Branch 4, 79/12/04. ip. 


7912140347 Forwards monthly operating rapt for Nov 1979. 
JONES.W.C. Omaha Public Power District. 79/12/07. Ip. 


— 7912140352 Monthly operating rept for Nov 1979. 

HICKLEiB.J. Omaha Public Power District. 79/12/07. 


9pp. 


S. Reportable occurrences, LERs 8, related correspondence 


7912070406 Forwards UER 79-021 /21L-0. 

BTEVENSiS. C. Omaha Public Power District, 


79/11/19. 


10pp. 



DOCKETED ITEMS 


— 7912070410 LER 79-02 1 /31L-0; on 79t 106 . dur ing insp required by IE 
Qulletin 79-14 re safety-related piping sy si d»«erepanc i 
Found between design dccuments t< as-boll t tonf g'^ra i 
seismic restraints. Caused by probable ' 

niCHFifiD. A, W. Omaha Public Power District. 79/11714. ip. 

7912110360 Forwards LER 79-020/03L~0. -joyin/nA In 

STEVENSi S C. Omaha Public Power District. 79/l*./03- IP' 

—7912110366 LER 79-020/03L-0: on 791031 , durl ng inops of accessible 
piping. Bight snubbers on safety Injection sys PiP‘P9 
inoperable. Caused by improper installation of anchor bol 
Base plate redesigned t: anchor bolts re instal 1 eil. 

EIDEH.M, E. > KUEEH.L. T. Omaha Public Power District. 79/'12/05, 
9pp 


DOCKET S0-2S6 INDIAN POINT STATION. OMIT 3 
F. Security, medical, emergency l« fire protectlon^pUns 

7912180333 Notifies of delay in Plant Sys Branch Team 1 evaluations of 
facility fire protection sys. Outlines of assistance needed 

UAINAS. 0. Plant Systems Dranch. 79/11/16. 5pp. 

7913170261 Discusses proposed task force review of emergency 
preparedness. Task force should study alternatives ror 
reductior of probability l< consequences 

EISENHUT. D. 0. Division of Operating Reactors, 79/ll/Zl. PP- 

7913300022 Discusses NRC 791109 meeting re emergency preparedness team 
r«vl eu objectives. Provides guidance for improving li c ensee 
emergency preparedness U assuring capability of offsite 
agencies to take appropriate emergency actions. „„ 

ORIMES, O.K. Emergency Preparedness Task Force. 79/11/23. pp, 

7912030181 Forwards supplemental info to NRC requests of 760929 i 
1128 re fire protection program. Will not *''* ^* * 
uot-pipe hydraulic sprinkler sys. Will provide total flooding 

EARLy?P, J. Power Authority of the State of New Vork. 79/11/26. 

7pp. 

7912200122 Notification of 791203 meeting u/ot i 1 In^De thesda, MD. to 
review emergency preparedness capabi 1 1 tl es. L I st of NRC 
considerations end. ,d/ii /30 

E IBENHUTi D. 0. Division of Operating Reactors 79/II/3V. up p 

7912260003 Notification of 791218 meeting ui/utll in Qssinlng.NV re 
emergency planning. 

OUSHAN. L. N. Operating Reactors Dranch 1. 77/12/07. Jpp 

0 Adjudicatory corr ee pond enco 

7913060644 Statement in support of UCB 790917 petition for 
decommlBsionlng of Unit I t< suspension of^Unlts 2 3 DLs. 

Bequests institution of proceeding per 10 CFR 2 . c.02. Af f idavl t. 
Certificate of Sve tc supporting documentation encl. 

ABRAtlS.R,. BIALIK. t: I- New York. Gtateof. 79/11/16. 15pp. 

791311003S Confirms receipt of encl 790329 petition to suspend OLs for 
all PWRs. Forward 5 FR notice indicating that petition will 6 c 
treated in accordance u/1 0CrR2. 206. -,o/ii/ian In 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/li/*(U ‘P- 

—7912110126 Notice of request For action pursuant to I0LKR3. E06 re 
Environ Coalition on Nuclear Power 79032? petition 
requesting suspension of all DLs For PWRs. ^ 

KULUER.O. R. Office of Nuclear Reactor Regulation. 79/ll/aj 
SBpp. 

7912200270 Forwards statement made In support of LIC 8 petition for 
decommissioning of Unit 1 6 suspension of operation at 

Units 3 fc 3 . In 

naoWNtP.n.C. m d-Hud son Nuclear up ponente, Inc. 79/il/B/ »P- 

7912200276 Statement of PDO Drouri In support of UCB petition for 

proceeding to instltulc decfimml ss inning of Unit 1 
suspension of operation at Units 2 & 3 pend Ing safe ty 

BROHN.P.D.O. Mtii-Nudson Nuc loar Opponents. Inc. 79/11/26, Qpp. 

7912040074 Notice of withdrawal from proceedings effective 791130. 
SMITH. B.H, Hearing Branch 2 79/11/29. Ip. 

7912040076 Notice of appporance on behalf of NRt. Certificate of flve 
enc 1 

MOORE. J.E. Hearing Branch 2. 79/11/39. Opp. 


Environ petitions for review of ALAB-436 t< ALAU ooi 
seismic issues, Certificate of Sve enc 1. 

MOORE, d. E. Hearing Branch 2. 79/12/07. 4pp. 

7912160410 Requests confirmation of aOO ‘26 deadline for NRC response 
to intervener UCS 791115 request for action under 
iOCFfi2. 206, Also requests meeting to discuss issues o e 

used to formulate response. - 7 o/in/io in 

WEISS^E S'- Shekdoni Harmon Weiss. 79/lfc/lO. Ip. 

-7912180422 Requests that Commission reconsider 79042S do«*»ion to refer 
intervenor UCS 790328 seismic reanalysis petition to staff. 

Commission must assume jurisdiction since staff has issued 

no reply to UCS In six months. nctec tr a Qh»ia.,n 

WElSBiE. R. Union of Concerned Scientists. REISS. E.R. Sheldon. 

Harmon 8 < Raiss. 79/12/10, 3pp. 

791231C07B Three Itrs requesting favorable action on petition to shut 

ESTEROWlIz^R^ KAM2AN. L. , BRODESKY, N, Affiliation Unknown. 

79/13/10. 3pp. 

7912190239 Order granting extension until 800203 for NRC to respond to 
NV State Energy Ofc 6 Citiiens Committee for Protection of 

CmLirs.u'^OfJi^Tf ^he‘aecretarg of the Commission. 79/12/14. 

Ip. 

7912310109 Two Itrs requesting favorable action on petition to suopend 
OHINOER^J*. *KAMZAN?L.*'^ Affiliation Unlfiouin. 79/12/18. 3pp. 

7912190107 Forwards 791217 Ur to Commissioner Ahearno re UCB peitlon 
on safety t< site location issues. 

FIEH.H. House of Rep 79/i2/i7. Ip. 

—7912190114 Bequests quick response to UCS petition re resolution of 
Bite lacation C< ^afetij Is-swes 
FISH.H. House of Rep. 79/12/17. Ip. 

H. General correspondence 

7912140137 Requests removal from svt list of EJ Sack tt addition of JP 
DAVIS^J.P. Consolidated Edison Co. of Now York. 79/11/00. Ip. 

7912190418 Requests update of NRC distribution list by deleting Vvl 
■Cisssan as counsel 6 substituting CM Pratt. vq/io/ta la 

EARLY. P. U. Power Authority of the State of New York. 79/12/13. p. 

7912190513 Advises that completion of Oak Ridge Associate Unlvs 
radiation safety course is acceptable in lieu o** 
section of facility training program towards certification 
of individual for entry to restricted areas. la 

EARl.V( P, J. Power AulNarity of the State of Now York. 7*?/lB/l3. P- 

7912280504 Requests update of distribution lists by replacing name of 

VJ Cassan u/CM Pratt. os counsel for util, lo 

EARLY. PJ. Power Authority of the State of New York. 79/12/13. Ip. 

limurance t* luderiTiity i nf cirmat inn 

7713270605 Confirms that FASNY has loan cofnmltroent for *10 ml Hi on From 
Manofocturers Hanover Trust for retrospective insurance 
payment. if necessary, in event of nuclear disaster. Commitment 
expires 800630. 

MCCARTHY. B. H. Affiliation Unknown. 79/12/113, Ip. 

P. Operating license stage documents t corrospondcnce 

791109024B "Summary of Operating Experience H/Recireulatlng Steam 

£ 1 SONHUTi D. 0, Division of Operating Reactors. NUHEG-0523. 

79/01/31. B9pp. 

7912030101 Distuasps NBC review nf LERs 6 Tech Spec requirements re 
control RPI sys at Westinghouso PWRs, Requests Tech Bpocs 
review to ensure requirement for rod maint lo within +/- 12 
steps indicated «. RPI ays verified accurate 12 steps. 

SCHWENCER.A Operating Rpactors Branch I. 79/10/89. 7pp. 

7912100189 DiscuBSOs NRC 791101 meeting w/representatlves of NBB3 
vendors l< fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing w/fuel cladding 
swelling k incidence of rup tore. Vendor responses eni-*. 

E ISENHUT. 0. Q, Divi sion of Operating Reactors. 79/ll/OY, 6^pp. 
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-T'jiaiooass Respond* to NRC 791101 request re noncomp I lanc e of 
WestinphooBe ECCS evaluation model under requirements 
of lOCFHSO App K. Evaluation of three fuel rod modelo 
Indicate* no safety problems for WestinghouBe plants 
ANOERSDNi T. M, Heatinghouae Electric Corp 79/11/02. 4pp 


-791S100330 Responds to NRC 791101 request re OHNL cladding auelllng & 
rupture data. Revieu of analytical models U tests indicates 
egaipllance u/lOCFRSO App K. A1 1 OE apeca for calculated peak 
cladding temp remain unchanged. 

DUCHHDLZ. R. H. General Electric Co. 79/13/07. 3pp. 


-7912100407 Forwards response to NRC 791101 request re rod 

data. Concludes that data properly represented by fuel models 
used in vendor evaluation models !• that analyses demonstrate 
all criteria of lOCFfiSO. 46 satisfied, 

OWBLEYi 0. F. EKXon Nuclear Co. i Inc. (sobs, of Exxon Corp. J. 
79/11/02. 5pp. 


—7912100486 Forwards addl Info rs evaluation of impact of NRC proposed 
rupture/blocVage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
pupture/blockagc model on licensing calculation resoUs, 

OWSLEYrO. F. Exxon Nuclear Co,. Inc, (subs, of Exxon Corp.) 
79/11/04. 23pp. 


79121000S2 Discusses Issuance of Amend 17 to License DPR-64i which 
aothorlxed operation at 1007. power. Max allowable fee already 
Bald by Util. No addl foe required. , 

MILLER. U. 0. License Fes Management Branch, 79/11/13. ip. 


— 7913040306 Proposed Toth Specs changes re safety review committee 
Sdf e^y eva 1 aation eni: 1 ^ 

» Power Authority of the State of New York. /9/ll/.^B i.pp 

79120606A9 Notification of 791205 meeting w/utils In Bethesda.KB to 
discuss alternatives to reduce pi-obability 5< consequences of 
severe reactor accldCTkt. 

7ECHf 0. Division of Operatirg Reactors 79/11/29. ^pp 

7912210115 Notification of 791205 meeting w/Con Ed 8i tomm Ed in 
Dethesda.MO to discuss In-depth review of facility. NRC 

considerations end. ^ su/ii./=u aon 

EISENHUTi D, 0. Division of Operating Reactors 79 / 11 /bV. pp 


7912060526 Forwards application for amend to License DPrt-64 to 
incorporate operating conditions for secondary water 
chemistry monitoring program. ■.njinym 

EARLY.F. J. Power Authority of the State of New York /v/ 13 

2od. 


—7913060528 Application for amend to License DPH-64 to incorporal 
conditions for secondary water chemistry monitoring program 
to Inhibit steam generator tube degradati on. Proposed 
addition «< safety evaluation encl. . 70 / 11/30 

EARLY. P. J Power Authority of the State of New York. 79/11/3 • 


7912130204 Forwards application for amend 
f 00 . Foo paid under protest 
CAHILL. W.J. Consolidated Edison Co of 


to OL changing ETS 6 required 
New York. 79/12/03. Ip. 


—7912100039 Forwards review summary of costs incurred by various program 
ofes involved In OL Issuing t> procasaing. No addl license fee 
raquired because max fee allowed already paid. Fad 1 i ty fee 

HOLLQNAY. C. J. License Fee Management Branch. 79/11/09. 2pp. 

--79I2I00043 Forwards assessment of review costs for CP t< OL actions, to 
aid In fee de termina t ion. W/o end. 

BERKOHtH. N. Office of Nuclear Reactor Regulation. 79/10/30, ip. 

— 7912100051 flasponds to 790910 memo requesting calculation of costs 
associated w/OL Issuance. Since total cost exceeded fee 
limifc.no further action raquired, 

EIBENHUT. D. 0. Division of Operating Reactors. 79/10/19. ip. 


•7912100063 Forwards IE cost data rept of routine insp effort for 
700701“76040S. Data for 690013-700630 could not be 

reconstructed, , . . , . lamo/no 

C0B8.L. I. Executive Officer for Management & Analysis. 79/03/ov. 

app. 


-7912100066 Provides ACR8 prof manpower expenditure estlmstes for CP tc 
OU TCViffUS. 

FRALEY.R, F. ACR8 - Advisory Committee on Reactor Safeguards. 
7B/ll/0i! Ip. 


—.7912100079 Requests info re ACRS prof man-hrs expended on review of 
each reactor. Data for safety, environ 8t antitrust hearing 
concerns should be included. Associated travel should not be 

MILLER. W. 0. License Fee Management Branch. 79/10/02. ip. 


7912070363 Partially responds to FOIA request for document re Pawling, 
jgy site, Forwards requested info. Submits addl info: sodium 
deuterium reactor never built at site. no mat! ever used at 
site It no radioactive matl disposed of in lake. 

CARRiJ. C. Division of Rules and Records. 79/11/16. 3pp, 


7912070291 Submits partial response to FDIA request for documents re 
Nuclear Development Assoc latlom United Nuclear Corp. Oulf 
United Nuclear Corp It ATCOR. Inc. concerning facility site. 

Forwerds requested info, Provides addl ‘^fo re site. 

CARR. J. C. Division of Rules and Records. 79/11/16. 3pp. 


7912060070 Summary of 791113 telcon u/util re util 791022 response 
to 790913 Itr re lessons learned implementation. 

OLSHAN.L. N. Operating Reactor* Branch 1. 79/11/23, 4pp. 


7912120064 Summary of 79U13 telcon w/util re lesson* learned 


Implementation. 

0L8HAN.L. N. Operating Reactors Branch 1. 


79/11/23. Spp. 


7912040200 Forwards proposed Tech Specs changes re safety review 
committee, submitted as application for amend to OL. 

BARLY.P. J. Power Authority of the Statq o^ Hew York. 79/11/28. 

app. ' ■ 


-7912130291 Application to amend ETS distinguishing limiting con j 

b monitoring requirement si el iminatlng repetitive specs, 
reporting requirements b bases h updating ETS rept to 
reflect present technology. i:adi v a c 

CAHILLiW.J. Consolidated Edison Co. of New York. EARLY. A. E. 








— 7913130306 Revised Pages 1-1 through 5. 6-i of bT9 re limiting 
conditions li monitoring requirements, annual environ 
operating rept l< nonroutlno reportable environ otcurronces. 
Affidavit of sve encl, _ 

* Consolidated Edison Co. of New York. 79/13/03. 46pp, 


f9l2070397 Forwards revised TMI lessons learned commitment list. per 
791130' &< 1203 fcelcons.List supersedes 1 **' 70 / 10/04 

EARLY. P. J. Power Autliorily of the State of New York. 79/12/0 

ISpp. 

7912200413 Notifies of 791216 site violt of NRC Emergency IJ'aTining Task 
Force to evaluate upgradlrig of emergency planning 
accident. Requests participation of NY State Energy Ufc. 

COLLINS. H.E. Assistant Director for Emergency Preparedness. 

79/12/07. tp. 

7912170296 Forwards revised pages to 791204 Ur re short-term 
requirements of TMI Lessons Learned lask Force. Util “iu 
complete all required items prior to return to power. Items 

will bo complete by 800201 70 / 1 - 1/10 

EARLY. P.J. Power Authority of tho btate of New York. 79/13/10. 

6pp. 

7912100843 Forwards payment for Class III fee for 791204 application. 
Fao paid under protest, ponding final determination O'F 

leoality of fee schedule. „r./. ••./.. i., 

EARLY. P. J. Power Authority of the State of New York. 79/i3/l . p. 

7912180371 Supplies Toeh Spec review results re accuracy of 

klestinghou so control RP I sys. Deviation of 13 stops 
permissible. Revised Tech Specs to be submitted to comply 
w/neu 12 step accuracy limits. . t 70 / 1 - 7 / 1 ^ in 

EARLY. P. J. Power Authority of the State of New York- 79/12/13. p. 

7912190372 Ack receipt of 791206 telcon request re electrical drawings 
for valves of containment isolation ays. Drawings will bo 
sent as ends to Ltr 1UP-22B2 on 791213. 7 o/io/n In 

EARLY, P. J. Power Authority of the State of New York. 79/12/13. if, 

7912190S76 Forwards containment isolation valve drawings for 
NUREOt-OS70. in response to NRC requeot. Drawings available 

DUERr"r^F.* ^Unitod^Englneers 6 Constructors. Inc. (subs, of Raytheon 
Co, >. 79/12/13 Ip. 


7912270303 Forwards info 1. drawings re NURE0-0S76. concerning auxiliary 
feedwater lys automatic i nit iat ion. Drawings not encl. 

EARLY. P. J. Power Authority of the State of New York. 79/12/17. 
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7913270318 DisLus&es comp I J «i ti c e u / r pqu i r ement s of NUfleO-057fl, 
Rcqolreii>BHts will not he cnmpleted by BOOIO I . Fac > I i ty uiill 
nab return to svc until reyu Lrenent s are comp 1 ete. templet i on 
anticipated by BOOSDl, 

EAHLV.P.J. Power Authority of the State of New York. 7'7/ia/17. Ip. 


79iaa7033'9 Foriiiards "Presram Plan for Performance Verification of I’HH 
Saf ety/Rel ief Valves {< Gys " t. supplemental info in response 
to TMI Lessons Learned Task Force flee ommenda t i ons 2. I. 2. 

CAHILL. U J. Consol i dated Edison Co, of New Yort. 79/127)7. 7pp, 

— 7912270373 "Propram Plan for PeTformance Verification of PWH Safety/ 
Relief Valves J. Sys, “ 

* Electric Power Research Institute 79/12/13. f»2pp. 

791S270335 Forwards application for amend of License DPR-idi proposed 
Tecli Spec change, sa Pety evaluation t< Class Ml fee. Payment 
made under protest. 

EARLVrP.J Power Authority of the State of New York. 79/12/18, Ip. 


— 7912270447 Application for amend of License D-PR-M. modify ing Section 
3. lO.App A to redoes allowable misallynmont of control rod 
Indicated position tu group stop counter demand pesillons. 

EARLY. P J. Power Authority of the State of New York, 79/12/13. 

Ip- 

— 7912270455 Proposed Tech Spec change tO’ Section 3. 10. S re cnntrol rod 
position indication misalignment. 

« Power Authority of the State of New York. 79/12/12. 4pp. 

— 7912270460 Safety evaluation for proposed Tech Spec change re control 
md position indication mi sal iynmen t . Had will not reduce 
margin of safety. 

e Power Authority of the State of New York. 79/12/12. 2pp. 


7912270267 Forwards 791220 conference paper re Indian Point /Zion near 
site stud I es. R e guest s paper be made part of public record. 

PEOPLES. O.L. Commonwealth Edison Co, » Consolidated Edison Co. of 
New York. » Power Authority of the State of Mow York, 79/12/21. 
ip. 


— 7912270275 '‘Indian Polnt/Zinn Ne.ir Site Studies," presentation to NRC. 
^ Commonwealth Edison Co, » Consolidated Edison Co, of Now York. 

* Power Authority of the State of New York. 79/12/20. 3lpp. 


7912270353 Foru.irds response to 79110/ Vtr i‘e NFIC requirements for 
auklliary feedwater sys 

EARLVrP,./. Power Authority of the Slate of New York. 79/12/21. 
10pp. 


7912230612 Informs of plans to perform hydrostatic tost of RCS. 
followed by low power physics test.nn or about 791286 
Facility presently has accoptobie App K ECCS analysis based 
on Uest inghous e Oct I97S evaluation model. 

EARLY. P.J Power Authority of the State of New York. 79/12/21, 
3pp. 


Q Inspection reports. JE Bulletins 6 correspondence 


7912050001 Forwards IE Insp Rept S0-2B6/79-12 on 790820-22. No 
noncomp liance noted 

CARLSON. R.T. Region 1. Ph i lad e Ipli ia. Reactor Construction & 

Engineering Support Branch. 79/iO/lS. 2pp. 


--7912050004 IE Insp Rept 50-236/79-13 on 790820-32, No noncompi lance 
noted. Najor areas i nspec ted ' under groutnl fire mains, fire 
water storage tanks, fire pumps T< fire pump house. 

KQLTAY.P.S. Region 1. Philadelphia, Qffice of the Director. 
EQNETERiS 0. Region 3, Chicago, Roactor Construction U 

Engineering Support Branch. 79/10/11. Spp. 


7912170176 Responds to IE Bulletin 79-27. "Pipe Cracks in Stagnant 
ilarated Hater Sys at PlIR Plants.” No evidence of cracking. 

Visual insp of accessible welds will beyporfnrmed It results 
sent when sys can be operated to achieve required pressure. 

BAYNE. H.P. Pauer Authority of the State of Hew York. 79/10/24. Ip. 


7912300466 Forwards IE Insp Rept 50-236/79-22 on 790913,19-21.35-27 b 
lD02-flS. No none oirp 1 ianc c noted. 

CARLSDN. R T. Region 1. Philadelphia. Reactor Construction & 

Engineering Support Rranch, 79/11/01. 2pp. 


—7912200473 IE Insp Rept 50-286/79-22 on 790913,19-21.25-27 b 1002-03. No 
noncompi lance noted. Major areas Inspcc ted; steam generator 
insp program b inservice insp activities including work in 
progress. 

TRIPP. L.E. Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch. MCBREARTY. R. A. Region 1. 

Philadelphia. Office of the Uirector. 79/10/30, 9pp 


7912130515 Forwards response to IE Bulletin 79-21. “Temp Effects on 
Level Measurement. ” Liquid level moasuring sys t, all safety 
bcantrolsetpalntsrevleued. 

SCHNEIDER. J. R. Power Authority of the State of New York. 79/11/02. 
11pp. 

7912310185 Forwards IE Insp Rept 50-286/79-10 on 790902-29. No 
noncomp 1 i ancB noted. 

BROHNER. E. J. Region 1. Philadelphia. Reactor aperations Nuclear 

Support Branch. 79/11/05. 2pp 

— 7912310131 IE Insp Rept 50-286/79-18 on 790902-29. No noncompliance 
noted. Hajor areas Inspec te d : 1 og s b records, phys ica 1 security 
b periodic repts. 

REBELDHSKl.T. , JDHN80N. J. Region 1. Philadelphia. Office of the 
Director. KEIMIO. R. Region 1. Philadelphia. Reactor Operations 

Nuclear Support Branch. 79/11/02. 13pp, 


7912140293 Responds to IE Bulletin 79-23 re potential failure of 
emergency diesel generator. Generator neutral floats b is not 
connected to ground. el imi na t i ng possibility of malfunction. 
BAYNE. J.P. Power Authority of the State of New York. 79/tl/07. 
2pp. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 790925-26, No 
noncomp 1 iance noted. 

SUTHERLAND, J. T. Region 2, Atlanta. Fuel Facility & Nsterials 

Safety Branch. 79/11/07, 2pp. 

— 7912800395 Waste packaging Insp Rept 79-02A. No noncompliance noted, 
Major areas insp acted i shi p ping paper b DDT placarding 
regu i r emen t s. rad 1 at 1 on levels, removab le contamination. DPT & 

NRC package features. 

BRDWNiH.A. Region 2, Atlanta. Office of the Director. 79/11/06. 

6pp. 


7912310367 Responds to IE Bulletin 79-13, "Indication of Low Water 
Level at Oyster Creek Reactor. " Examined i evaluated steam 
generator feedwater no j i le s-to-p Ip ing welds w/respoct to 
ASMS codes. No cracking noted. 

DAVNE, J. P. Power Authority of the State of New York. 79/11/15. 

app. 


7912030047 Forwards TE Circular 79-22. "Stroke Times for Power- Operated 
Relief Valves." No response required. 

CRIER, D.H, Region 1, Philadelphia, Office of the Director. 

79/11/16. Ip. 


7913050231 Forwards IE Info Notice 79-27, ''Steam Generator Tube 
Ruptures at Two PWR Plants.'- No response required. 

CRIER, D.H, Region 1, Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912100133 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

CRIER. B.H. Region 1. Philadelphia. Office of tho Director. 
79/11/16, ip 


7912110453 Forwards IE Info Notice 79-29, "Loss of Nonsaf ety-Re lated 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

CRIER, B.H. Region I, Philadelphia, Office of the Director. 
79/11/19. ip. 


7912050267 Forwards IE Bulletin 79-26, "Boron Loss From BWH Control 
Blades. " Nd response required. 

GRIER. B.H. Region 1, Philadelphia. Office of the Director. 

79/11/20. Ip, 

7912060533 Forwards IE Circolar 79-24, "Proper Installation b Callbr bf 
Core fipray Pipe Break Detection Equipmant on DWRs. '• No 
response required. 

CRIER, B.H. Region 1> Philadelphia, Office of tho Director. 

79/11/26. ip. 


7912110067 Forwards IE Circular 79-23, "Motpr Starters b Contactors 
Failed to Operate.'' No response required, 

CRIER. B.H. Region !• Philadelphia, Office of the Director. 
79/11/25. Ip. 


7912210096 Ack receipt of 791012 Itr Informing NRC of steps takeri to 
correct violations noted £n IE Insp Rept 50-286/79-09. 

BRUNNER, E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/11/27. Ip. 


— 7912210103 Forwards IE Insp Rept 50-236/79-09 un 790415-0707 6 nutici 
of vl ola 1 1 on. Enc 1 s withhold <rof 10CFR2.790). 

B RUNNER I E. J, flagion 1. Philadelphia. Reactor Operations Nucleai 

Support Branch. 79/09/27, Spp- 
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7V12I90049 Forwards IE Bulletin 79-27. "Loas of Non-Class IE 
InotrifisBiitatlon fc Control Power G«s Dos During Operation “ 

Hrltten response required. 

aRIERiH.H. Region 1. P^iladelphia. Office of the Director, 
79/11/30. ip, 

7912310234 Forwards IE Info Notice 79-30. "Reporting of Defects tt 
Koncoispliances. 10CFR21. • No action required. 

ORIER. D.H. Region t. Philadelphia, Office of the Director. 
79/12/0*. 4pp. 

7912190750 Forwards IE Bulletin 79-20, "Possible Nalfunction of Nasco 
Model EAIBO Limit Switches at Elevated Temps." Mritten 
response required. . 

DRIER, D.H. Region 1, Philadelphia, Office of the Director. 
79/12/07. Ip. 

7912280003 Responds to IE Bulletin 79-02, Revision 2. Verification that 
pipe support base plate fleiibilitg was accounted for in 
calculation of anchor bolts loads will be completed by 
aODlOl. 

SCHKIEDEfi, J. R. Power Authority of the State of New York. 79/12/07. 
2pp. 

79I22D0217 Forwards IE Info Notice 79-31, “Use of Incorrect Amplified 
Response Spectra. “ No written response required. 

BRIER, O.H. Region 1, Phi ladelphio. Office of the Director. 
79/12/13. ip. 


R. Periodic operating reports & related correspondence 


7912140333 Forwards Nov 1979 data re fish species specified in Section 
40i certification to NY State Dept of Environ Conservation. 
HDNTlfU.A. Consoltdated Edison Co, of New York. 79/12/10. 17pp. 


7912170302 Forwards daily records of fish collection for Nov 1979. 
CAHILL, H. J. Consolidated Edison Co. of New York. 79/12/14. Ip. 


—7912170307 Tabulation of daily records of fish collection for Nov 1979. 
e Consoiidatod Edison Co. of New York. 79/11/30. 3pp. 


7912200342 Forwards monthly operating rept for Nov 1979. 

BAYNE, J.P. Power Authority of the State of New York. 79/12/14. ip. 

— 7912200349 Monthly operating rept for Nov 1979. 

CONNELL. C. Power Authority of the State of New York. 79/12/03. 
Bpp. 

B. Reportable occurrences, LERs ti related correspondence 


7912200875 PN3-I-79-002: R Plenciak, Associated Press reporter 
interviewed 20 to 30 guards at facilities !< plans to write 
article describing guard force performance, uti 1 physical 
socurity programs t< weaknesses in programs. 

DEVLIN, O.H. , MARTIN, H. 0. , ALLAN, 0, Office of Inspection h 
Enforcement, Office of the Director. 77/10/05. Ip. 


7912200490 PNS- 1-79-004: on 79101*, licensee received notification via 
telcon w/MV State Police of bomb threet against facility. 

State Police assisting in bomb search. No evacuation of 
facilities. 

DEVLIN, J.H., MARTIN, H.G.. ALLAN, J. Office of Inspection t< 
Enforcement, Office of the Director. 79/10/1*. ip. 


7912200444 PNS-I-79-004A: on 791017, Peekski 11 Evening Star, Peokskill, NY, 
states receiving bomb threat e«tortlan Itr re facilities h 
three phone calls on 791016 re same bomb threat. Search of 
facllltieB revealed no bomb. 

DEVLIN, J.H.. MARTIN, H.O.. ALLAN. J. Office of Inspection ti 
Enforeament, Office of the Director. 79/10/17. 2pp. 


7912200073 PNS-1-79-004B: on 791021, bomb threat received by NY 
Telephone Co operator from unidentified male who said 
bomb would go off in 1-h at plant. Search conducted at 
Units 2 & 3. No boob found. 

SHEPHERD, R. E. > DEVLIN, J.U., MARTIN, H.G. Office of Inspection fe 
Enforcement, Office of the Director. 79/10/22. Ip. 


7912030114 PNS- I -79 -00*; on 791103, oktortlon bomb threat againet 
facility was received by local newspaper. Search conducted 
b no bomb found, 

JONES, L.M. Office of Inspection fc Enforcement, Office of the 
Director. BRUNNER, E. J. , ALLAH, J. Region 1. Philadelphia, Office 
of the Director. 79/11/0*. Ip. 


7912040319 Forwards LEH 79-01 3/01 T-O. 

BAYHE, J.F. Power Authority of the State of New York. 79/11/28. Ip. 


— 7912040321 UER 79-013/01T-0: on 791 127. setpoints for PCV-4<i4. PCV-46* h 
rVC-4&8 below Tech Spec Unit. Caused by nechantcal valve 
drift. Valves reset to Tech Spec requirements. 

CUMBLE. F, H, Power Authority of the State of New York. 79/11/20 
ip. 


7912040367 Forwards LER 79-015/O1T-0. 

BAYNE, J.P. Power Authority of the State of Ne«i York. 79/11/28 Ip. 


— 79120403*9 LEH 79-01 5/OlT-O: on 791 127. accumulator 31 t 34 level 
transmitters out of spec. Caused by Rosemount Kodel 1131 DP 
level transmmittev being outside of required tolerance. 

Transmitter recalibr. 

BUMBLE. F.H. Power Authority of the State of New York. 79/11/20. 
ip- 

7912040308 BO-016/01T-00: on 791 127. evaluation revealed nonconservatiwe 
feature could eiist in App R LOCA analysis re fuel rod burst 
calculation. Analysis w/current model being performed. Results 
of analysis available before unit startup. 

BAYTC.J. P. Power Authority of the State of Maw York. 79/11/28. 

2pp. 


7912040482 HO 79-Ota/OlT-O I, 79-01 5/OlT-O; on 791127. during cold 
shutdown, tests indicated that pressuriier valve settings t> 
accumulator level transmitters below 1 inits. Caused by 
mechanical drift. Valves 6 transmitters reset. 

BAYNE, J-P. Power Authority of the State of Meu York. 79/11/28. 
2pp. 


7912310328 RII-Q16/01T-00: on 791 127, Mestinghouse notified util that 
evaluation of current LOCA/ECCS evaluation muilel indicates 
nonconservative feature could eiist In App K LDCA analysis 
M/respect to portion of calculation re fuel rod burst. 

BAYNE, J.P. Power Authority of the State of New York. 79/11/28. 

app. 


7912110332 Forwards LER 79-016/01T-0. 

BAYNE, J.P. Power Authority of the State of New: York. 79/12/07. Ip. 

— 79*12110333 LER 79-Q16/01T-0: on 791127. util notified by Uestinghouse 
that nonconservative feature could eiist in fuel burst 
calculations of App K LOCA anal ysls. Analysis of possible 
adverse affects to sys underway. 

eUMDLE.F. H. Power Authority of the State of Neu York. 79/12/07. 

2pp. 

79121D0569 Forwards updated LEH 79-0t6/0iT-l. correcting clerical error 
in first paragraph of Attachment 1 to LER. Ref to "hot 
shoulti read ‘‘cold shiitdob^n. " 

BAYNE, vl.P. Power Authority of the State of Neu York. 79/12/14. 

2pp. 

— 7912180502 Updated LER 79-016/01T-1: on 791127 during refuelina 
shutdown, Mestinghouse notified licensee that evaluation of 
current LOCA/ECCS evaluation model indicated probable 
nonconservative feature in App K LUCA analysis. 

eUHBLE. F. M. Power Authority of the State of New York. 79/12/14. 
ip. 


79122/0553 Forwards LER 79-OiQ/O3L-0. 

BAYNE. J.P. Power Authority of the State of Neu York. 79/12/21. Ip. 


— 7912270562 LEH 79-O10/03U-0: on 79UD3.dorin3 refueling shutdown, 
determined on completion of seismic restraint test 3PT-H3fl 
that 35 snubbers out of spec. Caused by defective snubbers. 
Snubbers repaired or replaced. 

GUKBLE, F. H. Power Authority of the State of Neu York. 79/12/21. 

2pp. 


U. Congrossional/Eiecutive Correspondence 


7912140528 Concurs u/Keneny Couaission recommendation re emergency 
evacuation plans for power plant areas. KSC should rule 
directly on UC8 petition to shot down plant. 

BiHOHAft.J. House of Rep. 79/11/14. Ip. 


DOCKET 50-207 OCONEE IRICLEAR STATICM, UNIT 3 


F. Security, nodical, emergency li fire protection plans 


7809290053 Sumioary of fire protection appeal neeting on 700414. 
Meeting Inconclusive, so official summary not prepared. 
BIRKEL.R. Light Water Reactors Branch 2. 70/09/26. Bpp. 
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7‘7I2200022 Diicussefi NHC 79110? (neeting re emergency preparedness team 
revieuj objectives Provides guidance For improving licensee 
omcrganci/ preparedness It assuring capadilitgi of offsite 
agencies to take appropririte emergency actions. 

GRIMES; B. K. Emergency Preparedness Task Force. 79/H/23 30pp. 


0. Adjudicatory carrespond ence 


79121 1003S Confirms receipt of end 790329 petition to suspend OLs for 
all PMRs. Foruard s Ff? notice indicating that petition uU I be 
treated in accordance w/lOCFR3. 20fc. 

DENTDN.H.R Office of Nuclear Reactor Regulation. 79/11/23. ip. 


— 79l211012d> Notice of request For action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Pouer 790329 petition 
requesting suspension oF all OLs For PURs. 

MULLER. C. n Office of Nuclear Reactor Regulation. 79/11/23, 
38p p . 


t. Financial informot ion 


7912270577 Foruards duplicate copies of util 790321 guarantee of 
retrospective preisi urns, i n response to NRC 791210 request. 
MHITLEV.H, D. Duke Poiuer Co. 79/12/20, Ip. 


— 7912270S85 Requests approved guarantee of payment of deferred premiums 
for 1979. 

SALT! MAN; J. Antitrust L Indemnity Group. 79/12/10. ip. 


J. Insurance & inderanitg information 


7809190350 Informs recipient of Duke Power Co 7D0705 request to modify 
station Indemnity Agreement D-Ad to permit receipt fc 
possession of 4 fuel assemblies from Crystal River 3 
facility. 

FAIRTILE; M, 0. Operating Reactors Branch 4 (Fro 790625). 

78/09/14. 2pp 


P. Operating litenso stage documents li correepondenco 


7809270093 Comments on oelsmicalty induced floods at Dconee plants. 
Investigates potential failure of Jocassee Dam In relation 
to safety of uni ts. Question Is being addressed by 
Geosciences Brancb. 

HULHANi L G. Hydrology Meteorology Uranch. 70/09/22, Ip. 


— 7809270104 Responds to 760113 memo re recent earthquake activity in 
vicinity of Jocassee Dam. Dl sc ussos bases of seismically 
induced flood analysis for facility OL. Reactor area could be 
vulnerable to flooding; but detailed info unavailable. 

HOLMAN. L. 0. Hydrology Meteorology Branch. 76/01/30. Ip. 


7911090246 “Summary of Operating Eiperience W/Hec i rculati ng Steam 
Genarators. '' 

ElSENHUT. D. 0. Division of Operating Root tors. NURE0-O523. 
79/01/31. a9pp. 


7912310D7O Ack 790031 I tr s endorsing OteW generic rapt DAH~1S64; 
"Integrated Control Sys Reliability Analysis;*' t requests 
add] info. 

REID.R.W, Operating Reactors Branch 4. 79/11/07. 13pp. 


7912130190 Foruards summary of Toknekron Research. Inc study of licensee 
regulatory performance evaluation 6 loknekiron draft rept re 
operating reactors u/DI;lf nuclear stoam supply ay s. Reqiies t s 
commants H/o end. 

STELLO. V. Dfftcc of Inspection U Enforcement; Office of bhe 
Biractar. 79/tl/Oa, 2pp 


7912100189 Discusses NRC 791101 meeting u/representat I ves of NSSS 
vendors tc fuel suppliers re discussion of respective 
portions of ECCS evaluation mode 1 s dea 1 ing ui/fuol cladding 
suellln-g & incidence of r up tore. Vendor responses encl. 

EISEHHUTi D. 0, Division of Operating Reactors. 79/11/09. 65pp. 


'791210D3S5 Responds to NRC 791101 request ro noncomp I iance of 
Uestinghouse ECCS evaluation mudet under requirements 
of I0CFR5O App K, Evaluation of three fuel rod models 
Indicates no safety problems for Meetinghouse plants. 
ANDERSON. T. H. Westlnghouso Electric Corp, 79/11/02. 4pp. 


7912100330 Responds to NSC 791101 request re DRNL cladding swelling ti 
rupture data. Review of analytical models l« tests Indicates 
compliance u/lOCFRSO App K All OE specs for calculated peat 
cladding temp remain unchanged, 

BUCHHDLZ.n, H. General Electric Co, 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
da t a. Cone 1 udes that data properly represented by fuel models 
used in vendor evaluation models Ci that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

0U3LEY;Q.F. Ecson Nuclear Co. i Inc. (subs, of Exxon Corp. >. 
79/11/02. 5p|i. 


•7912100456 Forwards addl info re evaluation of impact of NRC proposed 
rup ture/b I o c kag 0 model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 
anSLCV; 0. F. Elion Nuclear Co.; Inc. (subs, of Exxon Corp. I. 
79/11/04, 32pp. 


791S100317 Forwards safety evaluation of proposed changes to Tech Spies 
re 7801 12; 0201 & 790823 requests for amend to auxiliary 
electrical emergency power sys periodic testing. 

LAIIM&;0. Plant Systems Dranch. 79/11/13. 2pp. 


— 7912180324 Safety evaluation supporting proposed changes to Tech Epees 
re auxiliary electrical sys t; emergency power sys 
surveillance periodic testing. 

* Office of Nuclear Reactor Regulation, 79/11/13. 6pp. 


7912120092 Summary of 791024 meeting lu/BLH owners group re asymmetric 
LQCA loads evaluation. Evai'Uatl on of D&U plants to be 
completed by 19B0. 

HOSFORD;S. B. Assistant Director For Engineortng Programs. 

79/11/20, App. 


7912100476 Forwards; to all BliM operating plants except TMIirequast for 
addl info re small break LOCA. Comments requested by 791203. 

RE1D;R.H. Operating Reactors Branch 4. 79/11/31. 3pp. 


7912100416 Forwards concerns on control rod guide tube wear In QtcU- 
des Ignod fac llltiesito assist in planning survevl 1 lance 
program. Meet Ing scheduled 791320 In BethesdatHD to discuss 
proposed program. 

REtD;R.W, Operating Reactors Branch 4, 79/11/23. 6pp. 


79120403S5 Foruards rept 4< errata sheet re power operated relief valve 
actuation it reactor trip frequency. 

PARKER. U.D. Duke Power Co. 79/11/26. 2App. 


7912040293 Forwards requests for relief from requiremants of ABHE 
Boiler 6 Pressure Vessel Code Section XT; duo to 
Impract leal 1 ty of performing hydrostatic testing of portions 
of low pressure sve ua ter. chemical addition tt nitrogen sys. 
PARKER, M.O. Duke Power Co. 79/11/27. 8pp. 


791204041 5 Foruards correct commitment dates to 791121 response to 
NUR£0-0S7a. 

PARKER.H.O, Duke Power Co. 79/11/27. 4pp. 


7912110131 Denies 791113 request for extension of time In which to file 
upgraded emergency plan. Rept due 800101. 

REID; R. If. Opera ting Reac tors Branch 4. 79/11/27. 2pp. 


7918040516 Forwards proposed Tech Spec revision; supplementing 
79052S submittal re operability requirements of emergency 
feedwater sys. 

PARKER, W.O, Duke Power Co, 79/11/20. Ip. 


— 791204051B Proposed Tech Spec revision re emergency feedwater sys. 
* Duke Power Co, 79/11/28. 9pp. 


7912060302 Requests addl time to respond to NRC 791121 ttr re small 
break LOCA. Info re mechanical effects of induced slug flow 
on steam generator tubes will be provided by 800215. Pump 
seal cooling Info will be submitted by 791231. 

PARKER. If. 0. Duke Power Co. 79/12/03, Ip. 


7912120434 Notifies that response to NRC 790821 Ur re Item 7-1 A, 
benchmark analysis of sequential auxiliary feedwater flow to 
steam generators following loss of main feedwater wilt be 
provided by 791221. 

PARKER.H.a. Duke Power Co. 79/12/03. Ip. 


7912270266 Provides status of Ni)REG-0S7B Category A items which will 
not be implemented prior to 800101. Unit i currently in 
shutdown for refueling. All required items for Unit 1 will be 
completed before startup anticipated in early Fab 1980, 

PARKER.H.D. Duke Power Co. 79/12/17. 2pp. 


7712270399 Advises that excessive downtime for remaining TMl Lessons 
Learned Task Force requirements during peak winter months is 
unnecessary. Sequential shutdown of Units 2 h 3 in Feb will 
be followed by shutdown of Unit 1 by 800531. 

THIE8;A. C. Duke Power Co. 79/12/17. 3pp. 
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7912270431 RaaPfirms otil cotrmitment to safe operation of faclllti/, 
Clains slpniflcant progress In meeting virtually all 
Category A items in MURE0*^0578. 

THIE3»A. C. Duke Pouer Co. 79/12/17. 3pp 


0. Inspottion reportsi IE Bulletins U correspondence 


7912170211 Fortiiardsi "Revision 1. Summary Rept> Generic Response to US 
NRC IE Bulletin 79-02. Base P late/Conc re t e Expansion Anchor 
Balts. “ 

PARKER. H. Q. Duke Power Co. 79/10/29. Ip. 


--7912170222 "Revision 1. Summary Rept. Generic Response to UB NRC IE 
Bulletin 79-02. Base Plate/Concreto Expansion Anchor Dolts." 

» Duke Power Co. TR-3501-l. 79/08/30. 7pp. 


7912200344 Forwards waste packaging Insp Rept 79-02A on 790925-26 No 
noncomp 1 iance noted. 

SUTHERLAND. J. T. Region 2. Atlanta. Fuel Facility fc Materials 

Safety Branch. 79/11/07. 2pp. 


— 7912200395 Waste packaging Insp Rept 79-02A. No noncompl iance noted. 
Major areas inspected: sh ipp ing paper ti DOT placarding 
raqulrementsi radiation levels, removab le contamination. DDT U 
NRC package features. 

BROWN, R. A. Region 2, Atlanta. Office of the Director. 79/11/06. 
6pp. 


7912060129 Forwards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912060549 Forwards response to Item 5 of IE Bulletin 79-OSC re small 
break operating guidel Ines. Forwards "Analysis Summary In 
Support Of Inadequate Core Cooling Guidelines for Loss of 
HC9 Inventory." W/o end. 

PARKER. M.O. Duke Power Co. 79/11/09. ip. 


7912100134 AcV receipt of 791108 Itr in response to NRC 790607 Itr re 
Items designated as C & D. Corrective actions will be 
examined during future insp. 

LEWIS. R.C. Region 2. Atlanta, Reactor Operations Nuclear Support 

BrancA. 79/11/16. ip. 

— 7912100165 Responds to NRC 790607 Itr re violations noted in IE Insp 
Rapts 60-269/79-10,50-270/79-10 i, 50-207/79-10. Correc tive 
actions; plans to amend QA program topical rept to reflect 
present mode of operation. 

PARKER, W.O. Duke Power Co 79/11/08. Ip. 


7912t00l69 Forwards IE Info Notice 79-201 "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
O'REILLY, vl. P. Region 2, Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110543 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

O'REILLY, d. P. Region 2. Atlanta. Office of the Director. 
79/U/lA. 2pp. 


7912170127 Responds to IE Bulletin 79-01, "Environ Qualification of 
Class IE Equipment." Anticipates Unit 1 It 3 motor operators 
will be changed out during first cold shutdown after 800129. 
PARKER, W.O. Duke Power Co. 79/11/16. Ip. 


7912060607 Forwards IE Circular 79-24. "Proper Installation & Calibr of 
CoTi Spray Pipe Break Detection Equipment on DHRa. " No 
raeponto required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110134 Forwards IE Circular 79-12, "Motor atartors It Contactors 
Failed to Operats. " No response required. 

O'REILLY, J.P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912040434 Forwards requests for rsllef from inservIce Insp 
raqulrsments of ASKE Boiler «< Pressure Code, Section XI due 
to Impractical ity of performing volumetric examinations on 
weld* in several sys. 

PARKER, W.O, Duke Power Co, 79/11/27, 23pp. 


7912190790 Responds to IE Bulletin 79-17. Revision 1 re stagnant borated 
water sys. Examination of normally inaccessible portions of 
Unit 1 for pipe cracks to bo conducted during current 
rafuellng outage. 

PARKER, H,Q. Duke Power Co. 79/11/28. Ip. 


7912190386 Forwards IE Bulletin 79-27. "Less of Non-Class IE 
Instrumentation t. Control Power Sys Dus During Operation.” 
Written response required. 

a'REILLYid.P Region 2. Atlanta. Office of the Director. 
79/11/30. ip. 


7912140348 Provides supplemental info to 790824 response to IE Bulletin 
79-05C. "Nuclear Incident at THI - Suppl." re revision of 
emergency procedures requiring trip of reactor coolant pomps 
upon reactor trip 

PARKER, W.O. Duke Power Co 79/12/06 2pp. 


7912200017 Updates 790914 response to IE Bulletin 79-21, “ramp Effects 
on Level Measurements." Completion date of Item 4 changed 
to no later than BOOIOI. 

PARKER, W.O. Duke Power Co. 79/12/06. Ip. 


7912310293 Forwards IE Info Notice 79-30, “Reporting of Defects 6 
Noncomp I iancBS. 10CFR21. " No action required. 

O'REILLY, J.P Region 3. Atlanta. Office of the Diroetor. 
79/12/06 5pp. 


7912200026 Forwards IE Bulletin 79-20. "Possible Malfunction of Namco 
Model EAiaO Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/12/07. 2pp. 


7912310003 Forwards third response to IE Bulletin 79-02, Revi slon 2, re 
plpa support base plate designs. Base plate flexibility In 
calculation of expansion anchor bolt loads accounted for 
by conservative hand calculation method, 

PARKER, W.O. Duke Power Co. 79/12/07. 25pp, 


7912310022 Forwards updates to 791029 W 1106 responses to IE Bulletin 
79-14, "Bclsmlc Analysis for As-Built Safety-Related Piping 
Sy*. *' Provides summary of seismic input nonconformances 
through 791126. 

PARKER, W.O. Duke Power Co, 79/12/07. 1 1pp. 


7912310073 Ack receipt of IE Insp Repts 50-269/79-20,50-270/79-26 I, 
50-207/79-20 on 791024-26, No propriotary info. 

PARKER, W.O. Duke Power Co. 79/12/10, ip. 


— 7912210000 Forwards IE Insp Repts 30-269/79-20,80-270/79-36 6 
30-307/79-20 on 791024-26. No noncomp 1 lance noted. 

SUTHERLAND. J. T, Region 2. Atlanta. Fuel Facility 8< Materials 

Safety Branch 79/11/15, 2pp. 


—7912210009 IE Insp Ropts 50-269/79-28. 50-270/79-26 & 50-207/79-20 on 
791024-26. No noncomp 1 lance noted. Major areas inspected: App D 
Tech Specs annual reporting requirements b review of 
nonroutine reports b LEfis 

CUNNINGHAM. A. L. Region 2. Atlanta. Office of the Director. 
HUFHAM. J. W. Region 2. Atlanta, Fuel Facility b Materials Safety 
Drench. 79/U/14. 3pp. 


7912210227 Ack receipt of 791109 b 30 Itrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 30-269/79-24, 
50-270/79-22 b 50-207/79-24. 

KENNA, W, 0. Region 2, Atlanta, Safeguards Branch, 79/12/U. ip. 


— 7912310230 Provides addl Info to 791109 response to NRC 790927 
Itr re violations noted in IE Insp Repts 50-269/79-24. 
SO-270/79-22 b 80-207/79-24. Dot ai Is withheld 
(ref lOCFRa.790). 

PARKER.M.O. Duke Power Co, 79/11/30. Ip. 


— 7912310248 Responds to NRC 790927 Itr re violations noted in IE Insp 
Repts 30-269/79-24,30-270/79-23 *< 50-207/79-24. Details 
withheld <rof 10CFn2.790). 

PARKER, W.O. Duke Power Co, 79/11/09, Ip. 


— 7912210263 Forwards IE Insp Ropts 50-369/79-24, 30-270/79-22 b 
50-207/79-24 on 790821-24 b 0903-07. Notice of violation 
withheld (ref tOCFn2.790). 

KENNA, W.D. Region 2. Atlanta. Safeguards Branch. 79/09/27. 

app. 


--7913210283 IE Insp Repts 50-269/79-24. 50-270/79-22 b 50-287/79-24 on 
790021-24 b 0905-07, Major areas Inapec ted: securi ty 
organiiation b physical barriers. Details withhold 
(ref lOCFRa, 790). ^ 

MOORE. D.E., JOHN.W N. Region 2. Atlenta. Office of the Director. 

HOWELL, J.C, NRC Regional Offices, 79/09/27. Ip. 


7912300377 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Bpeetra, " No written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Diroetor. 
79/12/13. 2pp. 
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7918280129 Foruards IE Circular 79-a5i '"SNocI Arrisstor Strut Assembly 
Interference. ■' Mo uiritten response required. 

O 'BEJLLVi J. P. Region 2« Atlanta. Office of the Director. 
79/12/20. qpp. 


R. Periodic operating reports t related correspondance 


79121B0375 Foruiards monthly operating repts for Now 1979, 
PARKER. M. D Dull e Power Co. 79/12/ Id. Ip 


“'7912190304 Monthly operating repts for Nov 1979. 
REAVtS. J, A. Duke Power Co. 79/12/14. lApp. 


S. Reportable occurrences. LERs h related correspondence 


7912200012 PNO—I J“79*0! 1 : on 7910 E.6.1 wb i 1 e returning low pressure 
injection 8 train to svr. about 2000 gallons of reactor 
coolant spilled through partially opened vent valve into 
blest penetration roora Fac i 1 i ty shot dawn for insp b repair. 
HOSEVaC.M. I TROUP. G, Region 2. Atlanta. Office of the Director. 
79/10/17. Ip. 


DOCKET 50-2HB REED COLLEGE RESEARCH REACTOR 


F. Security, medical, emergency 6 fire protection plans 


7912120206 Forwards draft Reg Guido 5. XX. "Std Formal ti Content for 
Licensee Physical Security Plan for Protection of BNM of 
Nodorate or Lou Strategic Significance." H/o end, 

REID. R. M. Operating Reactors Branch 4 (Pro 791030). 79/08/22 

app. 


a. Inspection reports. IE Qulietins S. correspondence 


7912110200 Forwards IE Insp Rept 50-gGQ/79~0i. No nenconp 1 lance noted. 
Insp rept withheld {ref 10CFR2, 790). 

7^?i/*i3^^'2 ^ Beglon 5. San Francisco. Safeguards Branch. 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION. UNIT 1 
F, Security, medical, emergency ». fire protection plans 


7912070103 PHO- 1 1-77-18: on 791028. unit restarted after eitendeiJ 
shutdown for refueling 1. installation of emergency 
feedwater sy s, Inc peased insp program implemented until unit 
reeaches 75X pcui^r. 

DYER. J. A.. LEWISjR. C Region 2. Atlanta. Office of the Director. 
79/10/29. Ip. 


7912170402 PKO-1 1-79-031 • on 79 1 1 10. u/roact or at lOOX power. main 
condensate pumps tripp ed. Caused by technician working on 
hotuell level control sys which reduced feedwater flow to 
steam generators. 

QUICK. D.R, , MARTIN. R. Region 3. Atlanta. Office of the Director. 
79/11/13, 2pp. 


7912200082 Discusses NRC 791109 meeting re emergency preparedness team 
review oh jee tives. Provides guiiJance for improving licensee 
omergahcy preparedness & assuring capability of offsite 
agencies to take appropriate emergeneg actions. 

GRIMES, a. K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912030170 Forwards physical security plan addendum. Addendum withheld 
(ref 10CFH2. 790). 

HEROEIN. J. 0. MelropoUtan Edison Co. 79/11/27. Ip. 


7912070136 Forwards Revision 6A to aiodified amended 
plan. Revision withheld <ref 10CFR2, 790). 
HERDEIN.J.G, Metropolitan Edison Co, 79/11/30. 


physical security 


Ip- 


79121305S6 RO 79/14: on 791 1 1 0. duT i ng hot shotdown. reactor coolant sys 
cooldown rate was e iceeded. Caused by steam generators hoing 
overfed. No immediate corrective action taken. Design & 
procedural changes currently under review. 

DOWD. R. r. Duke Power Co, 79/11/16, Ip. 


7912310332 Cites util 791016 commitment to submit design for alternate 
shutdown station by 791215. 1 ncreaaed workload due to restart 
has delayed completion of station design. Requests extension 
until DQOaiS. 

HERDEIN.J.G. Metropolitan Edison Co. 79/12/24. tp. 


7912130430 Discusses toss of power to integrated control sys during 
which cooldown limits wero eiceeded An t i cipa t es submission 
of nO-287/79-13 by 791130. 

PARKER. N.Q. Duke Power Co. 79/11/23, ]p. 


7913190704 Describes loss of power to nonsafoty-related 120 volts 
ac single phase power panel U resultant syo raal Functions 
Reconmends Issuance of end proposed IE bulletin. 

EISENHUT. D. G. Division of Operating Reactors, 79/11/27. 4pp, 


791207&439 Forwards LER 7V-013/01T-0, 

PARKER, H.O. Dole Power Co. 79/11/30. 3pp. 


0. Adjudicatory correspondence 


7912040006 Requests that end I tr be attached to petition & that 
cltiiens be provided u/funding to go through intervenor 
process. 

*'■ Coalition for Nuclear Power Plant Postponement. 
79/10/29. Ip. 


— 7912040000 Requests suspension of licencing 
3ERRYHILL. F. Coalition for Nuc 1 ear Power 
79/10/29, 2pp. 


nuclear power plants. 
Plant Postponement. 


-7912070442 LER 79-013/0 1 T-0: on 791110, RCS cooldown rate eiceedcct To 
Specs limit after power to intergrotud control sys was lost 
rOT eipprox 2. 5 minutes. CtSused by bioun inserter Fuses & 
trens-fer sultch f al lure, fledundant suiitch installed. 

LERIS. S.R. Dute Power Co 79/11/30. Ip. 


7912050232 Request for financial aid for intervenors to retain experts 
to submit Studies b /or to testify re facility restart. NRC 
must fond intervenor participation If participation 
contributes substantially to issue determination. 

COHEN, W.H. Pennsylvania. State of. 79/11/06. 6pp. 


7912040474 Responds to NRC 790921 1 tr transmitting NRC 790686 
multiple equipment failure& & surveillance teSktin.g errura. 
Discusses review of events described in NRC 790936 Itr 
Existing procodures b policies address concerns. 

PARKER. W O. Duke Power Co, 79/12/04. 2pp. 


1 tr ro 


79120.j02aO Proposed procedures in response to Met Ed 791102 
proposals. Supports schedule for revised contentions, Objects 
to consolidation of intervenors per issues Interests not 
sufficiently common to permit cloins joinder. 

JORDAN. W.O.. SHELDON. K. P. People Against Nuclear Energy. 
JORDANiN.B. Bholdon. Harmon 6 Meiss. 79/li/07. 7pp. 


failure to retain instructions to encrgiie botl 
4160 volt standy buses w/Lee combustion turbine when Unit 2 
was in svc. Caused by inadequate revision to operating 
procedure for 100 kV power supply on 791130 
PARKER.W.Q, Duke Power Co. 79/12/03. 1 

7912110362 Forwards LER 79-012/03L-0. 

PARKER.W. 0. Duke Power Co, 79/12/07. Ip. 

LER 79-0l2/03L-0;on 791107, dur ing routine insp of turbine 
bldg basement, excessive packing leakage from low pressure 

liobtonin ""'TP, S' Caused by passible improper 

nut. Pomp repaired & in svc. 

UEMISiS. Duke C®. 79/12/07. 3pp. 


only one standby bus had been energiied bu 
standbf^HC '“^“no, a I though Tech Specs require both ® 
e ? be energiied during hydro outage. Caused by 
inadequately revised procedures. oy 

PARKER.W. 0. Duke Power Co. 79/i2/10. 2pp. 


7912060242 Reply brief In lieu of pleading on psychological distress 
is s ue, A1 Leges that Atomic Energy Act requires consideration 
of distress contentions b NEPA requires consideration of 
so c io— econoisi c impacts. Contend s irrelevancy of EIS. 
vlQRDAN, W. s. , SHELDON. K.P. People Against Nuclear Energy. 

JQRDAN.H. S. Sheldon. Harmon &Msls5. 79/11/07. 13pp. 


7912050100 Notice of appearance of JD Cunningham on behalf of Newberry 
Township TMI Steering CortUBitt eo, M Minnich.RJ Zloger.LB 
Carlisle. V Phlllips.CM Nolfe. LI Ooninoskl. PA Smith, DK 
Umholti, CM CLark.MD Clark b ML Clock. 

CONNINOHAM, J, D. Fox, Farr & Cunnitighem. 79/11/OB, Ip. 


7912060095 Subaits b confirms licensee offer to produce It mail 
Intervenor documents «/□ charge on behalf of intervenors. 

Reserves right to withdraw offer in event of noncompliance 
w/tarais. Certificate of Bve end. 

TROWBRIDGE, 0. F. Shau, Pittman, Potts 8i Trowbridge. 79/11/13, Spp. 
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7912130179 Notice of appearance on behalf of PA Public Util commlsBion. 
Certificate of Svc onel. 

HCCLAREN) B. A, Pennsylvania) State of. 79/11/13, App. 


7912170066 Poruards TMI Alert Contention 4i redrafted to clarify intent. 
Meant to be security contention) not contention re 
peycA olog leal issues. 

ADLERiT.A. Wldoff) Reagor) Selkowiti li Adler. 79/11/13. Ip. 


— 7912170070 Revised Contention 4 alleging licensee unreadiness to deal 
ui/sp ecial li ed nature of civil disruption that may occur due 
to restarting of fac i 1 i ty . Cert 1 f i ca t e of Svc enc 1 , 

ABLER) T. A. Three Mile Island Alert. ADLER) T, A. Wldoff) Reagor, 
Belkouiti L Adler. 79/11/13, 2pp. 


7912060066 Notifies of appearance at 791109 hear Ing, Ha jor 1 ty of hearing 
uas directed to psychological distress Issues L funding of 
IntervenorS) In which Dauphin County did not participate. 

KNUPP)R. L. Knupp & Andrews. 79/11/14. Ip. 


7912130169 Notice of appearance in proceed ing. Cert if 1 cate of Svc. 
PATDN) W. D, Hearing Branch 4, 79/11/14. 3pp. 


79121209,23 Discussion on effect of rulamakings upon Issues of THI-1 
suspension proceeding. Two issuDS)Class 9 accidents (< 
emargency planning) do not preclude A6LD from considering 
appropriate contentions. Certificate of Svc end. 

3INQER)L.N. Hearing Branch 2. 79/11/16, 14pp. 


7912170009 Forwards 790009 order %t notice of hearing re 790926 Itr of 
concern on THI restart. 

DENT0N)H. R. Office of Nuclear Reactor Regulation. 79/11/16. Ip. 


•7912170019 Order L notice of hearing to examine t, resolve safety 
concerns prior to restart. 

CHILKiS. J. Office of the Becretary of the Commission. 79/11/16. 

Iflpp. 


•7912170036 Expresses concerns over TMI restart. 
KISSEL) O.J. Affiliation Unknown. 79/09/29. Ip, 


7912030688 Memorandum assuring parties that decision will be based upon 
luhola record including licensee position ro placing short- 
term actions into contest for benefit of public. 

SMITH) l.W. Atomic Safety and Licensing Board Panel, 79/11/19. Ppp, 


7912130009 Objection to intervener TMI Alert 791113 revised Contention 
4 re potential for civil disruptions following restart. 

Contention is beyond scops of proceed ing. Certificate of Bve 
end. 

TRQWBRIDCE) 0. F. Metropolitan Edison Co. TROWBRIDOEi 0. F. Bhau) 
Pittmani Potts L Trowbridge. 79/11/20, Spp. 


7912030013 Response in opposition to Consumer Advocate of PA petition 
to seek NRC funding for witness expenses, Current policy does 
not favor intorvonors' funding) per Commission 761112 
itatament, Certi f leate of Bve end. 

SWANSUN)D. T. Hearing Branch 1, 79/11/21. 9pp, 


7912110384 Response in opposition to UCS 791115 Amended Contention 13, 
Petitioner failed to identify accident or seauence of events 
for uhlch intervention sought. Certificate of Svc and. 

TnaWBRIDOEi 0. F Metropolitan Edison Co. 79/11/31. 9pp. 


7912140131 Statement of position re preparation of EI3 prior to TMI-1 
restart. EIB must be issued per NEPA since restart has 
potential for adversely affecting quality of environ. 

Certificate of Svc end. 

8BLKDWITZ)L. D. ) ADLER, T, A. Throe Mile Island Alert. SELKOHITI, L. B. 
Wldoff, Reager, Selkowlti 6 Adler. 79/11/21. 19pp. 

7912100499 Requests to make limited appearance statement at licensing 
prehearing. 

BIERMAN)C. Affiliation Unknown. 79/11/23. Ip, 

791211003B Confirms receipt of end 790329 petition to suspend OLs for 
all PWRb, F orwards FR notice Indicating that petition will be 
treated in accordance u/lOCFRS. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


■7912110126 Notice of request for action pursuant to 10CFR2. 206 ro 
Environ Coalition on Nuclear Power' 790329 petition 
requesting suspension of all OLs for PWRc. 

MULLER, D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
38pp. 


7912130308 Memorandum advising ASLB L parties of licensee 
arrangements for restart rept d is trl bu t ion. AELD t< 
petitioners will receive updated copy through Amend 9. 
Subsequent amends will be submitted. W/Certtficate of Svc, 
TROWBRIDGE, 0. F. Me trop o 11 tan Ed 1 s on C o. TROWBRIDGE, 0. F. Shaw, 
Pittman, Potts 6 Trowbridge, 79/11/28. 4pp. 


7912130026 Request for financial assistance to support intervention on 
psychological distress 1 ssues. Commiss i on 761112 decision 
rejecting financial assistance to intervenors followed by 
legal opinions allowing aid Certificate of Svc end. 

JORDAN, W. S. ) SHELDON, K.P, People Against Nuclear Energy. 

JORDAN, W. S. Sheldon, Harmon 6 Weiss. 79/11/29. 33pp, 


7912210422 Amend to petition to intervene in response to President's 
Commission ropts on TMI acc i den t. Cons equotit es of Class 9 
accident should be evaluated 6 supplemented to EIB. 

Certificate of Svc end. 

BHOLLY, 8. C. Affiliation Unknown, 79/11/29. 14pp, 


7912210423 Brief in lieu of pleading on necessity of new FEB prior to 
decision on whether to restart f ac i 1 i ty. Res toring confidence 
in regulatory agency t< process necessary. Class 9 accident 
should be analyzed tt reviewed. Cert i f i cate of Svc end. 

RENFORDi C. Environmental Coalition on Nuclear Power. 79/11/29. 
llpp. 


7912130034 Response to NRC brief re effect of rulemakings on Issues of 
plant suspension proceed ing. Concurs w/NRC conclusion that 
proposed rulemakings have no effect on proprietary 
adjudicative issues. Certificate of Svc oncl, 

TROWBRIDGE, 0, F, Metropolitan Edison Co, TROWBRIDGEiO, F. Shaw, 
Pittman, Potts t, Trowbridge, 79/11/30. 15pp. 


7913130110 Opposition to intervenor S Shol ly petition for exception to 
code re Contention 11. Hydrogen gas contr ol issue is beyond 
scope of restart proceeding. Ccrtl flcatc of Svc end. 

TROWBRIDGE, 0. F. Metropolitan Edison Co. TROWBRIDQE.O. F. Shaw, 
Pittman, Potts t< Trowbridge. 79/11/30. 19pp. 


7912100246 Argument for preparation of supplomental EIB prior to TMI-t 
restart. Restart la major federal action requiring EIS under 
NEPA, ASLB must consider psychological stress as issue 
affecting quality of human environ. C)irt I ficate of Svc end. 
CUNNINGHAM, J. D. Newberry Township, York Haven. PA CUNNINGHAM, J. D. 
Fox, Farr & Cunningham. 79/11/30. 9pp. 


7912200063 Forwards Intervenor UCB 791130 reply brief on application 
of Natl Environ Policy Act, Certi ficate qf Svc end. 

WEIBB.E. R. Sheldon, Harmon 1. Weiss, 79/11/30. Ip. 


•7912200066 Reply brief on application of Natl Environ Policy Act. ASLB 
should permit UCS Contention 20 to be litigated in 
pr DC eed 1 ng . Ac t applies to NRC restart decision 6 to 
consoquonces of Class 9 accident. 

WEISS. E. R. Union of Curicerned Sciantista. WEIBB.E. R, Sheldon, 
Hi’irmtin 8< Waiss, 79/11/30. 27pp. 


— 791S200071 Submits preliminary comments on NRC 790013 Itr 6 draft NEPA 
r eg ula t 1 ons . CEO regulations arc sufficiently flexible to 
avoid conflict w/NRC responsibility as independent 
regulatory agency. Cert 1 ficato of Svc end. 

KNIGHT, C.F. Council on Environmental Quality. 79/09/26. 4pp. 


7912310142 Requests extension of time tn respond to NRC brief on 
rul ema k ing s, p er 791114 prehearing c onforence. Urges Issuance 
of EIS containing study of Class 9 accident. Certificate of 
Svc enc I . 

AAMDDT, M. M. Affiliation Unknown, 79/11/30. 6pp. 


7912130130 Opposes intervenor UCS amended Contention 13 ro Class 9 
accidents & intervenor THI Alert amended Contention 4 re 
plant security plan. Supports certification of S Bholly 
petl t Ion. Cer t If I cate of Svc end. 

MULKEV, M. E. Hearing Br.meh 8. 79/12/03 7pp. 


7912100162 Request to file brief addraselng issues raised by NRC 791121 
responec to Consuraor Advocate of State af PA request for NRC 
funding of intervenor ui tnesses. Issues are novel 4< of first 
imprese i on. Cer t i f ica te of Svc end. 

COHEN.W, M, I KENNARD.N. J. Pennsylvania, State of. 79/12/03. 6pp. 


7912180193 Brief In lieu of pleading supporting intervenor petition for 
witness fund i ng, Commission discretionary powers, congress 
intent t< President Carter 790916 Executive Order allow 
financial grants to intervenors. President Order end 
COHEN, W.H., KENNARD.N, J. Pennsylvania, State of. 79/12/03. 24pp. 


7912180082 Requests submission of legible version of Contention 6. 
Excerpt from transcript containing Illegible version end. 

SMITH, l.W. Atomic Safety and Licensing Board Panel. 79/12/05, 6pp. 
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7‘?i2a7OO07 First set of i n terro 9 a tor i es Re <106 s ts info re raSlatlon 
releases Into atmosphere U uater S< method of measuremsnti 
s DC ioec anomic conseq.oenc e Si p lent securltij plans S' util 
financial & plant physical h t s tory . Cert I f i c ate of Svc end. 
AOLER.T.A. Three rtUe Island Alert, ADLER, T.A. Hidopf, Reager. 
Selkcuitc & Adler. 79/12/06. 40pp. 


7912130243 Foruards responses to NRC supplementary requests for 
financial Info for restart proceeding. 

HAFER.F. 0. Oeneral Pudllc Utilities - GPU Service Corp. 79/12/07. 
ISOpp. 


7912270002 Submits holiday schedule for licensee discovery reading room 
ti observation ctr. 

TR0WBR1D8E,0. F. Me tropol i tan Ed ison Co, TRDWDRIDQE, 0. F. Shau, 

Pittman, Potts & Trouibr i dge. 79/12/07. 4pp. 


7912310196 Supplemants NRC 791031 brief re need for FES prior to TMl-1 
r estart, Suggests ASLS reserve judgment pending release of 
EIA currently being prepared by NRC. Kearing re need for FES 
must not be allowed to develop into full OL hearing. 

TRailDRlDOE,Q. F. Metropolitan Edison Co. TROHBR lOGE, 0. F. Bhau, 
Pittman, Potts L Trouibrldge, 79/12/07. llpp. 


7912270098 Comments on Kemeny Commission rep t. Foruards supplementary 
arguments to Conbentione i through 1 1 . U/Cer ti f icate of Svc. 
LEUIQ.M. 1. Affiliation Unlnoun. 79/12/10. 7pp. 


7912260100 Response In opposition to SC ShoMy 791129 contentions. 
Commission past policy that Class 9 environ consequences 
need be considered absent MRC recommondatio'n, recently 
r so f firmed. Cert if ica te of Svc end. 

TRORDRIDOE, 0. F. Me t r opoi i tan Ed i son C u. TROWBRIDOE, 0. F. Shau, 
Pittman, Potts L Trowbridge. 79/12/11. I2pp. 


7912260293 Opposes intervener People Against Nuclear Energy 791129 
request for financial assistance to support intervention on 
Issue of psychological distress. ASLD should not be burdened 
ui/addl procedural responsibilities during course of hearing. 
TPOUQRIDGE, 0. F. Metropol 1 tan Ed Ison Co. TROUQRIDGE, 0. F. Shaiu, 
Pittman, Potts t, Troubridge. 79/12/11. 7pp. 


7912190606 hlotlfles that NRC ulll not supplement arguments advanced in 
79103i briefs on psychological distress issues t, 791031 
brief in response to contentions. 

MULKEV. M. E. Hearing Branch 1. 79/12/13. Ip. 


7912270111 First set of 1 nterroga tor 1 es. Requosts info re state officers 
notified of TMI accident, rad 1 at ion dose readings received by 
Commonuiealth of PA << util accounts made to Commanuiea 1 th of 
PA. Certlf 1 ca te of Svc end. 

ADLER, T.A. Three Mile Island Alert. ADLERrT. A. Nldoff, Raager. 
Selkotulti ti Adler. 79/12/13, lOpp, 


7912260362 Motion to withdraw intervonor 791009 third contention re 
inadequacy of emergency p lann ing. Remaining contentions on 
psychological distress tc threat to community health shall be 
pur sued. Certi flcate of Svc end. 

JORDAN, VI. S People Against Nuclear Energy. JORDAN, U. 8 . Sheldon, 
Harmon & Melss. 79/12/13. 2pp. 


7912270011 First special prehearing conference order re scope of 
proc eedings, Class 9 contentions, rul Ing deferrals & 
contentions of UCS,TK! AlsrtjMM Aamodt, An tl-Nuc lear Group 
Roprosentlng York , 8 Sholly L Chesapeake Energy Alliance. 

JORDAN, H.B., LITTLE. L.M., SMITH, I. N. Atomic Safety and Licensing 
Board Panel. 79/12/10. 67pp. 


7912310120 Supports S Bholly 791130 Contention 16, sub y to provision 
of adequate specificity by disc overy. Opposes Contention 17 
r» variations of 79032B accident. Issue of variations need 
not be settled at prehearing. 

HULKEY. M, E. Hearing Branch 2. 79/12/20. Spp. 


7912310130 Response to Ml Lewis 791210 discussion of interest 6 
previous content i ons. Llrgas presarvatlon of ABLB 79l21fl first 
spedel prehearing conference order ruling on Ml Lewis 
interest 6 contentions. Certlf ica be of Svc end. 

MULKEY.M.e, Hearing Branch 2. 79/12/20. 3pp. 


H. General correspondence 


7912120298 Responds to 790006 Itr ra □ Smith concerns about facility 
restart. FoTwards NRC 790009 order specifying basis for 
shutdown, procedures for restart hearings & items which must 
be resolved prior to restart. 

OOSaiCKiL. V. Office of the Executive Director for Operations. 
79/10/04. 2pp. 


7912040063 Requests site access for representatives of IAEA, 
COLLINS, J, T. TMl-2 aperations/Bupport. 79/10/31; 2pp. 


7912100660 Responds to concern ro delay in restart of facility. 

□ut linos facility history since 790702. NRC 790009 order 
specifying basis of shutdown order I, procedures to govern 
restart hearings oncl.ll/o end. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/11/20. 2pp. 


7912190391 Responds to 791109 Itr re psychological stress i< 
reactivation of fac 1 1 1 ty. Psychol og leal stress not statutory 
responsibility of NRC. 

□EMTaN. H.R, Office of Nuclear Reactor RegulatloTi. 79/11/30. Ip. 


7912100341 Forwards updated svc distribution list for correspondence. 
Original copy of correspondence should be sent to new 
addresE. 

ARNOLD.R, C. Metropolitan Edison Co. 79/12/04, 4pp. 


7912100521 Forwards updated svc copy distribution list for facility. 
ARNOLD.R. C, Metropolitan Edison Co. 79/12/04. 4pp. 


r. Financial information 


7912040349 Forwards supplementary response to initial financial info 
request L add I response to Supplementary Financial Request 9 
requiring Met Ed to show cause why certificate of public 
convenience should not be revoked. 

HAFER, F. D. General Public Utilities - GPU Service Corp. 79/11/27. 

200 pp. 


7912040037 Forwards addl response to NRC Supplemental Financial 
Request 9 requiring Met Ed to show cause why cartlflCotB of 
public convenience should not be revoked. Requests 
aeinowledg emen t of receipt of matl. 

HAFER.F. D. Oeneral Public Utilities - GPU Service Corp. 79/U/29. 
l4Bpp. 


7912050511 Forwards info in reiponso to NRC 791109 supplementary 
requests for financial info ro restart proceeding. PA Public 
Util Commission 79U27 prehearing conference transcript 
end. 

HAFER. F.D. General Public Utilities - OPU Service Corp. 79/12/03. 
119pp. 


7912260219 Forwards addl response to Supplementary Financial Info 
Request 9 alternative means of supplying JC PbL svc 
torrltoryi in response to NRC 791109 request for financial 
info. 

HAFER, F.D, Oensral Public Utilities - GPU Bervice Corp. 79/12/20. 

600pp. 


P. Operating license stage documents Si correspondence 


7911090248 "Summary of Operating Experience Vl/Rec Ircul ating Steam 
Generators, '• 

EISENHUT, D. 0. Division of Operating Reactors. NUREO-OS23. 
79/01/31. a9pp. 


7908010339 Notifies of status of rept on reactor cavity annulus seal. 
Most PVIR users remove ring during normal operation. Others 
store seal ring in raised position during normal operation. 

LAINAa. 0. Plant Systems Branch (Pre 7910301. 79/07/03. 7pp. 


7912030174 “Recommended Requirements for Restart of TMI-l, '• Vol 1. 
Amends 1-5 have been incorporated u/erlginal text. 

* Metropolitan Edison Co. 79/09/12. 300pp. 


7912040153 Forwards request for addl Info to supplement TMI-l “Restart 
Rept," per 791017 meeting In Middletown, PA. Response required 
by 791 107. Buhml ttal schcdulod for uk of 791022 not yet 
r ecBlved. 

VDLLMER. R.H. TMI-2 Operationa/Support, 79/10/26. 22pp. 


7911160314 Forwards matl presented et 791017 meeting w/util in 
Ml dd letoun, PA re TMI-l restart rept, 

VOOLEHEDE. 0. C. Core Performance Branch. 79/10/29. 7pp. 


7912200233 Forwards tnd'ex of BLN generic correspondence re resolution 
of Issuss associated u/177 Fuel Assembly plants, Inc 1 ud Ing 
TMI-l. Certificate of Svc end 1. 

BOUDEHrJ. L. Division of Rules and Records. 79/H/OS. 7pp. 


7912070004 Requests distribution of end memorandum to board 
notification svc lists. 

VARGA.S.A. Assistant Director for Light Mater Reactors. 79/ii/DB. 

3pp. 


— 7912070030 Recommends that info on cracking in stagnant boron lines 
be provided to pertinent boards, in response to 790830 
fflemoranduffl. 

KNI0HT,J.P. Assistant Director for Engineering. 79/10/24. 2pf. 
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•7915070039 Submits Operating Esperlenee Memo 17 re pipe cracks In 
berated water sys at TMI-1. Results of Met Ed ultrasonic 
•saminatlon of certain Type 304 stainless steel piping end. 
EISENHUT* D. 0. Division of Operating Reactors. 79/10/03. 4pp. 


7912130184 Forwards summary of Teknekron Resaarchi Inc study of licensee 
regulatory performance evaluation & Teknekron draft rept re 
operating reactors w/B&M nuclear steam supply sys. Requests 
comments. M/o end. 

aTELLOi V. Office of Inspection t< Enforcemonti Office of the 

Director. 79/11/08, Spp. 

7912100109 Discusses NRC 991101 meeting u/represontatives of NSSS 
vendors 8< fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing u/fuel cladding 
swelling li incidence of rupture. Vendor responses end. 

EISENHUTi D. 0. Division of Operating Reactors. 79/11/09. 69pp. 


— 7912100233 Responds to NRC 791101 request re nnneompl lance of 
Westinghouse ECCS evaluation modal under requirements 
of 10CFR50 App K. Evaluation of three fuel rod models 
Indicates no sofety problems for Westlnghouso plants. 
ANDEfiSQNi T. M. Westlnghouso Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling l< 
rupture data. Review of analytical models & tests indicates 
compliance u/lOCFRSO App K. All OE specs for calculated peak 
cladding tamp remain unchanged. 

BUCHHOLZ.R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OHSLEY.O.F. Enlion Nuclear Co.) Inc. <subs. of Esion Corp.). 
79/11/02. Spp, 


■79121004S6 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockage model used In vendor evaluation mudel. 

Ho adverse Impact from new rupture burst data or use of NRC 
rupture/bloekage model on licensing calculation results. 
aWSLEViO.F. Exxon Nuclear Co.. Inc. (sobs, of Exxon Corp.). 
79/11/04. 22pp. 


79I22D0336 Requests addl info to complete draft safety evaluation an 
TMI-l restart. Addl info includes design features. solid 
radwaste ti sump pumping (< sampling procedure. 

LEE. tf. T. Tm-2 Operot ions/Suppor t. 79/11/14. 2pp, 


7912110102 Forwards list of items for TMI-1 restart resulting from 
TMI-2 Lessons Learned Task Force repti in response to 791017 
request. 

VQLLMER.R.H. TMI-2 Oporatlons/Support. 79/11/19. 7pp. 


7912120092 Summary of 791024 meeting w/Bt<W owners group ro asymmetric 
LQCA loads e va 1 uat 1 on. Eva 1 uat 1 on of BtiW plants to he 
eomplsted by Jul 1980. 

HOSFORDiS. D. Assistant Director for Engineering Programs. 
79/11/20. 4pp. 


79120^0440 Forwards request for addl info re lessons learned items. 
Response required by 791128, 

VDLLMGR. R. H. TMI-8 0peratlons/9upport. 79/11/21, 19pp. 

7912040100 Responds to telegram re release of Kr-B5. NRC evaluation of 
environ impact will precede any radioactive rel ease. Forwards 
environ assessment of use of EPICOR-Il. W/o end. 

VOLLMER.R.H, Assistant Director for Bystems t< Projects. 79/11/23. 
ip. 


79120S00B1 Requests detailed info on wear characteristics of control 
rods on fuel assembly guide tubes. Significant guide tube 
wear could Impede control rod scram capability 1< affect 
coolable geometry of core. Meeting scheduled 791220. 

REIO.n.W. Operating Reactors Branch 4. 79/11/23. 7pp. 


7912050033 Notification of 79120S meeting u/utll in Bethosda.MD to 
discuss any remaining questions in restart review. 

SILVER. H. NRC Three Mile Island Task Force. 79/lt/26. 4pp, 


7912200139 Forwards request for addl info re containment purge syn. 
LAINAS, 0. Plant Systems Branch. 79/11/26. 4pp. 


7912050320 Forwards Amend 7 to. ‘'TMI-l Restart Rapt." 
HERDEIN. J. 0. Metropolitan Edison Co. 79/12/03. Ip. 


— 7912050329 "TMl-1 Restart Rapt." Amend 7. 

* Metropolitan Edison Co. 79/12/03. lOOpp. 


7912060340 Forwards Amend B to 790912 restart rept. in response to MWC 
791121 Itr 

HERDEIN. J. G. Mo tr opo I i tan Ed i a on Co, 79/12/04. Ip. 


— 7912060349 Amend 8 tu 790912 restart rept providing addl info rc solid 
waste disposal sys.mobile solldiFation sys.plant sheilding & 
auxiliary bldg ventilation sys 
» Metropolitan Edison Co 79/12/04. 5pp 


7912060346 Forwards revised Section 52 of TMI-1 restart rept. 
HERBEIN, J. G. Motropnlltan Edison Co. 79/12/04. Ip. 


— 7912060355 Revised Section 5 2 of TMI-! restart rept re station 
organl la t Ion 

« Metropelitan Edison Co. 79/12/04. 67pp. 

7912120401 Forwards updated sve distribution list, Notifies of address 
change for original correspnndenc e 

ARNOLD. R.C. Metropolitan Edison Co 79/12/04. 4pp. 

7912190617 Notifies of Class III fee for review of 79UOI application 
requesting extension of surveillance interval for reactor 
vessel internal vent valves. 

MILLER. W.O. License Fee Management Branch. 79/12/04. Ip, 


7912100328 Responds tn 791121 request for verification re moderator 
dilution accidents. All potential pathways for initiation of 
accident revi ewed. Both manual valves closed prior to 
inservlcD Insp of engineered safeguards. 

HERDEIN.O.O. Metropolitan Edison Cn, 79/12/05, Ip. 


7912260309 Requests info re sens 1 1 i vt ty-to-foedwater transients be 
forwarded to lMI-1 Board. 

VQLLMER.R.H. Assistant Director for Systematic Evaluation Program 
(Pro 791030). 79/12/05. 3pp. 


— 7912260315 Responds to request re design adequacy of U&W HS5S utiliiinq 
once-th roug h -5 team generators (nollefonte Nuclear Plant). 

Response requested by 791203. Necessary sys mods conslderod 
as part of poBt-THI-2 effort. 

DENTON, H. R. Office of Nuclear Reactor Rogulation, 79/10/25. 4pp. 


— 7912260346 "Primary Sys Perturbations Induced by Qnce-Through Stosm 
Generators.” Feedwater transient summary one) 

* Office of Nuclear Roactor Rogu Intion, 79/10/25. Bp p 


■7912260348 "IREP - Initial Plant Study." Attempts to develnpo 
assessnent of ti!<W reactors to identify risk impacting 
sequences re reactor sofety study L preliminarily identify 
possibly Impacted by design changes. 

» Office of Nuclear Reactor Regulation. 79/10/29 4pp. 


791221011B Forwards requests for addl financial fc technical info. 
VQLLMER.R.H TH 1-2 Op era t i oiis/Bupp ur t , 79/12/06, 7pp. 


7912120414 Responds to 790Q14 request for addl Info re degraded grid 
vol tage. Response to Items 1 f< 2 end Item 3 still being 
Bval uat ed . Response will be sent by 791221 
HERDEIN, J.O, Metropol 1 tan Ed (son Cn, 79/12/10, 3pp. 


7912200513 Informs that mods are being made to auxiliary fuel handling 
bldg exhaust ventilation ays Huquests postpoiiemont of lech 
Specs Change Request 7A submitted on 791028. pend ing 
completion of ventilation sys mods. 

HERDEIN, xJ. 0. HotropoliVan Edison Go 79/12/12, Ip. 


79121B02S4 Forwards Amond 9 to 7709)2 startup rept, 
HERDEIN, J.O. Metropolitan Edison Co, 79/12/14. Ip, 


— 7912180257 Amend 9 to 790912 startup rept. 

* Metropolitan Edison Co, 79/12/14, 195pp. 


7912270523 Forwnrds nuclear instrumentation data for Jan 1979, verify i nf) 
that callbr meets specs. Once-per-sh i ft caiihr adequate. 

HERBEIN, J.O, Metropolitan Edison Co. 79/12/10, 3pp. 


7912310378 Cites NRC 790921 Itr re Inadvertent reactor scram 8. safety 
injection occurring during monthly survaillancc testing of 
safeguards sys. Required reviews in response to Hr not 
complete since review parallels restart activity. 

HERDEIN. J.O, Metropolitan Edison Co, 79/12/24, ip. 
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Q Inspection reports. IE Dulletlns ti correspondence 


7913360266 Toruiards combined IE Insp Repts 50-289779-17 l< 50-330/79-19 
o n 7907 { 7-* 1 9. N-o noncorriplidrce noted. 

CARi.SnNjR,r Region 1. Philadelphia. Reactor Construction 6 

Engineering Suppo^rt Branch. 79/09/26. 2pp. 


79133Q0301 IE Insp fiepts 50-239/79-17 {. SO-320/79-19 on 790717-19. No 
noncompl iance noted. Major areas Inspee ted: fire prevention fe 
protection program. op tstard 1 ng items in area of fire 
protection t control room panel electrical fire, 

KDLTAV. p. . CHAtiDNIARY. 3, K. Region t. Ph 1 1 ad o 1 ph ia. Office of the 
Oiractor. EDKETER. S. 0 Region I. Philadelphia. Reactor 

Construction t. Engineering Support Branch. 79/09/26. 5 pp. 


7912040'I6& Forwards IE Insp Repts 50-289/79-19 «< 30-320/79-22 un 
790718-0814 

GRIEfl.D H. Region 1. Philadelphia. Office of the Director 
79/JO/Ol. app. 


-7912040179 IE Insp fiepts 50-2Q9/79-ia U 50-330/79-22. None amp I i ance 
noted : uncontrolled high radiation areas. fa 1 1 ure to use 
breathing air sgs properlg h improper calibr of eguipraent 
used to oioasirro alrtorne concentrations 

CROCKER. H. W. , HAVERKAMP, D. R , NEELY, D. R, Region I, Philadelphia. 
Office of the Director. 79/09/ia. 39pp, 


79123B0266 Forwards IE Circular 79-22. "Stroke Times for Pouier Operated 
Relief Valve."' No written response required, 

CRIER. B.H. Region I. Ph 1 1 ado 1 ph ia, Office of the Director. 

79/11/16, ip. 


7912110415 Forwards IE J'Ofo Notice 79-29, "Loss of Nonsafoty-Rel ated 
Reactor Coolant Sgs Instrumentation During Operation. " No 
specific action or response required. 

GRIER, D.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


79I205024B Forwards IE Bulletin 79-26. "Boron Loss From BHR Control 
Blades. " No response required. 

GRIER, D.H, Region 1, Philadelphia, Office of the Director. 
79/11/20, Ip. 


7912060576 Forwards IE Circular 79-24, "Proper Installation 6 Calibr of 
Core Sprag Pipe Break Detection Equipment on BWRs. " No 
response required. 

GRIER, S.H. Region 1. Philadelphia, Office of the Director, 

79/11/26. Ip. 


7912110054 Forwards IE Circular 79-23, "Motor Starters ic Contactors 
Failed to Operate. " No response required. 

GRIER, a, H. Region 1, Phi lad a Iph la. Office of the Director. 
79/U/26. ip. 


7912170230 Forwards response to IE Bulletin 79-34, "Froien Lines. " 
Safety-related lines subj to freeiing temps identified 1. 
reviewed. Procedure developed to inspect lines to assure 
adequate protection during entremelg cold weather. 

HEROEIN, J. G. Metropolitan Edison Co, 79/11/06. 2pp. 


7912190034 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation 1< Control Pouier Sys Bus During Operation. 
Written response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/11/30, Ip. 


7912100496 Forwards response to IE Bulletin 79-15, "Deep Draft Pomp 
Deficiencies." ytil will make available on site detailed 
Info on pump des i gn, spec , his tory t p rocedures. Dssl gn specs 
For pumps being met, 

IIEHDeiN, J.G Metropolitan Edison Co, 79/11/06, 7 pp 


7912190732 Forwards IE Cotletin 79-29, ''Possible MalFunetlon of Naflieo 
noael EAieo Limit Switches at Elevated Temps." Written 
I'eapanse roiquired. 

ORl£R»;n.H. Region li Ph i lad o tph ioi Office of the Director. 
79/12/07. Ip. 


791226005! Forwards IE Insp Hopt 50-289/79-15 on 790730-31 b 0614-15 
No noncompl iance noted 

CARLBOM,R,T. Region 1 . Philadelphia, Reactor Construction b 
Engineering fiopport Branch, 79/11/07, 2pp, 


7912300204 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra, " No written response required. 

GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
79/13/13, Ip, 


-7919260056 IE Insp Rept 50-239/79-15 on 790730-31 b 0814-15. No 
nonconpliancc noted, Major areas insp ec ted; 1 i censee 
examination program of stagnant piping sue. 

tlERNlCAN. E. P. I HALTDN. 0. A, Region I, Ph 1 1 ade 1 p h 1 a. Office of th( 
Director. TRIPP, L. E Region I, Philadelphia. Reactor 

Construction It Engineering Support Branch. 79/11/06 4pp 


R. Periodic operating reports &c related correspondence 


7912040090 Grants request for extension to 800601 far submlttltig annual 
radiological environ operating rept for 1979. 

COLLINS. vl, T. Tt1I-2 Op o rat 1 ons/Sup p or t. 79/11/13, Spp, 


7912060643 Ack receipt of 791004 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-209/79-10, 

CARLSON. R. r. Region 1. Philadelphia, Reactor Construction fc 
Engineering Support Branch, 79/11/09. Ip. 

— 79ll20606p Responifs to NRC 790906 Itr re violations noted in IE Insp 
Rept 50-269/79—10 on 7904 1 9-0619. C orrec 1 1 ve actions' will 
monitor contractor perFormance in all Inservlee tnsps. 
including audit of Nuclear Energij Sves. 

HCRDEINj •>. 0. Metropolitan Edison Co, 7'9/IO/04, 3pp. 


-7912060656 Forwards IE I'nsp Rept 50-2S9/79-10 on 790419-0612 tc notlc. 
of vlolBtion. 

CARLSDN.R.T. Region 1, Philadelphia, Reactor Construction b 
Engineering Support Branch, 79/09/06. 2pp. 


7912200365 Forwards monthly operating rept for Nov 1979. 
HERDEIN.J.G. Metropolitan Edison Co. 79/12/17, Ip. 


— 7912200366 Monthly operating rept for Nov 1979. 

STAIR, J.R. Metropolitan Edison Co. 79/12/17. Spp. 


S Reportable occurrences. LERs & related correspondence 


/912040043 RO 79-17/tP:on 79110B support boltings for rigid anchor 
DHH-127A found to be inadequate in design ti installation. 

Details *< corrective action will be addressed in followup 
rept. 

POTTS. W.E. Metropolitan Edison Co. 79/11/08. Ip. 


-7912060658 Notice of violation from insp on 77B4l9-I)6kQ. 

* Region I, Philadelphia, Office of the Director, 79/06/28 
Ip. 


■ a '**'*'' 50-309/79-10 on 790419-0612. Noncomp 1 iaiu e 

noted, deficiencies in inservico insp on 7«?0220-0310. alnjl Ur 
to those found during prcvioui inaervice insps. 

Region 1, Philadelphia, Reactor 

construction 6 Engineering Support Branch. DEVLIN, J.W. Reglo 
I, Philadelphia, Safeguards Branch. 79/06/26. 27pp 


Forwards IE Info Notice 79-27, "Steam Generator Tube 
CBiFn''n^u“^ Plants. " Wo response Tequlred. 

79/11/16”' ip DFFlce oF the Director. 


7912160051 PN0-TMI-79-O5: on 791 121, RH Vollmer & JT Collins will attend 
briefing on current TMI activities In Annapol is, HD, Br lof Ing 
sponsored by State of MD & will include representatives from 
Met Ed, PA Dept of Environ Resources & NRC. 

COLLINS, J. T. Office oF inspection ft Enforcement, Office of the 
Director. 79/11/21. Ip. 


7912130367 Forwards LER 79-017/01 T-0. 

HERBEINi J. 0, Metropolitan Edison Co. 79/11/26. ip. 


‘7912130479 LER 79“017/'01T“0; on 791 108, during insp required, by IE 
Oulletln 79-14. slie of support bolting for rigid anchor 
DKH-127A found inadequate in design l< installation. Caused by 
wrong stio bolts. Redesigned support to be Installed. 

MITCHELL, D. 0. Metropolitan Edison Co. 79/11/26, 2pp. 


79!210Dia7 Forwards IE Info Notice 79-26, ''Overloading of Structure 
79/11/16”’ ip *' Philadelphia, Office of the Director, 


7918120335 Requests extension until 600301 to submit analysis of loads 
l« load height due to need to work on restart items. No plans 
to ship spent fuel prior to Mar 19B0. 

HERDS IN. J. 0. Me tropol 1 tan Edison Co. 79/12/05. Ip. 


7912270323 forwards LER 79-0I7/6lT-l, 

HERDEIN, J^O. Metropolitan Edison Co. 79/12/11, Ip. 
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— 7912270338 LER 79-017/01T-1 : on 79110QtSiic of support bolting for rigid 
anchor DHH-127 uas found to be inadequate in design & 
installation. Caused by bolts being 3/Q-inch in diaineter> 
contrary to 3/4-inch design requirement 
MlTCfCLL. D. 0. Metropolitan Edison Co. 79/12/11. 3pp. 


T, Hearing transcripts on non-antitrust matters 


7913030009 Transcript of 791100 restart proceeding in Harrisburgi PA. 
Pp 1-283. 

» CoDwsisslon. 79/ll/Oa. 383pp. 


79122B0477 Transcript of Senate Committee on Environ tt Public Uor)cs> 
Subconuslttec on Nuclear Regulation 791108 hearing re TMt 
cleanup. Pp 1-97. 

1)IECKAHP>H. Metropolitan Edison Co. THtESINO> J. U. Bechtel Corp. 
HlLBONiR. Oeneral Public Utilities - OPU Service Corp. 79/11/00. 
102pp. 


7913280479 Transcript of Senate Comnittoe on Environ & Public Uorks< 
Suhcoeuelttee on Nuclear Regulation 791109 hearing re THI 
cleanup. Pp 1-69. 

LOOMIS) P. A. I LEW) A. Securities h Exchange Commission. ORAHAH) J. 
Oeneral Public Utilities - CPU Service Corp. 79/11/09. 71pp, 


U. Cengressional/Executive Correspondence 


7912120243 Responds to 790B13 Itr re D Smith request for Info 
concerning proposed 3-year delay for facility restart. 
Forwards NRC 790809 order specifying basis for shutdown) 
procedures for restart k items which must be resolved. 

CQSSICK) L. V. Office of the Executive Director for Operations. 
79/10/04. 2pp. 


—7912120330 Forwards DM Smith 790731 request for info re proposed NRC 
2-yaar delay for facility restart. 

SHUSTER, 0. House of Rep. 79/08/13. 2pp. 


7912120226 Responds to 790802 Itr re Impact of facility shutdown on 
coniumsr prices of electricity. Forwards NflC 790809 order 
specifying basis for shutdown. NRC docs not have info needed 
to estimate impact of shutdown on consumer prices. 

0O3SICK,L, V. Office of the Executive Director for Operations. 
79/10/12. 2pp. 


—7912120233 Request info re restart of facility h estimate of i,npact 
facility shutdown on consumer prices. 

NARKS. M.L. House of Rep. 79/08/02. Ip. 


7913040001 Requests opportunity to express opinions re TMI-1 restart 
before subcommittee. Requests assistance in suspending 
restart hearing until Kemeny rept reconunendatlons 
Impleaented. 

ROTH.J. L. Three Mile Island Alert. 79/11/10. 2pp. 


7913280471 Responds to 790S16 Itr re constituent petitions requesting 
permanent shutdown of faci 1 i ties. NRC will conduct hearing 
prior to restart of Unit 1. Licensee has not submitted 
proposal for recovery of Unit 2. 

OOBSICKtL. V. Office of the Executive Director for Operations. 
79/11/29. 2pp. 


—7912280486 Notifies that Executive Board of East York Elementary School 
PTA 790430 resolution I, York Committee for Sale Environ 
patitlon requesting plant shutdown have been forwarded to 
Director of Nuclear Reactor Regulation. 

BHAPAR.H. K. Office of the Executive Legal Director. 79/06/13. 
ip- 


—7912260489 Forwards Executive Board of East York Ele,nent#ry School PTA 
790430 resolution *< York Cojeeiittee for Safe Environ petition 
requesting plant shutdown. Requests comment. 

KANMCRERiC. Office of Congressional Affairs. 79/06/01. Ip. 


-7912380493 Requests that NRC permanently shut down It decoaDnisBion TMX 
Facilities. Risks of catastrophic accident from facilities 
unacceptable. 

YOUN«>J.B., SANDAB.S.H.) HANKEV, D. Affiliation Unknown. 79/05/14. 
142pp. 


— ^7912280493 Ack receipt of 790S16 Itr forwarding Executive Board of 
East York Elementary School PTA 790430 resolution It York 
Committee for Safe Environ petition requesting plant 
shutdown. 

HAMHERER,C. Off lea of Congressional Affairs. 79/06/01. Ip. 
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F. Security, medical, emergency I; fire protection plans 


7913110428 Summary of 790925 meeting u/util in Plymouth. HA re 
preliminary review of emergency planning, 

HANNON, J. N Operating Reactors Branch 3 79/10/18. 4pp. 

7913200022 Discusses NRC 791109 meeting re emergency preparedness team 
review ob jec tives. Provides guidance for improving licensee 
emergency preparedness I, assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRIMES, B.K. Emergency PreparodnesB Task Force. 79/11/23. 30pp. 


7912190336 Requests Class III fee re security force training l< 
qualification plan for review approval Fee first requested 
790924. Foe required within 15 days of receipt of Itr. 

MILLER>W. 0. License Fee Management Branch. 79/11/26. Ip. 


7912140007 Requests revisions I, addl info re safeguards contingency 
plan submitted by 790403 Itr. NRC comments on plan withhold 
Irof 10CFR2.790>. 

IPPOLITO. T. A. Operating Reactors Branch 3. 79/lt/3B. 3Mp. 


7913130440 Conditionally accepts NRC personnel radiation training 
certification prograrn. Discusses needed restrictions re 
length of certification, site specific Indoctrinations I, 
presentation of certificates. 

ANDOGNINI, 0. C. Boston Edison Co. 79/11/30. Ip. 


7912310312 Forwards revised safeguards contingency plan. Plan withheld 
(ref 10CFR2 790). 

ANDOONINI, O. C. Boston Edison Co. 79/13/30. Ip. 


0. Adjudicatory correspondence 


7913370331 Forwards summons t< complaint issued by State of NA against 
util, as result of excessive radiation exposure to 
plaintiffs. 

ANDOONINI, 0. C. Buston Edison Co. 79/12/20. I4pp. 


P. Operating license stage documents 6 correspondence 


7913170106 Requests addl info re 791019 request for deletion of FSAH 
Amend 35 concerning containment air dilution sys. Forwards OE 
Tech Specs Far use as models In preparing appropriate specs. 

IPPOLITO, T. A. Operating Reactors Branch 3 IPre 791030). 79/10/30, 

Spp, 

— 7912170108 Tech Specs For post-accident monitoring instrumentation, 
containment sys k special test exceptions. 

• General Electric Co. 79/10/30. lOpp. 


7912100109 Discusses NRC 791101 meeting u/representatl ves of N383 
venders I, fuel suppliers re discussion of rospeetlve 
portions of ECC3 evaluation models dealing w/fuel cladding 
swelling & incidence of rupture. Vendor responses end. 

EISENHUT, D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


— 7912100293 Responds to NRC 791101 request re noneompl ianco of 
Nestinghouse ECCS evaluation model under requirements 
of lOCFRSO App K.Evoluatlon of throe fuel rod models 
indicates no safety problems for Mestlnghouse plants, 
ANDERSON, T. M. Hestlngheuse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swellinif k 
rupture data. Review of analytical models k tests indicates 
compliance w/lOCFRSO App K. A1 1 GE specs far calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ, R. H, General Electric Co, 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re roil burst test 
data. Cone 1 ud Bs that data properly represented by fuel models 
used In vendor evaluation models t, that analyses demonstrate 
all criteria of lOCFRSO, 46 satisfied. 

OWSLEY, O, F. Exxon Nuclear Co., Inc. Isubs. of Exxon Corp. J. 
79/11/02. Spp. 


— 791210Q4S6 Forwards addl info re evaluation of impact of NRC proposoil 
rupture/b 1 oc kage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OWSLEY, O. F. Exxon Nuclear Co, , Inc. (subs, of Exxon Corp. ). 
79/11/04. 33pp. 


7912070476 Forwards Amend 39 to License DPR-33, safety evaluation I, 
notice of Issuance t, availability. 

IPPOLITO, T. A. Operating Reactors Branch. 3. 79/11/83. 2pp, 



1M 


docketed items 


-79IB070‘ie3 Ametid 30 to Lit en^e DPfi-35 chans '"S are'^* 

operabiliCs r equir emenl t m sy» uhete spare p P 
Installed iti oicess oT requirements. 78/11/23, 7pp 

IPPOLITO. T A Operating Reactors rlranch 3 


-jr)i 3 a 70 -U 9 I'oruiariii roinplote offulto piiuor ou tage li I » tory , t oistA Ini n, 
to Nllt 7'J07lfJ qiloatliiiu OootrlpHuil of tsit»tld*il 
uSHlon Itne mods to minimi. o frequent., of s inn.Ua.i.os/* 

'idS kV lino aut« 9 oe duo to liglitnlud nncl_ 

S.C Lst.kn l-dlson Co 79/,!:/C« 4:3,.,. 


-7912070495 Safety evaluation supporting “p!* 

» Office of MucUar Reactor RegaUtion. 79/II/2J- PP* 


TcriSOTOABS Notice of issuance V availatilitg of Amend 30 to License 

ifpPOLITa. T. A Operating fii.sctors Dranch 3 79/1 1/S3. 2pp. 


0. Inspection reports, IK 0'' ' ' « ^ i nS ^ orrespon^ 


7013310011 llequosta abdl info r« llPigen-l’alluraoM hydraulic shod 
upi?essor Sccumulator spring culU to ovaluoto adequacy u» 

Mt? I response to IK Dull ol in /il-lO 

on rn.l) M flogion l. I’h l Mdulph 1«, (iff ice Ilf tha Director 


7912040259 Forwards specific (, comprehensive info per NUC 790713 
request re DWH. Requests clarification on specific 
requirements re valve position^^ m 79/ll/2fi 75pp. 

AND3GN1NI. 0, C. , NCCJIRE. P 3 D 0 S ton Ed i 5 on Co. 79/ll/^a. PP 


7912050352 Forwards IE In»l' »fpt !)0-;!</;t/79-12 on 79(>7t)S-0f, Nil 

ftAnnNfi.'o''"* '’^riMlon l, I'hiladolphia, UofBfluards Drattch 79/|0/6*. 
2pp. 


7912200178 Advises of Equifai study re feasibility of 

epidemiologic studies on health effects of exposure to lour 
level ioniiing rad iat ion. Roques ts cooperation. , 

IPPOLITO. T, A Operating Reactors Dranch 3. 79/ll/J/ iP- 


7912280189 Advises of Equifax study re feasibility of * S 

epidemiologic studies on health effects of exposure to low 
level ioniiing rad iati on. Request s cooperation, 

IPPOLITO. T, A. Operating Reactors Dranch 3. 79/li/«;/. p- 


7912140250 Ac k receipt of 790109 U 0021 Itrs re containment porglng, 
Otll gustified unlimited operation of valves 
in containment differential prosBurc operat ion. Addl Info 
required re containment purging In mechanical , 

IPPOLITO. T. A Operating Reactors liranch 3 79/11/28 4PP- 


7912120419 Responds to 791031 1 tr requesting util to submit schedule 
for plant unique analysis for Hark 1 containment long-term 
program, Refers to Mark t owners group 791130 Ur voicing 
concern on subj, 

AHDQGMINI . G. C Boston Edison Co, 79/11/30. Ip. 


7912310011 Requests cooperation in allowing some NRC ILI) stations to 
co-locate w/util TID stat ions, Advl ses of 791210 meet i ng u/nA 
Dept of Health re ILD stations. 

EHITH. G. H Region I, Philadelphia, Foe! Facility !< Hateilals 

Safety Qrancft 79/12/04 2pp 


7912120333 Forwards "Multiple Controlled Cell Ramuval, " deJinoatina 
util methodology for determining that removal of one or 
multiple controlled colls during cald shutdown leads to less 
reactive state 

AMUOONIMI . 0. C Dos ton Edison Co 79/i2/'07, Ip. 


--7912120337 '‘Multiple ControUed Cell Removal," 

ANTQNQPOULOS, P Boston Edison Co. 79/11/30. 50pp 


7913260077 Notification of 791211 meeting u/uti! In DBthe5da,MD re 
electrical design of engineored safety feature override 
c i rcu i try . per criteria of NRC 791L2I, Itr, 

IIANNQNiJ. N. Operating Reactors Branch 3 79/12/07, Ip. 

7912270144 Foruiard s iitiJ response, w/o attachments, to 791026 notice of 
violation t< of proposed imposition of civil penalties, in 
roBponse to State of MA 791126 requast. Attachments withheld 
(ref 10CFR2. 790) , W/o end. 

STEI.LO.V, Office of Inspection t. Enf oic ampnt. Office of the 
Uirector. 79/12/-07, Ip 


7912260242 Forwards "Supplemental Reload Licensing Submittal for 
Pi Igr im Nuc lear power Station Un it 1, Reload 4," A Class III 
f ee , supper t i ng request for changes to App A of lech Specs. 
HDIfAftt), J, E Boston Edison Co 79/12/12. 39pp. 


— 7912260246 "Supplemental Reload Licensing Siibinittal for Pilgrim Hucliter 
Power Station Unit 1, Reload 4," supporting changes to App A 
of Tech Specs. 

RASH, J. L Genera) Electric Co. NEn[)-24224 79/U/30. 2Spp. 


-791200026^ IK ln«P 50 "29:l/V.?-i:! nn 790705 - 06 . No (ionco hip I I «i«, 

noted. Major areas inspec t od ; vec i f I i:o t i on U ® * 

actions re physical pretecllon prugram, Be ta 1 I s withheld 

JONEO.'e'^N** ^Region I, I'h I lade Iph in. Office (if the Ulredtom 
DEVLIN, J.W Region I, I'h 1 lado Iph l n. (iafuDuards DrAfirh. 

79/09/27. Ip. 


7912070123 Acb rpeeipt of 791002 Itr tiiPermlng NIIC of slept t*l*n l« 
arre t violation noted In IE Insp llept 50-293/79-09, 

DflUANER.E.O. Region I, Philadelphia, Reactor Operat I une NuclsiST 

n..nnnrt tiranch. 79/10/111! If. 


-7912070126 Responds to NRC 790910 Itr re vlolatlwii iinled in Iti Ihsp. 
Rvpt 50-293/79-09 Cerroi. 1 1 ve ni. 1 1 <nn ; procedures updated tu 
soee 1 fy coolant I n joc t Kin valve I on k Ing 

. .1 n.ii--.. /4/s 'joyi/wnfj •Ann 


AtinnnKif u f . n ^ 


-*. 791 20/Oiny Forwardi* It’ lntt|i Ui?pt 0O''yVil/7V''OV on /90S 14" I tip J “'BSi- 
27-31 t4 OdiOi I* outUtt of vlolotHm, , 

&RUNNEHfE.J. Uog i on 1« Ph 1 Irtilw I p^' 1®* KwdUliX' (JpttrflU o*"'* HuClUP" 

Support Driinc li 79/09/ 10. l!p)>, 


—7913070134 tlntlcu of vtnlallon from luflp on 790014''l0. 21 ' HTI. ( 

Region I, RhI ladolphla. Office of the lUrectiir 7N/09/07. 

2pp. 


-7912070139 IK tnsp Rept !)(>• l!93/79"'«9. Ntmr ump 1 1 atic e no t ed p roc e dure* 
do not specify valve locking piioltloii L valve dor.umsnted 
lodged Iti wrono fjoniblmk m 

ARCMITZEl.-ll. , HAimOKfsKI, R, HenKin 1, Rh 1 1 ade IpM ». Office Its 
Director, HOKADK, K. C. Rug Kill 1, I'h i lade Iph la, Hearltir 

llpBTallons Nutluei' tlupporl Or ant h 7'//09/07, UCIpp, 


7912I402U6 Responds K) IE HiiUutln 79- l!4, ", rtiion Lines " 
slack saihRlu line as only line to experience freeilng at 
fat 1 1 i t y 

ANDQOMINI. 0. C. Rostun Ldisoil Co 79/10/l,'4. Ip 


Idlisttf l*» 


7912260065 Responds to 790913 niquosi for addl Info n*«d*sl ti> ei»Ppl*t* 
review of util rusiiooso to II lltillntln 711 10 ra Her gen ' 
r'alterson hydraulK shack uopprassor accumulator spring 
colls, I1af*ty-r« lotfld hydinolK; inutibers Inspeuteil In IV/V 
ANnOONlNI, G. C lloslon ("diuon Co, 79/ 10/39, Wp(i . 


7912U104O5 Updates 790(101 rodpiinso to IK llullolln 79 -14, Air #silbl* 
safety-related sys kiiaput tod, al I deviations Ins Ig n I f I* ant iir 
ffllnur In affect on piping stress ana lys I e. Aske exlenemn 
of laO'dag deadline for inuicesolblB purtKine of syi. 

ANDBGNIMI , l). C. Uoston Kdiunn Co, 79/11/02. Opp. 


V9120SOOI7 forwards Hi Cirtular 79-2;!, "lilvpke Times for (•uwer Os"^***'* 
Relief Valves," No response required, 

CflU-R.ll, II. Ilegiun l, I'hUadolplnn, llfflce of the DlrpcKir. 

79/11/16, Ip. 


7912380064 Request sulmittal of Class 11 amend fee ro ?9O0aO 
transaiittal of simulator retraining program. NRC 791023 Itr 
requesting fee has not been arassiered. 

HILLER, W O License Fee Managemsmt Dranch. 79/12/14. ip. 


7913370320 Responds to 791022 Hr re rovieui of interim positions .For 
containment purge & vent valve operation t, conformance of 
operation tu post tdons . Purge isolation valves used for 
Inerting 24-h aPtei' startup. 

HOWARD, J.E, Boston Ed Ison Co, 79/12/19. 3pp. 


7912050239 Fuvw.srdk I Is liifu Miitice 79 -27. "liteam Genera lor *wh* 
Ruptures at Two t’HH I'Unts " No re up onto required. 

CRIER, ti n. Region 1, I'li 1 Kidol ph la, OffKu of the Jll»*#s:l.<ir 

79/11/16 Ip 

7913100107 Forwards IE Info Notice 79-30, "Over load trig t># litewt tur*! 
Elements Due to I’lpe Oupport Luadti," Nu response requlredl 
QRlKR.n.M. Rpglnn I, Ph 1 Irtdo Ipli i,s. Office of the Dl rat t til'' 

79/11/16, Ip. 
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79iaH'03B'? Foruiardf IE Info NotlcB 79-29) "Loss of Nonsaf Bti^-Related 
Raactor Coolant Syt Instrumentation During Operation. " No 
•pacific action or response required. 

OnlEftiD.H. Region li PMladelphiai Office of the Director. 
79/II/I9. Ip. 


—7912070393 LER 79-042/03L-0: on 791101, onggen analgier valves A0-S0ii5- 
10, 12i 15, I6i 17, 23 & 26 did not meet primary containment 
isolation timing requirements. Caused by faulty position 
indication lights on A0~50‘15-12 J, IS. 

MATHIS, C.J. Doston Edison Co. 79/11/30. Ip. 


7912050213 Forwards IE Dulletln 79-26, "Doran Loss From OUR Control 
Blades. " RespO'nss required. 

QRIERtB.K. Region 1, Philadelphia, Office of the Director. 
79/11/20. ip. 


7912060354 Forwards IE Circular 79-24, "Proper Installation fc Calibr of 
Core Qprag Pipe Dreak Detection Equipment on DMRs. " No 
retponae required. 

CRIER, D. H. Region 1, Philadelphia, Office of the Director. 
79/11/26. Ip. 


7912110022 Forwards IE Circular 79-23, "Motor Starters t< Contactors 
Failad to Operata. " No response required. 

DRIER) Q.H. Region li Philadelphia) Office of the Director. 
79/11/26. Ip. 


7912190011 Forwards IE Dulletln 79-37) "Loss of Non-Claes IE 
Instrumentation t. Control Power Sys Qus During Operation. " 
Urltten reaponee required. 

ORIERrD. H. Region 1) Philadelphia) Office of the Director. 
79/11/30. Ip. 


79I2U0311 Forwards LER 79-043/03L-0, 

MCGUIRE, P.J. Boston Edison Co, 79/12/06 Ip. 


— 7912110313 LER 79-043/03L-0 on 791 108, dry we 1 1 unidentified leakage rate 
exceeded Tech Specs. Caused by leakage passing inboard 
isolation valve MD-2301-4 on HPCI sys. Valve bachseated t, 
leakage reduced to less than that requiring shutdown. 

WHITNEY. 0,0, Doston Edison Co, 79/12/06. Ip. 


7912110370 Forwards LER 79-044/03L-0. 

HCOUIRE.P.J. Boston Edison Co. 79/12/06. Ip 


—7912110377 LER 79-044/03L-0; on 791109 reactor coolant leak detection 
air sampling sys indicated low flow. Sample lines filled w/ 
condensate. Caused by packing on isolation valve of HPCI sys 
allowing steam to escape. Valve backseated It leak reduced. 

WHITNEY, 0.0. Boston Edison Co. 79/12/06, ■ Ip. 


7912180630 Forwards LER 79-041/04T-1. 

MCOUIRE.P.J. Boston Edison Co. 79/12/12. Ip. 


7913310204 Forwards IE Info Notice 79-30, "Reporting of Defects It 
Noneompllancasr iOCFREl. " No action required. 

ORIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/12/06. Ip. 


7912190833 Forwards IE Dullttln 79-20, "Possible Malfunction of Nameo 
Model EAIQO Limit Switches at Elevated Temps." Written 
response required. 

ORIEfltB.H. Region 1, Phi lade Iph la. Office of the Director. 
79/12/07. Ip. 


7912280181 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

GRIER. B.H. Region 1, Philadelphia, Office of the Director. 
79/12/13. tp. 


H. Periodic operating reports 6 related correspondence 


7912030448 Forwards revised monthly operating rept for Oct 1979, 
MCGUIRE) P.J. Doston Edison Co, 79/11/29. ip. 


—7912060375 Revlsod monthly operating rept for Oct 1979. 
HHITNEYjO.O. Doston Edison Co. 79/11/01. 2pp. 


7912200372 Forwards monthly operating rept for Nov 1979. 
MCOUIRErP.J. Boston Edison Co. 79/12/01. Ip. 


—7918200373 Monthly operating rept for Nov 1979. 

OAFFNEY, C. M. Boston Edison Co, 79/12/07, 6pp. 


7912310413 Forwards revised monthly operating rept for Nov 1979. 
MCGUIRE, P.J. Boston Edison Co. 79/12/21. Ip. 


—7912310414 Ravi sod monthly operating rept for Nov 1979. 
• Boston Edison Co. 79/12/21. Ip. 


—7912100637 LER 79-041/04T-1 : on 791119,util notified by lab that 
quarterly composite sample of air particulates taken at 
overlook contained Co-60 in excess of Tech Specs. Caused by 
Improved analytical techniques sensitive to more isotopes. 
WHITNEY, 0.0. Boston Edison Co. 79/12/11. 2pp. 


7912200353 Forwards LER 79-046/03L-0, 

MCOUIRErP.J. Boston Edison Co. 79/12/14, Ip. 


— 7912200360 LER 79-046/03L-0: on 790812. posl tlon of Assistant Station 
Manager filled necessitating change to organ! lational chart. 
Operations Review Committee composition also changed to 
Include Vice Chairman. Caused by increased work load. 

WHITNEY, 0.0, Doston Edison Co, 79/18/14. !p. 


7912270182 Forwards LER 79-045/03L-0. 

MCOUIRErP.J. Boston Edison Co. 79/12/14. Ip. 


— 7912270204 LER 79-04S/0aL-0i on 791 1 14, di fferential pressure between 
drywell It suppression chamber decreased to less then 1.50 
psld. Caused by decrease In HPCI valve leakage. Nitrogen added 
It temp increased, which increased differential to 1. 50, 

ORAHAM, E. T. Boston Edison Co, 79/12/11. Ip. 


7912260278 Forwards LER 79-047/03L-0. 

MCOUIRErP.J. Doston Edison Co. 79/12/17. Ip. 


— 7912260281 LER 79-047/03L-0: on 791117 I, 20, fire brigade reduced to less 
than required by Tech Specs. Caused by security shift 
supervisory personnel changing priorities of assigned tasks 
& contradicting directives Issued by chief of security. 

MATHI8,C.J. Boston Edison Co, 79/12/17. Ip. 


7712870316 RO 79-Ol/0R:on 791217, while lowering new fuel assembly Into 
fuel pool, Rice hook holding assembly failed, resulting In 
assembly falling onto spent fuel, Cause not yet determined 
Investigation underway re recovery of assembly. 

MATHIS, C.J, Boston Edison Co. 79/12/17. Ip. 


B. Raportatla necurrances, LERs U related correspondence 


7912200475 EN-79-012: proposed Imposition of civil penalty of ♦5,000.00 
to ba f«8Uad 791026 to utll,basad on item of noncompliance 
aifoctatad w/lmpiamentatlon of physical lacurity program. 

BROCKETTi T. H. , GOWER, O.C, Office of Inspection 5 Enforcament, office 
of the Director. 79/10/24. ip. 


7912040387 Forwards LER 79-04 1/04T-0. 

MCOUIREiP. J. Boston Edison Co. 79/11/28. Ip. 


7912280377 RO; on 791211, while transferring Fuel Assembly LTL-686, crane 
lifted assembly out of spent fuel pool. Caused by failure to 
monitor hook while withdrawing from pool. Assembly returned 
to proper position. 

MATHIS, C.J. Boston Edison Co, 79/12/20. Ip. 


7912280475 RO-79-040 on 791224: bac kup battery charger, in use due to 
mein battery charger 791223 fal lure, tripped t< could not 
ba reset. Cause under investigation. Spare battery charger 
will be In SVC by 791224. 

GRAHAM, E.T. Boston Edison Co, 79/12/24. Ip. 


-7918040374 LER 79-041/04T-0:on 791119, Yankee Atomic Environ Lab 
notified util that qoartarly composite sample of air 
particle* from overlook area exceeded calculated lower limit 
of detection. Improved analysis instituted, 

WHITNEY, 0, G. Boston Edison Co. 79/11/27. ip. 


7912070390 Forward t LER 79-04a/03L-0. 

HCOUIRE.P. J. Boston Edison Co. 79/11/30, Ip. 


7912310453 Forwards LER 79-049/03L-0. 

MCGUIRE, P.J. Boston Edison Co. 79/12/28. Ip. 


— 7912310454 LER 79-049/03L-0; on 791129, after completing surveillance 
testing of diesel generator A,aoilllary trip relay 
annunciator did not clear. Cause undetermined, Phase A target 
ti differential lockout reset. 

MATHIS, C.J. Boston Edison Co. 79/12/28. Ip. 
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■-7912070'1B3 Amend 33 to Licence DPR-35 changing Tech Specs to relac pump 
operabilitii requirements in sijs uhere spare pumps are 
installed in eicess of requirements. 

fPPOLITOrT A Operating Reactors Branch 3. 79/H/23. 7pp. 


7‘?13Q7{)A35 Safety evaluation supporting Amcntf 3B to License DPR— 35. 
* Qfflce of Nuclear Reactor Regulation. 7‘f/H/23. 2pp 


7«?ia270419 Forwards complete offsite power outage h 1 storyi conla ining 
responses to NRC 790918 que s 1 1 ons. De s cr i p 1 1 on of intended 
transmission line mods to minlmiie frequency of simultaneous 
345 kV line outages due to lightning end. 

ANDOGNINI. C. C Boston Edison Co. 79/13/SO. 43pp. 


Q. Inspection reports, IE Dulletins t< correspondonc o 


— 79120704BS Notice of issuance !< availability of Amend 38 to License 
DPft-35. 

IPPOLITD. T A Operating Reactors Branch 3. 79/11/23. 2pp. 


7912040259 Forwards specific f. comprehensive info per NRC 790713 
request re BUR. Bequests clarification on specific 
requirements re valve position 

ANDOGNINI.O, C , MCGUIHE.PJ Do s ton Ed i son Co . 79/11/25. 75pp. 


7912290176 Advises of Equifas study re feasibility of performing 
epidemiologic studies on health effects of eiposure to low 
level loniting radiat i on, Requests cooperation. 

IPPOLITO, T A Operating Reactors Branch 3. 79/11/37 Ip. 


79I23B0IB9 Advises of Equifai study re feasibility of performing 
epidemiologic studies on health effects of esposure to low 
level ioniiing radiat i on. Requests cooperation. 

IPPDLI TO. T. A. Operating Reactors Branch 3. 79/11/27. Ip, 


7912140250 Act receipt of 790109 U 0821 Itrs re containment purging. 
Util justified unlimited operation of valves involved only 
in containment differential pressure opera t ion. Add I info 
required re containment purging In mechanical area 
IPPOLITD. T. A Operating Reactors Branch 3. 79/11/28. 4pp. 


7918120419 Responds to 79103J I tr requesting util to submit schedule 
for plant unique analysis for Nark 1 containment long-term 
program, Refers to Wark I owners group 791130 I tr voicing 
concern, on subj. 

ANDOGNINI. Q. C Boston Edison Co. 79/11/30, Ip. 


7912310011 Requests cooperation in allowing some NRC TLD stations to 
co-locate u/util TLD stations. Advi sas of 791210 meeting u/MA 
Dept of Health re TLD stations. 

EKITH.O.H Region f, Philadelphia. Fuel Facility b Materials 

Safety Branch 79/12/04. 3pp. 


7912120333 Forwards "Multiple Controlled Cell Removal. “ delineating 
util methodology for determining that removal of one or 
multiple controlled cells during cold shutdown leads to less 
reactive state 

ANSOSNINIi G C. Boston Edison Co. 79/12/07, Ip 


— 7912120337 “Multiple Controlled Cell Removal.” 

ANTONOPDULOS, P Boston Edison Co 79/11/30 50pp 


79I22A0077 Notification of 791311 meeting w/util in Oethesda.ND re 
*5®ttrical design of engineered safety feature override 
circuitry, per criteria of NRC 791121} 1 tr. 

HANNON. J. N, Operating Reactors Branch 3. 79/12/07. Ip. 


7913310011 Requests addl info re Dergen-Palterson hydraulic shock 
suppressor accumulator spring coils to evaluate adequacy of 
util response to IE Bulletin 70“10. 

GRIER. B.H. Region I. Philadelphia, Office of the Director. 
79/09/13. 3pp. 


7912050352 Forwards IE Insp flept 50-293/79-12 on 790705-06. No 
n one ompl lance noted. 

MARTIN, W.O. Region 1, Philadelphia, Safeguards Branch. 79/10/04. 

2pp. 


—7912050262 IE Insp Rept 50-293/79-12 on 790705-06. No noncompi lance 
noted. Major areas inspec ted: verl f ica t ion & evaluation of 
actions re physical protection program. Detai la withhold 
iref I0CFR2. 790), 

JONES.E. N. Region 1, Philadelphia, Office of the Director. 
DEVLIN, J.N. Region 1, Ph 1 ladelph la, Safeguards Branch. 

79/09/27, Ip, 


7912070133 Ack receipt of 791002 Ur informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-293/79-09. 

BRUNNER, E.J, Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch. 79/10/22. Ip, 


•7912070136 Responds to NRC 790910 Itr re violation noted In IE Insp 
Rept 50-393/79-09. Corrective at tl ons: procedures updated to 
specify ccelant Injection valve locking. 

ANDOGNINI, 0. C. Boston Edison Co. 79/10/02. 3pp. 


—7912070103 Forwards IE Insp Rept 50-293/79-09 on 790514-10, 21-a9i 
29-31 6 0601 li notice of violation. 

BRUNNER, E. J. Region 1, Philadelphia, Reactor Dperablons Nuclear 

Support Branch. 79/09/10. 3pp, 


— 7913070134 Notice of violation from insp on 790514-18. 21-25. 29-31 Cc 
0601, 

* Region 1, Philadelphia. Office of the Director. 79/09/07. 

3|ip. 


-7912070139 IE Insp Rept SO-293/79-09, Noncompl lance noted; proc edirroo 
do not specify valve locking position S, valve documented 
locked in wrong position. 

ARCHIT2EL, R. . MARKOHSKl.R. Region 1. Philadelphia. Office of tho 
Director, MCCABE, E. C, Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch, 79/09/07. 20pp. 


7912140306 Responds to IE Bulletin 79-24, "Froien Lines. Identifies 
stack sample line as only line to ekperlonca frooiino at 
facility. 

ANDOONINI, 0, C. Boston Edison Co. 79/10/24. Ip. 


7912270144 Forwards util r e sp onse , lu/o a t taehment s. t o 791036 notice of 
vtolatlon tl of proposed imposition of civil pena 1 1 i es. in 
response to State of MA 791126 reque s t . At ta c itmen t s withheld 
(ref 10CFR2. 7901.H/O end. 

STELLO. W, Office of Inspection (, Enforcement, Office of the 
Director. 79/12/07. ip 


7912260065 Responds to 790913 request for addl info needed to complete 
review of util response to IE Bulletin 70-10 re Bergen- 
Patterson hydraulic shack suppressor accumulator spring 
colls. Safety-related hydraulic snubbers inspected in 1979, 

ANDDGNINI. 0, C, Boston Edison Co, 79/10/29. 2 pp. 


7912260242 Forwards "Supplemental Reload Licensing Submittal i 
Pilgrim Moclear Power Station Unit 1, Reload 4," & Class 111 
changes to App A of Tech Specs. 
HONARD, .J. E. Boston Edison Co 79/12/ la, 39pp. 


79J21BO405 Updates 790BOI response to IE Bulletin 79-14. Acc esslb I e 
safety-related sys inspet ted. al 1 deviations insignificant or 
minor in effect nn piping stress analy s i s. Asks eitenslon 
of 120-day deadline for Inaccessible portions of ays. 

ANDOGNINI, G. C, Boston Edison Co, 79/11/02. 3pp. 


Submittal for Pilgrim Nuclear 
Power Station Unit (.Reload 4," supporting changes to App A 
or Tech SpeC 9 

RASH. J. L. Oeneral Electric Co. HEDD-?422^. 7*7/11/30. 2Spp. 


I / rorusros it tirtular 79-221 


avi'UKe limes ror rouier uporacoo 


Relief Valves," No response required, 

GRIER, D.H Region 1. Philadelphia, Office of tho Director. 

7“/ 11/16. Ip. 


79182B0064 Request auim it tal of Class II amend fee re 790830 
transmittal of simulator retraining program. NRC 79102.3 Itr 
fee h«ii$ not been dnfiuiered. 

MILLER. M.O. License Fee Management Branch. 79/12/14. Ip, 


7912050325 Forw.irds IE Info Notice 79-27, “Steam Generator Tube 
nupbures Tuo PWR Plants. ** No responsR required. 

R« 9 »on I, Philadelphia, Office of tho Director. 

7t/ I 1 / 1 o Ip. 


^’^iOSS Ur re review of interim pg.itions for 
J Operation t, conformance of 

''^Jves used for 

IJi^Tttng 24*-h after startup. 

HOHASO. J, E, Boston Edison Co, 79/12/19, 3 pp, 


7912100107 Forwards IE Info Notice 79-2B, "Overloading of Structural 
elements Due to Pipe Support Loads." No response required 
•GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/11/16. Ip. 
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7912J 10339 Forwards IE Info Notice 79-39. "Loss of Nonsafoty-Relatod 
Rasctar Coolant Sys Instrumentation During Operation." No 
specific action or response reiiuired. 

ORIERtB. H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


— 7912070393 LER 79-04a/03L-0: on 791 101 . 0 ly g en analyier valves AO-5065- 
lOi 12. 15. \b> 17.23 t< 86 did not meet primary containment 
isolation timing requirements. Caused by faulty position 
Indication lights on AO-9045-13 h 15. 

KATHIB. C.J, Boston Edison Co. 79/11/30. Ip. 


79J80SO213 Forwards IE Dullatln 79-26. "Boron Loss From DWR Control 
Bladaa. " Response required. 

ORIER.e.H. Region 1. Philadelphia. Office of the Director. 
79/11/20. Ip. 


7912060S64 Forwards IE Circular 79-24. "Proper Installation ti Calibr of 
Care Spray Pipe Break Detection Equipment on BURs. " No 
response required. 

ORIER.D.H. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912110022 Forwards IE Circular 79-83. "Motor Starters b Contactors 
Failed to Operate." No response required. 

QRIER>B.K. Region 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912190011 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation tt Control Power Sys Bus During Operation. " 
Hrltten response required. 

ORIERtfi.H. Region 1. Philadelphia. Office of the Director. 
79/11/30, Ip. 


7912110311 Forwards LER 79-043/03L-0, 

MCOUIREiP. J. Boston Edison Co. 79/12/06. Ip 


— 7912110313 LER 79-043/03L-0: on 791 lOQ, drywel I unidentified leakage rate 
eiceeded Tech Specs. Caused by leakage passing inboard 
isolation valve MO-2301-4 on HPCl sys. Valve baekseated & 
leakage reduced to less than that requiring shutdown. 

WHITNEY. 0. 0. Boston Edison Co. 79/12/06. Ip. 


7912110370 Forwards LER 79-044/0aL-0, 

MCOVIRErP. J. Boston Edison Co. 79/12/06. Ip 


— 7912110377 LER 79-044/03L-0; on 791109 reactor coolant leak detection 
air sampling sys Indicated low flow. Sample lines filled w/ 
c ondensate. Caused by packing on Isolation valve of HPCl sys 
allowing steam to escape. Valve baekseated 6 teak reduced. 

WHITNEY, O.C. Boston Edison Co. 79/12/06. • Ip. 


7912100630 Forwards LER 79-041/04T-1. 

KCOUIRE.P.J. Boston Edison Co. 79/12/12. tp. 


7912310204 Forwards IE Info Notice 79-30, "Reporting of Defects U 
Noncompl lancet. 10CFR21. " No action required. 

ORIERtB. H. Region 1. Philadelphia. Office of the Director. 
79/12/06. Ip. 


7918190933 Forwards IE Bulletin 79-20, "Possible Malfunction of Namco 
Modal EAIOO Limit Switches at Elevated Temps." Written 
responia required. 

ORIERtB. H. Region 1. Philadelphia. Office of the Director. 
79/12/07. Ip. 


791S2B01B1 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Reeponte Spectra. " No written response required. 

ORIERtB. H. Region 1, Philadelphia, Office of the Director. 
79/12/13, Ip. 


R. Periodic operating reports 6 related correspondence 


791209044B Forwards revised monthly operating rapt for Oct 1979. 
HCOUIRE.P.J. Boston Edison Co. 79/11/29. Ip. 


— 7912060370 Revised monthly operating rept for Oct 1979, 
WH1TNEY#0,0, Boston Edison Co. 79/11/01. 2pp. 


7912200372 Forwards monthly operating rapt for Nov 1979. 
MCaUIRE, P. J. Boston Edison Co. 79/12/01. Ip. 


—7912200379 Monthly operating rept for Nov 1979. 
OAFFNEYtC. M, Boston Edison Co. 79/18/07. 6pp, 


7912310413 Forwards revised monthly operating rept for Nov 1979. 
HCOUIRE. P. J. Boston Edison Co. 79/12/21. Ip. 


— 7912310414 Revised monthly operating rapt for Nov 1979, 
a Boston Edison Co. 79/12/81. Ip. 


a. Raportable oecurrancet, LERs t, rslated corrospondenea 


7912200476 EN-79-018: proposed Imposition of civil penalty of *5, 000. 00 
to ha Isauid 791026 to util, based on item of noncomp 1 lance 
ifsociatad w/lnp lementatlon of physical security program. 

BRQCKETTi 7. W. , GOWER, 0. C. Office of Inspection «< Enforcement, Office 
of the Director, 79/10/24. Ip. 


7918040387 Forwards LER 79-041 /04T-0. 

KCOUIREfP.J. Boston Edison Co. 79/11/28. tp. 


— 7912040394 LER 79-041/04T-0: on 791119, Van k a# Atomic Environ Lab 
notified util that quarterly composite sample of air 
partlclas from overtook area exceeded calculated lower limit 
of ddhactlon. Improved analysts instituted.' 

WHITNEYiO.O. Boston Edison Co. 79/11/27. Ip, 


7918070390 Forwards LER 79-042/03L-0. 

HICOUIREf P. J. Boston Edison Co. 79/11/30. Ip. 


— 7912100637 LER 79-041 /04T-1 ; on 791119, util notified by lab that 
quarterly composite sample of air particulates taken at 
overlook contained Co-60 in. excess of Tech Specs. Caused by 
improved analytical techniques sensitive to more isotopes. 
WHITNEY, 0,0. Boston Edison Co. 79/12/11. 2pp. 


7912200353 Forwards LER 79-046/03L-0. 

MCGUIRE, P.J, Boston Edison Co, 79/18/14. Ip. 


—7912200360 LER 79-046/03L-0: on 790B12, posi t Ion of Assistant Station 
Manager filled necessitating change to organ! lational chart. 
Operations Review Committee composition also changed to 
Include Vice Chairman. Caused by increased work load. 

WHITNEV,0. 0. Boston Edison Co. 79/12/14. Ip. 


7912270182 Forwards LER 79-045/03L-0. 

HCOUIRE.P.J. Boston Edison Co. 79/12/14. Ip. 


— 7912270204 LER 79-045/03L-0; on 791 114, d I f f erentl al pressure between 
drgtuell ti suppression chamber decreased to less than 1.50 
psld. Caused by decrease in HPCl valve 1 eakage. N1 trogen added 
b temp Increased, which increased differential to 1. SO. 

GRAHAM. E. T, Boston Edison Co, 79/12/11. Ip. 


7912260278 Forwards LER 79-047 /03L-0. 

MCOUIRE.P.J. Boston Edison Co, 79/18/17. Ip, 


— 7918260281 LER 79-047/03L-0: on 791117 h 20. fire brigade reduced to less 
than required by Tech Space, Caused by socurity shift 
supervt Bory personnel chang ing priorities of assigned tasks 
(c contradicting directives issued by chief of security. 

MATHIB.C.J. Boston Edison Co. 79/18/17. Ip. 


7912270316 RO 79-0l/aR:on 791317, while lowering new fuel assembly into 
fufrl pool, Rice hook holding assembly fal led , resul ting In 
assembly falling onto spent fuel. Cause not yet determined, 
investigation underway re recovery of assembly. 

MATHIB.C.J, Boston Edison Co. 79/12/17. Ip. 


7912200577 RO: on 791211, while transferring Fuel Assembly LTL-656, crane 
lifted assembly out of spent fuel pool. Caused by failure to 
monitor hook while withdrawing from pool. Assamb ty returned 
to proper position 

MATHIB.C.J, Boston Edison Co. 79/12/20, Ip, 


7912200473 R0-79-04B on 791224: backup battery charger, in use due to 
main battery cherger 791223 fai lure, tripped It could not 
ha reset. Cause under investigation. Spare battery charger 
will be In SVC by 791224. 

GRAHAM, E.T. Boston Edison Co. 79/12/24. Ip. 


7912310453 Forwards LER 79-049/03L-0. 

MCOUIRE.P.J. Boston Edison Co. 79/12/20. Ip. 


—7912310454 LER 79-049/03L-0: on 79U29. after completing surveillance 
testing of diesel generator Aiauslliary trip relay 
annunciator did not clear. Cause undetermi nod. Phase A target 
6 differential lockout reset. 

MATHIB.C.J. Boston Edison Co, 79/12/20, Ip. 
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DOCKET SO-294 MICHIGAN STATE liNIV, RESEARCH REACTOR 
F. Saeurltyi medital. Odiersency *< fire protection plans 


7912120206 Forwards draft Rep Guide 5. XX> ‘'Std Format t Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Lou Strategic Significance. " H/o end. 

REIDiR. U. Operating Reactors Branch 4 IPre 791030>. 79/0S/22. 

2pp. 


J. Insurance 6 indemnity information 


7912140381 Forwards eiacuted Amend 10 to Indemnity Agreement E-31 
defining “in course of transportation. " 

GRlDERiH. G. Michigani Univ. of. 79/12/10. 2pp. 


DOCKET S0--295 ZIDN NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency 1< fire protection plans 


7912170261 Discusses proposed task force review of emergency 
preparedness. Task force should study alternatives for 
reduction of probability 6 consequences of severe accident. 
EISENHUT, D. 0. Division of Operating Reactors. 79/11/21. 3pp. 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for improving licensee 
emergency preparedness t, assuring capability of offsite 
agencies to tale appropriate emergency actions. 

GRIMES, B.K. Emergency Preparedness Task Force. 77/11/23. 30pp. 


7912200122 Notifieat ion of 791205 meeting w/utll in Bethesda,MD, to 
review emergency preparedness capabilities. List of NRC 
considerations end. „ 

EISENHUT, D. G. Division of Operating Reactors. 79/11/29. app. 


7912270063 Forwards list of specific items requiring updating in 
emergency plans. Emergency plans were evaluated using code 
requirements, Reg Guide 1. 101 & Emergency Planning Review 
Guidelines Number 1, Revision 1. 

IPPOLITDi T. A. Operating Roactors Branch 3. 79/11/30. 7pp. 


7912210127 Responds to 791115 conversation re emergency telephones. 
Requests Info indicating backup power supply to emergency 

kIpPLEH.J.O. Regional Chicago. Office of the Director. 79/12/OS. 
»P 


7912200672 Requests payment of Class 111 foes for review of 790816 
nuclear security personnel training qualification plans. 
DlGGSiR. M. License Fee Management Branch. 79/12/07. Ip. 


7912170015 Forwards documents relevant 
corrosion cracking issue. W/o end. 
STEPTOE.P P. Isham, Lincoln & Beale. 


to intergranular 
79/11/19. app. 


stress 


7912110038 Confirms receipt of end 790329 petition to suspend OLs for 
atl PWRs. Foruarda FR notice indicating that petition will be 
treated In accordance W/10CFR2. 206. 7 o/h/ 3 T in 

DENTON, H.R Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912110126 Notice of request for action pursuant to 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs f er PWRs. 

MULLER, D.R. Office of Nuclear Reactor Regulation. 


10CFn2. 206 
79/11/23. 


re 


3Qpp. 


7912040455 Recommends dosing plants due to proklmlty to population 
canters 6 tack of evacuation plans, 
e Cltiiens Against Nuclear Power. 79/11/28. 3pp. 


7912100476 Motion for eitension until 791214 for NRC to respond to ASLD 
order requesting info re Intergranular stress corrosion 
cracking. Applicant submittal was not received until 791128. 

Certificate of Sve end. 

GODDARD, R.J. Hearing Dranch 2. 79/11/29. 3pp. 


7912140048 Memorandum U order granting ectenilon until 791214 for NRC 
to respond to A8LD 790914 order re possible Intergranular 
stress corrosion cracking In proposed fuel storage racks to 
be used in spent fuel pool. , 

HQLF,8. F. Atomic Safety and Licensing Board Panel. 79/12/03. Ip. 


7912100230 Advises of errors in licensee 791116 submittal on 
Intergranular stress corrosion cracking. Forwards missing 

STEPTOEiP.P. Isham, Lincoln Ic Beale. 79/12/03. 3pp. 


7912100178 Response to A8LB 790914 order that affidavits be provided 
stating eitent to which atainless Steel 304 would be used 
in spent fuel storage pool 6 effects from Immersion, in pool 
water. Forwards JR Weeks b A Taboada affidavits. 

ODDDARD, R.J. Hearing Branch 2. 79/12/07. 3pp. 


— 7912100181 Affidavit of JR Weeks on 791206 re extent of presence of 
Stainless Steel 304 in spent fuel storage pool tc effects of 
immersion in pool water. Statement of prof qualifications 

HEEK8iJ. R. Brookhaven National Laboratory. 79/12/06. 4pp. 


-“7912180186 Affidavit of A Taboada in 791207 ra extent of presence of 
Stainless Steel 304 in spent fuel storage pool k effects of 
Immersion In pool water. Statement of prof qualifications b 
Certificate of Bve end. 

TABOADA, A. Office of Standards Development. 77/12/07. 4pp. 


0. Adjudicatory correspondence 


7912110503 Forwards licensee response to ASLB 790914 memorandum b order 
b 791029 IE Bulletin 79-17, Revi sion l.T Tramm,TW Lukens,B 
Clarke b P Staehle affidavits address technical safety 
problems re spent fuel storage. Certificate of Sve end. 

STEPTOE, P. Isham, Lincoln b Deale. 79/11/16. 4pp. 


— 7912110513 Affidavit identifying type of stainless steel in liner, spent 
fuel assomblies b spent fuel pool cooling sys. Clarifies 
exposure condition of stainless steel b consequences of 
stainless steel sys failure. 

TRAMMiT.R. Commonwealth Edison Co. 79/11/16 iOpp. 


7912210420 Response to intervener State of IL 791210 request for 
extension until 791220 to respond to ASLB order requiring 
info re intergranular stress corrosion cracking. No objection 
to oitentlon. H/Cortlf Icate of 8vc. 

OOOD/iRDi R. J. Hearing Branch 2. 79/12/12. 2pp. 


H. Oeneral correspondence 


7912280603 Discusses 791204 title change of manager of nuclear 
operations to vice president. Organl lat ion structure not 
altered. No revision will be made to BA program topical rupt 
CE-l-A until organixatlon structure is delineated. 
JANECEK,R.F. Commonwealth Edison Co. 79/12/19. Ip. 


—7912110518 Affidavit reporting spent fuel pool cooling sys Insp 
results. Identifi BS examination of spent fuel rack undertaken 
in respunsB to IE Bulletin 79—17. 

LUKENS.T.H. Commonwealth Edison Co. 79/11/16. 5pp. 


— 7912110325 Affidavit reporting spent fuel pool cooling sys insp 
results Identifies examination of spent fuel rack undertaken 
In response to IE Bulletin 79—17. 

SHANNOiN.R. Commonwealth Edison Co. 79/11/16. 4pp. 


— 7912110332 Affidavit giving essential performance requirements of 
sensitiiation tests results performed on TMI specimens. Prof 
qualifications b supporting documentation end. 

CLARKE.H. L. General Electric Co. 79/11/16, 64pp. 


— 7912110542 Affidavit stating reasons for believing that intergranular 
stress corrosion cracking does not present safety problem, 
ftecommends weekly monitoring of pool water chemistry. Prof 
qualifications b supporting documentation end. 

STAEHLEiR. Minnesota, Univ. of, Minneapolis. 79/11/16. 30pp. 


P. Operating license stage documents b correspondence 


7911090240 '‘Summary of Operating Experience H/Reeire ulatlng Steam 
Oenerators, " 

EISENHUT, D. 0. Division of Operating Reactors. NURE0-0a23. 
79/01/31. 89pp. 

7908010339 Notifies of status of rept on reactor cavity annulus seal. 
Most PWR users remove ring during normal operation. Others 
store seal ring in raised position during normal operation. 

LAINASiO. Plant Systems Branch (Pre 7910301. 79/07/05, 7pp. 


7912110011 Forwards NRC position on status b applicability to pending 
OL applications of results of TMI followup aetiona. Outlines 
addl short-term actions to bo taken. 

VAS8ALLQ, D. B. Division of Project Management. 79/09/27. 4Ipp. 
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79181i03&4 OlicuBttf NRC plan* to use generic analyie* to develop early 
verification program to raiolve ATUB Iseue for PUR* li BUR*. 

Buccaei of program depend* on industry response. Support* 
formation of owners groups to provide necetsary info. 

OENTOfl.H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912090162 Discusses NRC review of LERs ti Tech Spec requirement* re 
control RP! sys at Hsstinghouse PURs. Requests Tech Specs 
review to ensure requirement for rod maint to within -*■/- 12 
steps Indicated tt RP! sys verified accurate within 12 steps. 
SCHWENCER.A, Operating Reactor* Branch 1. 79/10/29. 7pp. 


7911270467 Porwards "Discussions of TMI Lessons Learned Short-Term 
Raqulraeient*'' providing addl clarifications of NRC 
requiresients for pending OL applicants, 

VASSALLO. D. B, Olvlston of Project Management. 79/11/09. 2pp. 


7912100189 Discusses NRC 791101 meeting w/represantattves of NSSS 
vendore b fual suppliers re discussion of respective 
portion* of ECCB evaluation models dealing w/fuel cladding 
swelling b incldance of rupture. Vendor responses end. 

E18ENHUT.0. 0. Division of Operating Reactors. 79/11/09. 69pp, 


— 79121002SS Responds to NRC 791101 request re noncompllance of 
Wastinghouiff ECCB evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Uestlnghouse plants. 
ANDERSON/ T. H. Uestlnghouse Electric Carp. 79/11/02. 4pp. 


"7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data, Review of analytical models b tests Indicates 
compliance w/lOCFRDO App K. All OE specs for calculated peal 
cladding temp remain unchanged. 

BUCHHOLZi R. H. Oeneral Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludts that data properly represented by fuel model* 
used In vendor evaluation isodals b that analyses damonitrata 
all criteria of lOCFflSO. 46 satiified. 

OHSLEY/O.F. Esson Nuclear Co., Inc. <*ubt, of Eoon Gorp. ). 
79/11/02. 9pp. 


"7912100496 Forwards addl info re evaluation of impact of NRC proposqd 
rupture/bloclage model used in vendor evaluation modal. 

No adversa Impact from naw rupture burst data or use of NRC 
ruptura/blocfcaga model on licensing calculation result*. 

DWSLEV/C.F. E>«on Nuclear Co./ Inc. (subi, of Exxon Carp,), 
79/11/04. 22pp. 


7912090322 Discusses 791113 b 14 site visit re solid radwaste 
proeeatlng b temporary storage. Faelli ties have instituted 
improved west# nlnlmiiation programs. 

OR ANT/ P. Environmental Evaluation Branch. 79/11/23. 8pp. 


7912060649 Notification of 791209 meeting w/ublls in Bathasda.MD to 
discuss alternatives to reduce probability b consiquancet of 
severe reactor accident. 

ZECH/0. Division of Operating Reactor*. 79/11/29. 4pp. 


7912040297 Forwards supplementary response to be incorporated into 
791018 Itr re leasent learned coaimitment* to meet near-term 
requirements. 

REED/ C. Commonwealth Edison Co. 79/11/30. 7pp. 


7912120411 Forward* supplementary response re commitment to meet 
ehort-term requirements of Lessons Learned Task Force. 

REEO/C. Commonwealth Edison Co. 79/11/30. 7pp. 


7912120429 Forwards supplemental response to 791018 Itr re commitments 
to Lessons Learned Teak Force recommendations. 

PEOPLES, O.L. Commonwealth Edison Co. 79/18/03. 2pp. 


7912110309 Responds to NRC 791029 Itr re control RP! sys at 
Wastinghouse PURs. Resolution of RPI sys Is •*-/-9X of span. 
When indicated misalignment of IS steps exists, misalignment 
could be 24 step* b control RPI should be monitored ■«-/-12X, 
PEOPLES, O.L, Commonwealth Edison Co. 79/18/04. Spp. 


7912110318 Confirms 791119 notification of implemented mod. Automatic 
rod control operetlon prohibited above 90X of rated power 
w/Centrol Bank 0 below 216 steps withdrawn. 

PEOPLES, D. L. Commonwealth Edison Co. 79/18/04, Ip. 


7912200041 Forwards request for addl info rt auxiliary feedwater sys 
automatic initiations b flew indications to steam 
genarateri. 

6CHUENCER/A. Operating Reactors Branch i <Pre 791030). 79/12/12. 

app. 


7912210349 Forwards cover sheet for CE-l-A, Revision 10/ inadvertently 
omitted from 791116 transmittal. 

NAUOHTDN/ U. F. Commonwealth Edison Co. 79/13/13. 2pp. 


7912100931 Forwards info documenting evaluation of purge b vent valve 
operability ver i f tea tion. Ut 1 1 com/sltted to purge b vant sys 
in conformance w/NRC interim position, Complete confirmatory 
analyses not available for 30-40 wk, 

PEOPLES/ O.L. Coramonwoalth Edison Co. 79/18/14. 6pp. 


7912190942 Forwards "Adequacy of Station Electric Distribution Sys 
Voltagas," addressing 4eo-volt undarvoltage conditions. 

JANECEW/ R. F. Commonwealth Edison Co. 79/12/14. Ip. 


— 7912190349 "Adequacy of Station Electric Distribution Sys Voltages." 
• Commonwealth Edison Co. 79/12/14, Spp. 


7912270469 Forward* response to NRC request for addl info on Lessons 
Learned Task Force Recommendations 2. 1.7a b 2. 1. 7b. 

PE0PLE8/D.L. Commonwealth Edison Co. 79/12/14. Spp. 


7912270470 Advises that qualifleatlon program for remaining purge b 
vant containment valves is In progress. Dresden b Quad-Cities 
butterfly valves will close/ regardless of degree of opening. 
Response to NRC interim position end. 

PEOPLES/ D.L. Commonwealth Edison Co. 79/12/14. 6pp. 


7912270997 Advises of compliance w/Category A TMI Lessons Learns,) Task 
Force items identified in NRC 790913 b 1030 I trs. Compliance 
will be achieved by 000101, or prior to return to power for 
units In outage* on BOOlOt. 

PEOPLEB, D. L. Commonwealth Edison Co, 79/12/17. Ip. 


7912270464 Forwards supplementary response re TMI Lessons Learned Task 
Force recommendations, in response to NRC request for info. 

Response should be incorporated into 791019 Itr re 
auxi 1 lary f seduat er sys requirements. 

PEOPLESrD.L. Comei'onwealth Edison Co. 79/12/18. 9pp. 


791231034S Forwards revised pages to CE-l-A, "Comm Ed QA Program for 
Nuclear Oineratlng Btatlons," Revision U. 

JANECEHt/ R. F. Commonwealth Edison Co. 79/18/20. ip. 


— 7918310399 Revised pages to CE-t-A, "Comm Ed OA Program for Nuclear 
Generating Stations/" Revision 11. 

* Commonwealth Edison Co. CE-l-A. 79/11/21. 16pp. 


7918270267 Forwards 791220 canferanes paper re Indian Polnt/Zion near 
site studies. Requests paper be made part of public record. 

PEOPLES, D.L. Commonwoelth Edison Co. 79/12/81. ip. 


"7912270273 "Indian Point/Zlon Near Bite Bluilies, “ presentation to NRC. 
u Commanwealth Edison Co. 79/12/20. 31pp, 


Q. Inspection reports, IE Dulletins b correspandence 


7918090090 Forwards IE Insp Rept* 30-293/79-20 b 50-304/79-19 on 
790901-30. Mo noncompl ianee noted. 

KEIBDMAN, R, F. Region 3, Chicago, Reactor Operations Nuclear 
Support Branch. 79/10/17. 2pp. 


—7912090066 IE Insp Repti 50-293/79-80 b 60-304/79-19 on 790901-30. No 
noncompliance noted. Major areas inspected: raae tor operation, 
malnt/IE bulletin fo 1 lowup, LERsi physical security/b changing 
pump shaft matl. 

KOHLER/J. E. I 8PES8ARD/R.L. Region 3, Chicago, Office of the 
Director. 79/10/17. 9pp. 


7918180224 Forwards IB Insp Repts 80-293/79-83 b 50-304/79-21 on 790702 
b 0925. No noncompliance noted. 

FIORELLliO. Region 3, Chicago, Reactor Construction b Engineering 
Support Branch. 79/11/07. 2pp, 


•7912180236 IE Insp Rapt* 50-295/79-23 b 50-304/79-21 on 790703 b 0923. 
No noncomp liance noted. Major areas inspectsd: revleu 
procedurss, fflfg activities at Leckenby Co b review audite b 
surveillances performed by Comm ED. 

HAYES, D. U. Region 3, Chicago, Reactor Construction b 
Engineering Support Branch. NAIDU,K.R. Region 3, Chicago, 

Office of the Director. 79/11/05. 3pp. 


7918030106 Forwards IE Circular 79-28, "Stroke Times for Power Operated ; 
Relief Valves." No response required. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 79/11/16. i 

Ip. !■ 


i- 
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!i00c!t3 Forwards IE Info Notice 79-28, "OveT J oad i ng of Structural 
etnents Due to Plpo Support Loads ” No response required. 
tPPLER-J.O. Region 3. Chicago, Office of the Director 79/11/16 

,p. 


1110557 Forwards IE Info Notice 79-29. '‘Loss of Nonaa fety-R« lated 
iactar Coolant Sgs I nstrunentat 1 on During Operation. *' Ho 
leciftc action or response required. 

•PPLER. J. e. Region 3. Chicago. Office of the Director, 79/11/16. 

Ip- 


7912120066 PNO- 1 1 1 -79-025 : on 791025. o ss enl la 1 svc s motor generator net 
tripped, resulting In tripping of Unit 3 reactor. Caused by 
slamming of essential sves electrical panel door. 

CREED, J. Region 3, Chicago, Office of the Director, 79/10/26. 

2pp. 


7912170166 PN0-ni-79-25A: threatening telephone calls came from court- 
committed patient. All affected licensees notified. 

DELANOER.J. Region 3, Chicago, Office of the Director. 79/10/29. 
Ip. 


J0S03AA Ferwards IE Dulletin 79-26, "Doron Loss From DHR Control 
lades.** Ho response required 

iPPUER.J.G. Region 3, Chicago, Office of the Director. 79/11/20. 
Ip 


3100417 Forwards IE Circular 79-24, “Proper Installation I. Callbr of 
ire Spray Pipe Break Detection Equipment on BHRs. '* No 
■ibten response required. 

iPPLER*J. 0. Region 3, Chicago, Office of the Director. 79/11/26, 
Ip. 


7912060654 PNO-I I I-79-iaC: on 791023, based on metallUTgUal S< volumetric 
eiamlnation, 1 inear indications found In feedwater nonle-to- 
plpe welds. Licensee will remove 6 replace defective welds t< 
piping in feedwater loop. 

KOHLER, U.E., SPESSARD.R. L, , HEI BHHAN, R, F. Region 3. Chicago, 

Office of the Director, 79/11/01. ip. 


791207041B Forwards LER 79-076/03L-0. 

UANDKEiN.E. Commonwealth Edison Co. 79/11/09. Ip. 


31401B7 Forwards IE Circular 79-23, “Motor Starters *, Contactors 
liled to Operate. " No written response required. 

iPPLERiO. 0. Region 3, Chicago, Office of the Director. 79/11/26. 

Ip 


— 7912070422 LER 79-076/03L-0; on 791010, while performing refueling 
survel 1 lances, reactor coolant flow transmitter lFT-444 
shifted high. Caused by zero sh if t. Transmitter recalibr using 
now technique to correct drift !< zero shift problem. 

ROGERS, C.L. Commonwealth Edison Co. 79/11/09, Ip, 


3110395 Notifies that NRC intends to routinelg forward to 
>proprlate state public util rcgulatorg groups tc state attg 
ineral ofes copies of escalated enforcement correspondence 
int by NRC to licensees. 

■PPLER.J. 0. Region 3, Chicago, Office of the Director. 79/1 1/2B. 

Ip. 


3190199 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
istrufnentatlon i Control Power Sgs Bus During Operation. ’* 

•itten response required, 

■PPLERrO. 0. Region 3, Chicago, Office of the Director. 79/H/30. 

Ip. 


3140056 Forwards IE Info Notice 79-30, "Reporting of Defects S< 
me ompl iances, iOCFR21 . ” No action or response required. 
iPPLER. J.O. Region 3, Chicago, Office of the Director. 79/12/06. 
P- 


32000B6 Forwards IE Bulletin 79-2B, "Possible Malfunction of Name o 
)de I EA160 Limit Switches at Elevated Temps, " Action 
,qu ired. 

IPPLER, J G. Region 3, Chicago, Office of the Director. 79/12/10. 

ip. 


7912070453 Forwards LER 79-079/03L-0, 

WANORE.N.E, Commonwealth Edison Co. 79/H/09, Ip. 


— 7912070457 LER 79~079/03L-0: on 791023, during re fue 1 ing. au« i 1 iarg 
bldg area radiation monitor repeatedly failed low, Caused by 
broken restraining clamp on photomultiplier tube. Clamp 
replaced. Moni tor functionally tested tc restored to svc. 
TR2VNA,0. Commonwealth Edison Co. 79/11/09. tp. 


7912100090 PNO-1 1 1-79-43: on 791 1 14, during overhaul of lour preasure 
turbine, crack indications found in D section, Number 2 disks 
on 791120, two cracks found in C sec ti on, Number 1 disks. New 
spindle required for permanent repair. 

KOHLER, J. E. , DOYD,D.C. Regions. Chicago, Office of the Director. 
79/11/20. ip. 


79121B0366 PND-1 11-79-052: on 791 129, during routine survel 1 lance, g land 
seals on three hydraulic snubbers observed u/excessive 
leak ing. Gauges observed on piston rods where snubbers pass 
through housing at gland seal t, on housing. 

DANIELSON, D. H. , FIORELLI.O, Region 3, Chicago, Office of the 
Director. 79/11/29. ip. 


3200443 Notification of 791213 meeting w/util to discuss IE Dullctin 
3-02 anchor bolt (, base plate analysis. 

IRDANiE.L. Division of Reactor Operations Inspections. 79/12/11. 

ip. 


'erlodlc operating reports 6 related correspondence 


3110219 Forwards monthly operating repts for Nov 1979. 
INDKEiN. E. Commonuioa 1 th Edison Co. 79/12/07. Ip, 


312110223 Monthly operating rapts for Nov 1979. 

COOK, J. M. Commonwealth Edison Co. 79/12/07. ilpp. 


Icportable occurrences, LERs U related correspondence 


31B0373 PNO-I 1 1-79-013; on 791 01 5, crac V ing in feedwater nozzle-to- 
Ipe welds on steam generators A t, 0 verified by radiographs 
ling H ti AA f ilm. Prevl ous examination using different 
ichniques t, film found welds acceptable. 

IVD. D. C. . HEISHKAN, R. F. Region 3, Chicago, Office of the 
IrectDP. 79/10/15, Ip, 


33 1 004 5 P.Na-Ill-79-OiaA: on 791017, Insp U evaluation ongoing of 
inear indications In feedwater nozile to pipe welds, Melds 
I each of four steam generators have been radiographed, 
inear Indications exist in feedwater nozzle, 

•EsgARO,R.L. , NEISKIdAN, R.F. Regions, Chicago. Office of the 
.rector. 79/10/17. 2pp. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emerg ency l< fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Prevl dee guidance for improving licensee 
emergency preparedness t< assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRIMES, B.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


P. Operating license stage documents it correspondence 


7912100109 Discusses NRC 791101 meeting u/representat 1 ves of N8B6 
vendors t> fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling (, incidence of rup ture , Vendor responses end. 

ElBENHUT, D. 0, Division of Operating Reactors. 79/11/09. 6Spp. 


■7912100255 Responds to NRC 791101 request re noncomp 1 iance of 
Westlngliouse ECCS evaluation model under requirements 
of 10CPR5D App K. Evaluation of three fuel rod models 
Indicates no safety problems for Westinghouse plants. 
ANDERSON, T. H. Westinghouse Electric Corp. 79/11/02. 4pp. 


■7912100330 Responds to NRC 791101 request re DRNL cladding swelling & 
rupture data. Review of analytical models & tests indicates 
compliance w/lOCFRSO App K. A1 1 OE specs for calculated peak 
cladding temp remain unchanged. 

DUCKKOLZ,R. H. General Electric Co. 79/12/07. 2pp. 


■7912100407 Forwards response to NRC 791101 request re rod burst test 
da ta, Cane 1 udes that data properly represented by fuel models 
used in vendor evaluation models h that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied, 

QWSLEY, O.F, Exxon Nuclear Co., tne. (subs, of Exxon Carp. 1. 
79/11/02. 5pp, 


1310095 PNa-IIl-79-Oien: on 791023 , licensee determined linear 
idleabtans In feedwater nozzle pipe welds to be cracks. 

■acting estimated depth less than 0.170 inch. Meeting 
.’heduled 791025 to review matter. 

:LLIAMS.C.C. , STREETER, J. F. , HEISHKAN, fi. F. Regions, Chicago, 
ifiee of the Director, 79/10/23. 2pp. 
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-791210049* Forwards addl info ra evaluation of impact of NRC proposed 
rup tura/b lock a ge model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OWBLeyiO.F. E»«on Nuclear Co. i Inc, (subs, of E««on Copp. K 
79/11/04. 22pp. 


7912050379 IE Insp Repts 50-259/79-31 «■ 50-260/79-31 tt SO-296/79-31 on 

791002-05. No noncompliance noted. Major areas inapec ted: core 
thermal power cal cula t ion Si core power 1 imi ts. radioactive 
discharge 4 plant operations. 

DANCEi H. C. Region 2. Atlantai Reactor Operations Nuclear 

Support Branch. PRICE. D-S. Region 2. Atlanta. Office of the 
Director 79/10/26. 5pp. 


791226001S Responds to 790629 ti 20 submittals re proposed radiological 
affluent Tech Spec s. Requests 791206 meeting u/util in 
Bethesdai MD. Agenda items end. 

IPPDLITO. T. A. Operating Reactors Branch 3. 79/11/26. 4pp. 


7912060163 Forwards IE Info Notice 79-12A. "Attempted Damage to New 
Fool Assemblies. " No specific action or response required. 
O'REILLYi J. P Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp 


791204043S Informs NRC that as member of BWR owners group, util commits 
to accept it implement owners group positions on NURE0-0378i 
Items 2. 1. 3. b K 2. I. 9. 

HILLSiL. H. Tennessee Valleg Authority. 79/11/29, Ip. 


791205OS0B Forwards requested amend to Licenses DPR-33. DPR-52 S» DPR“6Bi 
changing Tech Specs to reflect Nuclear Safetg Review Board 
Clase I ti Class II fees forthcoming. 

MIULS.L. H. Tennessee Valleg Authority. 79/11/29. 2pp. 

—7912090510 Proposed changes to Tech Specs, ref lecttng Nuclear Safety 
Review Board charter, 

» Tennessee Valley Authority. 79/11/29, 24pp. 


7912130439 Fowards Amend 2B to License DPR-68. safety evaluation 1. 
notice of issuance (< availability. 

IPPDLITO. T. A. Operating Reactors Branch 3. 79/11/30, 2pp. 


7912210203 Forwards IE Insp Repts 50-259/79-32.50-860/79-32 t< 
50-296/79-32 on 791016-16 No none amp 1 1 anc o noted, 

MURPHY. C.E Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch. 79/11/09. 2pp. 

7912210210 IE Insp Repts 50-259/79-32. 50-260/79-32 & 50-296/79-32 on 

791016— IB. No noncompliance noted. Major areas inspected; 
thorma! sleeve attachment weld s. feedwater pump shaft 
failures *< observation of work acti9itios. 

VAN DODRNi P, H. Region 2. Atlanta. Office of the Director. 

HERDT. A, R. Reglan 2. Atlanta. Reactor Construction i 

Engineering Support Branch, 79/11/07, 3pp. 

7912070499 Forwards IE Info Notice 79-27. "Steam Oenerator Tube 
Ruptures at Two PWR Plants. " 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/16. 14pp. 


—7912130706 Amend 20 to License DPR-60. chang Ing Tech Specs to 
incorporate limiting conditions for operation during 
third fuel cycle b to reflect facility mods during 
currant refueling outage. 

IPPDLITO. T. A. Operating Reactors Branch 3. 79/11/30. 49pp. 


— 7912130717 Safety evaluation supporting Amend 2B to License DPR-6B. 
e Office of Nuclear Reactor Regulation. 79/11/30. 25pp. 


— 7912130726 Notice of issuance i< availability of Amend 28 to License 
DPR-69. 

IPPOLITOi T. A, Operating Reactors Branch 3. 79/11/30. Bpp. 


7912130023 Notification of BOOllO meeting u/utll to discuss reporting 
lave! of util QA t< manager & QA review of documents. 
aPRAUL. J. 0. Quality Assurance Branch. 79/12/05. Ip. 

7912130482 Forwards proposed amend to Licenses DPR-33. DPR-S2 b DPR-6a 
to change Tech Specs re isolation of main steam lines 
following main steam line high temp logic actuation. 

MILLS. L.H. Tenneisee Valley Authority. 79/12/05. 2pp. 


7912100192 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Doe to Pipe Support Loads." No response required. 
O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/11/16. Ip. 

79121 1057S Forwards IE Info Notice 79-29. "Loss of Nonsafefcy-Relatod 
Reactor Coolant Sys Inatrumentatton During Operation. " No 
specific action or response required. 

O'REILLYi U. P. Region 2, Atlanta. Office of the Director. 
79/11/16, 2pp. 


912060620 Forwards IE Circular 79-24, "Proper Installation U Callbr of 
Coro Spray Pipe Creak Detection Equipment on DHRs. " No 
rasp on sere qulred, 

O'REILLY.O. P. Region 2, Atlanta, Office of the Director. 


7912190472 Forwards IE Bulletin 79-27. 
Instrumentation b Control Power Bys 
Written response required. 
O'REILLY.^f, P. Region 2. Atlanta, 
79/11/30. Ip. 


"Loss of Non-Class IE 
Dus During Operation. “ 

Office of the Director. 


— 7912130509 Tech Specs rsvlsion for isolation of main steam lines. 
* Tennessee Valley Authority. 79/12/05. 20pp. 


7912140273 Responds to 791022 Itr re containment purging b venting 
during normal operation, Forwards commitment to operate In 
conformance w/NRC Interim position for containment purge b 
vent valvf operation. 

CR0S8.J,L, Tannesiee Valley Authority, 79/12/10, 3pp. 


7912270231 Forwards amends to Licenses DPR-33. BPR-58 b DPR-60 
changing Tach Specs re containment integrated leak rata 
test. 

KILLS. L.M. Tennessee Valley Authority, 79/12/17. 2pp. 


—7912270256 Revised Pages 230 b 235 to Tech Specs re containment 
integrated leak rate test. 

* Tennessii Valley Authority. 79/12/17. 4pp. 


-7912270262 "Nuclear Containment Testing for TVA Nuclear Power Plants, 
presented at ANS 791111-16 winter meeting. 

CLARKiK. H. 1 WHITE. T.J. Tennessee Valley Authority. 79/11/16. 

SOpp, 


7912270S27 Notifies that, Unit 2 will be in full compliance W/NUREO-057B 
short-term requlrement'e by 800101. 

H1LLS,L.M. Tennessee Valley Authority. 79/12/19. tp. 


7918210202 Forwards IE Insp Repts 50-259/79-40,50-360/79-40 b 
50-296/79-40 on 791113-16. No noncompUance noted. Details 
withheld (ref 10CFR2. 7901. 

KENNA. H. B. Region 8. Atlanta, Safeguards Branch. 79/12/05. 


8pp. 


—7912210812 IE Insp repts 50-859/79-40,50-860/79-40,50-296/79-40 on 
791113-16. No noncomp I lance noted. Major areas inspected; 
aoeurtty organliation. Details withheld (ref 10CFR2.7901. 

TILLMAN. A. Region 2> Atlanta, Office of the director. 

TOBlNi N. J. Regions. Atlanta. Safeguards Branch. 79/18/04. 

Ip, 


7912310316 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncoma 1 lances. 10CFfi2i . " No action required. 

O'REILLY, j. P. Region 2. Atlanta. Office of the Director. 
79/12/06, 6pp. 

7912200060 Forwards IE Bulletin 79-88. "Possible Melf unction of Namco 
Model EAiao Limit Switches at Elevated Temps." Action 
required . t 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/12/07, 3pp. 

7912880426 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

D 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/18/13. 3pp. 


Q. Inspection reports. lE Bol letins b correspondence 


7912050366 Forwards IE Insp Repts 50-259/79-31.50-260/79-31 b 
50-296/79-31 on 791002-05. No noncompUance noted, 

LEWia.R.C, Region 2. Atlanta, Reactor Dperations Nuclear Support 
Branch. 79/10/26, 2pp. 


7912280150 Forwards IE Circular 79-25. "Bhock Arrestor Strut Assembly 
Interference," No written response required, 
d'REILLY, 0. P] Region 2. Atlanta. Off ice of the Dlreetar. 
79/12/20. 4pp. 
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Periodic operating report-s ti related correspondence 


1S140384 Forwards monthly operating repts for Nov 1979. 
ftBERCRDHDlE, H. Tennessee Valley Authority. 79712/10. Ip. 


7912140393 Monthly operating repts for Nov 1979. 

CREENi 0. Tennessee Valley Authority. 79/12/02. 33p. 


Reportable occerrencesi LERs & related correspondence 


121B0299 PNO-1 1-79-007: on 791007. supporting chain holding tube bundle 
from RHR sys heat eiehanger brok e. dropp Ing bundle approx 20 
ft tract Into shell of boat exchanger. RMR sys not required 
for aporabian prior to reactor startup. 

PRICErD.S. . DAHCE.il.C. negion 2. Atlanta. Office of the Director. 
79/10/09. ip. 


'1S160213 PMO-l 1-79-034: on 791127. Revi si on 2 emergency responses 
ctr activated when notified by TVA of planned drill to 
transport of radwaste. Inspectors u/survey equipment 
dispatched to site of simulated accident. 

JDN69.D. Region 2. Atlanta. Office of the Director. 79/11/27. 
Ip. 


'121909S4 ftO S0-29i/79-l9: on 7912D4i during augmented ultrasonic insp 
of core spray piping, indication located adjacent to 
safe-end to core spray pipe weld. Caused by stress corrosion 
cracking. Piping replaced u/carbon steel. 

ADERCROMDlEfH. Tennessoe Valley Authority. 79/12/05. Ip. 


'1227047S Forwards LER 79-019/01T-0. 

CALHOUN.J.R. Tennessee Valley Authority. 79/J2/i7. ip. 


7912270403 LER 79-019/0iT-0: on 791204. while performing ultrasonic Insp 
of core spray piping ■ ind 1 cation found adjacent to safe-end- 
to-core spray pipe weld OaS-3-lB. Possibly caused by stress 
corrosion cracking in obainless steel pipe. 

*■ Tennessee Valley Authority. 79/12/17. 2pp. 


T2270S&4 Forwards LER 79-020/03L-a. 

CALHOUN.J.R, Tennessee Valley Authority. 79/12/19. tp. 


7912270574 LER 79-020/03L-. on 79U20rdurlng refueling outag e. secondary 
containment integrity lost when both hatches in personnel 
air lock from turbine bldg to reactor bldg opened 
simultaneously for IS-s. Caused by bent door lock bolt. 

» Tennessee Valley Authority. 79/12/19. 2pp. 


122B0S03 Forwards LER 79-021 /OlT-0, 

CALHOUN.J.R. Tennessee Valley Authority. 79/12/21. Ip. 


79122BQ5&7 LER 79-021 /OlT-0; on 791200, foil owing refUBllng outage b Unit 
3 return to sve, excessive drywall laakage occurred. Caused by 
looEB bolts around hatch door. Dolts were retlghtened t< 
ailminlxbrat Ive controls initiated to verify seal warthlness. 
a Tennessee Valloy Authority. 79/12/21, Spp. 


ICKET 50-297 NORTH CAROLINA STATE UNiV. PUL STAR REACTOR 


Security, medical, emergency & fire protection plans 


'12120206 Forwards draft Reg Qulde 9. XX, "Dtd Format St Content for 
Licensee Physical Security Plan for Protectinh of 8NH of 
Modorafca or Low Strategic Significance." U/o end. 

REID.R. U. Operating Reactors Branch 4 (Pre 791030). 79/00/28. 

app. 


Inspection reports. IE Qiilletlns C. correspondence 


•12310223 Rsspends to IE Qullstin 79-19, "Packaging of Low Level 
Raduaste for Transport b Burial. “ Biitcon shipments made In 
Jan 197e-Jono 1979. 

tlDRBAN. I>. U. North Carolina State Unlv. 79/18/06. 3pp. 


ICKET 50-290 COOPER ffl/CLEAR STATION 


Security, medical, emergency & fire protection plans 


'18200022 Discusses NRC 791109 meeting re e^cergency preparedness team 
review abjectlves. Provides guidance for Improving licensee 
•mergency preparedness & assuring capability of offsite 
agencies bo take appropriate emergency actions. 

QRIHESiB.K. Emergency Praparadness Task Force. 79/11/23. 30pp. 


P. Operating liconse stage documents b correspondence 


7912140233 Forwards response to IE Bulletin 79-14. "Boismlc Analysis 
for As-Duilt Bafety-Related Piping Sys. " Insp results for 
all safety-rolated sys not addressed in previous responses 
enc 1. 

PILANT, J, H. Nebraska Public Power District. 79/10/30. 3pp. 


7912100109 Discusses NRC 791101 meeting u/r epresentatlves of NSBS 
vendors t< fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing u/fuel cladding 
swelling (k incidence of rupture. Vendor responses end. 

EISENHUT, D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


— 7912100253 Responds to NRC 791101 request re none omp lianes of 
Meetinghouse ECCB evaluation model under requirements 
of lOCFRSO App K. Evaluation of throe fuel rod models 
indicates no safety prohloms for Westingbouse plants. 
ANDERSON. T. M. Hestlnghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNl. cladding swelling li 
rupture data. Review of analytical models L tests indicates 
compliance w/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHQLZ.R.H. General Electric Co, 79/12/07. 8pp. 


— 7912100407 Forwards responee to NRC 791101 request re rod hurst test 
data. Cnncludes that data properly represented by fuel madels 
used In vendor evaluation models I. that analyses demonstrats 
all criteria of lOCPRSO. 46 satisfied. 

OWSLEY. a. F. Exxon Nuclear Co., Inc. Hubs, of Exxon Corp.). 
79/11/02. Spp. 


— 7912100456 Forwards addl info re evaluation of Intpact of NRC propoeed 
ruptura/blockage model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

0W5LEY.0.F. Exxon Nuclear Co., Inc. Csubs. of Exxon Corp.). 
79/11/04. 22pp. 


7912170039 Notification of meeting w/utils In Brownsville. N£ b Omaha.NE 
to discuss NRC post-TMl emergency planning aeeeptance 
cr iteria. Agenda end. 

IPPQLITO. T. A. Operating Reactors Branch 3. 79/11/16. Spp. 


7912040231 Forwards commitments to followup actions required by NRC as 
result of TMI-2 review. Justification for delay in direct 
Indication uf valve position schedule & description of 
degree of compliance included. 

PILANT, J.M. Nebraska Public Power District. 79/11/80. Bpp. 


7912070329 Forwards addl info on short-term TMI Lessons Learned Task 
Force requirentents. concerning amo’rgoney power, safety valves 
8. diverse containment isolation. 

PlLANTiJ.M. Nebraska Public Power District. 79/12/03. Spp. 


7912120259 Concurs w/intert of OE 791130 Ibr to NRC. foroallilng 
commitment to perform limited number of addl confirmatory 
full scale condensation oselllation taste. 

PILANT. d.H. Nebraska Public Power District. 79/12/04. Ip. 


7918190549 Responds to NRC 790910 request for addl Info re lo^s of 
offeito oys on 760222. Four Unas lost feeding 345 kV 
suitchysvd ring bus connected to startup transfermor. Cause, 
fault on 345 kV relay t. false relaying resulting from stormi 
PILANT. J.M. Nebraska Public Power District. 79/12/14. 3p(». 


7918230542 Commits to oporate facility In accordance w/intarlbi position 
provided in NUREO-0570 re containment purging 6 venting 
during normal operation. Bchedule for required mods ulll be 
submitted approx BODlOl . 

PILANT. J.M. Nebraska Public Power District. 79/12/10, 3pp. 


9. Inspection reports. IE Bulletins 6 eorrespondenea 


7918140249 Responds to IE Bulletin 79-23. "Potential Failure of 
Energancy Sleasl Oonerator Field Exciter Transformer." No 
direct connection exists between neutrals of excitation 
power transformer b emergency diesel generator. 

PILANT. J.M. Nsbraska Public Power District. 79/09/20. Ip. 


7918140133 Forwards IE Bulletin 79-17, Revision 1. "Pipe cracks In 
Stagnant Boroted Mater Sys at PWR Plants. " Mo written 
response required. 

SEYFRlTiK. V. Region 4. Dallas. Office of the Director. 79/10/29. 
Ip. 


DOCKETED ITEMS 


7918120S64 Forut«rdf IE Bulletin 79-33i ''Failures of Uestlnghouse DFD 
Relags in 8af etg-Related 8g*. ” Action retiuired. 

6EVFR1T>K.V. Region 4. Dallas, Office of the Director. 79/11/02. 
Ip. 


791219002i Foruards IE Circular 79-22, "StroVe Times for Power Operated 
Relief Valves.'* No written response required. 

SEYFRIT.K. V. Replon 4, Dallas, Offleo of the Director. 79/H/lA. 

ip. 


7918120SS3 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades. “ Response required. 

SEYFRIT.K. V. Region 4, Dallas, Office of the Director. 79/11/20. 

‘P- 


79121104B4 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups It state atty 
general ofcs copies of escalated enforeemont correspondence 
sent by NRC to licensees. 

SEYFRIT.K. V. Region 4, Dallas, Office of the Director. 79/11/26. 

>P. 


7912190141 Orants 791100 request for estension until mid-Mar 1980 to 
answer Item 3 of IE Bulletin 79-14. Orants extension until 
800289 to Complete AE assessment of isometric drawings 
resulting from past insps. 

. 8EYFRIT. K. V. Region 4, Dallas, Office of the Director. 79/11/26. 
tp. 


— 7918190190 Requests extension to mid-Mar 1980 to verify remaining 
'Isometric piping drawing to complete response to IE Bulletin 
79-14. "Seismic Analysis for As-Built Baf ety-Related Piping 
Sys. " 

PILANT. J. H. Nebraska Public Poutr District. 79/11/08. 2pp. 


7912190189 Forwards IE Bullatin 79-27. "Loss of Non-Class !E 
Instrumentatlan I, Control Power 0ys Bus During Operation. " 

Written response required. 

SEYFRIT.K. V. Region 4, Delles. Office of the Director. 79/11/30. 
ip. 


R. Periodic operating reports & related correspondence 


7912140395 Forwards monthly operating rapt for Nov 1979. 

LE08OR.L. C. Nebraska Public Power District. 79/12/07. ip. 


"7912140399 Monthly operating rept for Nov 1979. 

BALLINOER. P. L. Nebraska Public Power District. 79/12/07. 4pp, 


8. Reportable occurrences. LERs I. related correspondence 


7918200019 PNa-IV-79-014: on 791 1 14. reactor taken off line due to 
inability to determine cause of emergency diesel generator 2 
malfunction, 

CONSTABLE. I. . HESTERMAN. I. F. Office of Inspection t< Enforcement. 
Office of the Director. 79/11/18, ip, 


7912130387 Forwards LER 79-030/03L-0. 

LEBBOR. L, C. Nsbraske Public Power District. 79/11/20. 2pp. 


--7918I303B9 LER 79-030/03L-0; on 791081. while pumping water from torus to 
raduasts. drywel 1-to-torus differential pressure dropped 
below Tech Specs. Caused by nitrogen pressure forcing water 
from downcomers to f'luw to torus, 

PHILLIPS. 0. L. Nsbraska Public Power District, 79/11/20. Ip. 


7918130391 Forwards LER 79-032/03L-0. 

LEBBOR.L.C. Nebraska Public Power District. 79/11/21. 2pp, 


—7912130393 LER 79— 033/03L-0: on 791026. during normal oporation. doors to 
HPCI l< RHR Blip pump rooms left open w/o fire watch. Caused by 
personnel error, Occurrence discussed w/personnel involved. 

Fire doors controlled fay procedure posted w/slgns, 

LAWRENCE. L. 1, Nebraska Public Power District. 79/11/21. 3pp. 

7912310438 Forwards LER 79-0a3/03L-0, 

LEBBOR.L.C. Nebraska Public Power District. 79/12/06. 3pp, 


‘7912310437 LER 79-033/03L-0: on 791 109. survei llance procedure re diesel' 
generator operebillty not performed on diesel generator 1. 

Personnel under impression diesel generator 2 would not be 
made operable. Test performed following day. 

WILLIAMS. N, 0, Nebraska Public Power District. 79/12/06. Ip. 


7912310447 Forwards LER 79-034/03L-0, 

LE68OR1L. G. Nebraska Public Power District. 79/18/06. 8pp. 


--7912310450 LER 79-034/03L-0; on 791107, base for diesel generator 2 lub 
oil header to cam chain tensioner broke. Caused by hose 
proximity to cam chain t< tensioner sprocket. Hose replaced 1, 
clamped away from cam chain. 

DDAN,P.F, Nebraska Public Power District. 79/12/06. Ip. 


7912310489 Foruards LER 79-033/03L-0, 

LESSOR, L.C. Nebraska Public Power District. 79/12/07. 2pp. 


— 7712310467 LER 79-035/03L-0; on 791 109, during core spray operability 
surveillance procedure, C8-H0-12A valve would not open 
elec trical ly. Caused by failure of axial movement on worm set 
clutch collar. Valve repaired. 

FLANNIOAN, R. D. Nebraska Public Power District, 79/12/07. ip. 


7912310442 Forwards LER 79-036/03L-0. 

LESSOR, L.C. Nebraska Public Power District. 79/12/10. 2pp. 


--7912310444 LER 79-036/03L-0; on 791110, four cylinder sleeves in diesel 
generator 2 damaged during surveillance test. Cause under 
investigation. Damaged parts replaced It cylinders inspected. 

DDANtP.F. Nebraska Public Power District. 79/12/10. Ip. 


7912310438 Foruards LER 79-037/03L-0. 

LESSOR, L. C, Nebraska Public Power District. 79/12/12. 2pp. 


■7918310440 LER 79-037/03L-0: on 791113, diesel Oenoratar 1 failed to 
start, Caused by sllancer bypass solenoid stopping In mid- 
position due to insufficient air supply. Valve opened I, air 
supply capped. Sys will be modified. 

PHILLIPS, D. L. Nebraska Public Power District. 79/12/12. Ip. 


DOCKET 80-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for improving licensee 
emergency preparedness U assuring capability of offsite 
agencies to take appropriate emergency actions. 

CRIMES, B. K. Emergency Preparedness Task Force. 79/11/23, 30pp. 


7918130298 Foruards Revision 11 to emsrgency plan manual, requiring that 
NRC be notified within 1-h of initiation of onsite 
evacuation plan !< implementing temporary support etrs 
u/dedicated phone line to NRC. 

FAY, C. W. Wisconsin Electric Power Co. 79/12/06. 3pp. 


--7918130303 Revision 11 to emergency plan manual. 

# Wisconsin Electric Power Co. 79/10/22. 100pp. 


7912120230 Submits info re modified amended security plan, Info withheld 
Iref 10CFR2. 790>. 

BURBTEIN,S. HI seonsln Electric Power Co. 79/12/07. Ip. 


7918270498 Forwards Revision 12 to emergency plan manual. Page change 
instructions provided. 

FAY, C.W. Wisconsin Electric Power Co. 79/12/17. 2pp, 


■7912270800 Revision 12 to emergency plan manual. Page change Instructii 
b supporting Itr end. 

* Wisconsin Electric Power Co. 79/12/17. 11pp. 


7912310217 Discusses evaluation of Incomplete Items Identified in 
790602 fire protection safety evaluation. Licensee submitted 
info re brigade shift slxe on 791001 I, basis for staff 
assignments on 790B21, Proposed fire brigade acceptable. 
LA1NA9,0. Plant Systems Branch. 79/18/17. 4pp. 


7912870191 Foruards rept, "Fire Detecter Location Plan," mod to fire 
protection plan. Raquests comment. 

FAY, C.W. Wisconsin Elaetrle Power Co. 79/12/20. 2pp. 


--7918270196 "Fire Detector Location Plan, " mod to fire protection plan. 
« Wisconsin Electric Power Co. 79/12/80. 53pp, 


0. Adjudicatory correspondence 


7912110038 Confirms receipt of end 790389 petition to suspend OLs for 
all PWRs. Forwards FR notice indicating that petition will be 
treated In accordance w/lOCFR2. 806. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/83, ip. 
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7IStl0l2& Notice of request for action pursuant to lOCFRS aOi re 
Environ Coalition on Nuclear Pouer 790329 petition 
requesting suspension of all OLs for PWRs, 

MULLER. D.R, Of flee of Nuclear Reactor Regulation. 79/ll/’23. 

□Bpp. 


3140&3Q Requests that future hearing, re reaioval le storage of 
inerators.be held in Man! touoc. til . 

STES.J. Lakeshore Citi tens for Safe Energy. 79/1 t/29. Ip, 


3800154 Opposition to MI Environ Decade Inc 791126 petition to 
itervene & request for hear Ing. Deques t premature since 
'Dcaeding not yet initiated. IF hearing required re amend. 

3LD must be appointed to rule on petition 

'NEILL. J. H. Wisconsin Electric Power Co. 79/12/07. 7pp. 


lenaral correspondence 


1130470 Requests NRC investigation of safety aspects of steam tube 
inerator leaks. Meeting should be held to inform public of 
1 nding s. 

iTES. J. Lakeshore Citiiens for Safe Energy. 79/11/07. Ip. 


Iperating license stage documents L correspondence 


,090346 "Summary of Operating Experience H/Rec Ircolating Bteam 

inarators. " 

SENHUT. 0, 0, Division of Operating Reactors. NUflEO-0533, 
>/01/3l. B9pp. 


I0S0193 Discusses NRC review of LERs 8. Tech Spec requirements re 
mtrol RPI sys at Hestinghouse PWRs, Requests Tech Spacs 
■view to ensure requirement for rod maint to within +/- 12 
Bps indicated L RPI sys verified accurate within 12 steps. 
HHENCEfl.A Operating Reactors Branch 1. 79/10/29. 7pp. 


II3060B Submits partial response to 790931 Itr re short-term & 
nj-terji) requirements for auxiliary feedwater sys. Requests 
tension until 000131 for remaining requirements, 
iX.C, W. Wisconsin Electric Power Co. 79/10/29. 4pp. 


IOOIB9 Discusses NRC 791101 meeting w/representatives of NS6S 
ndors & fuel suppliers re discussion of respective 
rtlons of ECC6 evaluation models dealing u/fuel cladding 
elling *< incidence of rttp ture. Vendor responses end. 

SENHUT. D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


121002SS Responds to NRC 791101 request to noncomplianee of 
Idestinghouse ECCS evaluation modal under requirements 
of lOCFRSO App K, Eva 1 uation of three fuel rod models 
indicates no safety problems for Meetinghouse plants. 
ANDERSON. T. M. Mestinghouse Electric Corp. 79/11/02. 4pp. 


12100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests Indicates 
compliance ui/lOCFRSO App K.AIl OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOUZ. R. H. General Electric Co. 79/12/07, app. 


12100407 Forwards response to NRC 791101 request re rod burst test 
da ta. Cone ludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

□HSLEy. 0. F. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/02. 5pp. 


18100456 Forwards add] info re evaluation of impact of NRC proposed 
rupture/b toe kage model used in vendor evaluation nodBl, 

'Jo adverse impact From new rupture burst data or use of NRC 
pupture/b 1 octage model on licensing calculation results, 

IMSLEV’.O. F. Exxon Nuclear Co.. Inc. dsubs. of Exxon Corp.), 
79/11/04 28pp. 


1S0474 Advises that supplemental info re lessons learned info will 
forwarded 791187. 

7. C. H. Misconsin Electric Power Co. 79/11/20. !p. 


>30171 Acfc receipt of NRC 791030 request for payment re approval of 
:h Spec Change 61.Nd change occurred to reporting level 
' radiochemical engineer b health physicist to warrant 
030 reclassification as Class III fee. 

'■» C. W. Wisconsin Electric Power Co. 79/11/21. 2pp. 


•30172 Responds to NRC 791 183 telcon re revised ECCB reanalysls for 
an generator tubes plugged up to 18%. 

:6TE1N>8. Misconsin Electric Power Co. 79/11/86. Bpp. 


7918130012 Summary of 791119 telcon u/uttl re proposed schedule for 
implementation of Lessons Learned Task Force 
T Bc omendat 1 ons . 

TRAflMELLi C. M. Operating Reactors Branch 1. 79/12/06. 6pp. 


7912140369 Responds to 790917 Ur rc commitment to EPA U fuel cycle 
std. Facility already In compliance u/procodura comparing 
actual quantity of radioactive rratl released w/dose design 
objectives of code. 

FAY. C. H. Wisconsin Electric Power Co, 79/12/06, 2pp. 


79121B0578 Notifies that NRC radiation safety certification is 
acceptable in lieu of util safety program. 

FAV. C, W. Wisconsin Electric Power Co, 79/12/06. Ip. 


7912190562 Requests reconsideration of license fee applicability to 
790710 Tech Spec change requested re qualification 
requirements for radiation safety manager. Change originally 
requested by NRC. No safety issue involved. 

FAY.C.W. Wisconsin Electric Power Co. 79/12/10. 2pp. 


7912210143 Forwards response to NRC 791004 request for addl info on 
inservlce Insp b testing program. Oversl le drawing end, 

FAY.C.W, Wisconsin Electric Power Co, 79/12/14, 6pp. 


7912270300 Submits addl info for NRC roview of Tech Spec Change 60 
for operation at reduced primary sys operating pressure. 

FAY.C.W, Wisconsin Electric Power Co. 79/18/14, 5pp, 


7912270430 Responds to NRC 791810 request for addl info on TMI Lesions 
Learned Task Force recommendations re auxiliary feedwater 
sys.Oversiie drawings available in Central Files. 

FAY.C.W. Wisconsin Electric Power Co. 79/13/17. 2pp. 


7912260554 Forwards modified rosponse to previous commitment to 
implement NUREO-0576. Ut i 1 will provide alarms In addition to 
existing position indication for power operated relief 
valves far both units. 

OURSTEIN.S. Misconsin Electric Power Co. 79/13/17. 4pp. 


7912270206 Requests amend to Licenses DPR-24 b DPR-a7 incorporating 
changes in Tech Specs re rod bou b Section IS. 3. 10 
clarification. Fee end, 

QURSTEIN.B. Wisconsin Electric Power Co. 79/18/19. 4pp. 


— 7912270220 Revised Pages IS. 1-4 through 15.3. 10-16 for proposed amend 
to Tech Specs re control rod b power distribution limits. 

» Wisconsin Electric Power Co. 79/12/19. 20pp. 


7913380601 Advises that seal ring should be removed following each 
refueling outage by raising ring more than 12 ft above 
cavity floor, in response to NRC 791002 request. Util does not 
concur w/NRC belief that ring could become missile. 

DUR8TEIN.8. Wisconsin Electric Power Co. 79/18/20. tp. 


7918270492 Forwards mod to Tech Spec Cheng e Request 60. 

QURBTEIN.B. Wisconsin Electric Power Co. 79/18/21. 3pp, 


”7918870499 Proposed Tech Spec Page 19.8,3-2 reflecting mod to Tech Bpi 
Change Request 60. Provides addl operating margin between 
proposed primary sys pressure b low pressurixer reactor trip 
setpoint. 

e Wisconsin Electric Power Co. 79/12/21. Ip. 


Q. Inspection reports. IE Bulletins b correspondence 


7912260094 Forwards IE Insp fiepts 50-866/79-19 b 90-301/79-17 on 
791023-24, No non comp 1 lanca noted. 

DAVIS. A. D. Region 3. Chicago. Fuel Facility b Katerials Safety 

Branch. 79/11/09, 2pp. 


—7912260090 IE Insp Repts 50-866/79-19 b SO-301/79-17 on 791083-84. No 
noncompl ianee noted. Major areas Inspec ted; conf Irma tory 
measurements b radiological environ protection. 

ESSIO.T. H. . OESTMANN. N. J. I ROVTEK. C. Region 3. Chicago. Office 
of the Director. 79/11/08. Bpp. 


7918050156 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No response required. 

KEPPLER.d. 0. Region 3. Chicago. Office of the Director. 79/11/16. 
>P. 


7912100249 Forwards IE Info Notice 79-88. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

KEPPLERiJ. 0. Region 3. Chicago. Office of the Director. 79/il/i6. 
Ip. 
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791S110S93 Farw«rd» IE Info Notice 79-29, ''Lo*» 
Reactor Coolant Sgi Instrumentation During Op 
specific action or response required. 
KEPPLERiJ.O, Region 3, Chicago, Office of 
>P. 


of Nonsaf s tg-Re la ted 
erat Ion, " No 

tho Director. 79/11/16. 


7912310139 Responds to IE Bulletin 79-13. "Cracking In Feedwater Sus 
Piping." Outlines Unit 1 insp U repair. 

FAV. C.H. Wisconsin Electric Pouier Co. 79/11/19. 3pp, 


DOCKET S0-30a CRYSTAL RIVER NUCLEAR PLANT. UNIT 3 

®"'®>'gencg & fire protection plans 


17 _ IB Hraeraencg prepareaness ( 

review objectives. Provides guidance for improving licensee 
emergency preparedness I. assuring capabilltg of offsite 
agoncies to take appropriate emerjencg actions. 

GRIMES. 0.K. Emergency Preparedness Task Force, 79/11/23 30pp. 


7912080414 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades. " No response required. 

KEPPLER, J, 0. Region 3, Chicago. Office of the Director. 79/11/20. 


7912100447 Forwards IE Circular 79-24. "Proper Installation t, Callbr of 
Core Spray Pipe Break Detection Equipment on DHRs. " No 
written response required. 

KEPPLER. J, 0. Region 3. Chicago. Office of the Director. 79/11/26 
Ip. 


7912130201 Forwards add! design drawings for fire protection mods, in 
response to NRC 790727 request per safety evaluation in 
Amend 23 of OL. Deficr i p ti on of fire detection aus end. 
uraulnB* available In Central Files pnlu. 

SAYNARD.P, Y. Florida Power Corp. 79/12/06. Upp. 


7913200094 Responds to 790B17 Itr re security training ?, 
qualification plan. Approval or amend fee of *4.000 required 
DBfore final review of plan by NRC. 

01008. R.M. License Fee Management Branch. 79/12/07. Ip. 


7912140248 Forwards IE Circular 79-23. "Motor Starters I, Contactors 
Failed to Operate." No written response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/26. 


7912260243 Forwards addl info concerning fire program re alternate 
snutdown capability proposed mod. in response to NRC 790911 
request. 

HANCOCK. J. A. Florida Power Corp. 79/12/17. 3pp. 


safe 


7912110448 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups <i state atty 
general ofcs copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER. J. 0. Region 3. Chicago. Dfflce of tho Director. 79/11/23. 


7912190233 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation (■ Control Power Sys Dus During Operation," 

Written response required, 

KEPPLER.U. 0. Region 3, Chicago. Office of the Director. 79/11/30. 


7912200027 Responds to IE Bulletin 79-17. Required piping esamlnatlons 
completed 791012, No abnormalities found. Forwards final rept 
on piping examinations. W/o end. 

FAY. C.H. Wisconsin Electric Power Co. 79/11/30. 2pp. 


— 7912260234 "Sys Instrumentation 1. Controls 
from Outside Control Room. " 
e Florida Power Corp. 79/12/17. 19pp. 


Required to Go to Shutdown 


a rvruiiai'u* Qyarx 


w/format of Reg Guide i. lot. In response to NRC 
791010 request. Draft Procedure NSSD-17i "Offsite 
Radiological Support Plan" end. 

MOORE. O.C. Florida Power Corp. 79/12/27. 3pp. 


— 7912310336 Draft Procedure 17. "Offsl 
* Florida Power Corp, 79/12/20, 


te Radiological Support Plan." 
10pp. 


— 7912310S40 Draft “Emergency Procedure EM-100. '* 
• Florida Power Corp. 79/12/27. 250pp, 


7912210144 Ack receipt pf 791022 Itr re Inspector access, Response will 
be forwarded upon cdmpletion of review. 

KEPPLER. J, 0, Region 3. Chicago. Dfflca of the Director. 79/12/05. 


7912140106 Forwards IE Info Notice 79-30, "Reporting of Defect* «t 
None omp 1 ianc et, 10CFR21 . " No action or response required, 

KEPPLER, J.O. Region 3. Chicago, Office of the Director. 79/12/06. 


7912200680 Forwards 30-day response to IE Bulletin 79-02, Revi slon 2, 
Pipe Support Base Plate Designs Using Concrete Expansion 
Anchor Bolts." Accessible support testing comp lets. Samp le 
insp of small pipe supports shows more testing not needed, 

FAY. C. H. Wisconsin Electric Power Co. 79/12/07. 6pp. 


79-20, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps," Action 
required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 

Ip. 


79/12/10. 


R. Periodic operating reports ft related correspondence 


7912180446 Forwards monthly operating rept for Nov 1979. 
BURSTEIN18. Wisconsin Electric Power Co. 79/12/10, Ip, 


0. Adjudicatory correspondence 


79121B0327 Requests that NRC take immediate action to shut down 
facility. 

PUTNEY. L.W, Putney, L.M. 79/11/06. 2pp. 


7912110033 Confirms receipt of end 790329 petition to suspend DLs for 
all PHRs. Forwards FR notice Indicating that petition will be 
treated In accordance U/10CFR2. 206. 

DENTON, H.R, Office of Nuclear Reactor Regulation. 79/11/23, Ip. 


*0186 Notice of request for action pursuant to 10CFR2, 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs, 

MULLER, D, R. Office of Nuclear Reactor Regulation. 79/11/23. 


H. General correspondence 


7912200634 Responds to 791106 Hr rs safety of nuclear power plants. 
Facility 36 miles from nearest population ctr of 28.000 or 
more, Lessons learned from TMl accident will be reviewed h 
evaluated to assess need for new safety margin*. 

DBNTONi H. R. Office of Nuclear Reactor Regulation. 79/12/OS. 2pp, 


J. Insurance & indemnity information 


•7912180449 Monthly operating rept for Nov 1979. 

BURSTEINrS. Wisconsin Electric Power Co. 79/12/09, 10pp. 


T. Hearing transcripts on non-antttrust matters 


7912100210 Transcript of 791128 public meeting in Wash ington, DC. 
Pp 1—94. 

a Commission. 79/11/28. 98pp. 


—7912100217 Submits proposed sehadwle for 791128 briefing re steam 
ganarator tuba degradation. Viewgraphs end, 

BICKWIT.L. Office of the General Counsel. 79/11/28. 18pp. 


7009190380 Informs recipient of Duke Power Co 700708 request to modify 
station Indemnity Agreement B-44 to permit receipt fa 
possession of 4 fuel assemblTes from Crystel River 3 
facility. 

FAIRTILE, M. B. Operating Reactors Branch 4 (Pro 790628). 

78/09/14. 2pp. 


7912190629 Forwards sxeeutid Amend 7 to Indsmtiity Agreement 8-84, 
tnooifying prefatory language rs transportation of 
radioactive matl. 

FREITAG, J. 0. Florida Power Corp. 79/18/13, Opp. 
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p, OpBrattng license stage documents & correspondence 

7911090240 "Suramary of Operating Ecporience W/Roc irculating Steam 

ElBENHUT. D. C, Division of Operating Reactors. NURE0-0 j23. 

79/01/31. B9pp. 

7912190240 Forwards Revision I to 790002 

differences between Revisions 0 U 1. Also Forwards Gilbert 
Associates 790924 Itr.All but four required insps conducted 
for safetij-related piping listed *!) 

STEHARTj W. P. Florida Power Corp. 79/10/30. 17pp. 

7912310070 Act 790B31 Itrs endorsing DW generic rept aAH-lS64< 
“Integrated Control Sgs flellabilltv Anolysis," & requests 

REIOiR.H. Operating Reactors Dronch 4. 79/11/07. I3pp. 

7912130101 Forwards summarg of Teknelron Researchi Inc study of llcenseo 
regulatoru performance evaluation !. Teknekron draft rept re 
operating reactors u/DliH nuclear steam supply sgs. Requests 

comments. W/0 and. . nfi£4eea. 4-hn 

STELUOpV. Office of Inspection It Enforcement* Office of the 

Director, 79/11/09. 3pp* 

7912100109 Discusses NRC 791101 meeting u/representalives of ^S88 
vendors «. fuel suppliers re discussion of ^ 

portions of ECCS evaluation models dealing u/fuel cladding 
saelllng it incidence of rup ture. Vendor responses fncl. 

EISENHUT, D. 0, Division of Operating Reactors. 79/11/09. 


49pp. 


-79121002SS Responds to NRC 791101 request re noncomplianee of 
Westinghfluse ECCS evaluation model under requirements 
of 10CFR80 App K. Evaluation of three fuel rod models 
Indicates no safety problems for Hestlnghouse plants. 

ANDERSON, T. M, Westinghouse Electric Corp. 79/11/02, 4pp. 

-7912100330 Responds to NRC 791101 request re ORNL cladding swelling 8< 
rupture data. Review of analytical models & tests indicates 
compliance u/lOCFRSO App K, All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ, R. H. General Electric Co, 79/12/07. 2pp. 

-7912100407 Forwards response to NRC 791101 request re rod burst tost 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation models & that analyses demonstrate 
all criteria of 10CFR50. 46 satisfied, 

OHSLEVi 0. F, Ekion Nuclear Co., Inc, Isubs, of E*>on Corp. >. 
79/11/02. 5pp. 

—7912100494 Forwards addl info re evaluation of Impact of NRC proposed 
rupture/bloekago model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NHC 
rupture/blockage mode! on licensing calculation results. 

DWSLEV.O.F, Elion Nuclear Co. i Inc. (subs, of Eikon Corp.). 
79/11/04. 22pp. 


-791205004B Amend 24 to License DPfi-72 modifying Tech Specs to require 

five-man fire brigade. Rnn 

REID.R.W. Operating Reactors Branch 4. 79/11/27. Spp. 

-7912090033 Notice of Issuance i, availability of Amend 26 to License 
nE^D,R. W, Operating Reactors Branch 4. 79/11/27. 2pp. 

7912070440 Forwards response to NRC 791121 Ur requesting addl Info 

re small break LOCAs. aon 

HANCOCK, J. A. Florida Power Corp. 79/12/03. Jpp. 

7912110410 Forwards revised Pages 9-1 through 9-9.6-2,4-7,4-11 & 6-12 
for Proposed Change 59 to Tech Bpacs requesting amend of 
Aoos A ti 8 re title of director of nuclear operations & 
offtlU organiiational figure. Fee «< Certificate of Sve end. 

HANCOCK, J. A. Florida Power Corp. 79/12/04. Opp. 

—7912110417 Revised Pages 5-1 through 9-9i 4-2, 4-7, 4-1 1 fc 4-12 for 
Proposed Change 55 to Tech Specs requesting amend of Apps 
A 4 D re title of director of nuclear operations Sc offsite 
organ! latlonal figure. „ 

•* Florida Power Corp. 79/12/04. 9pp. 

7912260025 Advises of NRC position, in response to 790729 submittal re 
pump Sc valve Insorvice testing program^Hlgh U low pressure 
interfaces w/two or more valves shall bo leak testad 
periodically. Requests design P®’' “"'i' 

REID, R. W. Operating Reactors Branch 4. 79/12/04. 3pp. 

7912230437 Requests design provisions tc/or procedures to permit leak 
tasting of valves In interfaces between high tc low prassura 
sys. U/o end. 

REID.R.U. Operating Reactors 


Branch 4. 79/12/04. Ip. 


7912110351 Submits addl info concerning responso to Ouestlon 7 of NRC 
790803 Ur. Addl nonlinear time history sliding analysis 
performed. Mai sliding distance for high density fuel storage 
racks not affected by time history motion beyond 1.2-s. 

MQQREiO. C. Florida Power Corp. 79/12/05. 4pp. 

7912120200 Responds to NRC 790000 Ur re electrical power sys review. 
Offsite power sys 4 onsite distribution sys in compliance 


w/NRC guidelines. 

MOOREiO.C. Florida Power Corp. 


79/12/05. 3pp. 


7912240309 Requests Info re seosltivlty-to-f eedwater tranilonte he 
foruardedtoTHI— IDoard. 

VDLLMER-R.H. Assistant Director for aystematle Evaluation Program 
(Pro 791030). 79/12/09. 3pp. 

7912260348 "IREP - Initial Plant Study." Attempts to devalope 

assessment of D4W reactors to identify risk impacting 

m reactor safety fttudy t( prcl Iwioapi ly Idonfclry 
possibly Knpacted by design changes. 






7912120092 Summary of 791024 meeting w/B4W owners group re asymmetric 
LDCA loads evaluation. Evaluation of n4W plants to be 
completed by Jul 1900. , „ . . 

HOSFORO, 8 . B. Assistant Director for Engineering Programs. 

79/11/20. 4pp. 

7912100470 Forwards, to all B4W operating plants except TMl, request for 
addl info re small break LOCA. Comments requested by 791203. 

REID.R.W. Operating Reactors Branch 4, 79/11/21. 3pp. 


7912100222 Requests detailed info re wear characteristics of control 
rods on guide tubes in fuel assamb 1 les. Info needed to 
verify that guide tube wear was not significant problem in 
a4W fad Utlos. NRC tanterns re tube wear end. 

REID.R.W. Operating Reactors Branch 4. 79/11/23. 6pp. 

7912040441 Submits confirmation of sotpoint derivation per Tech Spec 
Change Request 39. 

BRIGHT, R.M. Florida Power Corp. 79/11/27. 2pp. 

7912040499 Forwards Section 2 20 of Cycle I refueling outage rept In 
responso to J Strosnlder request for Info re once-through 
steam generator B repairs. 

BRIGHT, R.M. Florida Power Corp. 79/11/27. Ip. 


7912100271 Forwards revised Pages 4 4 S to Tech Specs ra fire 
protection 4 secondary water chemistry monitoring program re 
790924 Tech Spec change vequost, Number 90. Certl ficata of 8ve 

BAVNARD, P,Y. Florida Power Corp. 79/12/07. 4pp, 


—7912180279 Revised Pages 449 to Tech Specs re fire protection 4 
secondary uoter chemistry monitoring program. 

* Florida Power Corp. 79/12/07. 2pp. 


7912140222 Forwards respotise to 791121 Ouaetlon 3 re small break LOCAs. 
Respenie to Ouestion 1 will be submitted In mid-Jan 1900. 

HANCOCK, J. A. Florida Power Corp. 79/12/10. 8pp. 


7912140239 Notlflee of one utk delay In obtaining Info ra proposed 
oltornatB safe shutdown capability mod roquested 790911. 

HANCOCK, J. A. Florida Power Corp. 79/12/10. 2pp. 


7912270970 Providee Info re new fuel cleddlng strain 4 fuel assembly 
flow blockago models, in responoe to NRC 791109 Itr. Agrees 
w/resuUs presented by BMI re calculated peak fuel clad 
temp. Compliance w/10CFR50, 44 shown. 

HANCOCK, J. A. I'lorlda Power Corp. 79/12/20. 2pp. 


— 7912040302 Cycle I refueling outage rspt. Section 2.20. 
» Florida Power Corp. 79/11/27. 27pp. 


7912090042 Forwards Amend 24 to Licenee DPR-72 4 notice of issuance 4 
availability. 

REIDiR. W. Operating Reactors Branch 4. 79/11/27. 3pp. 


0. Inepectlon reporte, IE Duilefcins 4 eorrospondenee 

7912090060 Forwards IE Insp Rept 30-302/79-42 on 791001-09. No 
noncomplianee noted. ... _ 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/10/24, 2pp. 



DOCKETED ITEMS 


—7912090068 IE Intp R#pt 50-302/79-42 on 791001-05, No noncomp 1 l«nco 
noktd.Mijor oroot ln*poet»d: rtvlou at UER# i f ol louup on 
pnvlouily Idontiflod lt»m» fc plant tour. 

OUtCKiO.R. Roplon 2< Atlanta. Offleo of tha Olrtctor. DVER.J.A. 

Raglon 2» Atlanta. Rsactor Oparatlona Nuclaar Support Branch. 
79/10/24. 6pp. 


7912180114 Forwardt IE In»p 
nonEOmpllanee notod. 
LEWIS, R. C. Rtgion 2, 

Branch. 79/11/07. 2pp. 


rapt 30-302/79-43 on 791009-12. No 
Atlanta, Raaetor Operation* Nucl*ar Soppor 


t 


—7912180121 IE Insp Rapt 30-302/79-43 on 791009-12. No noncomplianca 
noted. Major areas inipeeted: eontalnaient Integrated leak rata 
testing t, plant operations. 

JOHNSDN.A.H. Region 2, Atlanta, Office of the Director. 
BURNETT.P.T. Region 2, Atlanta. Reactor Operation* Nuclear 

Support Branch. 79/11/07. 9pp. 


7912060136 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
Fuel Asseahlies. ’ No specific action or response required. 
O'REILLV. J. P. Region 2, Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912100114 Responds to IE Bulletin 79-25 re failure of Westlnphoose 
BFD relags. No Uestlnghouse BFD/NBFD relaga used or planned 
for use in safetg-related sgs. 

HOORE.O. C. Florida Power Corp. 79/11/14. Ip, 


7912100207 Respond* to IE Bulletin 79-0SC< Item 3. BfcW operating 
guideline contains Inelruetlon* for establishing 8c 
maintaining plant control during inadequate core cooling 
conditions. 

HANCOCK, J. A. Florida Power Corp. 79/11/14. 2pp. 


7912100176 Forward* IE Info Notice 79-2B, "Overloading of Structural 
Element* Dus to Pipe Support Loads." No response required. 
O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/11/16. Ip. 


7912060614 Forwards IE Circular 79-24. “Propar Installation 8. Calibr ii 
Core Sprag Pipe Break Detection Equipment on BURs. " No 
response required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. ip. 


7912110143 Forwarci* IE Circular 79-23, “Motor Starters fc Contactors 
Failed to Operate." No response required. 

O'REILLV, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


7912190795 Forwards response to IE Bulletin 79-17, Revision 1 re 
Stagnant boratod water sgs. Ultrasonic testing for pipe 
cracks not gat completed. Insp program for accessible 8< 
Inaecestible weld* in development bij Ollbert Asseciatcs. 
DAVNARD,P.Y. Florida Power Corp. 79/11/39. 4pp. 


7912190439 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation & Control Power Sgs Bus During Operation. " 
Written response raquirad. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/30. Ip. 


7912310313 Forward* IE Info Notice 79-30. “Reporting of Defects Ic 
Noncompllances, 10CFR3t. " No action required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/12/06, 5pp. 


7912200032 Forwards IE Bulletin 79-2S, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps. " Action 
required. 

O'REILLY, U. P. Region 2, Atlanta, Office of the Director. 
79/12/07. 2pp. 


79123t001B Forward* response to IE Bulletin 79-02, Revision 2, re pipe 
support base plate design*. During field tasting all wedge 
tgpa concrete expansion anchor* torquad per manufacturer 
recommendation for original installation. 

HANCOCK, d, A. Florida Power Corp. 79/12/10. Spp. 


7912110338 Forward* IE Info Notice 79-29, "Los* of Nonsafetg-Related 
Reactor Coolant Sgs Instrumentalion During Operation." No 
spaclflc action or response required. 

O'REILLV, d. P. Region 2, Atlanta, Office of the Director. 
79/11/16, 2pp. 


7912310336 Forward* IE Insp Rapt 80-302/79-44 on 791018-19 tc notice of 
violation. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operation* Nuclear Support 
Branch. 79/11/16. 2pp. 


7912200398 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written rosponse required, 

O'REILLY, d.P, Region 2, Atlonto, Office of the Director. 
79/12/13. 2pp. 


7912310010 Updates 790921 response to IE Bulletin 79-18, "Audibllitg: 
Problem Encountered on Evacuation of Personnel from High 
Noise Areas. " Engineering studg complete 8, mod/installation 
of equipment to be complvtod bg 800312. 

MOORE, O.C. Florida Power Corp. 79/12/13. 2pp. 


— 7912310338 Notice of violation from Insp on 791015-19. 

* Region 2, Atlanta, Office of the Director. 79/11/16. Ip. 


— 7912310346 IE Insp Rept 30-302/79-44 on 791013-19. Noneompllence noted; 
failure to submit prompt rapt when determined sprag additive 
sgs leee conservative than least conssrvatlve aspect of Tech 
Spec*. 

MCHENRY, T.d. Region 2, Atlanta, Office of the Director, 

KELLOOOiP. d. Hegton 2, Atlanta, Reactor Operation* Nuclear 
Support Branch. 79/11/16. App. 


7912060661 Ack receipt of 791114 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 80-302/79-3Q, 

LEWIS, R.C. Region 2, Atlanta, Reactor Operation* Nuclear Support 
Branch. 79/11/20, Ip. 


— 7912060666 Rasponds to NRC 791022 Itr re violation noted In IE Insp 
Rept 30-302/79-38. Corrective action: procedure changes to 
demonstrate that isolation valve* are operable following 
malnt, 

HANCOCK.d. A Florida Power Corp. 79/11/14. 8pp. 


—7912060668 Forwards IE Insp Rept 30-302/79-38 on 790924-28 li notice of 
violation. 

LSHIB,R.C. Ragion 2, Atlanta, Reactor Operation* Nuclear 

Support Branch. 79/10/22. 2pp. 


—7912060671 Notice of violation from insp on 790924-28. 

* Region 2, Atlanta, Office of the Director. 79/10/19. Ip. 


—7912060673 IE Insp Rept 80-302/79-38 on 790924-29. Noneompltance noted; 
failure to perform post-matnt testing of containment 
isolation valves. 

BELISLEiO.A. Region 2, Atlanta, Office of the Director. 

DANCE, H C. Region 2, Atlanta, Raaetor Operations Nuclear 
Support Branch. 79/10/19, 4pp. 


7912310016 Forwards updated Table 6-2, "Design Documents Used for 
Analgses, " In response to IE Bulletin 79-14 re seismic 
analgses for piping sgs.U/o end. Updated table supersedes 
original submitted in 790912 Itr. 

HANCOCK, d. A. Florida Power Corp. 79/12/13. Ip. 


7912280134 Forwards IS Circular 79-85, "Shock Arrestor Strut Assemblg 
Interference. " No written response required. 

O'REILLV, d. P. Region 2, Atlanta. Office of the Director. 
79/12/20. 4pp. 


R. Periodic operating reports & related correspondence 


7918180391 Forward* monthlg operating rept for Nov 1979. 
HANCOCK, d, A. Florida Power Corp. 79/12/14. Ip. 


“79181B039B Monthly operating rept for Nov 1979. 

CULVER, M.H. Florida Power Corp. 79/18/10, Spp. 


B. Reportable occurrences, LERs t< related correspondence 


7912030154 Foruards LER 79-087/01T-4. 

HANCOCK, d. A. Florida Power Corp. 79/11/27. Ip. 


— 7918030137 LER 79-007/017-4; on 791004, noted that seven 
closed cgcla cooling sgs hangers failed to meet safel 
roquiroment* per IE Bulletin 79-02. Caused bg inadequi 
hanger design. Mod 79-6-e6F initiated to rework hangiT 
LANCASTER, K, F. Florida Power Corp. 79/11/20, 3pp. 


7912100269 Forward* LER 79-106/03L-0. 

HANCOCK, J. A, Florida Power Corp. 79/12/04. Ip. 
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— 7?12IOOS75 LER 7'?- 1 06/03U-0: on 79 1 lOB, dor i nj daily operating 
aorvo 1 1 1 anc 6. c one entr a t ed boric acid flOLJ path heat trace 
recorder UTRT-S failed Caused by broken recorder drive 
cord. Drive cord balance motor replaced. 

COOPER. J. Florida Power Corg. 79 /il/ 29 . Spp. 


— 7912 il 0513 Affidavit identifying type of stainless steel In liner, spent 
fuel assemblies ti spent fuel pool cooling sys, C larif tes 
B«posure condition of stainless steel !< c onsoguences of 
stainless steel sys failure. a 


7912110330 Forwards LER 79-105/03L-0, 

HANCOCK. J A. Fieri da Power Carp. 79/i2/06. Ip. 

— 7912110331 LER 79-105/03L-0: on 79U0I. during sampling of RCS. chemical 
addition isolation val ve CAV-2 would not close. Cause 
un known. Valve body of CAV-2 lubricated. satisfactorily 
tested *< returned to sve on 791102. 

LANCASTER. K. F. Florida Power Corp. 79/11/23. 2pp. 


-791211051B Affidavit reporting spent fuel pool cooling sys Insp 
results. Identifies examination of spent fuel rack undertaken 
in response to IE Oullctin 79-17. 

LUKENB. T. W. Commonwealth Edison Co. 79/11/16. 3pp. 


-7912110S25 Affidavit reporting spent fuel pool cooling sys Insp 
results, Identifies examination of spent fuel rack undertaken 


in response to IE Bulletin 79-17 

al|.h Caienr 


eLfAkiunu. D 


ta /II / A A. 


7912260239 Forwards LER 79- 107/03L-0. 

HANCDCKtJ.A. Florida Power Corp, 79/12/lB Ip. 


7912260243 LER 79-107/03L-0: on 791 120. f o 1 1 euing routine pressuriier 

sampl tng. chemical addition isolation valve would not close. 

Caused by inadequate design. Installed Mod 79-ll-Bl providing 
pneumatic assist during valve closing. 

LANCASTER. K, F, Florida Power Corp, 79/12/12. 2pp. 


U. Congresstonal/Executlve Correspondence 


-7912110932 Affidavit giving essential performance requirements of 
sensltiiation tests results performed on TMI specimens. Prof 
qualifications 8< supporting documentation end. 

CLARKE. W.L. Oeneral Electric Co, 79/U/16. 64pp. 


-7912110S42 Affidavit stating reasons for believing that intergranular 
stress corrosion cracking does not present safety problem. 

Recommends weekly monitoring of pool water chemi stry. Prof 
qualifications 8. supporting „ . , , 

BTAEHLE. R. Minnesota. Unlv, of. Minneapolis. 79/ 11/16. 30pp. 


79121300J4 Responds to 790B14 Itr re K Griffin concern about facility 
safety issues. Forwards hJRC 790813 Itr to K Griffin. NRC 
790706 Itr to util faeik fact sheet. 

C09B1CH.L. V. Office of the Executive Director for Operations. 
79/10/04. Ip. 


— 7912130017 Responds to 790612 Itr re safety of tacil ity. Forwards 790706 
Itr to util authoriilng restart of uni t. Numerous regulations 
protect health «< safety of public, 

ElSENKUTr 0. 0. Office of Nuclear Reactor Regulation. 79/0B/13 
2pp. 


7912130020 Notifies of satlsfaclary completion of Section IV. Paragraph 

1, Items A-0 of NRC 790S16 shut down order. Fad li ty may 

resume operation. Fac i 1 Ity fact sheet end. a . 

DENTON. H, R. Office of Nuclear Reactor Regulation. 79/07/06. opp. 


—7912130022 Forwards K Orlffln 790611 Itr rs facility safety Issues, 
Request comments. 

8T0NE.H. Senate. 79/0B/14. 3pp. 


DOCKET 50-304 7 ION NUCLEAR POWER STATION. UNIT 2 
F. Security* medical, emergency L fire protection plans 


7912170261 Discusses proposed task force review of emergency 
pr eparadne s 8. Task force should study alternatives for 
reduction of probability t< consequences of severe accident. 
ElSENHUT. 0. 0. Division of Operating Reactors. 79/11/21. upp. 


7912190015 Forwards documents relevant to 
corrosion cracking issue. W/o end. 
8T6PT0E.P. P. Isham. Lincoln 4< Beale. 


Intergranular 
79/11/19, 2pp. 


stress 


7912110039 Confirms receipt of end 790329 petition to suspend OLa for 
all PURs. Forwards FH notice Indicating that petition will be 
treated in accordance W/10CFR2. 206, 




/ 4 4 


— 7912110126 Notice of request for action pursuant to 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs . 

MULLER. D.R. Office of Nuclear Reactor Regulation. 


iOCFR2. 206 
79/11/23. 


re 


38pp. 


7912040459 Recommends closing plants 
centers fc lack of evacuation plans, 
e Cltiiens Against Nuclear Power. 


due to proximity 
79/11/23. 9pp. 


to population 


7912100476 Motion for extension until 791214 for NRC to respond to ABLE 
order requesting Info re intergranular stress „ 

crack Ing. App 1 leant submittal was not received until 79I12B. 

Certificate of Sve end. 








791214004B Memorandum 6 order granting extension until 791214 for 
to respond to A8LB 790914 order re possible Intergranular 
atretfi corrosion cracking in proposorf fuol itoraga rack* to 

be used in spent fuel pool. , „ o t -ro/io/m 

HDLF. B. F. Atomic Safety and Licensing Board Panel. 79/12/03. 


NRC 

Ip. 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review ob jectives. Prnv Ides guidance for Improving licensee 
emergancy preparedness $< assuring capability of offsite 
agendas to take appropriate emergency actions. 

ORIMES. B. K. Edisrgeney Preparedness Task Force. 79/11/23. BOpp. 


7912200122 Notification of 791205 meeting w/util in DethesdaiMD. to 
reviau emergency preparedness capab i 1 Ities. List of NRC 
considerations end. ..a 

ElBENHUT* D. 0, Division of Operating Reactors. 79/11/29. app- 


7912100230 Advises of errors In licensee 791116 submittal on 
intergranular stress corrosion crac k ing. Forwards missing 

9TEPT0E.P.P. Isham. Lincoln ti Beale, 79/12/03. 3pp. 


9121B0178 Response to ASLB 790914 order that affidavits be provided 
stating extent to which Stainless Steel 304 would be used 
In spent fuel storage pool fc effects from Immersion in pool 
water. Forwards JR Weeks A Taboada affidavits. 

OQDDARD. R.J. Hearing Branch 2, 79/12/07. Spp. 


7912270063 Forwards list of specific items requiring updating in 
emeroancy plans. Emergency plans were evaluated using code 
requirements. Reg Guide 1. 101 6 Emergency Planning Review 
Ouldelines Number 1. Revision 1. „ -x.n 

iPPQLITOi T. A. Operating Reactors Branch 3. 79/11/30. 7pp. 


—7912180101 Affidavit of JR Weeks on 791206 re extent of presence of 
Stainless Steel 304 in spent fuel storage pool S. effects of 
Immersion in pod water. Statement of prof qualifications 

WEEKS. J.R. Drookhaven National Laboratory. 79/12/06. 4pp. 


7912210127 Responde to 791115 conversation re emergency telephones. 
Requests info Indicating backup power supply to emergency 

REPPLEH. J. 0. Region 3. Chicago. Office of the Director. 79/12/05, 
ip. 


•7912180106 Affidavit of A Taboada in 791207 ra extant of presence of 
Stainless Steal 304 In spent fuel storage pool & effects of 
Immersion in pool water. Statement of prof qualifications »< 
Certificate of Sve end. ^ a.. 

TABOADA. A. Office of Standards Devalopment. 79/12/07. 4pp. 


' ' ludlcatory correspondence 


Ucensse response to ASLB 790914 memorandum t< order 
tin 79-17.Revlslon i. T Tramm. TW Lukens. D 
1 affidavits address technical safety 
fuel storage. Certificate of Sve end. 

Lincoln L Beale, 79/11/16. 4pp. 


M2210420 Response to Intervanor State of IL 791210 request for 
extension until 791228 to respond to ASLB order J’» 4 u‘T'ing 
info re intergranular stress corrosion cracking. No objection 
to extentlon. W/Coptifleate of Sve. 

GODDARD. R.J. Hearing Branch 2, 79/12/12. 2pp. 
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H. Oonaral correspondence 


79123a0&09 Discueiee 791204 title change of manager of nuclear 
operations to vice president. Organliation structure not 
altered. No revision uill be made to OA program topical rept 
CE-l-A until organiiation structure is delineated. 

JANECEKiR. F. Commonwealth Edison Co. 79/12/19. Ip, 


P. Operating license stage documents b correspondence 


791109024B ’'Summary of Operating Experience N/Rec irculating Steam 
Generators. " 

EI8ENHUT. D. 0. Division of Operating Reactors. NUREO-0583. 
79/01/31. a9pp. 


7912110011 Forwards NRC position on status << applicability to pending 
□L applications of results of THI followup act ions. Outl ines 
addl short-term actions to be taken. 

VASSALLOi D. B. Division of Project Management. 79/09/27. 41pp. 


79121102A4 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATHB Issue for PWRs Ic DWRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTONjH. R. Office of Nuclear Reactor Regulation, 79/10/17. 3pp. 


7912090ld)2 Discusses NRC review of LERs & Tech Spec requirements re 
control RPI sys at Nestlnghouse PURs. Requests Tech Specs 
review to ensure requirement for rod malnt to within +/- 18 
fteps Indicated 1< RPI sys verified accurate within 12 steps. 
SCHMENCERj A. Operating Reactors Branch I, 79/10/89. 7pp. 


7911270467 Forwards "Discussions of TMI Uessons Learned Short-Term 
Requirements'' providing addl clarifications of NRC 
reiiuirsments for pending OL applicants. 

VASSALLOi 0. B, Division of Project N»na9BmBnt. 79/11/09. 8pp, 


7912100189 Discusses NRC 791101 meeting w/representatives of NSSS 
vendors fc fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing w/fuel cladding 
swelling It incidence of rupture. Vendor responses end. 

EISENHUTj D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


—7912100299 Responds to NRC 791101 request re noncompliance of 
Neetlnghouse ECC8 evaluation model under requirements 
of 10CFR90 App K. Evaluation of three fuel rod models 
Indicates no safety problems for Nsstlnghouse plants. 
ANOERBONt T. M. Westlnghouse Electric Corp. 79/11/02. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling It 
rupture data. Review of analytical models It tests Indicates 
compliance W/10CFR90 App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZi R. H. Oeneral Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation models U that analyses demonstrate 
all criteria of 10CFR50. 46 satisfied. 

□MSLEYtO.F. Exxon Nuclear Co. < Inc. (subs, of Exxon Corp.). 
79/11/02. 9pp. 


—7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockaga model used in vendor evaluation model. 

No adverse Impact from nau rupture buret data or use of NRC 
rupture/bloc kage model on licensing calculation results. 

OUBLEYiO.F. Exxon Nuclear Go. i Inc. <tubs. of Exxon Corp.). 
79/11/04. 22pp. 


7912090322 Discueses 791113 b 14 site visit re solid radwasta 
processing b temporary storage. Facilities have instituted 
Impr'ovcd waste mlnlmitatlon programs. 

ORANTfP. Environmental Evaluation Branch. 79/11/83, 2pp. 


7912060649 Notification of 791209 meeting w/utils in Dathesda<HD to 
dtecUBS alternatives to reduce probaility b consequincee of 
■evare reactor accident. 

ZECHt 0. Divliion of Operating Reactors. 79/11/29. . 4pp. 


7912040297 Forwards supplementary reeponee to be Incorporated into 
79101B Itr re lessons learned commitments to meet near-term 
requirements. 

REEDtC. Commonwealth Edison Co, 79/11/30. 7pp. 


7912120411 Forwards supplementary rseponse re commitment to meet 
short-term requirements of Lessons Learned Task Force. 

REEDtC. Commonwealth Edison Co, 79/11/30. 7pp. 


7912120429 Forwards supplemental response to 79101B Itr re commitments 
to Lessons Learned Task Force recommendations. 

PEOPLES. D. L. Commonwealth Edison Co. 79/12/03. 2pp. 


7912110309 Responds to NRC 791029 Itr re control RPI sys at 
Nestlnghouse PWRs. Resolution of RPI sys is +/-S'/. of span. 
When indicated misalignment of 12 steps exl sts, misal Ignment 
could be 24 steps b control RPI should be monitored f/-12X, 
PEOPLES. D. L. Commonwealth Edison Co. 79/12/04. 2pp. 


7912110318 Confirms 791119 notification of implemented mod Automatic 
rod control operation prohibited above 907. of rated power 
u/ControI Bank D below 216 steps withdrawn. 

PEOPLES. D.L. Commonwealth Edison Co. 79/12/04. ip. 


7912200672 Requests payment of Class til fees for review of 790816 
nuclear security personnel training b qualification plans. 

DlOOSi R. M. License Fee Management Branch. 79/12/07. ip. 


7912200041 Forwards request for addl info re auxiliary feedwater sys 
automatic initiations b flow indications to steam 
generators. 

BCHWENCER.A. Operating Reactors Branch 1 (Pre 791030). 79/18/12. 

8pp. 


7918810349 Forwards cover sheet for CE-l-A. Revi sion 10. inadvertently 
omitted from 791116 transmittal, 

NAUOHTON, W, F. Commonwealth Ed ison Co. 79/12/13. 2pp. 


7912180931 Forwards info documenting evaluation of purge b vent valve 
operability verl f icat ion. Ut 1 1 committed to purge b vent sys 
in conformance u/NRC interim posi tlon. Complete conf irmiatory 
analyses not available for 30-40 wk. 

PE0PLE8.D.L. Commonwealth Edison Co. 79/12/14. 6pp. 


7912190542 Forwards "Adequacy of Station Electric Distribution Sys 
Voltages." addressing 4ao-volt undervoltage conditions. 
JANECEK.R.F. Commonwealth Edison Co. 79/12/14. ip. 


— 7912190S49 "Adequacy of Station Electric Distribution Sys Voltages, 
e Commonwealth Edison Co. 79/12/14. 8pp. 


7912270469 Forwards response to NRC request for addl info on Lessons 
Learned Task Force Recommendations 2.1.7a b 2.1.7b. 

PEOPLES. D.L. Commonwealth Edison Co. 79/12/14. Bpp 


7912270470 Advises that qualification program for remaining purge b 
vent containment valves Is In progress. Dresden b Quad-Cities 
butterfly valves will close. regard less of degree of opening. 
Response to NRC interim position end. 

PEOPLEB.D.L. Commonwealth Edison Co. 79/12/14. 6pp. 


7918870397 Advises of compliance w/Category A THI Lessons Learned Task 
Force items identified in NRC 790913 b 1030 Itrs. CompI iance 
will be achieved by 600101. or prior to return to power for 
units in outages on 800101. 

PEOPLESiD.L. Commonwealth Edison Co. 79/l2/t7. ip. 


7918270464 Forwards supplementary response re THI Lessons Learned Task 
Force recommendations, in response to NRC request for info. 

Response should bo Incorporated into 79101? Itr re 
auxiliary feedwater sys requirements. 

PEOPLEB.D.L. Commonwealth Edison Co. 79/18/18. 9pp. 


7912310348 Forwards revised pages to CE-l-A. "Comm Ed QA Program for 
Nuclear Oeneratlng atations. " Revliion 11. 

JANECEK.R.F. Commonwealth Edison Co. 79/12/20, ip. 


—7912310399 Revised pages to CE-l-A. "Comm Ed QA Program for Nuclear 
Generating Stations." Revision 11. 

e Commonwealth Edison Co. CE-l-A. 79/11/21. I6pp. 


7912270267 Forwards 791220 conference paper re Indian Polnt/Zlon near 
site studies. Requests paper be made part of public record. 
PEOPLEB.D.L. Commonwealth Edison Co. 79/12/21. Ip. 


—7912270879 "Indian Polnt/Zlon Near Bite Studies.” presentation to NRC. 
e Commanuealth Edison Co. 79/12/20, 31pp. 


Q. Inspection reports. IE Bulletins b correspondence 


7918090090 Forwards IE Insp Repts 90-299/79-20 b 30-304/79-19 on 
790901-30. No noncomp 1 lance noted. 

HEISHHAN. R. F. Region 3. Chicago. Reactor Operations Nuclear 
Support Branch. 79/10/17. 2pp. 
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fisoaooif. IE Insp Rupts 50-29 5/79-20 b 50-304/79-19 on 790901-30. No 
noncornpItancD noted. Major areas inspoc tod; reactor operation, 
malnti IE liullBtin fol louup. UEHs. physical security. & changing 
aunp shaft matl. _ , 

KOHLER. J. E. . 9PESSARB, R. L. Region 3. Chicago, Off lea of the 
Oiractor. 79/10/17. 9pp. 

2180224 Forwards IE Inap Repts 50-295/79-23 b SO-304/79-21 on 790702 

0985. No noncomplianco noted. nn 

lORELLI.e, Region 3, Chicago. Reactor Construction b Engineering 

upport Branch. 79/11/07. 2pp. 

91S1B0236 IE Insp Repts SO-295/79-23 b 50-304/79-21 on 790703 4 0935. 
No none DinpUance noted. Major areas inspected: re view 
procedorea.mfg activities at Loclenby Co b review audits b 
sorvaillances performed by Comm ED. 

HAVES. i>. W. Region 3. Chicago. Reactor Construction b 

Engineering Support Branch. NAIEU. K. R. Regions. Chicago. 

Office of the Director. 79/11/05. 5pp. 

2050I0& Forwards IE Circular 79-22. "Stroke Timos for Power Operated 
lellef Valves." No TBsponse regulred. . .. -70/11 /i/. 

.EPPLER.J.O. Region 3. Chicago. Office of the Director. 79/11/16. 

ip. 

,2100213 Forwards IE Info Notice 79-28. "avor 1 oading of Structural 
■lements Dus to Pipe Support Loads." No response reioired. 

lEPPLER.J. O. Region 3, Chicago. Office of the Director. 79/ll/l<i. 

Ip. 

12110557 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
taactoT Coolant Bgs Instrumentation During Operation. No 
i-psciflc action or response required, -70/1 i/ij, 

lEPPLER. J. 0, Region 3. Chicago. Office of the Director. 79/11/16. 

Ip. 

12050344 Forwards IE Bulletin 79-26. "Boron Loss From DHR Control 
Slades." No rnsponse required. , .. -.q/i 1 /mn 

SEPPLEHi J. 0. Region 3. Chicago, Office of the Director. 79/11/2 . 


3100417 Forwards IE Circular 79-24. “Proper Installation b Callbr of 
lor* Spray Pipe Break Detection Equipment on DHRs. ' No 

/ritten response required. -jo/ii/af. 

lEPPLER.J. 0. Hnglon 3. Chicago. Office of the Director. 79/11/26. 

Ip. 

12140187 Forwards IE Circular 79-23. "Motor Starters b Contactors 

-ailed to Operate, " No written response required. 70/1 i/nj. 

iEPPLER.J, 0 : Regions. Chicago, Office of the Director. 79/11/34. 

ip. 

12110395 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
genopal ofts copies of escalated enforcement correspondence 

sent by NRC to licensees. 70/11/00 

KEPPLEfl,J. 0, Region 3, Chicago, Office of the Director. 79/11/28. 

Ip. 

12190199 Forwards IE Bulletin 79-27, "Loss of Nun-Claao IE 
Instrunentatlon fc Control Power Sys Bus During Dperatlon. 

Hritten response required. . ^ 70 / 1 . /-in 

KEPPLER.J.O Region 3. Chicago, Office of the Director, 79/11/30. 

ip. 

'I314005& Forwards IE Info Notice 79-30, "Raportlng of Defects b 
Noncompllances. iOCFR21. " No action or response required. 

KEPPLER.J. 0, Region 3, Chicago, Office of the Director. 79/12/06. 

Ip. 


3, Rep 


ortable occurrences, LERs b related correspondence 


7912120066 PNO- I I 1-79-02S; on 791025, essential sves motor generator set 
tripped, resulting in tripping of Unit 3 reactor. Caused by 
slamming of essential sves electrical 

CREED, J. Region 3. Chicago, Office of the Director. 7, 


CREED, 

Spp. 


79/10/26 


7912170166 PNO-I I1-79-23A: threatening tolephone calls came from court 
committed patient. All affected lleensoes notify"®- ,o/in/=^ 

BELANGER, J. Region 3. Chicago, Office of the Director. 79/10/2 . 

ip. 

7912060650 PNQ-Il I -79-29A ; 0 n 791 lOl, volume trie osaminat ions revealed 
cracking In steam generator-tfl-foeduater piping. Defective 
wolds b piping will be roplocod. 

KOHLER, d!^L. , SPESaARD, R. L. I HEIBHMAN, R. F. Region 3. Chicago. 
Office of the Director. 79/11/02. Ip. 

7912180366 PND-l 11-79-052; on 79! 129. during routine swrvei llance. gla"'' 
seals on three hydraulic snubbers observed u/e»eessive 
leaking. Oouges observed on piston rods where snubbers pass 
through housing at gland seal b on housing. . ,.k_ 

DANIELSON, 0. H. , FIORELL.1,0. Region 3, Chicago. Office of the 
Director. 79/11/29. Ip. 


DOCKET SO-303 KEWAUNEE NUCLEAR POWER PLANT 
F. Becurity, medical, emergency b fire protection 

7912130415 Forwards request for addl Info re contingency plan. Request 
withheld <ref 10CFR2.790), 70 /,,/n 9 -- 

BCHWENCER, A. Operating Reactors Branch t. 79/11/13. 2pp. 

7912200114 Forwards draft suppl to fire protection safety evaluation. 
LAINAS.O. Plant Bystems Branch. 79/tl/20. 2pp. 

— 7912200110 Draft suppl to fire protection “!;!***'* 

* Office of Nuclear Reactor Regulation. 79/11/20. 10pp. 

7912200022 Discusses NRC 791109 meeting re omergoncy proparedness team 
review objec ttvos. Provides guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRIMES, B.K. Emergency Preparednoss Task Force. 79/11/23. aOpp. 

7912210129 Responds to 791115 conversation re emergency telophonoe. 
Requests info Indlcatl'nff backup power supply to emergency 

KEPPUER?J%. Region 3. Chicago, Office of the Director. 79/12/09, 
tp. 

0. Adjudicatory correspondence 


7912110038 Confirms receipt of end 790329 petition to OLs for 

all PHRs. Forwards FR notice indicating that petition will be 


treated in accordance iu/i0CFR2. 206. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 


79/11/23. Ip. 


—7912110126 Notice 0 # request for action pursuant to 10CFR2. 206 ro 
Environ Coalition on Nucloar Power 790329 petition 
requesting suspension of all DLs for PWRs. -lo/ii/a.* 

MULLER, D. R. Office of Nuclear Reactor Regulation. 79/ll/.<J. 

38pp. 

P. Operating license stage documents b corresponde nc e 


918800086 Forwards IE Bulletin 79-28, "Possible Malfunction of Namco 
Model EAiaO Limit Rwitthes at Elevated Temps. " Action 
required. 

KEPPLER. J. 0. 

ip. 


Rogion 3, Chicago, Office of the Director. 79/12/10, 


912200443 Notification of 791213 meeting w/util to discuss IE Bulletin 
79-02 anchor bolt b base plate analysis. 

JORDAN. E. L. Division of Reactor Operations Inspections. 

3pp. 


79/12/il. 


7911090248 "Summary of Operating Esperience M/Reclrculating Steam 
Division of Operating Reaetoro. NURBO-0623. 


Genera tors , " 
EISENHUT.D. 0. 
79/01/31, 09pp. 


7912090194 Discusses NRC rovieu of LERs b Tech Spec requiroments n 
control RPI sys at Wastinghouse PWRs. Requests 
review to ensure requirement for rod maint 
steps indicated & RPI eye verified accurate 

aCHHEMCER, A. Operating Reactors Branch 1. 79/10/Z9. /pp. 


L Periodic operating reports b related correspondence 

'912110219 Forwards monthly operating repts for Nov 1979. 
WANDKE. N. E. Commonwealth Edison Co, 79/12/07. Ip. 


7912100169 Discusses NRC 791101 meeting w/representatives of NSSS 
vendors b fuel suppliers re discussion of ^ 

portions of ECCS evaluation models dealing u/fuel cladding 
swelling b incidence of rupture. Vendor responses •"Cl; 

EISENHUT, D. 0. Division' of Operating Reactors, 79/11/09. aspp. 


—7912110223 Monthly operating repts for Nov 1979. 

COQK.J. H. Commonwealth Edison Co. 79/12/07. Upp- 
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— 79t2t00399 Rasponds to NRC 791101 roquatt ra noneomp t lanes of 
Mattlnghouta ECCB avaluatlon nodal undir raquirernonti 
of lOCRRSO App K. Evaluation of three fuel rod models 
Indicates no safetg problems for Uestlnghouse plants. 
ANDERSON. T. M. Uestlnghouse Electric Corp. 79/ll/OS. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL cladding suelllng t. 
rupture data. Ravieie of analytical models tt tests indicates 
compliance u/t0CFR90 App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ. R. H. Oenaral El ec tr ie Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst tost 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation models ti that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

DUai-EyiO.F. Esion Nuclear Co. . Inc. (subs, of Exxon Corp.). 
79/11/02. 9pp. 


—7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rupture/bloc kage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OUBLEYi 0. F. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/04. 22pp. 


7912040102 Summary of 791115 telcon u/utll re lessons learned 
Implementation. 

OLBHANtL. N, Operating Reactors Branch 1. 79/11/23. 7pp. 


7912060029 Summary of 791119 telcon y/util re util 791019 response to 
790913 Itr re lessons learned Implementation. 

OLSHANiL. N. Operating Reactors Branch 1, 79/11/23. 6pp. 


7912210439 Notifies that radioactive matl shipping activities to be 
performed per util OA programi 7B0120 Revision 2i approved 
790723. 

RICHMOND.^., LUOMA<C.R. Wisconsin Public Service Corp. 79/11/27. 
»P' 


7912120362 Responds to NRC 791029 Itr re Tech Specs on rod 
mlialignment. Current util Tech Specs are consistent u/iafety 
analysis tt mode of operation based on approved physics 
methods. 

MATHEWBiB. R, Wisconsin Public Service Corp. 79/12/OS. 2pp. 


7912210121 Requests firm date for delivery of re-analysis at ECC8 
cooling performance using correct Westlnghouse evaluation 
model. 

8CHHENCER, A. Operating Reactors Branch 1. 79/12/07. 2pp. 


7912160481 Submits interim position for containment purge during 
operation! In response to NRC 791023 Itr. Also submits addl 
Info for comparing Branch Technical Position 6-4 for 
Containment Bys Branch. 

MATHEWS, E.R. Wisconsin Public Service Corp. 79/12/10. 3pp. 


7912180901 Forwards addl info re Lessons Learned Task Force Short-Term 
Requirements in response to 791207 telcon. No Implementation 
schedule available due to uncertainty in delivery of 
equipment. 

MATHENBi E. R. Wisconsin Public Service Corp, 79/12/10. 2pp. 


7912180621 Responds to NRC 791019 Itr. Discusses overpressure protection 
eye ti number of available electrical penetrations through 
containment, Mods to Class IE power sources planned for 19B0 
refueling outage. 

MATHEWS, E. R. Wisconsin Public Service Corp. 79/12/12. ip. 


7912190420 Forwards Wsstinghouse reanalysis description, time saquonce 
of events tc generic sensitivity study results to document 
ECCB reanalysts re ilrc/water reaction calculation. 

Calculbted peak clad temp does not exceed 2,200 F. 

MATHEWS, E, R. Wisconsin Public Servlcs Carp. 79/12/14. 36pp. 


7912210329 Provides requested Info re auxiliary feedwater sys. Existing 
design meets short-term criteria of NURE(J-0378 t< H Denton 
791030 clarification itr. 

MATHEWS,E.R, Wisconsin Public Service Corp. 79/12/14. 2pp. 


0. Inspection reports, IE Bulletins (h correspondence 


7912090028 Forwards IE Ihsp Rept 90-309/79-16 on 790929-28. No 
noncomplianco noted. 

HE18HMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 
Support Branch. 79/10/ie. 2pp, 


—7912050035 IE Insp Rept 50-305/79-16 on 790925-28. No noncomp Uance 
noted. Major areas inspectad: core power distribution limits, 
In-core/ex-core calibr t, isothermal temp coefficient. 

CHOWiE. T. Region 3, Chicago, Office of the Director. 

STREETER, J. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/10/16. 4pp. 


7912050400 Forwards IE Insp Rept 50-305/79-15 on 790910-14, No 
noncompl iance noted. 

HEISHHaN, R. F, Region 3, Chicago, Reactor Operations Nuclear 
Suppop't Branch. 79/10/25. 2pp. 


—7912090412 IE Insp Rept 50-309/79-15 on 790910-14, No noncompliance 
noted. Major areas inspected: safety-related components t, 
equipment, imp lementat ion of ASKE Code Section it pump & 
valve test program & followup on IE Bulletin 79-06C. 

MCOREODR, L. 0. Region 3, Chicago, Office of the Director. 
STREETER, J. E. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch, 79/10/24. Bp, 

7912040211 Responds to IE Bulletin 79-lS, “Audibility Problems 
Encountered on Evacuation of Personnel from High Noise 
Areaq. “ Inadequate alarm sys identified in four areas. Sys 
will be improved by adjustment or installation of speakers. 
MATHEW9,E.R. Wisconsin Public Service Corp. 79/11/OB. Ip. 


7912050158 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves. " No response required, 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 
ip. 


7912100252 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loads. “ No response required. 

KEPPLEfi.J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 
ip. 


7912120001 Forwards IE Info Notice 79-29, "Loss of Nonsaf ety-Rolated 
Reactor Coolant Sys Instrumentation During Operation. “ No 
specific action or response required. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 
ip. 


7912090416 Forwards lE Bulletin 79-26, "Boron Loss From BWR Control 
Blades. " No response required. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 79/11/20. 
Ip, 


7912120079 Forwards IE Insp Rept 90-305/79-18 on 791015-19 «< notice 
of violation. Notice of vlolation’wlthheld (ref 10CFR2.790). 

HIND, J. A. Region 3, Chicago, Safeguards Branch. 79/11/21. 2pp. 


—7912120065 IE Insp Rept S0-30S/79-1B on 791015-19. NoncomplUnce noted: 
some guards not qualified in accordance u/commltmants h 
some security-related equipment not tested in accordance 
w/commitments, Details withheld (ref 10CFR2.790). 

CREED, J. R. , 8CHWAN, C.A. Region 3, Chicago, Office of the 
Director. HIND, J, A. Region 3, Chicago, Safeguards Branch. 
79/11/20, 2pp. 


7912170210 Updates 791018 response to IE Bulletin 79-21, Drift on 
steam generator level transmitters mag be 3. IX. Potential 
level uncertainty la ll.SX, To assure compliance w/Tech 
Specs, setpoint will be raised to 17X. 

MATHEWS, E.R. Wisconsin Public Service Corp. 79/11/21. 2pp. 


791810Q44B Forwards IE Circular 79-24, "Proper Installation Ic Callhr of 
Core Spray Pipe Break Detection Equipment on BWRs, " No 
written response required. 

KEPPLER.U. 0. Region 3, Chicego, Office of the Director. 79/11/26. 
Ip. 


7912140249 Forwards IE Circular 79-23, "Motor Starters & Contactors 
Failed to Operate." No written response required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/11/26. 

IP- 


7912110450 Notifies that NRC Intends to routinely forward to 
appropriate stote public util regulatory groups h state otty 
genaral ofes copies of escalated enforcement corraspondance 
sent by NRC to licensees. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/11/28. 
ip. 


7912190238 Forwards IE Bulletin 79-27, "Loss pf Non-Class IE 
Instrumentation t. Control Power Sys Bus During Dperafcion. " 

Written reiponse required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/ii/30. 
Ip. 
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791?2000B9 Responds to IE bulletin 79-J ?■ f! ovi sion 1 re stagnent berated 
uater tgs. Welds already inspected 'll uill be ravieued to 
ensure 10/, qF accessible ueids inspected . Fur ther insp if 
necessarii to be completed uithln 12 months. 

HATHEUSdE n. Wisconsin Public Service Corp. 79/11/30. 3pp. 


7913140109 Foruiards IE Info Notice 79-30, "Reporting oP Defects & 
Noncoispl lances, 10CFR31. No action or response required. 

KEPPLER-J. 0. Region 3, Chicago. Office of the Director, 79/13/06. 
<P- 


7913200135 Forufarda IE Dulletin 79-29. "Possible Malfunction of Name o 
Itodel EA10O Limit Skiitches at Elevated Temps." Action 
required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/12/10. 
‘P 


R. Periodic operating reports Sc related correspondence 


7912140337 Forwards monthly operating rept for Nov 1979. 

HATHEMa. e. R. Washington Public Power Supply Bgstem, 79/12/10. Ip. 


— 7913140363 Monthly operating rept for Nov 1979. 

WALLACE, J. a. Washington Public Power Supply Sgsteoi. 79/12/10. 
4pp. 


DOCKET 80-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Sacurity, medical, emergency b fire protection plans 


79122000S2 Discusses NHC 791109 meeting re emergency preparedness team 
review ob jec 1 1 ves. Pr ovi d e s guidance for Improving licensee 
emergency preparedness tn assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORIHES, D. K. Emergency Preparedness rasi Force. 79/11/23. 30pp. 


7913120244 Forwards evaluation of electrical & mechanical penetration 
seals ti fire detectors required by 790906 fire protection 
safety evaluation rept. 

HAVER. L.D. Northern States Ponier Co. 79/11/30. 94pp. 


0. Adijudicatory correspondence 


7912110033 Confirms receipt of end 790339 petition to suspend DLs for 
all PWRs. Forwards FR notice indicating that petition will be 
treated In accordance U/I0CFR2. 306 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912110126 Notice of request for action pursuant to 10CFR3.2D6 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PHRs. 

MULLER. D.R. Office of Nuclear Reactor Regulation. 79/1 1/23. 
3app. 


P. Operating license stage documents b correspondence 


79I109024S "Summary of Operating Etperlence W/Rec ircu 1 atlng Steam 
Oenerators. “ 

EISENMUr, D. 0. Division of Operating Reactors. NUREa-0S23. 
79/01/31. B9pp. 


7912040164 Discusses NRC concerns re containment purging t< venting 
during normal operations. Includes licensee override of 
safety actuation isolation signals to containment isolation 
valves (< valve ability to shut w/o degrading containment. 
SCHWENCER.A. Operating Reactors Branch 1. 79/10/39. 5pp. 


7912D50176 Discusses NRC revtow of LEDs S< Tech Spec requirements re 
control RPI sys at Westinghouse PWRs. Requeiits Tech Specs 
review to ensure r equlrervent for rod maint to within s-/- 13 
steps Indicated & RPI sys verified accurate ulthtn 13 steps. 
SCHWENCER.A. Qperetlny Reactors Drench 1. 79/10/39. 7pp. 


7912I001B9 Discusses NRC 791101 meeting Uf/r epressntat I veS of NSB9 
vendors b fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing u/fuel cladding 
swelling t< incidence of rupture. Vendor responses end. 

EtSENHUT. D. 0. Division of Operating Reactors. 79/11/09. 6Spp. 


■7912100358 Responds to NRC 791101 request re noncomp 1 1 ance of 
Mestinghouse ECC9 evaluation modol under requirements 
of IOCFR90 App K. E.valud tion of three fuel rod models 
Indicates no safety problems for Westinghouse plants. 
ANDER90N. T- M, Westinghouse Electric Corp. 79/11/03, 4pp, 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling t> 
rupture data. Review of analytical models 6 tests indicates 
compliance w/l0CFR5O App K. A1 1 GE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHQLZ, R. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models 6 that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

aWSLEYiO. F. E««on Nuclear Co., Ine. (subs, of £««on Corp.). 
79/11/02. 5pp. 


— 7912100486 Forwards addl info ro evaluation of impact of NRC proposed 
Tupture/b lockage model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

□WBLEViQ. F. Eitson Nuclear Co., Inc. (subs, of Eskon Corp. 1. 
79/11/04. 22pp. 

7912120103 Notification of 791126 moetlng w/util in BethesdaiMO to 
discuss reactor vessel nozile fabrication. 

ORDTENHUISrM. Operating Reactors Branch 1. 79/11/19. 2pp. 

7912040201 Confirms implementation of Interim procedural solution 
adopted at 791119 meeting u/NRC, Westinghouse 6 util re 
possible rod drop accident analysts for certain Westinghouse 
designed plants. 

MAYER. L.O. Northern States Power Co. 79/11/27. Ip. 


7912110307 Responds to NRC 791029 Itr re control rod misalignment 
specs. License amend request re spec changes will be 
submitted by 800115. 

MAYER, L.O, Northern States Power Co. 79/12/05. Ip. 


791231000G Summary of 791126 meeting ui/Westinghouse Si util re base 
metal cracking in reactor vessel noiiles under stainless 
steel cladding. 

OnOTENHUlS.M, Operating Reactors Branch 1. 79/12/12. 4pp, 


— 7912210013 Discusses pipe leak at TVS 1, In Finland, due to faulty 
fabrication process of components mfg In France 6 
significance to US plants. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/24. 
14pp, 


7913200432 Notifies that util will be in compliance by 800131 w/Lessone 
Learned Task Force recommendations ro relief fc safety valves 
direct position Indication t, inadequate core cooling 
detection instrumentation. 

MAYER, L.D, Northern States Power Co. 79/18/14. 8pp. 


79122003B5 Notifies NRC that util cannot moot 781035 schedule for 
resolving issue of asymmetric LOCA loads, due to delays in 
matl procurement. Pipe restraints will be installed during 
refueling outage. 

MAYER, L.O. Northern States Power Co. 79/12/17, Ip. 


0. Inspection reports, IE Bulletins b correspondence 


79130 50401 Forwards IE Insp Repts 50-3B2/79-23 ti 50-306/79-19 on 
790917-30. No noncompliance noted. 

HEISHMAN, R. F. Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/10/86. 2pp. 


-7918050406 IE Insp Repts S0-2B8/79-23 U 50-306/79-19 on 790917-30, No 
noncompliance noted. Major areas inspected: malnt, tecuri ty, 
revleuiaudlt & radiation protection. 

FEIERABGND, C. D. , NARNICK. R. F. Region 3, Chicago. Office of the 
Director. 79/10/33. 3pp. 


7912050144 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No response required. 

KEPPLER.J, 0, Region 3, Chicago. Office of the Director. 79/11/16. 
Ip- 


7912100839 Forwards IE Info Notice 79-8B, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 

Ip, 


79121 105BS Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director. 79/11/16. 
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7918210066 Forward* IE Insp Rapt* 30-288/79-27 & 50-306/79-21 on 
791001-31. No noncomp 1 lance noted. 

HEIBHMAN< R. F. Region 3, Chicago. Reactor Operation* Nuclear 

Support Branch. 79/11/16. 2pp. 


•7912210074 IE Snip Rept*- SO-282/79-27 & SO-306/79-21 on 791001-31. No 
nonconplianca noted. Major area* 1 nsp oc tod; p lant aperationsi 
malnt. lecurlty «< observations of plant staff response to 
steam generator tube rupture. 

FEIERABEND. C. D. • WARNICK. R. F. Region 3. Chicago. Office of the 
Director. 79/11/13. 9pp. 


79130S0404 Forward* IE Bulletin 79-26. "Boron Loss From BUR Control 
Blades. " No response required. 

KEPPLER. vl. 0. Region 3< Chicago. Office of the Director. 79/11/20. 
Ip. 


S. Reportable occurrences. LERs 6 related correspondence 


7912070135 PNO- 1 1 1— 79-024 ; on 791026. Reg 1 on 3 notified of chlorine 
treatment of cooling tower water containing amoeba 
oncophalltl*. Licensee will monitor disc harge*. I. submit 
environ event rept to NRC. 

OEBTMANNi M. J. , ESSIO, T. H. Region 3. Chicago. Office of the 
Diractor. 79/10/23. 3pp. 


7912060393 PNO— I II— 79-035; on 791007. neutra lii Ing tank batch released 
ph greater than Tech Spec limit. Caused by Improper 
operation of ph monitor on tank effluent pipe. Memo issued 
requiring reliable operation of monitor. 

OESTMANN. M. J. Region 3. Chicago. Office of the Director. 
79/11/05. 2pp. 


791S100440 Forward* IE Circular 79~24i "Proper Installation & Calibr of 
Cora Spray Pipe Break Detection Equipment on HHR*. " No 
written response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/26 
Ip. 


791S140816 Forward* IE Circular 79-23. "Motor Starter* t. Contactor* 
Failed to Operate." No written response required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/11/26. 
Ip. 


7918110433 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups *. state atty 
general oft* copies of eacalatsd enPoreemont corr6»pDnd*ne* 
sent by NRC to license**. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Diractor. 79/11/2B 
Ip. 


791S190B01 Responds to IE Bulletin 79-17. Revision 1. Insp per Item 8 (b) 
to begin 791203 for Unit 8 b end in two wks.Unlt 1 Insp 
scheduled for Aug 1900. 

WACHTER.L. J. Northern States Power Co. 79/11/28. Ip. 


7912030197 Forward* LER 79-029/03L-0. 

MAYER. L.D. Nprlhern States Power Co. 79/11/30, ip. 


7912030202 LER 79-029/03L-0; on 791 102. during surveiUanee test, turbin 
driven auxiliary feedwater pump did not start. Cause unknown. 

Valve* being checked for proper position every 4-h t. design 
change Initiated. 

HUN9TAD. A. A. Northern States Power Co. 79/11/30, Ip, 


7912070332 Environ Event Rept 79-11 for 17 days in Nov. Slowdown flow 
In excess of Tech Specs required to complete special 
chlorination treatment authnrlied by 791102 ET8 change. 

WARDiE. C, Northern States Power Co. 79/12/03. Ip. 


7918280569 Forward* Usstlnghouse svaluatlon of 791002 tubs rupture 
event. Concur* w/util recommendations In LER 79-Oa7/01T-0 re 
operation of turbine driven auxiliary feed pump & steam 
supply valve from faulted steam generator. 

ANDERSON. T. M. Hestlnghouse Electric Corp. 79/12/19. 17pp. 


7912310475 Forward* LER 79-O3t/03L-0. 

MAYER. L.O. Northern States Power Co. 79/12/26. ip. 


7918030667 Ack receipt pf 791031 Itr Informing NRC of steps taken to 
correct violations noted in IE insp Rept* 50-202/79-21 b 
30-306/79-18, 

HElSHMANr R. F. Region 3. Chicago. Reactor Operations Nuclear 
Support Branch. 79/11/30. Ip. 


7918310478 LER 79— 031/03L— 0; on 791 126. during periodic surveillance 
program review, discovered that BPtOS2 boric acid tank level 
tost not performed within tolerance band. Caused by personnel 
oversight. Instrumentati an b control schedule to be used. 

HUNBTAD. A. A. Northern States Power Co. 79/12/86, Ip. 


•7912030671 Responds to NRC 791009 Itr re violation* noted in IE Insp 
Rept* 30-808/79-21 b 30-306/79-18. Correc tlve actions; Design 
Change 771397 forms w/required Initial* complotsd. 

WACHTEfl. L. J, Northern States Power Co. 79/10/31. 3pp. 


7912190831 Forward* IE Bulletin 79-87. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation. " 

Written response required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/11/30. 
tP- 


DOCKET 30-309 MAINE YANKEE ATOMIC PONER PLANT 


F. Becurlly. medical, smergeney b fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provide* guidance for Improving licensee 
emergency preparedness & assuring capability of offsite 
agencies to take appropriate emergency actions. 

ORIMEa.B. K. Emergency Preparedness Task Force. 79/11/83. 30pp, 


7918140093 Forward* IE Info Notice 79-30, “Reporting of Defects b 
Noneompllance*. I0CFR81. " No action or raaponse required. 

KEPPLER, v». 0. Region 3, Chicago, Office of the Director. 79/12/06, 
Ip- 


7912280067 Respond* to IB Bulletin 79-08. Havl sion 2, "Pipe Support Base 
Plat# Design* Using Concrete Expansion Anchor Bolts." All 
Seismic Category I restraint* that use concrete expansion 
anchors were field verified. 

MACHTER.L, U. Northern States Power Co. 79/12/07. Spp. 


7912200134 Forward* IE Bulletin 79-20. "Possible Malfunction 
Model EA10O Limit Switches at Elevated Temps." Action 
required. 

KEPPLERiJ.O. Region 3. Chicago, Offles of the Director, 
Ip. • 


of Namco 
79/12/10. 


7912280041 Responds to IE Bulletin* 7B-12, 7a-13A b 78-18H, "Short 
Period Berams at BUR Fad I Itles. " No deviations found In 
welding mail used in vessels. 

UACHTER.L. U. Northern State* Power Co. 79/18/11. Spp. 


R. Parlotfie operating report* b related correspondence 


0. Adjudicatory correspondenco 


791S11003B Confirms receipt of end 790329 petition to suspend OLa far 
all PWR*. Forwards FR notica indicating that petition will be 
treated in accordance W/10CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip, 


•7912110126 Notice of request for action pursuant to iOCFR8. 206 r* 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PURs. 

MULLER. D. ft. Office of Nuclear Reactor Regulation. 79/11/83. 
38pp. 


7912110400 Petition to Intervene. Urge* Commission to schedule 
conferences, discovery b hoar Ing*. Certl flcate of Sve b 
supporting documsn tatt on end. 

TUPPER.S. R. , MIULTER.D. S. Sensible Maine Power. 79/11/29. 7pp. 


—79121 10418 Attachment 3 in support of petition to intervene. Identifies 
aspects of proceeding for which intervention sought. Contends 
that applicant Palled to Implement protective measures rt 
human b technical failures. 

MILLER, D. S, Bensible Maine Power. 79/11/89 18pp. 


7912180680 Forward* monthly operating rept for Nov 1979 b correction* 
to monthly operating rept* for Aug.Bapt b Oct 1979. 

MAYER, L.O. Northern States Power Co. 79/18/12. ip. 


—7918180628 Monthly operating rept for Nov 1979. 

HUNBTAD, A. A. Northern States Power Co. 79/12/01, Bpp. 


—7912110485 Errata to 791 J23 petition to intervene, Corrects 
typographical errors, 

MILLER, D.S. Sensible Maine Power. 79/11/29, 2pp. 


7912190005 Forwards State of ME notice of intent to partidpate, 
PATERSON, vl. M. Maine, State of. 79/11/28. Ip. 
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--791219000'? Noti-CB of Intent to participate In hearing* re util 
application to eipand spent fuel ctorage eapacitg. 
Certificate of Svc end. 

PATERSON. J. M. R. Maine. State of, 79/11/20. 2pp. 


7912040318 Comment* on NUREO-0377, "Potential for Low Praetor# 
Toughness l< Lamellar Testing on PHR Steam Oenerator fc 
Reactor Coolant Pump Supports. " Matl test rapt* for steam 
generator base matl encl. , .,n 


7912130277 Eatablishes ASLB to preside in proceeding, per Commission 
791024 order. RM Laio appointed chairman l< CH Hand tt OA 
Linenberger members. n 

LA20. R. M. Atomic Safety and Licensing Board Panel. 79/12/03. 2pp. 


7912170053 Aneuer in support of Sensible ME Power petition to 
intervene. Renu B sts appointment of A8LB to preside in 
proceeding. Urges holding of prehearing conference. 

Certificate of Svc end. , - 

OIONMd. T. 0. J OAD. R. K Maine Yankee Atomic Power Co. DlONANi T. 0. 
Ropes li Orag. 79/18/07. 3pp. 


7912170202 Notice of appearance 
compaction. Certificate of Svc 
OAD. R.K. Maine Yankee Atomic 
79/12/07. 2pp. 


in proceeding re spent fuel pool 
end. 

Power Co. OAD. R.K. Rope* & Orag. 


7912100028 Notice of appearance. Certificate of Svc encl. 

DtOMMf. T. 0. Maine Yankee Atomic Power Co. DIONAN. T. 0. Ropee « 
Orag. 79/12/07. 2pp. 


7912260006 Support* rectuesl bg State of ME to participate as Intereited 
state If hearing held to consider licensee reiuast to amend 
license to for eipanslon of epent fuel pool capacity. 

Certificate of five end. 

MCOURREN.H. J. Hearing Branch 1. 79/12/11. 2pp. 


7912260292 Supports Sensible ME Power timely petition to intervene. 
Interest renuirements satisfied. Certificate of Svc encl, 
MCOURREN.H. J. Hearing Branch 1. 79/12/13. 6pp. 


H. Oeneral correapandenee 


7912200695 PoTwards confirmation of responses given in 791116 telcon re 
791031 (luesllons concerning spent fuel pool. 

QAMMIULiW.P. Assistant Director for Operating Raactor Projects iPre 
791030). 79/11/04. 4pp. 


P. Operating license stage documents b correspondtnee 


791109024B "Summary of Operating Eiperlenca H/Recirculatlng Steam 
Generators. " 

EISENHUT. D. 0. Division af Operating Reactors. NUREO-0523. 
79/01/31. a9pp. 

790B01&339 Notifies of statue of rapt on reactor cavity annulus ssel. 
Most PHR users remove ring during normal operation. Others 
store seal ring In raised position during normal operation. 
LAINASiO. Plant Systems Branch (Pre 791030). 79/07/05. 7pp. 


791S100189 Discusses NRC 791101 meeting w/repreientatlves of N8SS 
vendors b fuel suppliers re discussion of respective 
portlane of ECC8 evaluation models dealing w/fuel cladding 
suelllng b Incidence of rupture. Vendor reeponees end, 

EI8ENHUT.D, 0. Division of Operating Reactors. 79/11/09. 63pp, 


—7912100255 Responds to KRC 791101 request re nancomplianee of 
Westinghouse ECC8 evaluation model under requirement* 
of 10CFR90 App K. Evaluation of three fuel rod models 
indicates no safety problems for Westinghouse plant*. 
ANDERBONiT.M, Hestinghousa Electric Corp. 79/11/02, 4pp. 


— 7912100330 Responds to NRC 79110! request r* ORNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
compliance u/lOCFRSO App K.All OE spec* fop calculated peak 
cladding temp remain unchanged, 

BUCHH(X.2. R. H. General Electric Co, 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation modal* b that analyses demonstrate 
all criteria of iOCFRSO. 46 satisfied. 

OHSLEV.O.F. E««on Nuclear Co.. Inc, (subs, of E*«on Corp.). 
79/11/02. Spp, 


— ^7912100496 Forwards addl info re evaluation of Impact of NRC proposed 
rup tura/bloE kage model ussd In vendor eveluatlon model. 

No adverse leipact from new rupture burst data or use of NRC 
rupturs/blockege model on licensing calculation results. 

□WSLEViO.F, E«ion Nuclear Co. . Inc. <*ub*. of Exion Corp.), 
79/11/04. 22pp. 


7912040352 Matl test rept for ateam generator base natl. 

e Oosl In-Blrmlnghem Mfg. Co. 70/05/01. Ip. 


7912180233 Responds to 790915 b 1122 Itrs re modified spent fuel rod 
storage. Forward* request fo addl info before completing, 
review b evaluation. . 

REID. R.H. Operating Reactors Branch 4. 79/11/30. 4pp. 


7912200150 Discusses review of pipe cracks in chemlcell vol control sy*. 
Addition Of horljontal multi-stage centrifugal charging 
pump* will not cause pressure fluctuation*. Effects |from on# 
positive dieplacement euiiliary charging pump possible. 

REID.R.W. Operating Reactors Branch 4. 79/12/07. 8pp. 


7912100470 Outline* commitments b response* to 
Force short-term requirement*. 

EDWARDS, D.M. Maine Yankee Atomic Power Co. 


Lesson* Learned 
79/12/10. Ip. 


Taek 


7912260222 Forwards addl info re containment purge b vent sy* in 
response to NRC 791103 request. Two ovsrelte drawings of 
ventilation arrangement encl. 


unnnv. n P 


Dite.im** r.ts 






79121B03S0 Advise* that encl addl precaution should be added to C-E 
post-LOCA guideline* for C-E plant* w/high pressure lafety 
injection pump* using shutoff heads of 2.400 psl. 

Precautionary measupes encl. „ 

LlEDLERiO, E. C-E Optratlng Plant# Owner# Croup. 79/18/13. app. 


a. Inspection reports. IE Bulletin* b correspondence 


7912060003 Forward# IE Insp Rept 50-309/79-13 on 790906-08. No 

noncampllenee noted. . _ 

BRUNNER, E.J. Region 1. Philadelphia, Raactor Operation* Noelaar 

Support Branch. 79/09/27. 2pp, 


-7912060017 IE Insp Rept SO-309/79-13 on 790906-08. No none omp I lance 
noted. Major areas inspected : eontalnmsnt Integrated leak 
rake test b inservlce test program for pump* b valves. 

BMITH.T. H. . REKITO.H. A. Region 1. Phlladelphipi Office of the 
Director. CAPHTON.D. L. Region 1, PhiladelphUi Reactor 
rtnepatlon* Nuclear BooDort Branch. 79/09/26. Spp. 


7912050390 Forward* IE Insp Rept 30-309/79-18 on 790821-23. No 
noncomp liane# noted. . ^ 

BRUNNER, E.U. Region 1, Philadelphia. ' Reactor qparatlon# Nuclear 

Support Branch. 79/10/16. 2pp, 

— 79120S039S IE Insp Rept 50-309/79-12 on 790B21-83. No noncompl lance 
noted. Major areas inspected; oparator requallfleatlon 
training. general employee training b craft h technician 
personnel training. _ 

BETTENHAU8EN, L. , CAPHTON.D.L. Region 1. Philadelphia. Office of 
the Director. 79/10/11. 6pp. 


7912180536 Responds to IE Bulletin 79-18. Vol of speaker* will he 
Increased where evacuation alarm was not clearly audible. 
Procurement of addl spsekar* for some area* underway. 

GROCE. R. H. Maine Yankee Atomic Power Co, 79/10/17. tp. 


7912040057 Discusses IB Bulletin 79-23 re potential failure of 
emergency diesel generator field eictter transformer. No 
connection esiete between primary winding of transformer b 
generator. Test will be completed before 600101. 

GROCE, R.H. Maine Yankee Atomic Power Co, 79/10/29. Ip. 


7912140016 Responds to IE Bulletin 79-24, "Froaen Linas.*' Present sys 
provides ediquate protection against frstxlng of 
safety-related process, instrumint b sampling lines. 

MOODY, D.E, Hein# Yankee Atomic Power Co. 79/10/31, Ip. 


7912040019 Second tupplementery respons# to IE Bulletin 79-14. Commits 
to extensive seismic analysis of pipes b supports, Cheeks 
completed on supports 2.50 Inches in diameter b larger. 

GROCE. R.H. Maine Yankee Atomic Power Co. 79/11/07. 2pp. 


7912200344 Forwards waste packaging Insp Rapt 79-02A on 790925-86. No 
noneomplianct noted. , 

BUTHERLAND. d. T. Region 8. Atlanta. Fuel Facility b Hatariala 

Bafaty Branch. 79/11/07. 2pp. 


7918170D6S Raquaats addl info within 90 days re loss of offsita power. 
HEIOjR. W. Optreting Reactors Branch 4. 79/11/87, 3pp. 
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—7912200399 Uait* p«ckagins Intp flipt 7 9-02 A. No noneaitipl l«ne» notod. 
Major araat inapactad: ihlpplng papar t< DOT placarding 
raquiramantti rad tation lavalft raaiovabla contaninationi DDT l< 

NRC packaga Paaturat. 

BROWN) R. A. Raglen 2> Atlanta) Offica of tba Dlractor. 79/11/06. 

6pp. 


79181300B6 Pravidaf ticond lupplamantarg ratpenia to IE Sullatln 79-02) 
"Plpo Support Bata Plata Oaiign ualng Concrata Expantlon 
Anchor Bolts." Random sample of 79 anchor bolts tastad w/o 
Palluros. 

OROCE)R.H. Kaina Vankaa Atomic Powar Co. 79/11/14, 3pp. 


7913090038 Forwards IE Circular 79-82) "Btroka Timas for Power Operated 
Roliof Valves, " No response required. 

ORIERiB.H. Region 1) Philadelphia) Office of the Director. 
79/H/U. Ip. 


7913090864 Forwards IE Info Notice 79-27 j "Steam Oanerator Tuba 
Ruptures at Two PWR Plants, " No response required. 

6R1ER<8.H. Region 1) Philadelphia) Office of the Director. 
79/11/lA. Ip. 


7913100139 Porwards IE Info Notice 79-28) "Overloading of Structural 
Elanente Due to Pipe Support Loads, " No response required. 

ORlERi B. H. Region 1) Philadelphia) Office of the Director. 
79/11/lA. ip. 


7918110419 Forwards IE Info Notice 79-29) "Loss of Nensaf atg-Related 
Reactor Coolant Sgs Instrumantation During Operation. " No 
specific action or response required. 

ORIERiB.H. Region 1) Philadelphia) Office of the Director. 
79/11/19. Ip. 


7918190073 Roquaeta varlficqtion of atatue of complation of inep 
required bg IE Bulletin 79-14. 

ORIERiB.H. Region 1) Philadelphia) Offict of tha Oiractor. 
79/11/19. 8pp. 


7918090291 Forwards IE Bulletin 79-86) "Boron Loss From BUR Control 
Blades. " No responst required. 

ORIERiB.H. Region 1> Phi ladelphlei Office of the Director. 
79/11/80. Ip. 


7918130096 Requeete rasponea to IE Bulletin 79-02 containing 
justification ti dseeription of templing program used. 

■RUNNER I E. J. Region li Ph iladalphiai Reactor Operations Nucltar 

Support Branch. 79/11/81. Ip. 


7918310478 Hodifltt rsiponss to NRC 001119 Itr rs IE Bulletin 79-t4i 
"Selsetlc Analgslt for As-Built Safetu-Ralatsd Piping Bye." 
Verification completed on BO supports for piping 8. 9 inches 
In dlaaister (i Isrgsr. 

OROCEiR. H. Maine Yankee Atomic Power Co, 79/11/83. Spp, 


79180A0977 Forwards IE Circular 79-a4i "Proper Installation Ic Calibr of 
Core Bprag Pipe Brtek Detection Equipment on BHHs. " No 
raspense required, 

ORIERiB.H, Raglon 1> Philedilphlai Office of the Dlractor, 
79/11/86. ip. 


791SlieX)96 Forwards IE Circular 79-83, "Motor Starters It Contactors 
Failed to Opsrata, " No responsa rtqulred. 

ORIERiB.H. Region !■ Phi ladtlph iai Office of tha Dlractor. 
79/11/86. Ip. 


7918190036 Forwards IE Bulletin 79-a7i "Loss of Non-Clast IE 
Instrumantation i Control Powar Sgs Bus During Operation. " 
Written rtsponie requlrid, 

ORIERiB.H. Region 1, Philedtlph iei Office of the Director. 
79/11/30. Ip. 


7918310284 Forwerde IE Info Notice 79-30> "Reporting of Defects I, 
Nencomplianceti tO€FR21. " No action required. 

ORIERiB.H. Region 1, Phlladalphiai Offlco of the Director. 
79/18/06. 4pp. 


7912190793 Forward! IE Bulletin 79-aB, "Poesibla Malfunction of Neneo 
Model EAlBO Limit Switchei at Elevated Temps, " Written 
respenaa required. 

ORIERiB.H. Region li Phi ladetphiai Offlco of the Director. 
79/18/07. ip, 


7918860809 Forwards IE Info Notice 79-31i "Use of Incorrect Amplified 
Raspenee Spectre. ." No written response required. 

ORIERiB.H. Region li Ph 1 ledeiphiei Office of the Director, 
79/18/13. Ip. 


R. Periodic operating reports li related correspondence 


79121S03B7 Forwards monthly operating ropt for Nov 1979. 
MOODY. 0. E. Maine Yankee Atomic Power Co. 79/12/12. ip. 


■7918100369 Monthly operating rept for Nov 1979. 

SJOORENi R. H, Maine Yankee Atomic Power Co, 79/12/12. Spp. 


B. Reportable occurrences, LERs 6 related correspondence 


7912200942 PNO- 1 -79-007; on 791016, while performing 84-h load test of iB 
emergency diesel generator, f ire occurred in turbocharger 
exhaust piping. Diesel shut down on generator trip. Cause of 
trip unknown. 

J0HN80N,D. , KEIMIO.R.) BRUNNER, E. J, Region 1, Philadelphia. Office 
of the Director. 79/10/16. Ip. 


7912040389 Forwards LER 79-027/03L-0. 

WOOD, E. C. Yankee Atomic Electric Co. 79/11/21, ip. 


7912040390 LER 79-027/03L-0: on 791089, leakage near safety injection 
tank discharge cheek valve 1 exceeded Tech Spec lleilti. 

Caused by 0-ring failure on bearing cap of swing check 
valve. 0-ring replaced h bearing cap seal welded. 

FRIZZLE) C.D. Yankee Atomic Electric Co. 79/11/21. 2pp. 

7912040323 Forwards LER 79-02B/03L-0. 

MOOD, E. C, Heine Yankee Atomic Power Co. 79/11/20. ip. 


7918040320 LER 79— O20/O3L— 0: on 791031, one set of relay contacts on each 
of three separate reactor trip matrix relays wars not 
opening rel lab ly. Cause not etated. Three CP Clare, mercury 
watted relay modules, type H02)t-10tl, replaced. 

FRIZZLE, C.D. Maine Yankee Atomic Power Co. 79/11/20. 2pp. 


7918140496 Forwards LER 79~030/99X-0. 

HOOD, E. C. Maine Yankee Atomic Power Co. 79/12/07. Ip. 


‘7912140901 LER 79-03O/99X-O; on 791 109, reactor coolant dose equivalent 
iodine exceeded Tech Spec limit. Caused by unscheduled plant 
trip. Monitoring program established to follow iodine trends. 

FRIZZLE, C.D. Maine Yankee Atomic Powar Co. 79/18/07. 4pp. 


7912160994 Forwards LER 79-029/99X-0. 

WOOD, E. C, Maine Yankee Atomic Power Co. 79/18/07. ip. 


■7912160997 LER 79-029/99X-0; on 791029. during routine shutdown 
operations for repair of leaking valve, reactor coolant dose 
equivalent iodine exceeded Tech Specs. Caused by minor fuel 
cladding degradation. 

FRIZZLE, C.D. Main# Yankee Atomic Power Co. 79/18/07, Spp. 


DOCKET 90-311 SALEM NUCLEAR OENERATINO STATION, UNIT 2 
A. Appllcatlon/constructlon stage documents & correspondence 


7918110011 Forwards NRC position on status I, eppl leabi llty to pending 
OL applications of results of TMI followup actions. Outl inss 
addl short-tarm actions to ba taksn. 

VA88ALL0, D. B. Division of Project Minagiment, 79/09/27. 4ipp. 


7912110264 Discusses NRC plans to uss ganerlc analyses to develop early 
variflcatlon progrhm to resolve ATH8 issue for PMRs 6 BMRs. 

Buecats of program dapands on industry response. Supports 
formation of owners groups to provide necessary info, 

DENTON, H.R. Office of Nucltor Reactor Regulation. 79/10/17. Spp. 


7918190046 Forwards addl info raquirad for completion of electrical 
override/bypase aspects of containment purge matter. 

LAINAS, 0. Plant Systems Branch. 79/11/19, 2pp. 


7912060609 Forwards proposed Revision 2 to Reg Ouide 1.97, 
“Inetrumentetlon for Light Meter Cooled Nuclear Power Plante 
to Assess Plant l< Environs Conditions During I, Following 
Accident. " Requests comment, 

VAROA, 8. A, Assistant Director for Light Mater Reaetore, 79/11/83, 

3pp. 


7918060316 Forwards request for amend to Lieenet DPR-70. Request 
consists of proposed change to safety Tech Specs to 
incorporate requirements for radiological iff luents. Fee 
li Offiite Dose Calculation Mpnual and. 

LIBRIZZI) F, P, Public Berviee Elactrle I, Oas Co. of New Jertey. 
79/11/26, 2pp. 
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— 79120£033‘? Offsite Dose Ca Iculational Manual 

* Public Sarvice Electric *■ Oas Co. of Naw Jersey. 
42pp. 


79/13/31 


7912100071 Notification of 791211 meetinj u/util to discuss matters re 
Lessons Learned Task Force recommendations. 7 <,/o/oa Sod 

DflOMERlCK. A, W Light Water Reactors Branch 3. 79/12/06. 3pp. 


H, General correspondence 


7912190569 Responds to NRC 791002 Itr re acceptance of Oak Ridfle 
Associated Univs radiation safety training of NRC personel. 

NRC personnel will need to take brief radiation safety quit 
i, attend plant specific indoctrination. 

LIQRtZZIi F. P. Public Service Electric ti Gas Co. of Neu Jersey. 
79/12/10 Id. 


7913160530 Responds to 790731 Itr requesting submittal of proposed 
secondary oiatar chemistry control program f< forwards 

^ITTLiR.L. Public Service Electric & Gas Co. of New Jersey. 
79/12/06. 5pp. 


7912100535 Notifies that Con Ed will administer hot license 
certification e lamination to Public 3vc Electric ^ 0** Co 
personnel In Jan 19S0. fol J owing completion of certification 
program. Results uilU be forwarded by end of Feb 19B0. 
CURRT.J.J. Consolidated Edison Co. of New York. 79/12/11. 


tP- 


7912310356 Notification of 800108 meeting w/utils in Bethosda.HD 
to discuss info request re adequacy of equipment 
fiua 1 if ic^ t ion. ^ 

UNOAHOiA. R. Poujur Systems Oranch. 79/12/11. jpp. 


7912190452 Notifies of 600107 meeting of Salem Technical Advisory Group 
to introduce individuals unfamiliar w/facility to monitoring 
programs t« to update members w/most recent *ofo 8< repts. 

L. Environmental Protection Agency. 79/12/13. ip- 


7912190577 Responds to NRC 791210 request for addl info re auxiliary 
feedwater ays at Unit i. "Controls & Electrical Drawings for 
Safety-Related Equipment.” SER t F9AR should he consulted. 

Testing procedure revisions forthcoming. 

LI0BI2ZI. F. R. Public Service Electric 6 Gas Co. of New Jersey. 
79/12/14. 2pp. 


6. Inspection reports. IE Bulletins Sc correspondence 


7912030059 Forwards IE insp Repts 50-272/79-25 !< 50-311/79-13 on 
790B05-0909. No noncomp 1 i anc e no ted . 

BRUNNER.E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/09/27. 2pp. 


-7912030064 IE Insp Repts 50-272/79-25 8< 50-311/79-13 on 790005-0909. No 
noncompliance noted. Major areas inspec ted: plant layout. logs 
t. records t< followup on IE bulletins «< on previously 
inspected items. . ..l ... .. 

NORRHOLM, L. J. Region 1. Ph t lade Iphia. Of flee of = 

KEIhlOfR.R. Region 1* Ph i ladolph I oj Reactor Oparatlon* Nuclear 


BisAnriesf l)rsanrh 


yo /f\9 /OA 


7912060066 Forwards IE Insp Repts 50-272/79-25 Sc 50-311/79-13 on 
790005-0909. No none omp li anc e noted, 

DRUNNERiE. J. Region 1. Philadelphia. Reactor Operations Nuclear 








—7912060076 IE Insp Repts 50-272/79-25 8< 50-311/79-13 on 790B05-0909. No 
noncompliance noted. Major areas Inspec ted: fael 1 Ity tour. log 
J< record rev! ews. I icensee event review. IE Bulletin followup. 


fire protection ti GA. . .u ... a. 

NORRHOLM. L. J. Region 1. Philadelphia. Office of the Director 


Support Branch. 79/09/26. 14pp. 


7912200602 Forwards request for comment by 800131 on recommendations 
contained in NUREO-0660. "Enhancement of Onsite Emergency 
Diesel Generator Reliability." 

PARR. 0. D Light Water Reactors Branch 3. 79/12/14. I9pp. 


7912030236 AeV receipt of 790921 Hr informing of steps taken to 
correct violations noted In IE Insp Rept 50-272/79—15. 

GRIER. B H. Region 1, Philadelphia. Office of the Director, 
79/10/15. Ip. 


F. Security, medical, emergency J< fire protection plans 


7912050497 Forwards updated emergency p Ian. Submi t tal 1 in response to 
NRC 791010 1 tr. 

UlBRIZZl. F, P, Public Service Electric 6 Gas Co. of Now Jersey. 
79/11/19, 12pp, 


— 7912050489 Updated emergency plan. Submi t tel 1 

• Public Service Electric t> Oas Co. of New Jersey. 
I12pp 


79/11/19. 


— 7912050491 "'Emergency Operations Plan." 

» DelawaTO. State of. 72/01/31. 700pp. 


7912040471 Forwards Info ro upgraded emergency plans to plants under 
const i< DL Tovleu, Appl icants required to make certain 
emergency arrangements w/state 6 local organl rations & 
submit omergeneg plans per Reg Guide 1. 101. -o,,,,™, 

VASSALLO. D. D. Division of Project Management, 79/11/21, opp. 


Q. Adjudicatory esrr espond once 


7912070076 Response to Chr 1 sta-Mar la 6 JP O'Neill 791120 contentions, 
Chr i sta-har 1 a Contentions I li 7-9 are inadmissible l< 

Contentions 2-6 are sobj tb 791126 stipulation. JH O'Nolll 
Contentions I. D, 5, 2. D, 2. E. 3. 2. F I 4 admissible. 

MOORE. J.E, Hearing Branch 2. 79/11/29. 32pp. 


— 7912070093 Wotponae to ASLB Question 4. THI occurrence was Class 9 
accident. 

SMITH. D.H Hearing Branch 2, 79/0B/24. 4pp. 


•7912070102 Forwards response to ABLB question, TMI occurence was 
Class 9 accident from possible standpoint rather than 
actual. Two Certificates of Sve end 

MATTSON. R.j. Tm-2 Lessons Learned Task Force. 79/0B/16, Spp. 


7912I90S3O Responds to 790726 Itr requesting deferment of all licensing 
of nuclear power plants until all facta known about TMI. Now 
plants will not be licensed until criteria developed, 
implementing new safety objectives. . 

DENTON. H R. Office of Nuclear Reactor Regulation. 79/13/03. ip. 


•7900090606 Opposes proliferation of US nuclear power p lants. Requests 
that licensing he deferred until TMI studies are complete. 

MILNSrM, C, Affiliation Unknown. 79/07/29, Ip. 


79121B0472 Responds to IE Bulletin 79-23. "Potential Failure of 
Emergency Dlosel Oenerator Field Exciter Transformer." 

Diesel generators tested in accordance w/I£ Bulletin 79-23. 

No alarms or abnormal conditions recorded. 

SCHNEIDER. F. H. Public Service Electric & Oas Co. of New Jersey. 
79/10/23. 2pp. 


7912170170 Forwards response to IE Bulletin 79-l4.6uppl 2> "Seismic 
Analysis for As-Built Safety-Related Piping Bys. " As-bullt 
piping sys conform to stress isometrics used for performing 
seismic analyses, 

SCHNEIBERi F. W. Public Service Electric Si Oas Co. of New Jersey. 
79/10/30, 4pp. 

7912200043 Forwards IE Insp Repts 50-272/79-27 Si 50-311/79-34 On 79091- 
1006, No noncomp 1 lance noted. 

DRUNNERiE. J. Region 1. Ph i lade Iphioi Reactor Operations Nuclear 

Support Branch. 79/11/01, 2pp. 

—7918200046 IE Insp Repts 50-272/79-27 1< 50-311/79-34 on 790910-1006. No 
noncompllanee noted, Major areas Inspected: log li records 
review 8i review of licensee events. 

NORRHOLM. U. J. Region li Philadelphia. Office of the Director. 
KEIMIO.R.R. Region I. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/10/31. I9pp. 

7912100435 Revises 791013 response to IE Bulletin 79-l4i0oppl 2. 

"Seismic Analysis for As-Dullt Safety-Related Piping Sys." 

Changes lost sentence on Page 2 re power ascension tests. 

MARTIN. T.J. Public Service Electric Si Oas Co. of New Jersey. 

79/11/06, Ip. 


7918860032 Responds to Revision 2 of IE Bulletin 79-13 re eraeks In 
feedwater sys piping. Insps at Unit 1 exceeded roquiromonts. 

After piping support insp at Unit 8>util will be in full 
compliance w/Revislon 2. .... 

SCHNEIDER. F. H. Public Service Electric fc Oas Co. of New Jersey. 
79/11/15. 2pp. 


7912050057 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves," No response required. 

QRlERiDH, Region li Philadelphia. Office of the Director. 

79/11/16. Ip, 


7912050298 Forwards IE Info Notice 79-27. "Steam Generator Tube 
Ruptures at Two PWR Plants." No response required, 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16, Ip. 
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7918100146 Forwards IE Info Notice 79-88> '‘Overloading of Structural 
Elamenti Due to Pipe Support Loads. “ No response req.uirad. 
ORIERiB.H. Region li Philadelphia) Office of the Director. 
79/11/16. Ip. 


79IS140S33 Ack receipt of 791004 interim deficiency rept re max flow op 
RHR pump during post-LOCA recirculation mode. Rept end. 

CARLSON) R.T. Region !> Philadelphia) Reactor Construction & 

Engineering Support Branch. 79/10/lS. Ip. 


7918110466 Forwards IE Info. Notice 79-29) “Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response reiiulred. 

ORlERiB.H. Region li Philadelphia) Office of the Director. 
79/11/19. Ip, 


79180S0887 Forwards IE Bulletin 79-26) "Boron Loss From BNR Control 
Blades, ” No response required. 

ORlERtB.H. Region !> Philadelphia) Office of the Director. 
79/11/20, Ip. 


79120609BB Forwards IE Circular 79-84) "Proper Installation it Calibr of 
Core Bprag Pipe Break Detection Equipment on BURs. " No 
raaponse required. 

ORIERiB.H. Region 1) Philadelphia) Office of the Director, 

79/11/86. Ip. 


7918110080 Forwards IE Circular 79-83) "Motor Starters li Contactors 
Failed to Operate. " No response required, 

ORIERiB.H. Region !> Philadelphia) Office of the Director. 
79/11/86. Ip. 


7918190071 Forwards IE Bulletin 79-87) "Loss of Non-Class IE 
Instrumentation ti Control Power Bgs Bus During Dperatlon. " 
Written responie required.' 

ORIERrB.H. Region li Philadelphia) Office of the Director. 
79/11/30. Ip. 


7918310844 Forwards IE Info Notice 79-30) "Reporting of Defects h 
Noncompliances) lOCFRai. " No action required. 

ORIERiB.H. Region 1. Philadelphia) Office of the Director. 
79/18/06. 4pp. 


7918190765 Forwards IE Bulletin 79-28. "Poseible Halfunctton of Namco 
Hedal EA180 Limit Switches at Elevated Temps, " Written 
reaponse required. 

ORIERiB.H. Region ti Ph i ladelphlai Office of the Director. 
79/18/07. ip. 


791SS80S36 Forwards IE Info Notice 79-3li "Use of Incorrect Amplified 
Reeponsa Spectra." No written reiponae required. 

ORIERiB.H. Region li Philadelphia/ Office of the Director. 
79/18/13, Ip, 


R. Periodic operating reports ti related eorretpondence 


—7912140537 Interim deficiency rept re max flow of RHR pump during post- 
LOCA mode. Caused by low sys resistance to pump runout 
condl t ions. 8y s resistance Increased by placement of resiled 
orifices. 

MARTIN) T.U. Public Service Electric 1. Oas Co. of New Jersey. 

79/10/04. 3pp, 


791831010B Forwards WPPSB info Indicating over 150 violations of 
separation criteria in control room. Requires util audit of 
Installed electric equipment to determine conformance. 

PARR.O.D, Light Water Reactors Branch 3. 79/11/29. 2pp. 


DOCKET 90-312 RANCHO SECO NUCLEAR OENERATINO STATION 


A. Application/construction stage documents 1< correspondence 


7912170038 Forwards WA Baldwin of Friends of the Earth 791024 request 
for preparation of addl environ statements re Class 9 
accidents at fac 1 1 1 ties. Petit ion being handled as request 
for action under 10CFR2. 206. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/27. 8pp. 


7912170064 Forwards HA Baldwin of Friends of the Earth 791024 request 
for preparation of addl environ statements re Class 9 
accidents at fac 1 1 1 ties. Petit Ion being handled as request 
for action under 10CFR2. 206. 

DENTON. H.R, Office of Nuclear Reactor Regulation. 79/11/27. 2pp. 


F. SaeuritV) medical) emergency f< fire protection plans 


7912100335 Notifies of delay in Plant Sys Branch Team 1 evaluations of 
facility fire protection sys. Outlines of assistance needed 
end. 

LAlNAS.O, Plant Systems Branch. 79/11/16, 5pp. 


7912190738 Forwards input for answering two of OAD recommendations in 
rept) "Emergency Preparedness Around FaclUty;Case Study," 

RVAN)R.O. Office of State Programs. 79/11/23. 3pp, 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for Improving licensee 
emergency preparedness & assuring capability of offsite 
agincles to take appropriate emergency actions, 

ORIMES/B. K. Emergency Preparedness Task Force. 79/11/83. 30pp. 


7913040511 Industrial waste treatment operating rept for Oct 1979, 
NIDURAiH. J. Public Service Electric it Oat Co. of New Jersey. 
79/11/08. 8pp. 


7912260230 Forwards constr Installation ti testing schedule re physical 
protection sys. Schedule withheld iraf 10CFR2. 7901. « 

MATTIMDE) J. J. Sacramento Municipal Utility District. 79/12/14. ip. 


--7912040915 Industrial waste treatment operating rapt for Oct 1979. 

6 Public Service Electric 6 Oas Co. of New Jersey. 79/10/31, Ip. 


7918040521 Forwards wastewater treatment rept for Oct 1979. 
HIDURAi H, J. Public Service Electric it Oat Co. of New Jersey. 
79/11/13. Ip. 


--7912040524 Wactewatir treatment rept for Oct 1979. 

* Public Service Electric S. Oas Co. of New Jeriey. 79/11/13. Ip. 


7918040493 Forwards "Discharge Monitoring Rept for Oct 1979, " 
HlDURAiH. 0. Public Service Electric Sc Oas Co. of New Jersey, 
79/11/86. Ip. 


■-7912040495 "Discharge Monitoring Rept for Oct 1979, " 

SCHNEIDER) F. H. Public Service Electric ti Oas Co. of New Jersey, 
79/11/80, 18pp. 


8. Reportable occurrtneeti LERs li related correspondence 


7918180175 Ack receipt of 791005 Itr forwarding Significant Deficiency 
Evaluation Rept 79-06 re etaan generator water level. 

CARLSONi R. T, Region 1. Phi ladelphlai Reactor Construction ii 
Engineering Support Branch. 79/10/15. Ip, 


7918140186 Ack receipt of end 791005 Itr forwarding final deficiency 
rept re containment purge ti pressure vacuum relief valve, 

CARLSONi R. T. Region li Phi ladelphlai Reactor Construction !«' 
Engineering Support Branch. 79/10/15. ip. 


7912860286 Forwards Amend 7 of modified amended security plan. Amend 
withheld <r#f lOCFn2. 790), 

MATTIMOE) J, J. Sacramento Municipal Utility District. 79/12/17. Ip. 


0. Adjudicatory correspondence 


7912030107 Restatement of Issues by CA Energy Commission. Withdraws 
previous issuesiper NUREO-0570 recommendation to Implement 
addl safety measures. Urges ABLB to clarify ruling on scope 
of hearing re offsite power loss. W/Certl fleate of Svc, 

ELLISON) C.) DROWN) H.H. California) State of. 79/10/84, 3pp. 


■7912030118 Motion by CA Energy Cammlsslon for reconsideration of ASLB 
791009 order excluding emergency responee Issue from 
proceeding. If affirmed) order should be certified to 
Commleslon for elerl fleation of ASLB jurisdiction. 

ELLISONiC.) BROWN)H.H. California) State of. 79/10/84. Spp. 


“7918030117 Motion by CA Energy Commission for reconsideration of 791107 
li 27 evidentiary hearings schedule. Requests delay of 
discovery until issuance of ruling on CA commission motion 
re reitatiment of issuee. Certificate of Svc end. 

ELUBON/C. ) BROWN) H.H. California) State of, 79/10/24. Spp, 


7918030087 Answer In opposition to CA Energy Commltslon 791084 motion 
for reconeideretlon of ASLB 791009 order or for Commission 
certification, Urges exclusion of emergency planning issue 
or referral of order to A8LAD for review, 

BAXTER) T. A, ) LARSON) L, K. Sderamento Munlc Ipal Utility District. 
BAXTER) T. A. Shaw) Pittman) Potts b Trowbridge. 79/11/OB. 7pp, 
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7912030034 Roapons# to CA Energiji Commi»»ion 7910S4 rastatBfflpnt of 

& Tegua^t for clarification of offilta pouir li&ue. 
latues nay ba admit ted. Clari flea t i on not nac assary t du» to 
eapected ruling on evi dance. Cert i Picate of Sve end. 
eUXtBRi 7. A, . LASSCN.L.K. Bacraminto Municipal Utility Dlitrict. 
BAliTERi T. A. Shaui Plttmani Potti & Troybridge. 79/ll/'O0. 4pp. 


791205024S Response to CA Energy Commission 791024 motion for 
reconsideration oP schedule oP discovery & hearings. 
Expidited schedule end. Certl ficate of Sve end. 

LEWIS. S.H. Hoarina Branch 2. 79/11/03. Spp. 


7912100137 First set of intorToa^ torios. d irec ted to 0 Horsh ti R Castro. 
Requests bases for alleaatlons that steam generator dotlgn 
results in unsafe faciliity. 

HOEFLINO. R. K, Hearing Branch 4. 79/11/09. 12pp. 


"7912110126 Notice of request for action pursuant to 10CFn2. 206 re 
Environ Coalition on Nuclear Payer 790329 petition 
requesting suspension of all OLi for PHRs. 

MULLER. D.R. Office of Nuclear Reactor Regulation. 

3Bpp. 


79/11/23. 


79I2J30088 Foryards petition by HA Bel duln. requesting 
supplemental environ statements re Class 9 eeeidente 
fadlltios. Appropriate action ytll ha taken. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 


that NRC prepare 

at 

79/11/27. 3pp. 


"7912130070 Request for actiO'n under 10CFR2. 206. for preparation of 
supplemental EIB concerning impact of Claes 9 accidents at 

-fac i 1 i ties. . x 

MULLER. D.R. Division of Site Safety fc Environmental Analysia. 

79/11/23, Ip. 


— 7912100143 Request for production of documents. d Iroc ted to 0 Hursh b 
n Castro. Demand s insp E. copying of all documents to be 
Identified in responses to NRC 791109 first set of 
interrogatories. 

MOEFLINO. R. K. Hearing Branch 4. 79/11/09. ip. 


— 7912100J47 First set of interrogatories directed to CA Energy 
Commission iCECl. Questions meaning of "mechanics of 
facility." "tasie reactor physics." "DveTprossur I tation 
protection" & ether terms used In CEC queries. 

K0EFL1N&. R. K. Hearing Branch 4. 79/11/09. 7pp. 


— 7912100153 Request for production of documenta. directed to CA Energy 
Commiss 1 on. Demands insp b copying of all documents to be 
Identified in responses to NRC 791109 first set of 
interrogatories. 

HOEFLINO. B. «. Hearing Branch 4. 79/11/09. Ip. 


— 7912l001Sa First set of interrogatories directed to Friends of the 
Earth. Request 6 reasons b bases re allagationi of util 
failure to taka procedures assuring facility ngt competence. 
HDEFLtNO. R. K. Hearing Branch 4. 79/11/09. 7pp. 


— 7913100161 Request for production of documents. d irec ted to Friends of 
the Earth. Demands insp b copying of all documents to be 
Identified in responses to NRC 791109 first set of 
Interrogatories. Certificate of Sve end. 

HOEFLINO. R. K. Hearing Branch 4. 79/li/09. 3pp. 


7912170072 Response to CA Energy Commission iCECl 791024 request for 
reconsideration of schadu lo. Urges partial denial of motion 
re CEC burden of proving own issues b suets clarification 
of CEC burden re ASLB Issues. H/Cartif teat e of Sve. 

LEWIS. 8. H. Hearing Branch 2. 79/11/13. 6pp. 


7912170082 Response to CA Energy Commission 791024 restatsment of 
issues b to request for clarification re A8LD exclusion of 
offsite power loss. Issues 1-1 bl— 12 should be admitted, 

Urges denial of c lari flea t ion. Cert if icate of 8vc and. 

LEWIS. 8. H. Hearing Branch 8. HOEFLINO. R. K, Hearing Branch 4. 
79/11/13, 6pp. 


7912170216 Responsa to CA Energy Commission 791024 motion for 
reconsideration of ASLD 791005 order ruling on scope of 
contentions. Urges inclusion of smargency planning issues b 
exclusion of offsite natters. 

LEWIS. S.M. Hearing Branch 2. 79/11/13. 7pp. 


7912200158 Act receipt of 
request for action ptr 
DENTON. H.R. Office of 


791024 petition It forwards FR notice for 
10CFR2. 206, 

Nuclear Reactor Regulation. 79/11/27. 3pp. 


— 7918200160 Notice of issuance b availability of Friends of the Earth 
791024 petition requesting that NRC prepare supplemental 
EI9 re impact of Class 9 accident at faellttias. ^ . 

MULLER. D.R. Division of Bite Bafaty b Environmental Analyeia. 
79/11/23. ip. 


7918060024 Confirms 791120 telcon re exchanga of discovery batwaan 
CA Energy Commission iCEC) b NRC. Responses to NRC 
Interrogatories will ba served on 791203. Responses to CEC 
interrogatories will be served on 791211. 

LEWIS. S.H. Hearing Brench 2. 79/11/89. 2pp. 


79i2140019 First set of intorrogatoijlai. Adopts NRC 791109 first sat of 
Interrogatories. . , . . .. 

LARSON. L.K. Beeramento Municipal Utility District. LARSOM.L, K. 
nhaui. Pittman. Potts b Troybrldoa. 79/12/04. 2pp. 


7912140023 First request for production of doeumantm directed to 

Inttrvenor Friends of the Earth. Adopts 791109 request for 
documents. Certificate of Bve end, . Ananx. . u 

LARSON. L. K. Baeramento Municipal Utility District. LARSDN. L. K. 
Shaw. Pittman. Potts b Trowbridge. 79/18/04. 3pp. 


7912140033 First set of interrogatories directed to Intervenor CA 
Energy Commission. Request! info re increased challenges to 
safety sys. failure of safety b relief valvee. low raliabillty 
of auxiliary feedwater lys $< accumulation of gas. . ,, 

LARSON. L. K. Sacramento Municipal Utility District. LARSON. U. K. 
Shaw. Pittman. Potts b Troubridge. 79/12/04. 6pp. 


-7912140041 rirst request for production of documents directed to 
Intipvanor CA Energy Commissi on. Requee ti all documenta utad 
to respond to util 791204 first set of Interrogatories to 
CA Ensrgy Commls s Ion. Cert if lea te of Sve and. , , „ 

LAHBQNiL. K. Sacramento Municipal Utility Dietrlct. LARSON. L. K. 


akii.i. Pitbman. Pntts b TroubrldOf 




7912140060 Order adopting partiae' proposed schedule for prehearing 
activities. Partite' understand Ing re schedule also adapted. 
Discovery will proceed on tuo issues resubmitted in 
intervenor CA Energy Commission 791024 pleading. 

DOWERB. E.B. Atomic Safety ond Licensing Board Panel. 79/12/04. 
3pp. 


— 7912170236 "Modlfiod Adjudicatory Procedures.*’ 10CFR2. 764 suspension b 
statement of policy on conduct of adjudiratory proceedings, 
Constitutes final action on petitions received in 
proceedings. SJ Chllk 791105 suppl U Certificate of Sve end. 

* Office of the Secretary of the Commission. 79/11/09. 12pp. 


7912140124 First set of interrogatories. Baeka info on Contantions 
32. 2Si 30'. 32 b 34. 

LARBON. L. K. Sacramento Municipal Utility Dlitrict. LARBON.L. K. 
Shaw. Pittman. Potts b Trowbridge, 79/12/04. 4pp. 


7912140054 Intervenor CA Energy Commission first set of interrogatories 
fc request for documents. Seeks info re small break analysis, 
plant transienit conditions b safety pracauttors takan in 
light of TMI. 

ELLISON. C.. LANPHER.L, C. California. State of. 79/11/19. 10pp. 


-7912140159 First request for production of documents diroctad to 
Intervenors R Castro b 0 Hursh. Saeks all doeumants usad 
to respond to util 791204 first set of Intarrogatoriai. 
Certifleata of Bve and. ^ ^ . u 

LARSON. L.K. Sacramento Municipal Utility Dlitrict. LAR80N»L.K. 


aii!«dik«n. t, Ti>aubrld( 


T91217OO05 Intervenor CA Energy Commission first request to NRC 
production o documents. Request s all documents identified by 
NRC in 791115 responee to first set of interrogatories. 
ELL380N.C.. LANPHER.L.C- California. State of. 79/11/19. 2pp. 


7913050433 Notice that ML iilaee will be replaced by ES Bowers as 
chairperson for proceeding. 

LAZOxR. M. Atomic Safety and Licensing Board Panel. 79/11/20. Ip. 


79121I0D3B Confirms racolpt of end 7903S9 petitlan to suspend OLs for 
all PHRs. Forwards FR notice indicating that pstitlon will be 
treated in accordance u/ 10CFR2. 206. 

DENTON. H. R. Office of Nuclear fisaetor Regulation. 79/11/23. ip. 


7912170158 Response to CA Energy Commission first raquast for 
production of documents identified In NRC 791119 rttponsa to 
first sat of Interrogatories. Certain documents available 
through Board notifications. Car tlfleate of 8vc end. 
HOEFLINO. R.K. Hearing Branch 4. 79/12/11. Bpp. 


7912170266 Responses to CA Energy Commistlon 791119 first set of 
Interrogatories. Includes listing of all documents related to 
TMI-2 b to effects of accident on BbM plants. Affidavits, prof 
qualifteatloni b Csrtifieata of Bve snd. 

HOEFLINO. R. K. Hearing Branch 4. LEWIS. B.H. Haaring Branch 2, 
79/12/11. 74pp. 
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iz; 


79tS16(X>4B R«4U*«t for finding r« Stats of CA Enargy Canmiiiion flr«t 
<«t of Intarrogatorlsi it for protactlva ordir. Rtsponiat to 
Interrogator lot & 14 not nocettaru to proper 

deeitlone tc/or are obtainable from other tource*. 

HOEFLINO. R. K. Hearing Branch 4. LEHI8. 8. H. Hearing Branch S. 
79/18/11. 9pp. 


7918310278 Order affirming h referring A8LB 791009 ruling to A9LAB for 
coneidaration. Emergency plan ietue within eeope of 
proeeedlng> but barred by propoied rulemaking. M/RF Cole ti 
FJ Shon leparate opinion eupportlng referral. 

COtEiH. F. < 8HON>F, J. < BOMERB. E. 8. Atomic Safety and Liceneing Board 
Panel. 79/18/14. ISpp. 


7918810431 Regtueet far ietuance of order compelling intervener Friende 
of the Earth to respond to NRC 791109 Interrogatories 3-3. 
Intervenore must define tertni usedietete reasons for 
assertions li give opinion ai to adequate safety level. 

LEHIS.a.H. Hearing Branch 8. 79/18/17. 7pp. 


7918SA0387 Rsquaits that intervenors 0 Hursh U R Castro permit insp ti 
copying of all documents identified in response to NRC 
second set of Interrogatories. 

HOEFLINO. R. K. Hearing Branch 4. 79/18/17. Ip. 


—7918S60339 Second set of interrogator las. Requests clarification of 
responses to Interrogatories 8.4 ti 8 of NRC first set of 
intorrogatorles. 

HOEFLINO. R. K. Hearing Branch 4. 79/1S/17. 3pp. 


— 7918860344 Second set of interrogatiories. Requesti further info re 
responses to NRC Interrogatorlss 8.7.80 1. 81 of NRC first 
set of interrogetoriee. 

HOEFLINO. R.H. Hearing Branch 4. 79/18/17. 3pp. 


—7918860343 Btcond set of interrogatories. Requeets further info re 
intervener contentions rs NRC 790307 order. facility 
personnel competence (. adequacy of emergeney instructions. 
Cartlflcate of Bve end. 

HOEFLINO. R.R. Hearing Branch 4. 79/18/17. 7pp. 


7918870093 Notifies of error in A9LB 791009 order ruling on scope fc 
contentions. List of accepted contentions do not eontafn 
those of 0 Hursh 1. R Castro, acceptsd by ASLB on Page 19. Text 
of contention E Carttfleate of Bve end, 

BAXTER. T. A. Bhawi Pittman. Potts b Troubrldge. 79/18/17, 3pp, 


7913870143 Order piecing burden of proceeding w/Energy Commission 
cantsntlons on CA Energy Commission, 

aONERB. E. 8, Atomic Safety and Licensing Board Panel. 79/18/17. 
SfP. 


7918870347 Submits util response to intervener Friends of the Earth 
791084 raqueit for preparation of supplamental EIB ra 
environ impact of Class 9 accident, Environ review doted in 
1974. No indication of eignlflcant defect in astesament. 

BAXTER. T. A. Shaw. Pittman. Potte b Trowbridge, 79/18/81. 7pp. 


7918880806 Requests substantive response to 791084 request for NRC to 
supplanent EIB to consider consequences of Class 9 nuclear 
accidents. Failure to respond by B00104 will indicate NRC 
does net plan to require suppl. 

6ALDNIN. W. A. Friends of the Earth. 79/18/81, Ip, 


H. Otneral corretpondenca 


79i8Sfl01ia Responds te 791088 Itr to Chairman Hendrie expressing 
concerns re emergency evacuation plans b burden of shutdown. 
Emergsney issus rscsivlng mors attention after THI-8 
accident. Efforts balng mads to avoid delays in aperation, 

KANE. N. F. Btandardliation Branch. 79/18/13, 3pp. 


ti, Znsurancp b Indemnity information 


7918030800 Forwards ssecuted Amend 7 to Indemnity Agreement 8-66. 
modifying prefatory language re definition of "in course of 
transportation. " 

HATTIHOS. J. J. Baeramente Municipal Utility District. 79/11/29. 

8pp. 


7918070468 Advists of vfR Hickey complaint contending bodl ly. mental b 
financial injuries auf farad while employed by SHUD. Filed 
before Buperler Court. Bacremento County. CA. Chen-Nue leer b 
ether SnUD contractors Included as defendants, 

ALTON. C, 0. Ameriesn Nuclear Insurers. 79/18/04, Ip. 


P. Oparatlng license stage documents 6 torrespotidanee 


7911090248 "Summary of Operating Experience N/Rseirculatlng Steam 
Qenarators. " 

ElBENHUr. D. 0. Division of Operating Reactors. NUREO-OSSa. 
79/Ot/ai. 89pp. 


7900010339 Notifies of status of rept on reactor cavity annulus seal. 
Most PHR users remove ring during normal operation. Others 
store seal ring in raised position during normal oparatlon. 

UAINAS. 0. Plant Systems Branch <Pra 7910301. 79/07/03. 7pp. 


7918800843 Forwards Index of BbH generic eorrespondeneo re resolution 
of Isiuei associated w/t77 Fuel Assembly plants. 

SOUDER. J. L. Olvlelon of Roles and Recordt. 79/11/05, 7pp, 


7918310070 Ack 790831 Itrs endorsing BbU generic rept BAW-t364, 
"Integrated Control Sys Reliability Analysis." b rtquasts 
add! info. 

REJD.R. W. Operating Reactors Branch 4. 79/11/07. 13pp. 


7918130176 Forwards summ.ary of Teknekron Research. Inc study re licensee 
regulatory performance evaluation & Teknekron draft rept re 
operating reactors w/BbM nuclear steam supply iys.Requeste 
commenti. N/o and. 

8TELL0.V. Office of Inspection fc Enforcensnt. Office of the 
Director. BALDWIN. W. A. Baldwin, W. A. VALENTINE. P. C. Valentine. 

P. C. 79/ll/oa. 8pp. 


7918100169 Discusset NRC 791101 neeting w/representati vee of N988 
vendors b fuel suppliers re discussion of rsspectlve 
portions of ECCB evaluation modeli dealing w/fuel cladding 
swelling it incidence of rupture. Vendor responses end. 

BIBENHUT. D. 0. Division of Operating Reactors. 79/11/09, 6Spp. 


— 791810029S Responds bo NRC 791101 request re nencoap t iance of 
Waitinghouse ECCB evaluation model under requirements 
of 10CFR30 App K. Evaluation of thrae fuel rod nodats 
Indicates no safety problems for Neetinghouse plants. 
ANDERBOM. T. M. Uastlnghouse Electric Corp. 79/11/08. 4pp. 


— 7918100330 Responds to NRC 791101 request re QRNL cladding swelling b 
rupture diata. Review of analytical modele b tests indicates 
eompllance W/10CFR30 App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

aUCKHOLI, R. H. Qanaral Electric Co. 79/18/07. 8pp. 


— 7918100407 Forwards response to NRC 791101 request re rod burst test 
deta. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses damonstrate' 
all criteria of 10CFRS0.46 satisfied. 

OWBLEY. O.F. Exxon Nuclear Co.. Inc. (subs, of Exxon Carp.}, 
79/11/02. Spp. 


“7918100486 Forwards addl info re evaluation of impact of NRC proposed 
ruptura/b 1 oc kage model used in vender evaluation model. 

No adverse impact from new rupture. burst data or use of NRC 
rupture/b loctags model on licensing calculation results. 

OWSLEY, 0. F. Exxon Nuclear Co,. Inc. (subs, of Exxon Corp.). 
79/11/04. 38pp. 


7918180092 Summary of 791084 meeting u/BbH owners group re asymmetric 
LOCA loads evaluation. Evaluation of BbU plants to be 
completed by vlul 1980. 

H03FORD.8. B. Assistant Director for Engineering Programs. 
79/11/80. 4pp. 


7918100478 Forwards, to ail BbW oparatlng plants except TMt. request for 
addl info re small break LOCA. Comments requested by 791803. 

REID. R.H. Operating Reactors Branch 4. 79/11/81. 3pp. 


7918060391 Forwards NRC concarne on control rod guide tuba wear In BbH 
fee i litles. Meet ing scheduled 791880 to clarify b diecuss 
concerns. 

REID. R.H. Operating Reactors Branch 4. 79/11/83. 7pp. 


7918040398 Forwards response to NURE0-097B. Rsfuitlng 1900 b 81 choeen 
as implementation datesrrather than B<W101 b BIOIOI. Most 
■QOOlOl taeki wilt ba complated by return-to-powsr data b 
will be performed more efficiently. 

MATTIMOE. J. J. Sacramento Municipal Utility District. 79/ti/86. 
13pp. 


—7918040412 "Operating Quldelines for Small Breaks.” 

BECKNBl.D.A. , HALLMAN, D. . KAURANK.D.A. Babcock b Wilcox Co. 
BHNP-a0004. 79/II/aO. 49pp. 


— 791B0404I7 "Analysis Summary in Support of Inadequate Core Cooking 
euidslinas for Loss of RC8 Inventory. ” 
a Babcock b Wilcox Co. 79/11/30, 30pp. 
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791204047Q Submit? fallosuup request for eitenslon from 791105 to 791117 
for completion of mods re degraded voltage conditions. 

H(4TTlMQE..O. J. Sacramento Municipal Utilitg District, 79/I1/20 Ip. 


7913100293 Forwards IE 
eiamients Due to Pipe 
ENOELHENi R. H. Reg 
79/ll/ld>. Ip. 


Info Notice 79-2B. “Overloading of Structural 
Support Loads. " No response required, 
ion 5, San Francisco, Office of the Director. 


7913110319 Submits design details on (nods re containment penetration 
valve area ii makeup pump room discussed in Paragraph 3.0 
of safetu evaluation for License Amend 19, tlsquesti approval. 

MATTIMDE, J. J. Sacramento Municipal Utility District. 79/11/30, Ip. 


7912270462 Notifies of delay in receipt of CRAFT analysis u/ 

sequential auxiliary fasduator flow performed by DtM, 

Analysis will not be forwarded to NRC until 79122B. 

HATTIMOE, J. J. Sacramento Municipal Utility District. 


79/12/05. 


tP- 


7912190607 Corrects util 791017 Itr re max experience switchyard 
voltage. District changed setpoint of existing overvoltage to 
241 tv during 791117 outage. Operation at 241 kV acceptable. 
HATTIMOE. J. J. Sacramento Municipal Utility District. 79/12/06. 

2pp. 


7912110519 Forwards IE Info Notice 79-29, "Loss of Noneafety-Related 
Reactor Coolant Sys Instrumentation During Operation. No 
Boecific action or response required. . ^ 

ENOELKEN.R.H. Region S, San Francisco, Office of the Director. 

79/11/16. Ip. 


79121BO207 Forwards evaluation of util 79041 i, 16. 19.22 «. 502.11,14,21 t. 
1026 respofiBBS to IE Bulletins 79-05A li 79-OSB. Nuclear 
Incident at TNI-8uppl.“ Licensee has taken appropriste 


actions to meet majority of requiremonts. 




•VO >4 1 


7912210072 Forwards rept, "Evaluation of 
Bulletins 79-05A «i 75-05B. “ 

REID.R.W, Operating Reactors Branch 


Llcensaes Responses to IE 
4, 79/11/23. 3pp. 


7912190264 Forwards assessment of seismic design requirements 
containment structure. 

EISENHUT. D. 0, Division of Operating Reactors, 79/12/06. 


for 

3pp. 


— 7912210076 "Evaluation of Llcanssti 
79-05B. 

• Operating Reactors Branch 4. 


Retpontet To IE Bulletins 79-03A li 
79/11/23. 29pp. 


7912190269 Assessment of seismic design requirements for containment 

structure in response to CA Div of Mines 6 Geology. 

* Division of Operating Reactors, 79/12/06. 54pp. 


7912200575 Responds to NRC 791121 Itr requesting small break analysis 
Info. DfaH is uiopking on analysi s. 9c hedfule indicates Info re 
natural circulation slug flow will be submitted by 600131 Si 
Info re reactor coolant pump seals by 791219. . 

HATTIMOE. J.J Sacramento Municipal Utility District. 79/12/06, Ip. 


7912190437 Responds to 791002 memo requesting feedback on seminar 
schedule providing radiation safety training in lieu of util 
safety course. Proposes exam for staff requlrins entry into 
restricted areas, Ind ivl duals who fail should take course. 

RDOR lOUEZ, R J. Sacramento Municipal Utility District. 79/12/12, 
ip. 


7912310350 Forwards Revision 1 to proposed Amend 63 to Tech Specs 
Sections 3 «. 4 TB limiting conditions for operation S< 
survolltance stds. resp oc tlve ly. . . , 

MATTIMOEp J. J. Sacramento Municipal Utility District. 79/12/12. Ip. 


7912310360 Revision 1 to proposed Amend 63 to Tech Spec Sections 3 & 4 

re limiting conditions for operation U surveillance stds. 
respectively. 

* Sacramento Municipal Utility District. 79/12/12. 26pp. 


7912190953 Forwards billing a 
demonstrating that util has 
operability of containment 
HALBRJDOE. W, C. Sacramento 


uthorizatlon issued to Allls-Chaimars Corp 
initiated action to qualify 
vent b purge valves. 

Municipal Utility District. 79/12/13. 


5pp. 


7912200505 Forwards "Auxiliary Feedwater Sys Reliability " 

HATTIMOE. J. J. Saeramonto Municipal Utility District. 79/12/17. Ip. 


— 7912200506 “Auxiliary Feedwater Sys Reliability Analysis." 

« Sacramento Municipal Utility District. 79/I3/3J. 47pp. 


7912070028 Forwards IE Circular 79-24. "Proper Installation It Calibr of 
Caro Spray Pipe Break Detection Equipment on BWRs, No 
responae required. 

ENOELKEN.R.H. Region 5. San Franc tseo. Office of the Director. 
79/11/26, Ip. 


'912110273 Forwards IE Circular 79-23. "Motor Starters & Contactors 
Failed to Operate." No response required. 

ENOELKEN.R.H, Region 9. San Francisco. Offict of the Director. 
79/11/26, ip. 

7912110499 Notiflee that NRC intends to roufclnsly forward to 
appropriate state public util regulatory groups fc state atty 
general oPcs copies of escalated enforcement correspondence 
sent by NRC to licensees. 
ewAci uiXKl. n M Reolon ! 




7912190151 Forwards IE Hullotin 79-27. "Loss of Non-Class IE 
Instrumentation «< Control Pouier Sys Bus During Operation, 
Written response required. 

ENOELKEN.R.H, Region 9. San Francisco. 

79/11/30, Ip. 


Office of the Director. 


7912200129 Forwards IE Rept 90-312/79-24 re 
791121. Details withheld (ref 10CFR2. 790}. 
ENOELKEN.R.H. Region 9. San Francisco. 
79/12/06. 2pp. 


enforcement conference on 
Office of the Director. 


7912310277 Forwards IE Info Notice 79-30. ''Reporting 
Noncomplianees. iOCFR21. " No action required. 
ENOELKEN.R.H. Region 9, Ban Francisco. Office of 
79/12/06. 4pp. 


of Defects 
the Director. 


7912190042 Forwards licensee response to IE Bulletin 79-09Ai Revieion 1, 
"Nuclear Incident at TMI-Suppl." . „ ... 

CREHB. U. L. Region 9. San Francisco. Reactor Operations Nuelsar 

Support Branch. 79/12/07. Ip, 


79i32B0467 Notifies of error In 791031 rept justifying continued 
irradiation of reactor vessel surveillance spec Imens. Capsule 
withdrawn at end of first cycle is fiSI-D.not R8I-E. 

HATTIMOE. U. *J. Sacramento Hunleipal Utility District. 79/12/17. Ip. 


7912200496 Discusses NRC 791107 request for position on rBCommondattons 
in B*,VI Hept 156. “Integrated Control Sys Reliability 
Analysis." Position ro recommendations will be provided by 

MATT I MOE. J. J. Bacramonto Municipal Utility District. 79/12/19. Ip. 


0, Inspection reports. IE Bulletins i correspondence 


7912090272 Forwards IE Insp Rept 50-312/79-16 on 790713-0803. No 

none empliancB noted. _ 
CREWa. J. L. Region 5, San Francisco. Reactor Operations Nuclear 
Support Branch. 79/08/20. 2pp. 


—7912030200 IE Insp Rept 90-312/79-16 on 790713-0803. No noncompl lane e 
noted. Major areas inspected: insp of plant operation. fire 
protection program (c Independent effort. 

CARTERiH. L. I JOHNSON. P. Region 5. San Francisco. Office of the 
Director. FAULKENBEftftV. 0. Rejlon 9. Ban Francisco, Reactor 

Operations Nuclear Support Branch. 79/08/17. 4pp. 


"Nuclear 


-7912190092 Revised response to IE Bulletin 79-09Ai Revi slon I 
Incident at TMI-Suppl." Standing order will be issued to 
operating personnel that NRC should he notified within 1-h 
from time reactor is not in controlled or expected condition 
RODRIQUEZ. R. J, Baeramento Municipal Utility Diitriet, 79/10/24. 


7912200248 Forwards IE Bulletin 79-28. “Posstblo Malfunction of Natneo 
Model EAiaO Limit Sultehei at Elevated Temps." Action 

ENOELKEN.R.H. Region S. Ban Francisco. Of flea of the Oireeber. 
79/12/07. Ip. 


7912210132 Forwards reeponeee to IE Bulletin 79-81., "Temp Effeete on 

Level Measurement*. " . 

CREWS. J. L, Region S. Ban Francieeo. Office of the Director. 
79/12/07. ip. 


-7912210199 Respond* to IE Bulletin 79-aii "Temp Effects on Lsvel 
Instrumentation." Evaluatad liquid level Meaturimint sys 
past-accident ambient temp on indicated water level, safety Ii 
control setpoint* I< emerganey procedura*. . , ' ^ 

MATTIMOE. J. J. Sacramento Municipal Utility District. 79/09/14. 
9pp. 
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791SS70B46 Submits info requested by NRC 791017 1 tr re inservica Insp & 
Insarvlca testing program. Resolves It documents licensee 
open items. 

HATTIMOe. J. J. Sacremento Municipal Utility District. 79/12/10. 

4app. 


791S270329 Foruiards Revision 1 to inservice insp program originally 
submitted 790718i in response to NRC request at 791003-04 
Intp program revieu meeting. 

HATTIMOE, J. J. Sacramento Municipal Utility District. 79/12/12. Ip, 


—7912270334 Revision 1 to inservice insp program originally submitted 
790710. Sections 3-6 replaced in entirety. 

a Sacramento Municipal Utility District. 79/12/12. 300pp. 


7912310492 Forwards corrected pages to implementation review of 
Inservice insp teitlng program. 

HATTXMOEi J. J. Sacramento Municipal Utility District. 79/12/24. Ip. 


—7912310483 Corraeted Pages 4-4, 4-U through 4-13.4-16,4-49,4-47 b 4-36 
to inservlce testing program. Includes results from makeup/ 

HPI lys, decay heat/core flood areas, raw water b cooling 
water b turbine sampling tests. 

e Sacramento Municipal Utility District. 79/12/24. Bpp, 


R. Parlodlc operating reports b related correepondence 


7912170277 Forwards monthly operating rapt for Nov 1979. 

RODRIQUEZ, R. J. Saeramanto Municipal Utility District. 79/12/07. 
Ip. 


— 7912170278 Monthly operating rapt for Nov 1979. 

COLOMBO, R.W. Sacramento Municipal Utility District. 79/11/30, 
Opp. 


a. Raportable occurrences, LERs b related correspondence 


7912070426 Forwards LER 79-016/03U-0, 

HATTIMOE, J. J. Sacramento Municipal Utility District. 79/11/29. 
Bpp. 


—7912070430 LER 79-016/03L— 0; on 791 101, during periodic visual insp of 
accessible safety sys hydraulic snubbars, inubhars 12 b 14 
datarmlnad inoperable. Cause unstated, Snubber 12 rebuilt 
b teeted, Snubber 14 refilled to proper level, 

COLOMBO, R.H. Sacremento Municipal Utility District. 79/11/29. 

Ip- 


7912110329 Forwards LER 79-003/04T-0. 

HATTIMOE, J. J. Sacramento Municipal Utility District. 79/11/29. 

2pp. 


—7912110327 LER 79-003/04T-0; on 791120, plant effluent ssmple ixcesdsd 
Tech Spec limit of 0,2 mg/1 chlorine. Caused by sscessiva 
flow In plant lauage sys. 

COLOMBO, R.U. Sacramento Municipal Utility District. 79/11/29, 

»P. 


7912100630 Unusual Event UE-79-03; on 791120, plant affluent sample 
revealed chlorine concentration above Tech Specs limit. 

Caused by isnitary sewage sys. Flow-through sys will be 
rsducsd. Forwards LER 79-003/04T-0. 

MATTlMOEi J. J, Sacramento Municipal Utility District. 79/11/29, 

2pp. 


■79121B0641 LER 79-003/04T-0: on 791120, plant effluent sample indicated 
chlorine concentration above Tech Spec limit, Probably caused 
by escestive flow of plant sauiaga eye. Cause of escestive 
flow being Investigated. 

COLOMBO,R. U. Sacramento Municipal Utility District. 79/11/29. 

IP- 


7912140490 Forwards LER 79-017/03L-0. 

MATTIMOe, J, J. Bacrsmento Municipal Utility District. 79/12/04. 

2pp. 


—7912140497 LER 79-0i7/03L-0: on 791109, during routine operation, diesel 
generator A falltd to start from control room. Cause 
undetermined beeauia major factors affecting starting 
eapabilltlss appeared normal. No rseurrencs of problem, 

COLONBOiR.ld. BBeramsnto.i Munie Ipal Utl llty District. 79/12/04. 

Ip. 


7912180991 Forwards LER 79-0ia/03L-0. 

HATTIMOE, U. J. Bacrsmsnta Municipal Utility District. 79/12/06. 
app* 


— 7912100559 LER 79-018/03L-0; on 791 1 1 7, d ur Ing periodic visual insp, 
snubber 129 found Inoperable due to lack of oil. Caused by 
loose lock-nut which allowed unit to rotate. Unit will be 
modified during 19Q0 refueling outage to secure lock. 

COLOMBO, n. W. Sacramento Municipal Utility District. 79/12/06, 
IP 


791226022a Forwards LER 79-0i9/03L-0. 

WALDRIDOE, W, C. Sacramento Municipal Utility District. 79/12/10, 

2pp. 


791226022? LER 79-019/03L-01 on 791 129, dur ing routine plant equipment 
insp, discovered weld leak on seal injection line. Cause not 
stated. Defective portion of weld ground out b weld dye 
penetrant checked. 

COLOMBO, R.W, Sacramento Municipal Utility District. 79/12/10. 

3pp. 


7912260215 Forwards LER 79-004/04T-0. 

MATTIMOEi J. J, Sacramento Municipal Utility District. 79/12/11. 
2pp. 


— 7912260217 LER 79-004/04T-0; on 791203, plant affluent samplee inilicated 
chlorine levels eiceeded Tech Spec 1 Imits. Caused by partial 
blockage of sewage sys Inlet 1 ine. D1 1 ut ion flow increastd b 
sewage sys hypochlorite pump stroke reduced. 

COLOMBO, fi, H. Sacramento Municipal Utility District. 79/12/tl. 

Ip. 


7912260279 Forwards updated LER 79-003/04 X-i. 

MATTIMOE, J, J. Sacramento Municipal Utility District. 79/12/12, 

2pp. 


— 7912260283 Updated LER 79-003/04X-1; on 791120, plant effluent sample 
indicated excess amount of chlorine at site boundary. Caused 
by partial blockage of sewage sys inlet 1 Ine. Preventative 
maint under review. 

COLOMBO, R.W. Sacramento Municipal Utility District, 79/12/12. 

Ip, 


7912260273 Forwards LER 79-005/04T-0. 

MATT IMOE, vl. J. Sacramento Municipal Utility District. 79/12/13, 

2pp. 


—7912260277 LER 79-009/04T-0: on 791209, p lent effluent sample indicated 
excess amount of chlorine at site boundary. Caused by 
misunderstanding between chemistry b operations personnel re 
chlorine specs. Recurring problems w/chlorlne under review. 

COLOMBO, R.W. Sacramento Municipal Utility District. 79/12/13. 

Ip. 
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F. Security, medical, emergency b fire protection plans 


79121B0339 Notifies of delay in Plant Sye Branch Team 1 avaluatlons of 
facility fire protection sys.Outllnee at assistance needed 
end. 

LAINAS, 0. Plant Systems Branch. 79/il/16. Spp. 


7912200022 Discusses NRC 791109 meeting re emergency praparednese team 
review objectives. Provides guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

CRIMES, B.K. Emergency Preparedness Task Force. 79/11/23, 30pp. 


7912270070 Forwards comments re revisions b eddl info needed re 
facility safeguards contingency plan. Flan withheld 
(ref iOCFR2. 7901. W/o end. 

REID, R.W. Operating Reactors Branch 4. 79/12/10. 2pp. 


7912310231 Forwards results of preliminary review of facility emergency 
plan. Encouragee continued work w/state b local 
representatives to Improve emergency preparedness. Emergency 
planning aecsptanct criteria end 

REID. R.W. Operating Reactors Branch 4 (Pre 7906291. 79/12/17. 

12pp. 


7912310471 Forwards draft emergency plan, incorporating recommendations 
of NURE0-097fl b NUREO-0610, Emsrgency Planning Review 
Ouldelines 1, Revision l,re emergency planning acceptance 
criteria for licensed nuclear plants b Reg Oulde i. 101. 

TRIMBLE, D.C, Arkansas Power b Light Co. 79/12/28. 2pp. 


—7712310474 Draft emergency plan. 

* Arkaneae Power b Light Co. •’9/12/26. 300pp. 
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0. Ad jud icatorg co^^B8pD■ndBnee 

79ian003B ConfiriM r.caipt of one! 790329 petition to “*-» for 

- ,tU= indUating that petition will be 


all PUR*. Forwards FR not 
treatad In accordance u/lOCFR2. 206. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 


79/11/23. IP- 


—7912110126 Notice of request For action pursuant to lOCFRa. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PHRs. . 

MULLER* D. R. Office of NucloaT Raoctor Rffgulation. 79/11/23. 

sapp. 

7912120533 Responds to FDIA request for IE bulletins fc clreulers for 
1973 & le Info notlcoa for 

lltttftd in App A. IE circular* not l«»uod in 1973 tc IE info 
notices not Issued prior to 1979. ,d .,,/37 q„a 

CARR»J. C. Division of Rules and Records. 79/11/27. 3pp* 

7912120359 Order requiring licensoe to place facilitg In cold shutdown 

condition until plant operation fc safotg proceduree are 
evaluated k until lieensto has taken steps to assure that 
personnel adhere to procedures. ih. 

DAVIS* J.O. Office of Inspection fc Enfopcement* Office of th« 
OlTOctor. 79/06/30. 9pp. 

H. Ooneral eorraipoTidence 

7912310215 Ack receipt of 791103 Itr clarifying Propostd RussoUvllle 
AR Municipal airport c lassif Icatlon. Conaents on DES for 
airport being located in close preiimltg of facility. 

REOAHi U, H. Assistant Director for Envlroneental Projects. 

79/12/17. 2pp. 

I. Financial information 

7912050469 Forwards util statement of source of funds, for Qet 1976- 
Oet 1979. 

LANO8T0N.W. Arkansas Powar 6 Light Co. 79/11/29. Ip. 


— 7912100407 Forwards response to NRC 791101 request re rod ^^rst test 
data. Concludes that data properly represented by fuel model# 
used In vendor evaluation models 6 that analysas demonstrate 
alt criteria of 10CFR50. 46 satisfied. - , 

OWSLEY. O.F, Eason Nuclear Co.. Inc. (subs, of Eaaon Corp. >. 
79/11/02. 5pp. 

7912100456 Forwards addl Info ra evaluation of Impact of NRC proposed 

rupture/blockage model used In vendor evaluation model. 

No adverse Impact from new rupture burst data or *»*» NRC 
rupture/blockage model on licensing calculation results. 

OWSLEY. O.F. Eaaon Nuclear Co,. Inc. (subs, of Eaaon Corp. J. 
79/11/04, 22pp. 

7912100200 Forwards request for addl info to complete evaluation of 
electrical ovorrlde/byposs aspects of containment purge sys. 

LAINA8. 0. Plant Systems Branch. 79/11/19. 2pp. 

7912120092 Summary of 791024 mooting ii)/D6H owners group re asymmetric 
LOCA loads evaluation. Evaluation of BbW plants to be 
completed by Jul 1980. 

HOBFORD. B. B. Assistant Director for Engineering Programs. 

79/11/20. 4pp. 

7912100470 Forwards, to all HliW operating plants 

addl info re small break LOCA. Comments requested by 791203. 

REID. R. H. Operating Roactoro Branch 4. 79/11/21. 3pp. 

7918100229 Requests detailed info re wear characteristics of control 
rods on guide tubes in fuel assemblits. Info needed to 
verify that guide tube wear not significant problem In B6H 
facilities. NRC concerns re guide tube wear ;P'=1- 
REID.R. U. Operating Reactors Branch 4. 79/11/23. 6pp. 

7912040459 Forwards plot of projected operating cgclesiper NRC request. 
One ovsrsited page available in Central Flies only. 

TRIMBLE. D.C. Arkansas Power 6 Light Co. 79/11/20. Ip. 

7912040191 Foruerdi revised pages to Startup Rept Cycle 4 submitted on 
TRIMBLE. D.C. Arkansas Power 6 Light Co. 79/11/29. Ip. 


a. Insurance it Indemnity information 

7912070337 Forwards surety bond to meet requlreoents re Prlce-Anderson 
Ac 

HARTON. J.d. Arkansas Power 6 Light Co. 79/18/03, 3pp. 

K. Utility Final Safety Analysis Report (FSAR) 6 emends 

7918200580 Forwardo Amend 59 to FSAR, 

TRIMBLE. D. C, Arkansas Power fc Light Co. 79/12/11. ip. 


—7912040197 Revised pages to startup rept Cycle 4 correcting error in 
noderotor coefficient estrnpolateri to 9SX full power fc 
indicating location of In-core instrumentation used to 

determine core power distribution. 

TRIMBLE. D.C. Arkansas Power ti Light Co. 79/11/29. 3pp. 

7912110158 Notification of 791206 meeting w/utll to discuss util 
proposal for long term technical support etn to be 
implemonted as followup to TMI Lessons Learned Task Force 
repfe* 

LONO.C. THI-2 Lessons Learned Task Force. 79/11/30. 8pp. 


-7912200323 Amend 59 to FBAR. 

TRIMBLE. D.C, Arkansas Power 6 Light Co. 79/12/11. 34pp. 


7912120336 Forwards core power maps required to calculate core power 
distribution for CycU 4 startup rept. 

TRIMBLE.D. C. Arkansas Power 6 Light Co. 79/12/03. 13pp. 


P. Operating license stage documents 6 correspondence 

791109024B "Summary of Operating Experience W/Haelrculating Steam 

Oanerators. " _ , /..inn 

EIBENKUTj D. 0. Division of Operating Reactors. wHeO-Ouaa. 

79/01/31. B9pp. 

7912310070 Ack 790B31 Itrs endorsing BtiH generic rept 8AH-t064. 
"Integrated Control Sys Reliability Analysis.” & requests 

REID.R. N. Operating Raaetors Branch 4. 79/11/07, I3pp. 

7918100109 Discusses NRC 791101 meeting w/repreeentatlves of NSBB 
vendors it fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing w/fuel cladding 
suelltng 6 Ititiiencs of rup ture. Vandor responses qn'J- 
EI8SNHUT. D. 0. Division of Operating Reactors. 79/11/09. 65pp. 

^7918100255 Responds to NRC 791101 request re neneomplianee of 

Uastlnghoose ECC8 evaluation model under requirements 
of iOCFRSO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Hestlnghouee plants. 

ANDERSON. T. n. HeitlnghouiB Electric Corp, 79/11/02. 4pp, 

79iai0D330 Responds to NRC 791101 request re ORNL cladding swelling 6 

rupture data. Review of analytical nodele ti tests indicates 
compliance w/lOCFBSO App K. All OB specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZi B. H. Oeneral Electric Co. 79/18/07. 2pp. 


7918120203 Submits schedule of reeponse for small break LOCA concern* 
requested In 791121 Itr. . 

TRIMBLE. D.C, Arkansas Power 6 Light Co, 79/18/04. Ip. 

7912120534 Forwards request for addl Info to complete review of QA 
proQTtn. 

HAABS. W. P. Quality Assurance Branch. 79/18/03. 3pp. 

7912130249 Forwards revision to 791120 Itr re implementation schedule 
for Lesion* Learned Task Force short-term rteommendatione. 

.Requests #«podlted concurrence w/mothod of compliance to 
NURE0-0S76. 

CAVANAUOH. W. Arkansas Powar & Light Co. 79/18/03, 82pp. 

7912140327 Forwards revision of selaetod provision* of 791180 response 
to TMI Lessons Leerned Task Force racommendatlon*. Sequential 
shutdowns preferred to concurrent, Implementation sehedula 

CAVAllAUOH. H. Arkansas Power & Light Co. 79/12/08. 21pp, 

7912210131 Responds to 780719 Itr requesting eeak handling change* for 
facility it permit for B4C test rod shipment. Requests addl 
sum to meet Class 4 fee requirements, 

MILLER. H.Q. License Fee Management Brench. 79/18/12. Ip. 

7918870409 Advises of committment to NRC interim position re 
demonstration of purge ti vent valve operetllity, Purge ^ 

Isolation valves will remain closed when reactor it not in 
cold shutdown or refueling mode. 

TRIMBLE. D.C, Arkansa* Power fc Light Co. 79/18/18. Ip. 



DOCKETED ITEMS 


131 


79iai?070S Poruurdl ''Emti'gtneg ap^ratlng 0pBC( Oparattng OuidtlinBS for 
Snail Braakit " li "Analgili Summarg In Support of Inadaituata 
Cora Cooling Ouldallnat for Loii of RC8 Invantorgi " to bt 
Ineorporatad into “Small Broak Oporatlng Ouldfllnat. “ 

TRIMBLE) D.C. Arkaniai Pouar b Light Co. 79/1S/13. tp. 


— 791819071^ “Emarganeg Oparating Spaet< Oparating Ouldallnaa for Small 
Braaka. “ 

HECKNERiD.A. Babcock li Milcoi Co. BHNP-20004. 79/11/01. SOpp. 


— 7912190721 "Analgala Summarg In Support of Inadaiiuata Cora Cooling 
Ouldallnaa for Loaa of RCB Invantorg. “ 

BECHNERiD. A. Babcock ti Mllcoi Co. 79/11/01. 31pp. 


79122S0609 Ra^uoata commltmant to faetlltg mode to anaura control room 
bobltabllltg following toiie goa ralaaaa. Qulck-raaponaa 
chlorlna datactora ahould ba inatallad In fraah air Inlati l< 
control room laolatlon air axehanga rata raducad. 

REIDiR, H. Oparating Raactora Branch 4. 79/18/14. 3pp. 


7918210342 Dlicuaaaa propoaad ahutdown to Implamant ahort-tarm Itami of 
NLIRE0'*087B. Shutdown achadula undargoing mod.Unlta 1 b 2 will 
bo ahuk down 791831 b BOOiSli raapactlvalg b will not ba 
raatartad until Itama ara Implamantad. 

CAVANAUOH)N. Arkanaaa Powar b Light Co. 79/18/17. Spp. 


7918310339 Forwarda eorraetlon to conceptual daaign for Initiation b 
control of aaiargancg faadwater Indapandant of tntagratad 
control agaipar NUREO-097B. Raiiuaata approvol. Eight ovaralia 
drawlnga tnel. 

TRIMBLEiO. C. Arkanaaa Powar b Light Co. 79/18/18. tOpp. 


7918870193 Forwarda “Auxiliary Faadwatar Bga Ral lability AnalgtaB<“ b 
“Eaiarganeg Faadwatar Rallabilitg Analgala for Unit !> “ 
praparad by BbU. 

TRIMBLE) D.C. Arkanaaa Powar b Light Co, 79/13/80. Ip, 


“••7912270194 "Auailiarg Faadwatar Bga Rallabilitg Analyaaa, “ . 
UEA9ER)M.W.) DORMAN) R. U. > ENZINNA.R.B, Babcock b Hi Icox Co. 
BAH-15e4. 79/18/31. 3Spp. 


— 7912870141 ''Emargoneg Faadwatar Rallabilitg Analgala for Unit 1. “ 
WEAVER) W.U.) DORMAN) R.H.) ENZINNA.R.B. Babcock b Ullcoi Co. 
79/18/31. 40pp. 


a. Inapactlon raporta) IE Bullatlna.b corraapondanea 


7918170134 Roaponda to IE Bultatin 79-83) “Potantlal Fallurt of 
Emarganeg Dltaal Oanarator Flald Exeltar Tranaformar. “ 
Connactlona batwaan low tVA rated tranaformera b high KVA 
rated emarganeg geniratora have not bean made. 

TRIMBLE) D.C, Arkanaaa Power b Light Co, 79/10/09. Spp, 


7912090384 Forwarda IE Inap Rapta 00-313/79-81 b 80-348/79-20 on 
790909-1008 b notice of violation. 

MADSEN) O.L, Raglan 4) Datlaa) Reactor Oparatlona Nuclear Support 
Brnneh. 79/10/83, 3pp. 


—7918080333 Notice of violation from inap on 790909-1009, 

a Region 4) Dallaa) flfflca of the Dlractor, 79/10/23, Ip. 


■7918080348 IE Inap Rapta 80-313/79-81 b 80-368/79-80 on 790909-1008, 
Noncomplianca noted; outdated 0 llata, 

JOHNSON) W, D, ) HESTERMAN) T. F. Region 4i Dalloi) Office of the 
Director. 79/10/83. 11pp. 


7912140103 Forwarda IE Bullatln 79-17, Ravlalon 1, "Pipe Craeka In 
Stagnant Boratod Water Bga at PWR Planta, “ Written raaponaa 
raRUired. 

8EYFRIT)K, V, Region 4, Dallao, Office of th.e Director. 79/10/89, 
‘P- 


7918180861 Forwarda IE Bullatln 79-29, “Failuraa of Waatinghouat DFD 
Rotaga in Safatg-Ralatad Bga, “ Action reRulrad, 

BEYFRIT, K, V, Region 4, Dallaa, Off lea of the Director. 79/11/08, 
tp. 


7918190033 Forwarda IE Circular 79-88, “Btroko Timta for Power Dperotad 
Relief Valvea. “ No written reaponaa required. 

6EYFRIT)K. V. Region .4, Dollaa, Office of tho Director. 79/11/16. 


7912120850 Forwarda IE Bulletin 79-86, “Boron Loaa From BWR Control 
lladoe, •* No roapenae required. 

SEYFRXT, K. V, Region 4, Dallaa, Office of the Director. 79/11/20. 
‘P- 


7918110467 Notifiaa that NRC Intanda to routintlg forward to 
appropriate >tata public util regulatory groupa b atata atty 
ganaral ofca coplaa of aacalated anforcament corraapondanea 
aant by NRC to lieansaas. 

BEYFRIT, K.V. Raglan 4, Dallaa, Offlea of tha Dlractor. 79/11/26. 

Ip. 


7912040305 Responds to IE Bullatln 79-14. Forwarda lubmittal achadula 
for analgala of Inacceaaibla piping. Schadula for raaponaa 
to ramalning Itema haa allppad due to Impact of naut IE 
Bullatln 79-08) Ravlalon S, raquiremanta. 

TRIMBLEiD.C. Arkanaaa Power b Light Co. 79/11/87. 3pp. 


7918050684 Aek receipt of 791119 Ur Informing NRC of atapa taken to 
correct vlalallona noted in IE Inap Rapt 80-313/79-21. 

MADSEN, 0. L. Region 4. Dallaa, Reactor Operations Nuclear Support 
Branch. 79/11/87. tp. 


— 7912080687 Ratponds to NRC 791083 Ur re violatione noted in IE Inap 
Rapt 80-313/79-81. Corrective actions; plant Q-list b 
distribution list ravitad b circulated. 

TRIMBLE, D.C, Arkansas Power b Light Co, 79/li/lS. 3pp. 


7912190169 Forwards IE Bolletin 79-27, "Loss of Non-Class IE 
Inatrumantatlon b Control Power Bga Bus During Operation. “ 

Written response required. 

BEVFRITiK. V. Region 4, Dallas, Office of tha Director. 79/11/30, 
Ip. 


R. Periodic operating reports b related corraapondenci 


7918170331 Forwarda monthly operating rapt for Nov 1979. 
TRIMBLE, D.C. Arkaniaa Powar b Light Co, 79/12/14. Ip. 


—7918170335 Monthly oparating rapt for Nov 1979. 

BRAMLETT, L, 8. Arkansas Power b Light Co. 79/18/14. Spp. 


8. Reportable occurrencaa, LERi b related correspondence 


7918310069 PNQ-lV-79-009; on 791016, reporter Interviewed plant manager 
re repts of radioactive leakage Initancai; 790986, leakage 
paet packing on two primary ays valvta Into bldg b 791012, 
shutdown cooling heat exchanger leak to ivc water ays. 

WE8TERHAN, T. F. , MADBEN, 0. L. Region 4, Dallas, Office of tha 
Director. 79/10/17. tp. 


7918310073 PND-lV-79-010; on 791017, inadvertent raliasa of radioactive 
gaa. Air sample In makeup tank Inltlatad, stack monitor 
alarmed b sampling terminated. Rate of radioactive raleaia 
exceeded Tech Spec limit by 8.36. 

WE8TERMAN, T. F. , MADBEN, 0, L. Region 4, Dallas, Office of tha 
Director. 79/10/18. Ip. 


7912170286 Forwards UER 79-021 /03L-0 b updated LER 79-0I2/O3X-1. 
TRIMBLEiD.C. Arkansas Power b Light Co. 79/18/06. tp. 


—7918170264 LER 79-021/03L-0: on 791119, while aecurlng makeup b 
purification ays, inside containment leolatlon seal return 
valve failed to fully eloea on demand. Caused by valve 
operator torque switch falling to make up. Switch replaced. 
BHIVELY, C. N. Arkanaaa Power b Light Co, 79/18/06. Ip. 


-7912170869 Updated LER 79-0ia/03X-l; on 790810, leak rata testing of 
reactor bldg purge valves at penetration V-1 indicated laak 
rata In axceaa of Tech Spec 1 tmlta. Csuead by maladjuited 
valve seat ihime. Laak rata test performed. 

SHIVELY, C.N. Arkanaaa Powar b Light Co. 79/12/06, Ip. 


7912260272 Forwards LER 79-022/03L-0. 

TRIMBLEiD.C. Arkanaaa Power b Light Co. 79/12/10. ip. 


—7918260274 LER 79-0a2/03L-0; on 79U 19, during plant heatup to hot 
ahutdown eondttiona, operational teat of turbine driven 
emergency faadwatar pump not performed. Caused by scheduling 
mistake. Startup procedure revised. 

BRAMLETT, L. 9. Arkansas Power b Ugh’t Co. 79/18/17. Ip. 


U. Congreaaienal/Exseutive Correspondence ' 


79122B0261 Forwards B Petara 791108 Itr expressing eotieerna re NRC 
public matting on emirgtncy planning Inap. Reaponaa 
requested. 

PRYOR, D. Benete, 79/11/89. 3pp. 
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raCHET 30-315 DONALD C. COOK NUCLEAR POWER PLANT. UNIT 1 
■ Security. niBdical. emerguney t< fire protection plane 


791S130409 Confirms 791129 meeting to discuss NRC regulatory 
for protection of public health li safety re plants. 
KEPPLER.J.O Region 3< Chicago. Office of the Director. 
2pp. 


program 

79/ii/ai. 


'912200022 Discusses NRC 79U09 meeting re emergency preparedness team 
revieiij ob jectives. Provid es guidance for improving licensee 
emergency preparedness fc assuring capability of offsite 
agencies to tale appropriate emergency actions. 

GBlfiES, D.K, Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912290632 Confirms 791129 meeting u/mayor of Dridgman.MI ti 
dlscuis regulatory program for public health b safety 
protection. Tenta tive agenda end. 

KEPPLERiJ.O. Region 3i Chleagoi Office of the Director. 

2pp. 


staff to 
79/11/21. 


}. Adjudicatory correspondence 


79121 1003B Confirms receipt of end 790329 petition to suspend 01_s for 
all PWRs. Forujards FR notice indicating that petition will be 
treated in accordance U/10CFR2. 206. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


—7912110126 Notice of request for action pursuant to 10CFH2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

MULLER. D. R. Office of Nuclear Reactor Regulation. 79/11/23. 

3app. 


I. Financial Infarmation 


7912270604 Forwards article of merger filed ui/Slate of IN fc certificate 
of merger filed w/State of HI. 

DOLAN. J.E. Indiana b Michigan Power Co. 79/12/17. 16pp. 


P. Operating license stage documents b correspondence 


791109024Q "Sunimary of Operating Bsperience W/Redreu 1 ating Steam 
Generators. " 

ElSENKUTi D. 0. Division of Operating Reactors. N\JREa-0523. 
79/01/31. a9pp. 


79120404B9 Responds to NRC 791030 Itr re implementation of 
rocommondations contained in NURE0-O57B. Supplements previous 
responses re power operated relief valvei. safety valves b 
instrumentation for inadequate core cooling. 

DOLAN. J.E. Indiana b Michigan Power Co. 79/11/26. Bpp. 


791217001B eubtnits addl 
sys at plant. 

DDLAN. J. E. Indiana b 
Available at NTIS. 


info re analysis, imp 
Michigan Electric Co. 


b mod of main feedwater 
79/11/26. 31pp. 


7912040257 Informs of changes In operating procedures for automatic rod 
control sys. Changes made to guarantee that plant transient 
behavior due to credible control rod drop event will be 
within plant safety criteria. 

DDLAN. J.E. Indiana b Michigan Power Co. 79/11/29. 3pp. 


7912210134 Requests quarterly radiological asseeiininti to NRC. if Tech 
Specs 2. 4. l.h b 2.4.3c of App B ere eieeeded or very u/code. 
8CHHENCER. A. Operating Reaetore Branch 1. 79/12/04. 2pp. 


7912110308 Discusses monitoring of containment redietton in context of 
purge sys operet ion. Design justified in using control grade 
radiation monitoring equipment since containment ventilation 
isolation not relying solely on monitor Initiating lignals, 

DOLAN. J.E. Indiana b Michigan Electric Co. 79/12/09, 3pp. 


790B010339 Notl f ies of status of rept on reactor cavity annulus seal. 
Kast PHR users remove ring during normal operation. Others 
store seal ring In raised position during normal operation. 

LAINAB. 0. Plant Bystems Branch tPre 7910301. 79/07/03. 7pp. 


7912050175 Oiecusses NRC review of LERa b Tech Spec requirements re 
control RPI sys at Westinghouse PWRs. Requests Tech Specs 
review to ensure requirement for rod malnt to within +/- 12 
step! Indicated b RPI sys verified accurate within 12 steps. 
SCHWENCER. A. Operating Reactors Branch 1. 79/10/29. 7pp. 


791210018.9 Dtscusaas NRC 791101 meetlna w/repreientat Ives of NSSS 
vendors b fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing w/fuel cladding 
swelling b incidence of rup ture. Vendor responses end. 

EIBENHUT. D. 0. Division of Operating Reactors. 79/11/09. 69pp. 


— 7912100253 Responds to NRC 791101 request re noncompllanee of 
Westinghouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Uastlnghouse plants. 
ANDERSON. T. <1. Westinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding fuel ling b 
rupture data. Review of analytical models b tests indicates 
compliance u/lOCFROO App K, A1 1 OE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHDLZ. R. II. General Electric Co. 79/12/07. 2pp. 


7912110312 Submits revised echedule for final repts on resulti of 
facility analytical evaluation. 

DOLAN. J.E. Indiana b Michigan Electric Co. 79/12/07. 3pp. 


7912120404 Forwards addl info for mods to auxiliary feedwater sys re 
790B09 amend request. 

DOLANiJ, E. Indiana b Michigan Electric Co. 79/12/07. 9pp. 


79I227001B Forwards Amends 34 b 19 to Licenses DPR-98 b DPR-74i 
respec tlvely. safety evaluation ti notice of Issuance b 
aval lab 1 lity. 

SCHHENCEfl.A. Operating Reactors Branch 1 <Pre 791030). 79/12/07. 

3pp. 


—7912270021 Amends 34 b 15 to Lleensei DPR-9B b DPR-74. rtspee tlvely. 
requiring max allowable containment purge ieolitlon valve 
closure times to be reduced from 10 to 9-s. 

BCHHENCER.A. Operating Reactors Branch 1 (Pre 791030). 
79/12/07. 18pp. 


--791S87Q0S3 Safety evaluation supporting Amends 34 b 19 to Lieennes 
DPR-50 b DPR-74. respectively. 

e Office of Nuclear Reactor Regulation. 79/18/07. 6pp. 


— 7912270024 Notice of issuance b availability of Amends 34 b IS to 
Licenses DPR-50 b DPR-74. raspeetlvely. 

SCHWENCER.A, Operating Reactors Branch 1 (Pra 791030). 
79/12/07. 2pp. 


— 7912100407 Forwards responso to NRC 791101 request re rod burst teat 
data. Cone Ivd os that data properly represented by fuel mbdele 
used In vendor evaluation models b that analyses demonstrate 
all criteria of tOCFRSO. 46 satisfied. 

OWSLEV.O.F. Exxon Nuclear Co.. Inc. (subs, of Exxon Carp.). 
79/11/02. 9pp. 


7912100390 Forwards response to 791030 Itr rt requiromints for 
auxiliary fsedwater sys identified during Bulletlnc b Orders 
Taek Force review of operating reaetore. Valves locked or 
sealed b mod to feedpump train to be completed. 

DOLAN. J.E, Indiana b Michigan Electric Co. 79/18/11, 6pp. 


— 7912100496 Forwards addl Info re evaluation of impact of NRC propoeed 
rupturo/blockage model used in vendor evaluation model. 

No adverse Impact Prom new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OHSLEV. 0. F. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). 
79/11/04. 83pp. 


79IS040176 Sumiriary of 791113 toleon w/utll re implementation of Lessons 
Learned Task Force recommendations. 

HIOOINTON.D. Dperatlng Reactors Branch 1. 79/11/21. 4pp. 


791S0SO054 Summary of 791115 telcon w/llcsnsee re 791024 response to 
NRC 790913 1 tr, Inf ormed licensee Of lessons learned items 
for which proposed schedule for impl ementai on is 
unacceptable. 

HlGOINTONi D, Operating Reactors Branch 1. 79/11/21. 3pp. 


7912190560 Provides plans for Cycle 8 refueling outage.New fuel batch 
win consist of BO fuel assemblies mfg by Utstlnghousa. Fuel 
designated as Region 4 b enriched to 3.40 u/o U-235. Bter tup 
of Cycle 8 expected by mid-Dec 1979, 

DOLAN. J. E. Indiana b Michigan Electric Co, 79/12/11. Spp. 


7918870431 Forwards Info re voltage level at safety buses. startup, 
shutdown b accident loading high b low voltage condition 
cases b transformers capacity. in risponse to 790008 Itr. 
W/overslie drawing of simplified offsite power sources. 

DDLAN. J. E. Indiana b Michigan Electric Co. 79/12/17. 40pp. 


7918270858 Forwards raspanse to NRC 791810 rtquest for info required 
for evaluation of licensee response to TMI Lessons Learned 
Task Force recommendations. Overslxe drawings available In 
Central Files only. 

DDLAN. J.E. Indiana b Michigan Elsctrlc Co. 79/18/80. 8pp. 
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4. Inipcction rsportsi IE Dulletlns t< corrsopondene e 


7912110257 Faruard* IE Insp Rapts 50-315/79-23 fc 50-316/79-20 on 
790903-1005 S( notic* of violation. 

HEIBHM/iN. R. F. Region 3. Chicago. Reactor Operations Nuclear 

Support Branch. 79/10/24. 2pp. 


— 7912110263 Notice of violation from insp on 790903-1005. 

« Region 3. Chicago. Office of the Director. 79/10/22. ip. 


— 7912110271 IE Insp ftipls 50-31 S/79-23 1< 50-316/79-20 on 790903-1005. 
None ompl lance noted: active ueldlng permit not signed by 
util const safety coordinator ti insp repts not revieuad by 
plant nuclear (< safety ravieui committee. 

HASBEj R. E. . BOYDrO. C. Region 3. Chicago. Office of the Director. 
79/10/22. 5pp. 


7912070109 Responds to. IE Bulletin 79-24. "Frojen Lines." Adequate 
measures taken to prevent froian lines during estremely cold 
uaather. 

DOLAN. O.E. Indiana fc Michigan Power Co. 79/11/09. 2pp, 


7912800687 Responds to IE Bulletin 79-24. "Froien Lines." Adequate 
meaiurie taken to prevent freextng during estremely cold 
weather. 

DOLAN. J.E. Indiana 1< Michigan Power Co. 79/11/09. 2pp. 


7912OS0103 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves. " No response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip- 


7912050130 Forwards IE Circular 79-82. "Stroke Times for Power Operated 
Relief Valves. " No response required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director, 79/ll/;l6. 

Ip. 


7912100209 Forwards IE Info Notice 79~2S. "Overloading of Structural! 
Elamente Due to Pipe Support Loads, " No response required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip. 


7912110S62 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
Reactor Coolant Bys Instrumentation During Operation. " No 
spaclfic action or response required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/11/16. 
Ip. 


7912050340 Forwards IE Bulletin 79-86. "Boron Loss From ONR Control 
Blades. " No response required. . 

KEPPLER. J.O. Region 3. Chlcagop Office of the Director. 79/11/20. 

Ip. 


7912100436 Forwards IE Circular 79-84. "Proper Installation ti Callbr of 
Core Spray Pipe Break Detection Equipment on BURs. " No 
written response required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/11/86. 
Ip. 


7912110392 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups (i state atty 
general ofes. copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/11/2B. 
Ip. 


7912190228 Forwards IE Bulletin 79-87. "Loss of Non-Class IE 
Instrumentation ti Control Power Sys Bus During Operation. " 

Written response required. 

KEPPLER. J.O. Regions. Chicago. Office of the Director. 79/11/30. 
Ip. 


7912801)036 Responds to IE Bulletin 79-17. Revis Ion 1. Nondes true tlve 
esamlnatlons completed 791181. No stress corraslan cracking 
found. Forwards list of addl piping runs falling under NRC 
definition of stagnant boratad water lines. 

DOLANiJ.E. Indiana ti Michigan Electric Co. 79/11/30. Spp. 


7912140043 Forwards flow diagram* for Inserviee insp program per NRC 
791031 request. Drawings available In Central Piles only. 

MALONEY. O.P. Indiana t. Michigan Electric Co. 79/12/06. 3pp. 


7912140089 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncompliances. 10CFR21. " No action or response required, 

KEPPLER. J.O. -Region 3. Chicago. Office of the Director. 79/12/Ob. 


7912200127 Forwards IE Bulletin 79-28. "Possible Malfunction of Names 
Model EA190 Limit Switches at Elevated Temps." Action 
required, 

KEPPLER, J.O. Region 3, Chicago, Office of the Director, 79/12/10. 
ip- 


R. Periodic operating reports b related correspondence 


7912170270 Forwards monthly operating rep t for Nov 1979. 
SHALLER.D.V, Indiana b Michigan Power Co. 79/12/13. Ip. 


—7912170274 Monthly operating rept for Nov 1979. 

OILLETT.W.T. Indiana b Michigan Power Co. 79/12/03. app. 


79122Q0S21 Forwards annual statistical rept of eiposures for 1978. 
License 8U0-1176 did not eipire until 790930. Same rept being 
submitted for Licenses SVD-1176, DPR-58 & DPR-74. 

SHALLERiD.V, Indiana b Michigan Power Co. 79/12/20. Ip. 


—7912280524 Submits statistical rept of ecposurea for 1978. Errors 
discovered in 790305 submi t ta 1 . Data reanalysis has shown 
differences re number of Individuals b distribution of 
doses. 

SHALLER.D.V. Indiana b Michigan Power Co. 79/09/81. Ip. 


8. Reportable occurrences. LERs b related correspondence 


7912120061 PNO-1 11-79-026: on 791027. unit shut down to Investigate cause 
of excessive vibrations on Reactor Coolant Pump 2. 

Westlnghouse investigating. 

BQYD.D. C. , HEISHMAN.R. F. Region 3, Chicago, Office of the 
Director. 79/10/29, ip. 


7912040384 Forwards LER 79-056/03L-0, 

SHALLER.D.V. Indiana b Michigan Power Co, 79/11/26. Ip. 


—7912040390 LER 79-056/OaL-0 on 791027. op ening torque on two tee 
condenser lower Inlet doors exceeded max Tech Spec limit. 
Caused by door springs slightly stiffen than doors on other 
bays. Spring tension bolts adjusted. 

DELONO. 8. 0. Indiane b Michigan Power Co. 79/11/26. 2pp. 


7912040365 Forwards LER 79-057/03L-0, 

SHALLER.D.V. Indiana b Michigan Power Co. 79/U/2Q. Ip. 


—7912040371 LER 79-057 /03L-0: on 791029. wh Uc shifting to RHH. motor- 
operated containment isolation valve failed to open 
completely b would not close. Caused by corrosion of valve 
operator torque switch due to condensation in conduit. 

HIZNER.D. 0, Indiana b Michigan Power Co. 79/11/20. Ip, 


7912070371 Forwards LER 79-038/017-0. 

SHALLER.D.V. Indiana b Michigan Power Co. 79/11/30. Ip. 


—7912070377 LER 79-058/011-0: on 791115, flow path from Unit 2 motor- 
driven AFP steam generators 1 b 4 was inoperat lo. Caused by 
power supply to motor operated valves FMO-212 b FMO-242 
being removed for routine Insp. Power restored. 

CHADHELL. H. M. Indiana b Michigan Power Co. 79/11/29. 2pp. 


7912130330 Forwards LERs 79-059/03L-0 b 79-060/031-0, 

SHALLERiD.V. Indiana b Michigan Power Co. 79/12/07. Ip. 


— 7912130372 LER 79-059/03L-0; on 791 lOB. during tost. containment air 
particulate detector Isolation valve ECH-31 would not close. 
Caused by leaking A6C0 solenoid air supply valve b vent port 
tube restriction. Valve cleaned b tube removed. 

DELONO, a.D. Indiana b Michigan Power Co. 79/12/07. 2pp. 


— 7912130380 LER 79-060/03L-0; on 791 116. in termed late deck door to Ice 
condenser found froten shut. Caused by plugged air handling 
unit drain line b frozen drainage overflow. Ice removed b 
drain line cleared. Mod initiated. 

BROUN, M.8. Indiana b Michigan Power Cn. 79/12/07. tp. 


7912170238 Forwards LERs 79-061/03L-0 b 79-06a/03L-0. 

SHALLEfi.D.V. Indiana b Michigan Power Co. 79/12/11, Ip. 


— 7912170252 LER 79-061/03L-0: on 791 111. during startup, steam generator 4 
steam flow channel 1 Indicated 21)1 lower than redundant 
channel. Caused by oil leak from bellows to transmitter body 
causing drift out of spec. Transmitter replaced. 

DELONO, 8. D. Indiana b Michigan Power Co. 79/12/11. Ip. 
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7912170237 CER 79*06a/03L-0: on 791 11 1. Inoperab 1 e »tBam flow channel 

token out of trip conilltlon during Investigation of channel 
apac reading. Caused bg incorrect panel indlcatoT labeling. 

Channel placed in trip mode 1* labeling corrected. 

DEUONOiB.D. Indiana JcMlehiaan Power Co. 79/12/11 2pp. 


79120900S4 auramarg of 791115 telcon ut/lieensea re responie to 

NRC 790913 1 tr . Inf ormed licensee of leseons learned itemi 
for which proposed tchedule for Implementalon 1» 

WiaOINTOhl) D. Operating Reactor* Branch 1. 79/11/21. 3pp. 


DOCKET a0-3lt DONALD C, COOK NUCLEAR POWER PLANT. UNIT 2 
F. Seeorlti). tnadlcal. emergencg t< fire protection plan* 


7912130409 Confirms 791129 meeting to diteus* NRC regulatory 
for protection of public health h tafetg re 
KEPPLER. J. a. Region 3. Chicago. Office of the Director. 

2pp. 


program 

79/11/21. 


7912200028 Discusses NRC 791109 maetina re emergencg preparedness team 
review objectives. Provide* guidance for Improving licensee 
emergencg preparedness h assuring capability of offalte 
agencies to tale appropriate emergencg actions. 

ORIHESfD.K. Emergencg Preparedness Task Force. 79/11/23. jopp. 


7912880632 Confirms 791129 meeting ui/magor of Brldgman.MI »< itaff to 
discuss ragulatorg program for public health t< safety 

protection. Tentat ive agenda end. 

KEPPUERiJ. 0. Region 3. Chicago. Office of the Director. 79/11/21. 

8pp. 


Q. Adjudicatory correspondence 


7912110038 Confirms receipt of end 790329 petition to suspend DLs for 
all PWRs. Forwards FR notice Indicating that petition will be 
treated In accordance ui/lOCFR2. 806. . 

DEHTDN.H. R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


-7912110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 770329 petition 
requesting suspension of all OL* for PWR*. 

MULLER. D. n. Office of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 


I. Financial information 


7918040409 Respond* to NRC 791030 Itr ro implamantatlon of 
reeammandatlons contained in NUREO-0578. Bupploment* previous 
response* re power operated rallef valve*, safety valve* I. 
Instrumentation for inadequate core cooling. 




i i 1 t'%L. 


7918170018 aubmlt* addl Info re analysis. imp h mod of main feedwater 

DOLAN. J^E. Indiana 6 Michigan Electric Co. 79/11/26. 31pp. 

Avai lab 1* at NT19. 


7918040257 Informs of changss in operating proeadoras for automatic rod 
control sys. Changes made to guarantee that plant tranilant 
behavior due to credible control rod drop event will be 
within plant safety criteria. 

DOLAN, vl. E. Indiana U Michigan Power Co. 79/11/29. 3pp. 


7912270604 Forward* article of merger filed ui/State of 
of merger filed u/8tabe of MI. 

DOLANtJ. E. Indiana St Michigan Power Co. 79/12/17. 


IN b certl f 1 cate 
16pp. 


7918040284 Forwards diagram of control logic for RHR aye low flow 
Solan) J.B. Indiana & Michigan Electric Co. 79/11/30. 3pp. 


P. Operating license stage documents b correspondence 


7911090848 ''Sunimary of Operating Esperlanee M/R*e Irculating Steam 

ElBENHUT. D. 0- Division of Oparatlng Raaetors. NUREO-OSBO. 
79/01/31. 89pp. 

7912050175 Discusses NRC review of LER« b Tech Bpec requirements re 
control RPI *g* at Hestinghouse PWRs. Requests Tech Spec* 
r-evlaw to ensure requirement for rod maint to ulthin +/— 18 
steps indicated b RPI sys verified accurate within 12 step*. 
8CHUENCER. A. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912100189 Discusses NRC 791101 meeting w/repre* entatl vts of NSBS 
vendors b fuel suppliers re discussion of respsctlv* 
portions of ECCB evaluation models deal lug w/fuel cladding 
swelling b incidence of rupture. Vendor responses end. 

EISENHUTr D. 0. Division of Operating Reactor*. 79/11/09. 6Spp. 


7912040404 Withdraws 790816 Itr raqueiting relief from commitment to 
perform load rejection test. Full load rejection test 
performed on 790721. Test ropt will bt sent by 791231. 

DOLAN. J.E. Indiena b Michigan Electric Co. 79/11/30. Ip. 


7912210134 Request* quarterly radiological assessment* to NRC. If Tseh 
Specs 2. 4. l.h b 2.4.3c of App B are sxctedad or vary w/«oda. 
8CHWENCER.A. Operating Reactors Branch 1. 79/12/04. 2pp. 


7912110308 Dlscuisas monitoring of containment radiation In contest of 
purge sg* operation. De* ign justified in using control grad* 
radiation monitoring squtpment sine* contelnmsnt ventilation 
Isolation not relying solely on monitor Initiating signal*. 

DOLAN. J. E. Indiana b Michigan Electric Co. 79/12/05. 3pp. 


7912110318 Submit* revised schedule for final 
facility analytical evaluation. 

DOLAN. J.E. Indiana b Michigan Electric Co. 


rapt* on result* of 
79/12/07. 3pp. 


— 7918100255 Responds to NRC 791101 request re noneomp 1 lane# of 
Wsstlnghous* ECCB evaluation model under requirement* 
of 10CFB50 App R. Evaluation of three fuel rod model* 
indicates no safety problems for Wsstinghouse plants. 
AHDERBDN. T. M. Wsstinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding suelUno b 
rupture data. Review of analytical models b tests indlcatss 
eonpllance w/lOCFRSO App K.All OE specs for calculated piak 
cladding temp remain unchanged. 

BUCHHOtZ. R. H. Oenoral Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 requast re rod burst test 
data. Concludes that data properly reprtsanted bg futl models 
used In vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OWSLEY.©. F. Esion Nuclear Co.. Inc. (sub*, of Ecjoti Corp.). 
79/11/02. Spp. 


— 7912100456 Forward* addl Info r* evaluation of impact of NRC proposed 
rupturi/bloctagc model used In vender evaluation nodal. 

No adverse impact from new rupture burst data or use of NRC 
rifpture/bleclage modal on licensing calculation results. 

OMSLEY.O.F. Esion Nuclsar Co.. Inc, (subs, of Esiton Corp.). 
79/11/04. 28pp. 


7912120404 Forward* addl Info for mods to auslllary fsedwatsr *y* re 
790009 amtnd request. 

DOLAN. J.E. Indiana b Michigan Electric Co. 79/12/07. 9pp. 

7912270018 Forward* Amend* 34 b 15 to Licenses DPR-8fl b DPR-74. 
respective Ig. safety evaluation b notice of Issuance b 

BCHWENCER. a 1* Operating Reactors Oranch 1 (Pr* 791030). 79/12/07. 

2pp. 


— 7912270081 Amend* 34 b 15 to License* DPR-5fl b DPR-74. respectively* 
requiring mss allowable containment purge isolation valva 
elosur* tlms* to be reduced from 10 to 5-*. 

BCHWENCER. A. Operating Reactors Branch 1 <Prt 791030). 

*yO/19yA7 t27nn 


7912270023 Safety evaluation supporting Amind* 34 b 15 to License* 

DPR“6a b DPR-74. respaetivslg. 

s affle# of Nuclear Reactor Regulation, 79/12/07, 6pp. 


— 7912270024 Notice of Issuanca b availability of Amend* 34 b 15 to 
License* DPR-sa b DPR-74. respectively. 

BCHWENCER. A, Operating Reactors Branch 1 (Pr* 791030). 
70/12/07. 2dd. 


7912040176 Bummarg of 791118 telcon u/utll re Implenentatlon of Lessons 
Learned Taek Force recommendations, 

HIOOINTON.D. Operating Reactor* Branch 1. 79/11/21. 4pp. 


7912180390 Forward* response to 791030 Itr re requirement* for 
auxiliary fsadwatsr sg* Identlflad during Bullstin* b Ordsrs 
Task Forca ravtaw of oparatlng rsaetor*. Valva* lockad or 
ssalad b mod to fsedpump train to bs completed. 

DOLAN, d.lr. Indiana b Michigan Electric Co. 79/ia/il. App. 
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79t>81B0434 Poruardt addl infp #or 791102 Tich Bptc ch«ng* rii|ua«t*< 
Including dcierlptlon af PBAR analgta* ratulti.Alco Includat 
MCAP'-9S6A> "Nucltar Oiiign & Cora Ngt of DC Cook Unit S, 

C«cl« 2." Ragt withhold (rap 10CPR2. 790). 

DOLAN. J.E. Indiana 4. Hichlgan Electric Co. 79/’lS/lt. 3Q|ip. 


79112270431 Ferwardi info ra voltage level at taPetg bwaea. atartup. 
ahutriown 1. accident loading high V low voltage condition 
c«aea ti tranapDraara capacity, in raaponae to 79080B Itr. 
H7ovaraiit drawing of alapllPied ofPalta power aourcaa. 

DOLAN. U.E. Indiana (i Nlehigan Electric Co. 79/12/17. 40pp. 


7912200909 Raiiuaata delation oP Lleanae Condltlona 3. A t< 3. S oP OL 
Aeand. A. Ra^uiroMenta Por Agaatat 7000 aariaa ralaga b 
prooaure awltehea PulPlllad per end teat raaulta. 

DOLAN. J.E. Indiana b Michigan Elactrlc Co. 79/12/19. Bpp. 


■.*-79122<X)S12 "Dgnanic Evaluation Taat Progran on BaPatgi Injactlon Sga 
Panel. Auxil iarg Relag Panal Ic Hot Shutdown Panel.*' 

FaMLERifi.,0. Ugla Laboratorlaa. 79/11/19. 117pp. 


•7913200919 "Silaaic Slnulation 1. Radiation Taat Prograai on Sevan 

Pppiaura Swltchaa. " 

THORNBERRV. R. Hgla Laberatoriaa, 78/10/26, a9pp. 


771227D2S4 Bubialta addl inPo ra currant atatua op Pour raqulrananta oP 
NUNEO-0976 concerning direct indication oP aaPatg valve 
petition. tubeoollng attar, aga Intagritg Por high 
radloactlvltg b peat-accident aanpllng, 

HUNTER. R. 8. Indiana b Michigan Elactrle Co. 79/12/19, 6pp. 


7913370298 Porwarda raaponat to NRC 791210 raquaat Por InPo requlrad 
far evaluation oP lictnait raapenaa to TMI Laaiona Laarnid 
Taek Foret raceaaandationa, Ovoraiza drawinga avallabla In 
Central Fllti onlg. 

DIXAN.J.E, Indiana b Michigan Eiaetric Co. 79/12/20, Bpp. 


3. Inopection raporti. IE Bullatlna b corraapondanc a 


7913110297 Forwarda IE Inap Rapta 90-319/79-23 b 90-31 A/79-20 on 
790903-1009 b notice oP violation, 

HElSpeiAN. R. P. Region 3. Chicago. Reactor Oparatione Nuclear 
Support Brandh. 79/10/24. 2pp. 


—7912110263 Notice oP violation Proa Inap on 790903-100S. 

* Raglen 3. Chicago. OPPlea oP the Director. 79/10/32. Ip. 


•7912110271 IE Inap Rapta 90-319/79-23 b 90-316/79-20 on 790903-1005. 
Noneoapllanca noted; active welding parait not algnad bg 
Util conat aaPetg coordinator b imp rapta not reviewed bg 
plent nudeir b laPatg review coewiittee. 

HABSEtR.E.. SDVO.D.C. Region 3. Chicago, OPPlce oP tha Director. 
79/10/22. 9pp. 


7913070109 Reaponda to IE Bulletin 79-24, "Proien Llnea. >* Adequate 
■eaeurea taken to prevent frozen Itnee during eztrenolg cold 
weather. 

DOLAN, J.E, Indlane b Mich 1 gen Power Co. 79/11/09. 2pp. 


7918300667 Reaponda to IE Bulletin 79-24. "Frozen Llnea. *• Adequate 
•eaeuraa taken to prevent freezing during eztreaelg cold 
weather. 

CXXAN.J.E. Indiena, b Michigan Powar Co. 79/11/09. 3pp, 


7913090103 Forward! IE Circular 79-23. "Stroke Tiaea Par Power Qperatad 
RelleP Valvea. " No reaponae requlrad, 

HEFPLER.J. 0. Region 3, Chicago. OPflca oP the Director. 79/11/16. 


7913090130 Forward! IE Circular 79-22. "Stroke Tiaea for Power Operated 
Raliap Velvaa. " No reaponae raquirad. 

HEFPLER.J. e. Region 3. Chicago. OPPica of tha Director. 79/11/16. 

If. 


7913100209 Forwarda IE InPo Notice 79-28, "Overloading oP Structural 
Eleaenta Due to Pipe Buppert Loeda, " No reaponae required,' 

HEFPLER.J, 0, Region 3. Chicago. Office of the Director. 79/11/16. 
Ip. 


7918110982 Forwarda IE InPo Notice 79-39. "Loaa of NeneaPetg-Relatad 
Reactor Ceolent Sga Inatruaantation During Operation." Mo 
•pacIPlc action or reaponie roqulrari. 

KEPPLER.J. 0. Region 3. Chicago. OPPlce of tha Director. 79/11/16. 

*P. 


7913090340 Forwarda IE Bulletin 79-26. "Boron Lota Fraa 8HR Control 
lladea, " No raaponae required, 

KEFPLERiJ. 0. Raglan 3. Chicago. OPPica of tha Director. 79/11/20. 

Ip, 


7912100436 Forwarda IE Circular 79-24, “Proper Inatallation b Cal Ibr of 
Cora Bprag Pipa Break Detection Equipment on BHRa. “ No 
written reaponae required. 

KEPPLER.J. 0. Region 3, Chicago. Office of the Director, 79/il/S6. 
Ip. 


7912140213 Forwarda IE Circular 79-23. "Motor Starters b Contactors 
Fatlad to Oparata. " No wrlttan raaponae requlrad. 

KEPPLER.J. 0. Region 3, Chicago, OPPlce op the Director. 79/li/26. 
Ip. 


7912110393 NotlPiet that NRC intends to routlnelg forward to 
appropriata itate public util ragulaterg groups b state attg 
general ePctiCOpiea of tacalattd enPorcaiaent correspondence 
lent by NRC to llcenaees. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/11/2B. 
ip. 


791219023B Forwerdi IE Bulletin 79-27, "Lost of Nan-Cleaa IE 
Inatrumentatien b Control Power Sya Bus During Operation. " 

Written reaponae required. 

KEPPLER.J. 0. Region 3, Chicago, OPPlce of the Director. 79/11/30. 
Ip. 


7912200036 Reaponda to IE Bullatln 79-17. Revision 1. Nondealructlve 
eiantnatlona conpletad 791121. No atriaa corroiion cracking 
Pound. Forwarda list op addl piping runa Palling under NRC 
definition of atagnent boretad water llnei. 

DOLAN, J.E. Indiana b Michigan Electric Co. 79/11/30. Bpp. 


7918140043 Forwards Plow diagrami for Inservlce inap prograa par NRC 
791031 requaat. Drawinga available in Central Filas only. 

MALONEY, O.P, Indiana b Michigan Electric Co. 79/12/06. 3pp. 


7912140089 Forwards IE Info Notice 79-30. "Reporting of DoPacta b 
Noncompllancaa, t0CFR21. " No action or responaa required. 

KEPPLER.J. 0. Region 3. Chicago, OPPica of the Dlreqter. 79/12/06. 
Ip- 


7912200127 Forwarda IE Bulletin 79-20. “Posiible Malfunction of Namco 
Model EAIBO Limit Switches at Elevatad Temps." Action 
raquirad. 

KEPPLER. J. 0. Region 3. Chicago. OPPlce oP the Director. 79/12/10. 
IP- 


7912270337 ConPlrmt 791219 verbal rapt to RE Haste re nonconPormance In 
smell piping ays. Analyala indicated that 1— Inch plpa batwean 
primary piping b exceta Itt-down hiat axchangqr would be 
straiaad abova yield limit in event of earthquake. 

BHALLER.O. V. Indiana b Michigan Power Co. 79/12/20. Ip. 


R, Periodic operating reporti b related correapondcnct 


7912260521 Forwerdi annual statlitleal rapt oP eipoeurea for 1973. 
Llcenie SUB-1176 did not expire until 790930, Seme rept being 
aubmlttad Por Liceneit 6UB-1176,DPR-5B b DPR-74, 

BHALUR.D. V. Indiana b Michigan Power Co. 79/12/20. Ip. 


"79122B0S24 Bubmiti itatiatical rapt of axposurii Par 197B. Errors 
diacoverid in 790305 submittal. Data reanalysis has shown 
diPPareneta re number of individuals b distrlbutton of 
doaii, 

BHALLER.D.V. Indiana It Michigan Power Co. 79/09/21. Ip. 


S. Reportable occurrancei. LERe b relstid eorraapandance 


7912040379 Forwarda LER 79-039/03L-0. 

8HALLER.D.V. Indiana b Michigan Power Co. 79/11/2B. Ip. 


— 791204037B LER 79-039/0X-0: on 791031. conta inment air particulate 
detector tripped on low Plow while plant was in Meda 6, 

Caueed by Plpw trip switch in nonvartlcal position. Proper 
air particulate flow estebllahed, 

DELONO.B.D. Indiana b Michigan Power Co. 79/11/26. Bpp. 


7913040424 Forwards LER 79-038/01T-0. 

BHALLER.D. V. Indiana b Michigan Powar Co. 79/11/3B. Ip. 


•7912040430 LER 79-03B/01T-0: on 791114. boron injection Plow path was 
inadvertantly aadt inopsrable to pirPorm surveillanca 
testing. Caused by charging line being out of sve Por sya 
mod.Pusl alaiiant altarad. 

CHADWELL.H.M. Indiana b Michigan Powar Co, 79/11/38. 3pp. 


7912070351 Forwarda LER 79-040/03L-0. 

BHALLER.D.V. Indiana b Michigan Power Co. 79/11/30. Ip. 
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■7912070396 UER 79-040/03L-0: or 791 10 1 > d u r i ng refueling operations, 
reactor vessel head unbolted u/one sourca range neutron flu» 
monitor inoporab le. Caused by defieiert refueling procedure. 
Procedure to be revised, taji.frzo i 

CHADHELL. H, M, Indiana U Michigan Poiuer Co. 79/H7S9, ip. 


7912200062 Discusses fire protection tost procedures to qualify cable Si 
pipe penetrations. Llsbs issues that will not be resolved by 
tost. No objection to use of test to obtain addl Info on 
capability of cable. 

LAIMAS. 0. Plant Systams Branch. 79/11/29. 2pp. 


7912070370 Forwards LER 79-04 1/03L-0. 

SMALLER. D. V. Indiana It Michigan Power Co. 


79/11/30. Ip. 


-7912070379 LEfl 79-041 /OSL-O: on 791 101 . during surveillance testing, 
hydrogen recombiner 1 failed te increase teffip as required by 
Tech Specs. Cause unknown, Troubleshoo t Ing in progre se. repairs 
to follou. 

WtZNER.D.G. Indiana S« Michigan Power Co. 79/11/30 Ip. 


7912100277 Forwards LERs 79-042/031-0 4i 79-043/03L-0. 

SMALLER. D. V. Indiana L Michigan Power Co. 79/12/03. Ip, 


7.912100206 LER 79-042/03L-0: on 791101. while in Mode 6. w/one diesel 

generator out of avC.lkV inverter blew fuse. Caused by loose 
bus feed cable short circuiting inverter while contractor 
personnel worked on Inoperable generator. 

* Indiana & Michigan Power Co. 79/12/03. 2pp. 


7912100291 LER 79-043/03L-0: on 791 102. during surveillance insp. cracks 

illscovered In rubber of ice condenser divider barrier seal. 

Cause I* corrective action under study. 

WIZNERiD. G. Indiana £. Michigan Power Co. 79/12/03. Ip. 


7912130312 Forwards LER 79-044/0aL-0, 

SMALLER. D, V. Indiana t< Michigan Power Co, 79/12/07. Ip. 


— 7912130322 LER 79-044/03L-0; on 791025. during transfer of fuel, 
surveillance requirement for potential impact energy of 
crane load was not completed. Caused by misunderstanding of 
new Tech Epee. Ref uel ing procedure change Initiated. 
mZNEH. D. G. Indiana & Michigan Power Co. 79/12/07. Ip. 


7912170260 Forwards LER 79-045/03L-0. 

SMALLER, D. V. Indiana ft Michigan Power Co. 79/12/12. Ip. 


7912260220 Forwards responses to Paragraphs 3 . 19. 3, 1. 20. 3. 2. 1. 3. 2. 2. 
3. 2. Q & 3.2.9 re fire protection SER 8, amends to OL. Balance 
of response to Paragraph 3.2,1 delayed due to manpower 
comnitments of TMl requi remenbs. 

UUNDVALL. A, E. Baltimore Oas tt Electric Co. 79/12/21. 350pp. 


7912310390 Forwards overslie drawings of Figures 1-11 for fire hajards 
analysis of fire protection safety evaluation. Remaining Item 
will bo completed by 800111 . 

LUNDVALL, A. E. Baltimore Gas S. Electric Co. 79/12/27. Ip. 


— 7912310431 "Fire Haiards Analy s Is: Au» 1 1 iary Bldg. Elevation <-)8 ft-0 
inches, <-)10 ft-0 inches t. t-llS ft-0 Inches, Safe Shutdown 
Equipments t< Raceway Locations," Figure 1. 

♦ Baltimore Oas t. Electric Co. 79/12/27. ip. 


— 7912310482 "Fire Hazards Analysis; Containment 8. Auklllary Bldg. Unit 1. 
Elevation 5 ft-0 inches «. 10 ft-0 inches. Safe Shutdown 
Equipments 8. Raceway Locations, " Figure 2. 

* Baltimore Oas 8. Electric Co. 79/12/27. Ip. 


—7912310490 "Fire Hazards Analy s is; Containment 8. Auxiliary Bldg. Unit i> 
Elevation 27 ft-0 Inches, Safe Shutdown Equipments 8. Raceway 
Locations. " Figure 3. 

* Baltlmare Oas I. Electric Co. 79/12/27. ip. 


"7912310496 "Fire Hazards Analysis: Containment 8. Auxiliary Bldg. Unit 1. 
Elevation 4S ft-0 inches. Safe Shutdown Equipment 8, Raceway 
Locations. '• Figure 4. 

« Baltimore Oas 8f Electric Co. 79/12/27. ip. 


— 7912310502 "Fire Hazards Analysts: Containment 8. Auxlliry Bldg. Unit i, 
Elevation 69 ft-0 inches. Safe Shutdown Equipment 8. Raceway 
Locations. " Figure 5. 

e Baltimore Oas 8. Electric Co. 79/12/27. ip. 


— 7912170271 LER 79-043/03L-0: on 791 1 13, pone t rat ion provided access 
from containment to auxiliary bldg atmosphoro conbrary to 
Tech Specs. Caused by repair of bonnet removed from hand 
valve. Valve work suspended, 

LEA5E.R. S. Indiana 8. Michigan Power Co. 79/12/12. 2pp. 


7912270590 Forwards LER 79-046/03L-0 t LER 79-047/03L-0. 
SMALLER. D. V. Indiana 8, Michigan Power Co. 79/12/19. Ip. 


— 7912270598 LER 79-046/03U-0: on 791 1 19, duri ng rof ueHns. sourc o range 
neutron flux monitor N-31 fai led. Caused by excessive 
moisture in detector wel is. Detec tors replaced 8. dried. 

RIECHLIMG. J. L. Indiana 8. Michigan Power Co, 79/12/19. 2pp, 


— 7912270602 LER 79-047/03L-0; on 791 124p dur 1 n g grid degraded voltage 
relay callbr. relay 27-1-201-AB dropped out at 
nonconservative value. Caused by zener diode fai lure. Diode 
replaced t relay recallbr. 

HlSCHLlNGi J, L. Indiana 8, Michigan Power Co. 79/12/19. Ip. 


7912310345 Forwards LER 79-043/03>;-l, 

SMALLER. 0. V. Indiana 8. Michigan Power Co. 79/12/24. ip. 


— 7912310350 LER 79-043/03X-i: on 791 102, dur i ng surveillance insp. ice 
condenser divider barrier seal found to have cracks in 
rubber. Caused by excessive compression during installation. 

Seal ring roplaced in manner limiting compression. 

HIZNER. D.O. Indiana 8. Michigan Pouor Co. 79/12/21. Ip. 


— 7912310511 "Fire Hazards Analysis: Containment 8. Auxiliary Bldg.Unlt 2. 
Elevation 5 ft-0 Inches 8. 10 ft-0 inches. Safe Shutdown 
Equipment 8. Raceway Locations, " Figure 6. 

•• Baltimore Oas 8< Electric Co. 79/12/27. Ip. 


— 7912310525 "Fire Hazards Analy s i s ; Con tainment 8. Auxiliary Bldg, Unit 2. 
Elevation 27 ft-0 inches, Safe Shutdown Equipments 8, Raceway 
Locations." Figure 7. 

« Baltimore Oas in Electric Co. 79/12/27. Ip. 


— 7912310530 "Fire Hazards Analy s is : Con tainment 8, Auxiliary Bldg.Unlt 2. 
Elevation 45 ft-0 inches, Safe Shutdown Equipment 8, Raceway 
Locations. " Flguro B. 

• Baltimore Oas 8, Electric Co, 79/iB/27. Ip. 


— 7912310534 "Fire Haiards Anal ysis : Containment 8, Auxiliary Bldg. Unit 2. 
ElevatiO'n 69 ft-O Inches. Safe Shutdown Equipment 8, Raceway 
Locations. " Figure 9. 

a Baltimore Oas 8. Electric Co. 79/12/27. ip. 


— 7912310541 "Fire Hazards Anal ysis: Water Treatment Area, Warehouse 8, 
Intake Structure. Uni t 1. Safe Shutdown Equipment 8, Raceway 
Locations. " Figure 10. 

« Baltimore Oas 8, Electric Co. 79/12/27. Ip. 


_™ 7 yjg 310 g 44 "Fire Haiards Anal y si s : Water Treatment Area. Warehouse 8, 
Intake Structure, Unit 2. Safe Shutdown Equipments 8, Raceway 
Locations," Figure li. 

a Baltimore Oas 8, Elocfcric Co. 79/12/27. Ip. 


ODCKET SO-317 CALVERT CLIFFS NUCLEAR POWER PLANT. UNIT 1 


F. Security, medical, emergency 8, fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review ob jectlves. Provi des guidance for Improving licensee 
emergency preparedness 8, assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRIMES.B.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7912040463 Notifies of delay in responding to request re ABTM E-119 
test procedure. New drawings 8, room-by-room documentation to 
reflect fire safety actions underway. Revised submittals 
will be completed by 791221. 

LUHDVALL. A. E. Baltimore Gas 8, Electric Co. 79/11/29, Ip. 


0. Adjudicatory correspondence 


7912110033 Confirms receipt of end 790329 petition to suspend OLs for 
all PWRs. Forwards FR notice indicating that petition will be 
treated in accordance cu/lOCFRS. 206. 

DENTGN.H. R. Office of Nuclear Reactor Regulation. 79/11/23. ip. 


—7910110126 Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

NWLLER.D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 
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P. Oparating llc«n*t «tagt document* fc correipond^ne* 


791109034B "Bu«uti«rg of Operating Exptrltnc* H/Haeirculatlng Steam 
Oenaraier*. " 

EIBENHUT. D. e. DWlelon of Operating fleactor*. NUREO-OSaS. 
79/01/31. B9pp. 


7900010337 Notlfle* of ttatui of rapt on reactor eavttu annului teal. 
Moot PHR utart remove ring during normal operation. Othere 
otora aa«l ring In raited position during normal operation. 
LAINAQ.e. Plant Sgetems Branch CPre 791030>. 79/07/09. 7pp. 


7918180301 Informs of error in Figure 3.8-4 of Tech Specs issued as 
Licanoe Amend 39. Corrected eopg end. 

REIDiB. M. Operating Reactors Branch 4 <Pro 7910301. 79/10/11. 

app. 


—7918180307 Revleed Paget 3/4 8-11 t 8-18 for Tech Specs re DNB atlal 
flu* effset control llmlti Issued w/Uieense Amend 39. 

» Operating Reactors Branch 4 (Pro 7910301. 79/10/11. Zpp. 


771817011& Forwards findings from Nov 1978 "Power Plant Cumulative 
Environ impact Rapt. " Ultt of 18 gueetlons re radloetive 
aPfluante It spent fuel storage poole end. 

MlMEORADr D. N. Narglandi State of. 79/11/0&. 87pp. 


77131BK)097 Notifies of completion of review of iteam generator water 
hiaMmar. Approvee propotad changes eecompangtng installation 
of 1. tubes. Tubas can affactivalg mlnlmlia likalihood of 
water haamer avents. Safety evaluation end. 

LA1NAB>0. Plant Systems Branch. 79/11/07. Spp. 


— 7918t60<Nb3 Safety evaluation re steam generator water hammer In 
feedwater ays euppertlng proposed procedural changet, 
s Office of Nuclear Rtaetor Ragulation. 79/11/07. 8pp. 


7918180189 Olicussas NRC 791101 masting w/rapres«ntatlves of N8S8 
vendori ti fual lupplltre re dlscueilon of riipectlvi 
portions of ECCB evaluation aiodali dealing w/fuel cladding 
aweiiing tc Incidence of ruptura. Vandor raeponsee and. 

EIBENHUT* 0. 0. Dlvltion of Operating Rractore. 79/11/09. A9pp. 


—•7918100209 Responde to NRC 791101 raqueit re noncompk lance of 
Wastlnghouse ECC8 evaluation model under repulramenti 
of 10CFR90 App K. Evaluation of throe fuel rod modele 
indicates no safety preblame for Westinghouie plante. 
ANOCRBONiT. M. Heatlnghouse Electric Corp. 79/11/08. 4pp. 


— 7918100330 Responds to NRC 791101 request rs ORNL cladding iwslllng t 
rupture data. Review of analytical medals b tests Indlcqta.s 
conpllmnct w/lOCFRBO App K. All OE specs for calculated peak 
cladding tamp remain unchanged. 

BDCHHOLl. R. H. Oeneral Electric Co. 79/18/07. Spp. 


— 7918100407 Forwerdf reeponse to NRC 791101 request re rod burst test 
data. Concludes that data properly repreientad by fuel models 
used In vendor evaluation modele l< that analyeet damonstrate 
all criteria of lOCFRSO. 46 eatlsfled. 

OlfSLEY* O, F. Eason Nuclear Co. • Inc. (lubs. of Epson Corp.), 
79/11/08, 9pp. 


—7918100494 Forwards addl info re evaluation of impact of NRC proposed 
rupture/blockage model uead in vandor evaluation modal. 

No mdvorse Impact from new rupture buret data or ua# of NRC 
rilpturo/blockaia model on llcanilng eeleuletlon reaulte. 

OUiH.EY<O.F. Exxon Nuclear Co.> Ine. (tube, of Exxon Corp.). 
79/11/04. aapp. 


7918180868 Buoaiarv of 791089 meeting w/C-E owners group re asymmetric 
MKA loada. 

HOBFORDiB, B. Engineering Branch. 79/11/80, 4pp. 


7918180874 Forwards suppltmtntary response to followup actions 
rasultlng. from TNI-8 incident re ehort-term lesaone learned 
raqulramenta. Previdee implementation echedule. 

LUNDVALLi A. E, Baltimore Oaa It Electric Co. 79/18/09, Spp. 


7918310470 Forwards raquast for addl info ra containment purge sys to 
coaplote evaluation of elac'trlcal ovtrr Ids/bypaee aepects. 

MlNMiO. Plant Biisteae Branch. 79/18/06, 3pp. 


7918180869 Dlscuesee hydraulic enubberi w/common reeervoire, Raplaeenant 
«f coewien reeervoire w/indlvidual reservoirs In progress. 

Remaining replacements will be completed during next 
refueling oubegd, 

LUNOVALLi A. E, Beltimore Oee it Electric Co, 79/12/07. 9pp.' 


7918190364 Responde to NRC 791107 Itr re roquirements for auxiliary 
feedwater sys, Third pump train will be added to enhance syi 
rellabil ity. Project cannot be completed within 1 yr. 

UUNDVALL. A. E. Baltimore Oas It Electric Co. 79/18/13. Spp. 


7918190403 Submits responses to specific items re eontelnment purging 6 
venting in response to NRC 790927 6 1083 Itrs.Util commits 
to operation In conformance w/interlm position In NRC 791023 
Itr.Deeign review of purge li vent valves performed. 

LUNDVALL. A. E. Baltimore Oas It Electric Co. 79/12/14. Spp. 


7918190497 Responds to followup actions re TMI-2 Lessons Learned Task 
Force recommendallans. Provides Interim commitment for 
coverage of accident assessment functl on. pending upgrading 
of opcratori license holders to senior operators. 

LUNOVALLi A. E. Baltimore Oas & Electric Co. 79/18/14. Spp. 


7918270404 Supplements response to TMl Lessons Learned Task Force 
r aquirements. Addl info re operator license holders will be 
added to each shift to provide coverage of accident 
assessment function, 

LUNDVALL. A. E, Baltimore Oas b Electric Co. 79/18/14. 8pp. 


7918870416 Provides committment to NRC interim position for purge b 
vent valve operation pending verification of valve 
operability under DBA-LOCA loadings. Design review indicates 
valve operation hi/adequate shutting torque, 

LUNDVALL. A. E. Baltimore Oas b Electric Co. 79/18/14. 3pp. 


7913260634 Responde to 791106 Itr re effects of radloective releases 
Into Cbasapealre Bay b atmosphere, Releases within Tech Spec 
1 1ml t. Specif ic answers to 18 questions end. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/18/17. 7pp. 


—7918880641 Forward! safety evaluation documenting analysis of potential 
risks associated w/LNO ship traffic in Chesapeake Bay. 

Likelihood of LNO accident resulting In significant 
radioactive release acceptably low, 

REIDiR. W, Operating Reactors Branch 4 <Pre 791030). 78/06/13. 

3pp. 


— 7918880646 Safety evaluation re likelihood of LNO accident resulting 
In elgntficant redioactlvi reltase, 

* Office of Nuclear Reactor Regulation. 76/06/13. 16pp, 


Q. Inspection reports. IE Bulletins b correspondence 


7918060028 Forwards IE Insp Rapt 50-317/79-09 on 790610-21. Mo 
noncompl lance noted. 

CARLSON. R. T. Region 1. Philadelphia. Reactor Conetruction b 
Engineering Support Branch. 79/09/85, Spp. 


—7912060026 IE Insp Rapt SO-317/79-09 on 790616-21. No noneomplianee 
noted. Major areas inspected: ectlviti as re IE Bulletin 79-02. 
DURR. J. P. Region 1. Philadelphia. Office of the Director. 
TRIPP. L.E. Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch. 79/09/81. 3pp. 


7912050021 Forwards IE Circular 79-82. "Stroke Times for Power Operated 
Relief Valves." No response required, 

ORIER.B. H, Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


791SOS0330 Forwards IE Info Notice 79-87. "Steam Oeneratar Tube 
Ruptures at Two PNR Plante. " No reepence required. 

ORIER. B. H, Region 1. Philadelphia. Office of the Director. 
79/11/16, Ip. 


791S100109 Forwards IE Info Notice 79-88. "Overloading of Structural 
Elements Due to Pipe Support Loads." No reeponse required. 

ORIER. B.H, Region 1. Phtladelph le. Office of the Director. 
79/11/16. Ip. 


7918110394 Forwards IE Info Notice 79-89. "Lose of Nonsafety-Releted 
Reactor Coolant Bys Instrumentation During Operation." No 
specific action or reeponse required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19, tp. 


7918050817 Forwards IE Bulletin 79-36. "Boron Lose From BUR Control 
Blades. " No response required. 

ORIER.B.H. Region 1. Phtledelphla. Office of the Director. 
79/11/80, Ip. 


791806096S Forwards IE Circular 79-84. "Proper installation b Callbr of 
Cere Spray Pipe Break Detection Equipment on BWR», " No 
retponte required, 

ORIER.B.H. Region 1. Phtledelphla. Office of the Director. 
79/11/26, Ip, 
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7tjiait0027 Foruiaris JE Circular 79-23< "HDtor StartHrs !< Contactors 
Failed to Operate. •' No response required, 

GRIERiS.H. Region 1. Ph i ) sde 1 p fi ia^ oF the Director. 

IP 

7912140213 Forwards IE Circular 79-23> "Motor Starters t< Contactors 
Failed to Operate." No uiritten response required. 

KEPPLERi J. 0. Region 3i Chicago. Office oF the Director, 79/11/26. 
Ip. 


7912190017 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
I natruoienfcat ion t< Control Poiuer Sgs Bus Luring Operation." 
tiritten response required. 

GRIER. D.H. Region 1. Philadelphia. Office of the Director, 
79/11/30. Ip. 


791206035S Butini to addl response to IE Oulletin 79-OtA. Colls In 
solenoid actuated unloader valves for MSIV hydraulic sys of 
both units observed to be envi r otnen ta 1 ly singualified for 
eslstlng temp ambient. No safety hajard Involved. 

ASH.F.F. Daltiraore Gas 6 Electric Co. 79/12/01, 3pp. 


7912310205 Foruards IE Info Notice 79-30. "Reporting of Defects & 
Noneonpllances. 10CFR21. '' No action required. 

GRIER. D.H. Region 1. P h i 1 ad e 1 ph la . Office of the Director, 
79/12/06. Ip 


7912190731 Forwards IE Bulletin 79-20, "Pussible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps." Written 
response required. 

GRIER. 0 H. Region 1. Philadelphia, Office of the Director, 
79/12/07. Ip. 


7912280010 Responds to IE Oulletin 79-02, Revision 2. "Pipe Support Base 
Plate Designs Using Concrete Expansion Anchor Dolts." 

Supports using structural shapes attached directly to 
concrete ui/eipansion anchors were revieuoO t< repaired. 

LUNDVALL, A. E. Daltimore Gas !, Electric Co, 79/12/07. 2pp. 


7912200103 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. ” No written response required. 

GRIER. B. H. Region 1, Philadelphia. Office of the Director. 
79/12/13. Ip 


7912190571 Submits 19-day followup required by IE Bulletins 79-Ol/OlA 
ro nonqualified electrical co.mponen t. So 1 anoid valves mfg by 
Skinner PTBCision I ndu 5 trt es. Elac tr i c Valve Dlv can satisfy 
pressure flow & environ r equ i rament s Va 1 ves on order. 

LUNDVALL. A. £.’ DaStimore Gas X< Electric Co. 79/12/14. 2pp. 


R. Periodic operating reports i related corrasp ondence 


7912310416 Forwards monthly operating repts for Nov 1979. 
MERSDM. 0. D. Baltimore Gas S, Electric Co. 79/12/13. Ip. 


— 7912310418 Monthly operating repts for Nov 1979. 

MERSDN.S.D. Daltiraore Gas J< Electric Co. 79/12/13, 15pp 


S. Reportable occurroncas, LERs l< related correspondence 


79122004S6 PND-1-79-0IB: on 79 1 1 07. reac tor power woo reduced to 50’.'. as 
result of observed aaial power imbalance t, increased 
dlffarential pressure of 1.7 psl across reactor core, Caused 
by □ ir introduc-Dd into reacior coolant s^s. 

JOHMSONiD. Office of Inspection Enforcement/ Office of the 
Director. KEIMIO, R. , D RUNNER , E, J. NRC Regional Offices. 79/11/09. 
Ip. 

7912260068 Forwards rept, "Cycle 4. Prel iminary Rept of Power 
Distribution Episode." 

RUSSELL, L. D. Daltimore Gas J* Electric Co. 79/11/13. Ip. 

— 7912260064 "Cycle 4. Prel iminary Rept of Power Bis trl but ion Episode. " 
LIPPOLO, W J. Baltimore Oas 6 Electric Co. 79/11/12. Upp- 


7912060453 Forwards LER 79-065/ 03L-O. 

RUSSEL. L. D. SaltlraoTa Gas S, Electric Cn. 79/12/04, Ip. 


■7912060434 LER 79-06S/03L-0; on 79 1 1 13, d i ese 1 generator 12 token out of 
SVC to Inspect correct governor □pcratio'n. Caused by sludge 
deposits in governor assemb ly . Oovernpr cleaned. 

HEIDEL, R. P. , HU5EDY, D, E. Baltimore Gas $, Electric Co. 79/1S/04, 

Ip- 


7912060469 Forwards LER 79-071 /03L-0, 

RUSSELL, L.D. Baltimore Gas «, Electric Co. 79/12/04. Ip. 


— 7912060485 LER 79-071 /03L-0. or, 791 1 1 1 . r eac tor tripped due to 500 kV 
breakers opening 5, causing loss of 500 kV transmission line 
5052 6 Unit 1 500 kV bus. Caused by malfunctioning solid 
state relay card in breaker 332-43 panel replaced. 

HEIBEL.R.P. Baltimore Oas 6 Electric Co. 79/12/04. 2pp. 


7912060494 Forwards LER 79-072/03L-0. 

RUSSELL. L.B. Daltimore Oas h Electric Co. 79/12/04. Ip. 


— 7912060499 LER 79-072/03L-0: on 791 1 14, breaker 552-43 tripped & 
transmission lino 5052 de-energUed while breaker 332-41 was 
open, Possib ly caused by personnel working on relay panel. 
HEIBEL.R.P, Daltimore Gas ?< Electric Co. 79/12/04. Ip. 


7912130541 Forwards LER 79-066/03L-0, 

RUSSELL. L. B. Daltimore Oas 6 Electric Co, 79/12/iO. Ip. 


— 7912130543 LER 79-066/031-0- on 791 130, coiita inmont cooler 12 taken out 
of svc to repair sticking fan motor controller handswltch. 

Cause not stated. Spring tension on switch handle adjusted. 
HEIBEL.R.P., BAUER, E.R. Daltimore Gas 6 Electric Co. 79/12/10. 

Ip 


7912100456 Forwards LER 79-075/04T-0. 

RU5BELL. L.D, Baltimore Oas & Electric Co. 79/12/13. Ip. 

— 7912130469 LER 79-075/04T-0; on 791129. waste neutraliiing tank 
overflowed to ground in U'nmonitorod discharge against 
environ Tech Specs, Caused by operator error In reading tank 
1 Bvel. Procedures revised. 

EHERTS.R.F. Baltimore Gas U Electric Co. 79/12/13. 2pp. 


79121B0597 Forwards LER 79-069/03L-0, 

RUSSELL. L. B, Daltimore Gas 6 Electric Co. 79/12/13. Ip. 


— 7912160602 LER 79-069/03L-0 : on 79 1 127, if ur Ing steady state operation, 
diesel generator 11 was removed form svc. Caused by noed to 
repair generator fuel oil injector supply Una. Line replaced 
b diesel returned to svc, Leak marked for future ref. 

LAGIEWBFl, J. S, , HUSEDY. D. E. B.-iltimore Oas 8< Electric Co. 

79/12/13, 2pp. 


7912190600 Forwards LER 79-06B/03L-0. 

RUSSELL. L.Q. Daltimore Oas J< Electric Co. 79/12/13. Ip. 


— 7912180619 LER 79-06H/03L-0 ; on 791 127, d ur ing normal steady state 
operation. emergency diesel generator placed out of svc. 

Caused by need to replace Hoffman air vent float valvu which 
failed duo to normal wear. 

LAGIEMSKI , J. S. I HU3EBY, D. E. Baltimore Oas !c Electric Co. 
79/12/13. 2pp, 


7912210276 Submits nonroutine radiological environ operating rept ro 
analysis uf oyster samples for gamma-omitting radionuclides, 
Samples showed vory small fractions of all ouable doses. 

STOUT, J. W. Baltimore Gas b Electric Co. 79/12/10. Ip. 


7912310354 Forwards LER 79-074/03U-0. 

RUSSELL, L. 0. Baltimore Gas t, Electric Co. 79/12/20. Ip. 


— 7912310357 LER 79-074/03L-0: on 791204* during steady state operation, 
diesel generator 12 placed out of svc for repair of oil 
leaks. Caused by flare b ferrule fittings coming loose due to 
diesel vibra t Ion. Fittings tightened b tubing replacud. 

LAOIEWSKI, J. S. , HUSEDY, D. E. Baltimore Oas It Electric Co. 

79/ll/aO, Ip. 


DOCKET 30-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 
F. Gocurity, medical, emergency b fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency proparadness team 
review objectives. Provides guidance far improving licenses 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRIMES, D.K, Emergency Preparedness Task Force. 79/11/83. 30pp. 


7912040463 Notifies of delay in responding tb request ro ASTM E-119 
test procedure, New drawings b room-by-room documentation to 
reflect fire safety actions underway. Revised submittals 
will be completed by 791221. 

LUNDVALL. A. E. Baltimore Gas b Electric Co. 79/11/29. Ip. 


7912200062 Discusses fire protection test procedures to qualify cable b 
pipe penetrations, LI sts Issues that will not be resolved by 
test. No objection to use of test to obtain addl Info on 
capability of cable. 

LA1NAS,G. Plant Systems Branch. 79/11/29. 2pp. 
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7918S60220 Porwardi responses to Paragraphs 3. 19> 3. 1. 20. 3. 3. 1> 3. S. 3i 
3, S. a b 3.3.9 ra fire protection SER b amends to at. Balance 
of response to Paragraph 3. 8. 1 delayed due to manpouer 
c oisinttiitBnts of TMl raiiulrements. 

tUNOVAtt. A. E. Baltimore Oas b Electric Co. 79/12/21. 350pp. 


7912310368 Forwards oversize drawings of Figures 1-11 for fire hazards 
analysis of fire protection safety evaluation. Remaining item 
will be completed by 600111. 

LUNDVALL. A. E. Baltimore Oas b Electric Co. 79/12/27. Ip. 


--7912310431 “Fire Hazards Analysis: Au* 11 lary Bldgi Elevation (-16 ft-0 
lnchBS<<-)10 ft-0 inches b <-)13 ft-0 inches. Safe Shutdown 
Equipments b Raceway Locations. " Figure 1. 

« Baltimore Oas b Electric Co. 79/12/27. Ip. 


— 7912310S11 “Fire Hazards Analy s is: Con tainmen t b Auxiliary Bldg.Llnit 2. 
Elevation 5 ft-0 inches b 10 ft-0 InchasiSafe Shutdown 
Equipment b Raceway Locations. “ Figure b. 

• Baltimore Oas b Electric Co. 79/12/27. Ip. 


"7918310329 "Fire Hazards Analysis: Containment b Auclllary Bldg. Unit 2. 
Elevation 27 ft-0 Inches. Safe Shutdown Equipments b Raceway 
Locations. " Figure 7. 

* Baltimore Oas b Electric Co, 79/12/27, ip. 


—7912310930 “Fire Hazards Analysis: Contoinment b Auxiliary Bldg. Unit 2. 
Elevation 49 ft-0 inches. Safe Shutdown Equipment b Raceway 
Locations. “ Figure 8. 

« Baltimore Oas b Electric Co. 79/12/27. Ip. 


"7912310934 "Fire Hazards Analy sis; Containment b Auxiliary Bldg. Unit 2. 
Elevation 69 ft-0 inches. Safe Shutdown Equipment b Raceway 
Locations, “ Figure 9. 

* Baltimore Oas b Electric Co. 79/12/27, Ip. 


—7912310944 "Fire Hazards Anal y sis: Wat er Treatment Area. Warehouse b 
Intake Structure. Unit 2. Safe Shutdown Equipments b Raceway 
Locations." Figure 11, 

a Baltimore Oas b Electric Co. 79/18/27. !p. 


0. Adjudicatory correspondence 


7912110038 Confirms receipt of end 790329 petition to suspend OLs for 
all PWRs. Forwards FR notice indicating that petition will be 
treated in accordance U/10CFR2. 206. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


"7912110126 Notice of request for action pursuant to 10CFR2. 206 ra 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

MULLER. D, R, Office of Nuclear Reactor Regulation. 79/11/23. 
SSpp. 


P. Operating license stage documents b correspondence 


7911090246 "Summary of Operating Experience W/Rocirculating Steam 
Oenerators. “ 

EIBENHUT. D. 0. Division of Operating Reactors. NUREO-0923. 
79/01/31. B9pp. ■ 


791S170116 Forwards findings from Nov 1778 ''Power Plant Cumulative 
Environ Impact Rapt," List of 12 questions re radloatlve 
effluents b spent fuel' storage pools end. 

WINEORAD.O. W, Maryland, State of. 79/11/06, 27pp. 


791S180097 Notifies of completion of review of steam generator water 
hammer. Approves proposed changes accompanying installation 
of L tubes. Tubes can effectively minimize likelihood of 
water hammer events. Safety evaluation end. 

LAINABiO. Plant Systsms Branch. 79/11/07. 2pp. 


—79121S0063 Safety evaluation re steam generator water hammer in 
feedwater sys supporting proposed procedural chenges, 

■* Office of Nuclear Reactor Regulation. 79/11/07. 6pp. 


7912100189 Discusses NRC 791101 meeting w/ropresentatlves of N9S3 
vendors b fuel supplleri re discussion of respective 
portions of ECCB evaluation models dealing w/fual claddinfi 
swelling b Incidence of rupture, Vendor responses end. 

EIBENHUT, D. 0. Division of Operating Reactors. 79/11/09. 69pp. 


--79I2100899 Responds to NRC 791101 request re noneompliancB of 
Westlnghouse ECC8 evaluation model under requirements 
of 10CFR90 App K, Evaluation of three fuel rod models 
indicates no safety problemi for Westtnghouso plants. 
ANDERBON. T. M. Westlnghous# Electrl c Corp. . 79/11/02. 4pp. 


--7912100330 Responds to NRC /91101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests Indicates 
compliance w/10CFR90 App K. All BE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHQLZ, R. H. Oeneral Electric Co. 79/12/07. 2pp. 


-—7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Cone ludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

QWSLEVi 0. F. Exxon Nuclear Co. i Inc. (subs, of Exxon Corp. >. 
79/11/02. 5pp. 


— 7918100456 Forwards addl Info re evaluation of impact of NRC proposed 
rup ture/b loc kago model used In vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/b loc kage model on licensing calculation results. 

OWSLEY. 0. F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. t. 
79/11/04. 22pp. 


7912100422 Forwards safety evaluation re control element assembly guide 
tube integrity for Cycle 3 operation. 

REID.R. W. Operating Reactors Branch 4. 79/11/19. 2pp. 


—7912100427 Safety evaluation re control element assembly guide tube 
integrity for Cycle 3 opera t Ion. Fac 1 11 ty may be operated 
at licensed power level through Cycle 3. 

# Office of Nuclear Reactor Regulation. 79/11/19. 2pp. 


7912120262 Summary of 791023 meeting u/C-E owners group re asymmetric 
LOCA loads. 

HOSFQRD.S. B. Engineering Branch, 79/11/20. 4pp. 


7912170071 Requests Class III fee re review b approval of Cycle 3 
operation w/sleeved guide tubes in fuel assemblies under 
control element assemblies. 

MILLER, W, 0. License Fee Management Branch. 79/11/87. Ip. 


7912120274 Forwards supplementary response to followup actions 
resulting from TI11-2 Incident re short-term lessons learned 
requirements. Provides Implementation schedule. 

LUNDVALL, A. E. Baltimore Oas b Electric Co, 79/18/09. 3pp. 


7912310470 Forwards request for addl Info re containment purge sys to 
complete evaluation of electrical overridc/bypass aspects. 

LAINAS, 0, Plant Systems Branch. 79/12/06, 3pp. 


7912120269 Discusses hydraulic snubbers u/common reservoirs. Replacament 
of common reservoirs w/indlvldual reservoirs in progress. 

Remaining replacements wilt be completed during next 
rafuoling outage. 

LUNDVALL. A. E. Baltimore Oas b Electric Co. 79/12/07. 3pp. 


7912190364 Responds to NRC 791107 Itr re requirements for auxiliary 
foedwater sys. Third pump train will be added to enhance sys ' 
rel lab 1 1 i ty. Pro jec t cannot be completed within 1 yr. 

LUNDVALL, A. E. Baltimore Oas b Electric Co. 79/18/13. Gpp. 


7912190403 Submits responses to specific items ro containment purging b 
venting in response to NRC 790987 b 1023 llrs.Utll commits 
to operation in conformance u/lntcrim position in NRC 791023 
Itr. Design review of purge b vont valves performed. 

LUNDVALL. A, e, Baltimore Oas b Electric Co. 79/12/14. 3pp. 


7912190497 Responds to followup actions re TMI-8 Lessons Learned Tasl 
Force r ecommendat ions. Provl dos interim commitment for 
coverage of accident assessment func tion. pending upgrading 
of opera tors 1 icense holders to senior operators. 

LUNDVALL, A. E. Baltimore Oas b Eleetrle Co. 79/12/14, Spp. 


7912370404 Supplements response to THl Lessons Learned Task Force 
requirements. Addl Info re operator license holders will be. 
added to each shift to provide coverage of accident 
assessment function. 

LUNDVALLi A. E. Baltimore Oas b Electric Co. 79/12/14. 2pp. 


7912270416 Provides committment to NRC Interim position for purge b 
vent valve operation pending verification of valve 
operability under DBA-LOCA loadings. Design review Indicates 
valve operation u/adequate shutting torque. 

LUNDVALL. A, E. Baltimore Oas b Electric Co. 79/12/14. 3pp. 


7912280634 Responds to 791106 Itr re effects of radioactive releases 
into Chesapeake Bay b atmosphere. Releases within Tech Spec 
1 iml t. Spec i f ic answers to 12 questions end. 

DENTON. H.R. Office of Nuclear Reactor Regulation, 79/18/17. 7pp. 
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-7912280i41 Foruards •aftfey evaluation documantina analgsli of {latentlal 
rliks afioclated w/UKO ship traffic in Chaiapeaka Bay. 

Llkallhood of LNO accidant rasulting in significant 
radioattiva release acceptably lou. -fa/nt/n 

REIDjR. H. Operating Reactors Branch 4 {Pre 7910301. 70/06/13. 

3pp. 


— 7912280646 Safety evaluation re likeilhootf 
in sianiflcant radioactive release. 

■* Office of nuclear Reactor Regulation. 


of LNO accident resulting 
711/06/13. 16pp. 


7913190731 Forwards IE Bulletin 79-80i "Possible Malfunction of Manco 
Model EA180 Uloiit Switches at Elevated Temps. " Written 


response roRulred. 

SRlERrD.H. Region li Phi ladelph loi 
79/18/07. Ip. 


Office of the Director. 


7912200010 Responds to IE Bulletin 79-02< Revision 2t "Pipe Support Base 
Plate Designs Uelng Concrete Espanslon Anchor Dolts." 

Supports using structural shapes attached directly to 
concrete w/espanslon anchors were reviewed tc repaired. 

LUfffiVALL. A. E. Dalti/nore Oas fa Electric Co. 79/12/07. 8pp. 


Q. Inspection reportSf IE Bulletins fa correspondence 


7912210319 Forwards IE Insp Rept S0-31B/79-12 on 790924-26. No 
nonconpltance noted. 

CARUS0N.8. T. Region ti PhUadelphll 


laj Reactor Construction & 


Engineering Support Branch. 79/11/01. app. 


—7912210331 IE Insp Rept 80-310/79-12 on 790924-26. No noneompl Isnce 
noted. Major areas inspected: inserviee insp activities. 

HAUTDN.O.A. Region 1. Ph Hade 1 phla. Office of the Director. 
TRIPP.L.E. Region li Ph Hade Iphla. Reactor Construction fa 
Engineering Support Branch. 79/10/31. 3pp. 


7912310041 Forwards IE Insp Rept 50-310/79-16 oh 791015-17 fa 23-26. No 
nonconpllance noted. 

BRUNNEHjE.J. Region li. Ph llode Iphia. Roaelor Operations Nueloar 

Support Branch. 79/11/09. app. 


7912200103 Forwards IE Info Notice 79-31i "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

ORIERiB. H. Region !• Philadelphia. Office of the Dlroetor. 
79/12/13. ip. 


7912190571 Bubmils 14-day followup required by IE Bulletins 79-Ol/OlA 
re nonqualified electrical e omponent. Sol enold valves lofg by 
BMnner Precision Industrlos.Electflc Valve Div can satisfy 
pressure flow fa environ requ iremonts. Valves on order. 

LUNDVALLi A. E. Baltimore Oat fa Electric Co. 79/12/14. 2pp. 


7912260300 Forwards fee for 790711 submittals re control element 
assembly tube insp program. In rasponie to NRC 791127 Itr. 
□LBQNiR.C.L. Baltimore Oas fa Electric Co. 79/12/19. Ip. 


R. Periodic operating reports fa related correspondence 


— 7918310047 IE Insp Rept 50-310/79-16 on 791013-17 & 23-26. No 
nonconplience nalsd, flajor areas inspected: refueling 
activities, ref ueling outage related malnt fa surveillance 
activities fa lurvilllanco of pipe support fa restraint sys. 

KALMAN.O. Ragion 1. Philadelphia. Office of the Director. 
CAPHTON.D.L. Ragion 1. Philadelphia. Reactor Oparatlons Nuclear 

Support Branch. 79/11/07. Spp. 


7912050021 Forwards IE Circular 79-22. "Btroko Times for Power Operated 
Rslisf Valves.” No response required. 

OftlER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912310416 Forwards monthly oparatlng rapts for Nov 1979. 
MERSON.a.D. Baltimore Oas fa Electric Co, 79/12/13. Ip. 


— 791231041B Monthly operating rapts for Mov 1979. 

MER80N. B. D. Baltimore Oas fa Electric Co. 79/12/13. 13pp. 


7912200523 Forwards monthly operating rapt for Nov 1979, 
MERSON.a.D. Baltimore Oas fa Electric Co. 79/12/19. Ip. 


—7912280327 Monthly operating rept for Nov 1979. 

MEH80M. a. D. Baltimora Oas fa Electric Co. 79/18/19. Ip. 


7912050230 Forwards IE Info Notice 79-87. "Bteam Oenerator Tube 
Rupturee at Two PWR Plants." No response required. 

ORIERaB.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912100109 Forwards IE Info Notice 79-8B. "Dvtrloadlng of Structural 
Elamants Dus to Pipe Support Loads. " No response required. 
OHIER.B.H. Region 1. Ph iladilph ia. Office of the Director. 
79/11/16. Ip. 


7912110394 Forwards IE Info Notlca 79-29. "Loss of Nonsafaty-Relaled 
Asaeter Coolant Byi Instrumentation During Operation." No 
specific action or response required. 

DRIER.B.H. Region 1. Ph 1 ladelph la. Offiet of the Director. 
79/11/19. Ip. 


7912050217 Forwards IE Bulletin 79-26. "Boron Loss From BUR Control 
Bladse. " No rtsponse required, 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/20, Ip. 


7912060565 Forwerds IE Circular 79-24. “Proper Installation fa Callbr of 
Cora Bpray Pipe Break Detection Equipment on BWRs. *' No 
response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 

79/11/26. Ip. 


7918110027 Forwards IE Circoler. 79-23, "Motor Btartsrs fa Contactors 
Faiisd to Operate." No response required. 

CRIER. B.H. Ragion 1. Philadelphia. Office of the Director. 
79/11/26. Ip. 


7918190017 Forwerds IE Bulletin 79-27, "Lose of Non-Clasi IE 
Instrumentation fa Control Powar Sys But During Operation." 
Written rssponse required. 

CRIER, B.H. Region 1. Philadelphia. Office of the Director. 
79/U/30. Ip. 


7912060330 Submits addl rssponse to IE Bulletin 79-OlA. Coils in 
solsnoid actuatsd unloadsr valves for HSIV hydraulic sys of 
both units observed to be snviromentally unqusllflsd for 
aslitlng tssip amblsnt. No safety hasard involved, 

A6H,R. F. Baltimore Cas & Electric Co. 79/12/01. 3pp. 


7912310205 Forwerds IE Info Natice 79-30, "Reporting of Offsets fa 
Nonceeipllancts, 10CFR2t. “ No action rsqulrad. 

ORIER.B.H. Ragion 1, Philadelphia. Office of the Director. 
79/12/06. ip. 


8. Reportable occurrances, LERs fa related corraspondsnce 


7912210276 Bubmlts nonroutine radiological environ operating rapt re 
analysis of oyster samples for gamma-omitting radionuclides. 
Bamplet shousd very tmall fractions of allowabli doses. 

BTOUT. J. W. Baltimors Oas & Electric Co. 79/12/lB. Ip. 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 
F. Sscuritg. medical, emorganey fa firs protection plans 


7912280418 Informs that maasuras ntadtd to rsduet amount of slippage In 
fchaduls re firs door mod. Requests that schadule be 
leiplamantod no later than mid-Ote 1979. 

CDLLIN0, J. T. TMI-2 Operations/Support. 79/11/21. 8pp., 

/ 

7912200022 Dlseussss NRC 791109 meeting r# amargtncy prepa'rsdnaas beaei 
review ob ject Ives. Provides guidance for improving licensee 
emergency preparedness fa assuring capability of offsite' 
sgenciss to take appropriate emergency actions. 

ORIMEB. B.K. Emergency Preparedness Task Force. 79/11/83. 30pp. 


7912030170 Forwards physical security plan addendum. Addendum withheld 
{ref 10CFR2. 7901. 

HERBEIN. U.O. Mstrepolltan Edison Co. 79/11/87. Ip. 


7912070136 Forwards Revision 6A to modiftsd aeiinded physical security 
plan, Revision withheld (ref 10CFR2, 7901. 

HERBEIN.0.0. Metropolitan Edison Co. 79/11/30. Ip. 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-OSl 1. Draft OEIB ref lacks 
conscious fa deliberate NRC policy to jtopsrditt public 
health fa safety fa thwart objectives of NEPA. 

KEPFORD. C. Environmental Coalition on Nuclear Powsr. 79/10/24. 

22pp. 


7912800463 Requasts granting of Busquihanna Valley All lanes 791105 
petition to Intervene fa requeit for hearing. Petitioners must 
demonstrats requisite interast fa effect of proceedings on 
Interest. Certlfteat# of 8ve end. 

CHANDLER. L. J. Hearing Branch 1. 79/11/14. Spp. 
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7918040079 Notice fpeclal prehearing conference on Buequehanna 
Vellag Alliance 791109 potition to Intervene &c requeit for 
hearing. Conference ulll commence 791S0h in Harrieburgi PA. 

Preelee location to be announced. 

HILLERi M, E. Atomic Safetg and Licenelng Board Panel. 79711/19. 
4pp. 


791S040079 Suppl to 791119 notice of special prehearing conference on 
Buequehanna Vallag Alliance 791109 petition to Intervene it 
raquaet for hearing. Conference will take piece In Hearing 
Room 1 of State North Dfc Bldg in Harr ioburg> Pa. 

NIULEMi H. E. Atomic Bafetg and Ulcenalng Board Panel. 79/11/80. ip. 


791211003S Confirms receipt of end 7903S9 petition to suspend OUs for 
all PWle. Forwards PR notice indicating that petition will be 
treated in accordance w/lOCFRS. S0&. 

DENTONiH. R. Office of Nuclear Reactor Ragulation. 79/11/83. ip. 


— 791Stl012b Notice of raquast for action pursuant to 10CPR8. 806 ra 
Environ coalition on Nuclear Power 790389 petition 
requeeting suepenslon of all OLi for PURs. 

HUXERiD.R. Office of Nuclear Reactor Ragulation. 79/11/83. 
3flpp. 


7912070170 Joint motion to tndafinitalg postpone 791806 special 
prehearing conference scheduled in A8LB 791119 notice. 

Efforte to reach agreement are undarwag. Certificate of sve 
and. 

CHANDLER) L. J. Hearing Branch 1. 79/11/88. 3pp. 


7912300310 Order denying IfflC 791188 joint motion to postpone 791806 
special prehearing conferanct. Public interest h Intarast of 
parties will be served by espedltioui hearing. 

HILLER) H.E. Atomic Safety and Licensing Board Panel. 79/11/89. 

, 3PP- 


7918360496 Joint motion for order terminating proceedings. Susquehanna 
Valley Alliance withdraws 791109 petition to intervene L 
raquett for hearing. No othar party requested hearing. 

BELKCM1TZ)L. a. Susquehanna Alliance. SELKOUITZ) L. B. Uldoff. 
Raagari Sal howlti L Adler. BAXTER, Ti A. Metropolitan Edieon Co. 
79/11/30. Spp. 


— 7913280499 Agreement that NRC 791016 memorandum li order la final for 
purposes of judicial riview L that order i* revlewable by 
Gusqushanna Valley Alllsnee. Certificate of Svc end. 

8LAF,A. Susquehanna Alliance. 8LAP)A. Public Interest Law Center 
of Philadelphia. GHARNOFF) 0. Metropolitan Edison Co. 79/11/89. 
3pp. 


7918880937 Opposes nuclear power. Suggests use of coal It U for energy. 
HLfEiT. Affillatiqn Unknown. 79/11/30. Spp. 


7913190930 Rsiponde to 790786 Itr requostlng deferment of ell licensing 
oP nuclear power plants until all facts known about TNI. Now 
plants will net be licensed until criteria davalopedi 
iMplenenting new safety objectives. 

DeNTaH,H.R. Office of Nuclear Reactor Regulation. 79/18/03. ip. 


•7SN)0080606 'Op posse proliferation of UB nuclear power plants. Requests 
that licanslng ba deftrrid until TMI studies are complete, 

MIL>I8)H. C. Affiliation Unknown. 79/07/89. ip. 


7918190393 Submits testicles of ringneck pheasant to support concerns 
that radiation from THI affacted wildlife reproductive 
organs li vegetation in valley. Nuclear activity must caati 
iMadiatalV) ragardlas* of need for power, 

HQU}HKRA,P. Affiliation Unknown. 79/18/14. Spp, 


H. Oenorai corraspondanca 


7909180006 Responds to 790417 Itr. Suggests combining nuclear plants 
w/other energy sys, Combined sys are not currently practical 
far nuclear power plants. 

DENTONiH.R) Office of Nuclear Reactor Regulation. 79/08/80. tp. 


~<-79O9180007 Suggeete combining nuclear plants w/other energy sys, 
HAlfliD.A. Affiliation Unknown. 79/04/17, Ip. 


7918880466 Forwards Comoiisslen 790019 info paper dtscrlbing THt-S 
program fop shipmonts of radioactive solid waste, N/o end, 
COLLINS) J. T. TMI~8’0paratiene/Buppert. 79/10/83. 3pp. 


7912040060 Responds to request for water chamietry analysis. Analysis 
will ba sent upon completion by licensee, 

C0LLIN8)J.T. TMI-a Operotlone/Bupport. 79/10/83. ip, , 


7918040101 Provides designations for NRC trai 1 ers. Only one ba> needed. 
Should be attached to Trailer 1 & designated NRC. 

COLLINS, J.T. TMI-a Operatlons/Bupport. 79/10/83. Ip. 


7912040063 Requests site access for representatives of IAEA. 
COLLINS, J.T. THI-2 Operatlons/Bupport. 79/10/31. 8pp. 


7912140934 Requests info re release of raduaste water Into Susquehanna 
Rlvar V comments on dangers of possible raduaste pollution. 

SEVER, J.M. New Jersey, State of. 79/11/06. ip. 


7912040094 Comments by Mental Health Association in PA on end news 
artide;araa residents' mental health should be pri)nary 
consideration in decision to restart THI. Supporting articles 
end, 

THOMAS.C.D. Affiliation Unknown. 79/11/09. 9pp, 


7912040099 Comments by Tri-County Mental Health Association on and 
news article. "Psychological distress" issue should be 
consldereii before THI-1 reactivation. 

TURNER,J.A. Affiliation Unknown. 79/11/09. 3pp. 


79120401S1 Expresses appreciation for eomplinents on presentation at PA 
Governor safety conference. Ulll make preientatlon at Dec 
tri-section meeting of American Industrial Hygiene 
Association. 

VOLLMER,R. H. TI1t-2 Operatlons/Bupport. 79/11/14. tp. 


— 7912040198 Requests participation in 791807 trl-sectlon meeting of 
American Industrial Hygiene Association. Presentation of 
problem associated w/low level radiation exposure would be 
appropriate. 

8TRIN0ER,B.M. American Industrial Hygiene Association. 79/10/02. 
ip. 


7918310994 Responds to 791109 request on behalf of League of Uomen 
Votere for documents re NRC 6 TMI location description of 
NRC TLOs, including approx bearings b distance from THT. U/o 
end, 

COLLINS, J.T. TMl-S Operations/Support. 79/11/16. ip. 


7918310999 Responds' to 79110? request on behalf of League of Uomen 
Voters for documents re NRC 6 TMI -8. Forwards location 
description of NRC TUDs, including approx bearings t< distance 
from TMI. U/o end, 

COLLINS, J.T. TMI-8 Operations/Support. 79/11/16. ip. 


7918280344 Expresses concern on behalf on Lancaster Branch of American 
Association of Univ Uomen, re ramifications of THI accident 
on haalth 6 safety of community. Urges NRC to keep informed 
of Issues 6 consider public concerns, 

JOHNBTONiP. 0. Affiliation Unknown. 79/11/80. ip. 


7912040069 Forwards response to 790987 queitlons ra TMI leak rates, 
internal tamps 8, iodine concentrations. 

VOLLMER,R.H. TMI-S Operatlons/Bupport. 79/11/23. 3pp. 


—7918040098 Requests info re TMI leak rates, internal tamps i, iodine 
concentratlone, 

LEWIS, M. I. Affiliation Unknown. 79/09/27. ip. 


7918170094 Comments on 791009 Itr re nuclear facility accidents. 
Buggasts changes to end. NRC proposing regulatory changes 
in planning requirements. Suggests no action re Itr ba taken 
until proposed changes acted upon. 

COLLINS. H.E. Office of State Programs. 79/11/83. Ip. 


79182B0399 Requests meeting in MO w/selectad officials t, citizens re 
future disposal of dacontamlnatad water. Ongoing 
decontamination of TMI water is concern of paoplt who reside 
downitraan from facility. 

RILEY.C. I. Maryland, State of. 79/11/83. Spp. 


791S040394 Expresses concern re request to vent radloactlva kypton 
into atMoephere. Urges NRC to stop permitting release of 
haiardeue metis into atmosphere t, consider burial. 

STEVENSON, A, C. Affiliation Unknown. 79/11/30. ip. 


7918880864 Aek receipt of remarks re accident at TMr-2. Forwards info ro 
ovents that occurred at TMI-2, 

DENTON, H.R, Office of Nuclear Reactor Regulation. 79/11/30. Spp. 


— 7918360368 Comeiente on THI-S aceldentladvantagas of : nuclear power 
exceed rieks. 

KANNAZZIOI.N. Affiliation Unknown. 79/11/30. Spp. 


7918880874 Ack recaipt of remarks ra accident et TMI-S. Forward! info re 
events that occurred at THt-S, U/o tnei. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 77/it/3{>. Spp. 
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—7912380279 Camments on TMI-2 acci dent: nrgani red plan tor evacuation is 
needed. 

CflLCAQNOi L. Affiliation Vnknoun. 79/11/30. Bpp. 

7912S802BB Atk receipt of remarks re accident at TMt-2, Forwards info re 
aventa that occurred at TMI-a. W/o end. 

DEfiTON.H. R. Office of Nuclear Reactor Reflolation. 79/11/30. 2pp. 


—7918200395 Comments on TMI-2 acc Ident : c lose TMl-2 until effects of 
790320 incident are thoroughly understood. 

DUHBLETONp D. Aff 1 1 tat ion Unknown. 79/11/30. 8pp. 

77188B03BB Ack receipt of remarks re accident at TMl-2. Foruiards info re 
events that occurred at TMl-S. W/o oncl. 

DENTON) H.R. Office of Nuclear Reactor Regulation. 79/11/30. zpp. 


— 7912200293 Comnenis on TMI-2 accident; radiation leak at facility 
imperiled lives of local citiiens. 

OlCAi F. Affiliation Unknown. 79/11/30. 3pp. 


7912800393 Comments on TMl-2 accident: requests accurate info re 

affects of radiation released during 790320 incident. 

AQUIUA. N. M. Af f i 1 ia ti on Unknown. 79/11/30. 4pp. 


7912280298 Ack receipt of remarks re accident at TMt-2. Forwards info re 
events that occurred at TMI-2. W/o end. 

LENTONiH. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


7918200399 Ack 
events that 
DENTON, H. R. 


receipt of remarks re accident at TMI-2. Forwards 
occurred at TWl'-2. W/o oncl. 

Office of Nudoar Reactor Regulation. 79/11/30. 


info ro 
2pp. 


— 7912280304 Comments on THI-2 ac c ident: federal reactor inspectors must 
ba placed permanently at all plants. Safety equ Ipment, key 
steam valve settings & ECCS operation must be checked. 

CROKE, D, Affiliation Unknown. 79/11/30. 3pp. 

7912280309 Ad receipt of remarks re accident at TMl-2. Forwards info re 
events that occurred at TMI-2. M/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


— 7912830316 Comments on TMI-2 ac c Ident: nuclear power Is only uisy to 
ensure economic future. 

BRODHAN. n. Affl 1 iatlon Unknown. 79/11/30, 2pp. 


7912200380 Ack receipt of remarks re accident at TMI-2. Forwards 
events that oeeurred at TMI— 8. H/o and. 

DENTON, H. fi. Office of Nuclear Reactor Regulation. 79/11/30. 


info re 
2pp. 


— 79I22B032I Comments on TMI-8 ac cident: nuc lear plants are dangerous. 
Local dtiiens need prompt notification of potential 
nuclear incident. 

KUMP. R. Affiliation Unknown. 79/11/30. 2pp. 


7912200326 Ad receipt of remarks re accident at TMl-2. Forwards 
events that occurred at TMI— S. M/o end, 

DENTON, H. n. Office of Nuclear Reactor Regulation. 79/11/30. 


info re 

2pp. 


— 7912880320 Comments on THI-2 accident: NRC should supervise plants more 
car ef ul t y . Suppo r ts use of nuclear energy. 

DRUMMOND, L. Affiliation Unknown. 79/11/30, 3pp. 


7912280332 Ack receipt of remarks re accident at TMI-8. Forwards 
events that occurred at TMJ-3. H/o end, 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/11/30. 


info ro 
8pp. 


— 7912880337 Comments on TMI-2 acc ident : dose nuclear plants in PA. 
Nuclear energy is dangerous i threatens lives of local 
citizens. 

BEIfiLACOUE. A. M. Affiliation Unknown. 79/11/30. 2pp. 


—7918200410 Comments on TMI-a acc i dent: shut down nuclear plants. 
GEROUDiC. Affiliation Unknown. 79/11/30. 5pp. 


7912800415 Ack receipt of remarks re accident at TMI-2. Forwards info re 
events that occurred at TMI-2. W/o end. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/11/30. ip. 

— 7912300482 Comments on nuclear power: local dtliens should be promptly 
notified of potential nuclear incident. 

V1ZZINI,U. Affiliation Un known. 79/11/30. 3pp. 


7918860433 Ack receipt of remarks re accident at TMI-2. Forwards 
events that ■occurred at TMI-2. W/o end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/30. 


info TO 

app. 


— 7912800439 Comments on TMI accident: all plants w/similar design defects 
should be closed, 

RUPPEpL. Affiliation Unknown. 79/11/30. 2pp. 


7912800445 Ack receipt of remarks re accident at TMI-2. Foruards info re 
events that occurred at TMI— 2. W/o end. n 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


— 7918200449 Comments on nuclear energy: important to detormlna sequence 
of events at TMl-2. 

BCIRTINO.A. Affiliation Unknown. 79/11/30. 2pp. 


7918300458 Ack receipt of remarks re accident at TMI-2. Forwards 
events that occurred at TMI-2. W/o end. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/11/30. 


info ra 


Ip. 


— 7918880454 Comments on nuclear power: essential part of energy. Local 
citizens require prompt notification of nuclear Incident. 
FITZSIMMONS, K. Af f i 1 i a 1 1 on Unknown. 79/11/30. 2pp. 


7912800457 Ack receipt of remarks re accident at TMl-2. Forwards Info re 
events that occurred at TMI-2. W/o end. 

DENTONiH. R. Office of Nuclear Reactor Ragulation. 79/11/30. Ip. 


7912880340 Ack receipt of remarks re accident at TMI-8. Forwards info re 
events that occurred at TMI-2, W/o enc 1 . 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


— 791S2B04SB Comments or nudoar power; complex 8( dangerous tachnology 
whose full Implications are unknown. 

BAUMANN, C. Affiliation Unknown. 79/11/30. 2pp. 


— 7918200346 Comments on TMI-2 acc ident ; nuclear energy answers important 
part of matl energy needs, until alternate means of energy 
production can be utilized. 

BOLTE, 8. Affiliation Unknown. 79/11/30, Ip. 


7912200460 Ack receipt of remarks ro accident at TMI-2. Forwards 
events that occurred at TMI-8. W/o end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/30. 


info re 

2pp. 


7912800393 Ack receipt of remiarks re accident at THI-2. Forwards info re 
events that occurred at TMI-2. W/o end. 

DENTON.HiR. Office of Nuclear Reactor Regulation. 79/11/30. Ip. 


— 7918860461 Comments on 79032S inc Ident: fad 11 ty should be shut down. 
Local citizens require prompt notification of nuclear 
Inc Ident. 

DUSCEMliO. Affiliation Unknown. 79/11/30. 3pp. 


— 7912200361 Comments on TNl-2 accident; radiation release contaminated 
food t< milk in area of f adl i ty. Cl 1 1 zens experienced 
psychological distress. Cl tiiens require prompt notification 
of potential nuclear Incident. 

8EILLA. A. Affiliation Unknown, 79/11/30. 3pp. 


7912280367 Ack receipt of remarks ro accident at TMI-2. Forwards info re 
events that occurred at TMI-2. W/o and. 

DENTONiH. R. Office of Nudoar Reactor Regulation. 79/11/30. 2pp. 


79182B0462 Ack receipt of remarks re accident at TMI-8. Forwards info re 
events that occurred at TMl-S.M/o end. « 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


— 7918250465 Comments on nuclear power; major source of energy for world. 
Nuc lear energy hascaused no loss of life & little 
damage to environ. 

HLOWATYiR. Affiliation Unknown. 79/11/30, 2pp. 


—7918280373 Cemmants on TMI -2 accl dant ; rad loact Ive ehamleals released 
from facility frightened k endangered lives of citizens. 
CALVARUSO.O. Affiliation Unknown. 79/11/30. 2pp, 


7912200469 Ack receipt 
events that occurred 
DENTON, H. R. Office 


of remarks ro accident at TMI-2. Forwards info ra 
at TMI-2, 

of Nuclear Raactor Regulation. 79/11/30. Ip, 


7912280370 Ack receipt of remarks re accident at TMI-2. Forwards info ro 
events that occurred at THItS.W/o and. 

DENTON, HR. Office of Nuclear Reactor Regulation. 79/11/30. 8pp. 


—7918200470 Comments on nuclear powerinudear plants can be safe, Design 
criteria must be thoroughly evaluated i< operators properly 
trained. 

CAMPBELL, P. Affiliation Unknown. 79/11/30. 3pp, 
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7912200472 Ack receipt of remark* re accident at 7MI-2. Foruiards info re 
■vent* that occurred at THI-S. U/o end. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/30, Ip. 


—7912280476 Dlicucsei good it bad paints of nuclear pouter. Suggests 
shutdovun it Insp of all plants designed like TNI. 

RAHA, E. Affiliation Unknoien. 79/04/09. Ip. 


79182B0476 Ack receipt of remarks re accident at TMI-2. Foruiards Info re 
■vent* that occurred at TNI-2. U/o oncl. 

DENTONtH. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


—7912280460 Discusses Senate Health Subcommittee attempts to determine 
radiation levels from 790326 incident. Requests info re NRC 
attempt to determine radiation levels ti vieus on safetg of 
nuclear energg. 

0AZDA9.U. Affiliation Unknoun. 79/11/30. 3pp. 


7912260481 Ack receipt of remarks re accident at TNI-2. Foruiards info re 
•vents that occurred at TMI-2. M/o end. 

OENTON.H. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


—7912280482 Supports use & development of nuclear energg. NRC must issue 
stricter regulatione re design li siting criteria of nuclear 
facilities. 

OANNQN. J. Affiliation Unknoun. 79/11/30. 2pp. 


791220O4B4 Ack receipt of remark* re accident at THI-2. Forwards info re 
■vcnti that occurred at TNI-2. U/o end. 

DENTONtH. R. Office of Nuclear Reactor Regulation. 79/11/30. tp. 


— 79122804B7 Suggests that nuclear power be used until more efficient ti 
less eipenslve method of harnessing power for electricity 
is developed. 

HOTTA. R. Affiliation Unknown. 79/11/30. 2pp. 


7912260310 Ack receipt of remarks re accident at TMI-2. Forwards Info re 
■ vent* that occurred at TNI-2. U/o and. 

DENTONtH. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


—7912260314 Suggest* that safer It more reliable source of onergg be 
found. 

RAUeCKENBACHt P. Affiliation Unknoun. 79/11/30. 3pp. 


7912280316 Ack raciipt of remarks rs accident at TNI-2. Forwards info re 
■vents that occurred at TNI-2. 

DENTDNi H. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


—7912280330 Approves of nuclear power. Recommend s that nuclear power be 
regulated In stringent manner ti numerous safeguards be 
required. 

BCHAEPERtK. Affiliation Unknown. 79/11/30. 4pp. 


7912260334 Ack receipt of remarks re aeddent at TMl-2. Forwards Info re 
■vents that occurred at TMr-2. 

DENTONtH. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


7912260343 Ack receipt of remarks re accident at TMl-2. Forwards info re 
events that occurred at TNI-2. H/o end. 

DENTONtH. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


r~7912280S31 Bellive* that nuclear energg exposes cltliens to 
unnecessarg risks. Oovt net capable of using nuclear energg 
In safe way. 

KNDLLtM. Affiliation Unknown, 79/11/30. Ip. 


7912260333 Ack receipt of remarks re aeddent at TMI-2. Forward* Info re 
events that occurred at THI-2. U/o end. 

DENTONtH. R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 


—7912280388 Comments on accident at TMI-2; other plant* should take 
precautions to prevent similar occurrences. 

OANDERtS. Affiliation Unknown. 79/11/30. 2pp. 


7912100341 Forward* updated avc distribution list for correspondenc*. 
Original copg of correspondence should be sent to new 
address, 

ARNOUD, R. C. Metropolitan Edison Co, 79/12/04. 4pp, 


7912180321 Forward* updated avc copg distribution list for facilitg. 
ARNOLOtR, C. Metropolitan Edison Co. 79/12/04, 4pp. 


7918210033 Requssts that no radioactive gases be released from 
f aclHtg. Radioactl vltg will lower productivltg of farmland 
1> contaminate produce. 

EWIN08(J. Affiliation Unknown. 79/12/05. Ip. 


7912200406 Notifies that 790907 draft rept prepared for CEO circulated 
to federal officials ti within NRC. HR Denton 1 tr to CEO end. 

U/o end. 

RYAN.R. 0, Office of State Programs. 79/12/07, Ip, 


7912200061 Responds to 790411 Itr re TNI. Di scussas availability of NRC 
repts re TNI. Forwards summaries of NUREO-0600 & NUREO-OSSB. 

DENTON. H.R, Office of Nuclear Reactor Regulation. 79/12/10. 2pp, 


--7912800064 Requests info re TMI i safetg of nuclear energg. 
KOCH. M. Affiliation Unknown. 79/04/11. Ip. 


7912310240 Forwards documents re changes in regulation of nuclear pouar 
plants resulting from studies of TNI incident. in response to 
791008 itr. U/o end. 

DENTON. K. R. Office of Nuclear Reactor Regulation. 79/12/14. Ip. 


— 7912310247 Ack receipt of 791008 Itr re nuclear power regulation & 
control. Nuclear power environmental Ig acceptable (t among 
safest methods available to generate large amounts of 
electrical energg. Ltr to President Carter end. 

PREBSE6KY, A. J. Energy . Dep t. o f. 79/11/23. 6pp. 


7912310236 Discusses questions raised bg TNI-2 accident re adequacg of 
OA requirements for design.ennst 6 operation of plants. 

Requests first U second tier documents that describe overall 
philosophg t< requirements for ageneg QA program. 

HAASSiW. P. Qualitg Assurance Branch 79/12/lB. ip. 


— 7912310243 Discusses questions raised bg TNl-2 accident re adequacg of 
QA requirements for design.CDnst ti operation of plants. 

Requests first & second tier documents describing overall 
philosophg h requirements for ageneg QA program. 

HAASSi H. P. Qualitg Assurance Branch. 79/12/16. Ip . 


--79123102S1 Discusses questions raised bg TNt-2 accident re adequacg of 
QA requirements for design. Const it operation of plants. 

Requests first it second tier documents that describe overall 
philosophg it requirements for ageneg QA program. 

HAA88. H. P. Qualitg Assurance Branch. 79/12/18. Ip . 


— 7912310257 Discusses questions raised bg TMl-2 accident re adequacg of 
QA requirements for design. const b operation of plants. 

Requests first U second tier documents that describe overall 
philosophg U requirements for ageneg QA program. 

HAASSi W. P. Qualitg Assurance Qranch. 79/12/18. Ip. 


— 791S3102SB Discusses questions raised bg TNI-2 accident re adequacg of 
QA requirements for design, const b operation of plants. 

Requests first b second tier documents that describe overall 
philosophg b requirements for agency OA program. 

HAA88. H. P. Quality Assurance Branch. 79/12/18. Ip. 


J. Insurance b indemnity information 


7906290534 Forwards summary of paid loss b loss expense as described 
In telcon. 

MARRANEi J. American Nuclear Insurers. 79/06/23. 4pp. 


P, Operating license stage documents b correspondence 


7911090246 "Summary of Operating Experience U/Rec i rculating Steam 
Generators. " 

EI6ENHUT. D. 0. Division of Operating Reactors. NUREO-0523. 
79/01/31. e9pp. 


7908220421 Forwards info fulfilling requirements described in 790723 
deposition. 

NOVAK. T. N. Reactor Systems Branch. 79/08/06. ip. 


7912040084 Forwards SECV-79-490. 

COLLINS. J. T. TMI-2 Pparations/Support. 79/10/22. Ip. 


—7912040086 Informs Commission of planned shipments of solid rodwaste. 
Program, procedures b checklist for shipments end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, 8E0Y-79-49O. 
79/0B/18. 13pp. 


7912040095 Requests detailed analysis for justification of averaging 
technique for In-core thermocouples temps. 

CQLUINB.J.T. TMI-2 Operatlons/Support. 79/10/22, Ip. 


7912040122 Forwards NUREO-OSaS. "TNI-2 Lessons Learned Task Force. 
Final Rept, " 

MATTSON. R.J, TMI-2 Lessons Learned Task Force, 79/10/22. Ip. 
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7912040077 Roaponds to 791009 raqueat for eoniments on 
for ovaporator »oI t di f i eat i on f ac i li ty. Inqulruo why 
lifliitod to U9* only 95-jallan drums. 

COULINB. J. T. TMI-a Oporations/Support. 79/10/23. 


design criteria 
sys Is 

2pp. 


-7912280397 Rispondi to request for reaction ^'*** 

not stress anough that equipment could have been 
avoid trouble. Rept is helpful on general level fc lees 


helpful on specific issues 






79ia040lli Discusses .meeting oin TevlBU It approval of TMI recovery 
operation procedures. No further meetings on topic required. 

NSC Inspectors will monitor progress on resolution of 

outstanding Items. 

CDLLINB.J.T. THI-2 Oporations/Support. 79/10/23. 2pp. 


—7912280406 Concurs u/NHC response to 791106 request for 
recommendations of President's Commission on Accident 
TMl.aeparate views end. 

BRADFDRDi P. A Commission. 79/11/09. 9pp. 


views on 

at 


7911160314 Forwards matl 
Hiddletowni PA re THI-1 
VOOtEUEOEi J. C, Core 


presented at 791017 meeting w/utll in 
restart rept. 

PerformencB Branch. 79/10/29. 7pp. 


7912200336 Requests addl info to complete draft eafety evaluation on 
TMI-l restart. Addl Info includes design featuresi sol Id 
raduiaite (c tump pumping «< sampling „ 


7912040&96 Notification of 791109 meeting u/Met Ed & General Public 
Ullli Sve Corp in BethoidaiHD to discuss proposed plans for 
disposal of Kr-08. n 

VOLLflER. R. H, THl -2 Operatlons/Support. 79/10/29. 3pp. 


7912040109 Forwards printout from which most probable 
was derived. Input TLD data for upper b lower bound 
calculations and. 

ElSBNHAUERi C. Commerce. Dept, oft National Bureau of 
79/10/29. 50pp. 


cufflulativa dose 


Standards. 


7912070006 "Rept of The President's Commission on The 
The Need for Change. The Legacy of 1M1. " 

KEMENYrJ.O. President's Commission on the Accident 
Island. 79/10/30. B09pp. 


Accident At THI: 
at Three Mile 


7912040073 Requests engineering evaluation of onca-through steals 
generator level due to 791012 RCS b steam plant parameter 
deviations. Transient effects on RCS loop flow b differential 

temp should also be evaluated. 

COLLIN0.J. T. Tm-2 Operatlons/Support. 79/11/03, 2pp. 


79120400S6 Requests englnBeritig evaluation of once through 
generator level due to 791012 RCS b steam plant paramettr 
deviations. Tranilent effects on RCB loop flow b different 
temp should also be evaluated. 

CDLLINB.J.T. Tm -2 Dperatlont/Support. 79/11/08. 2pp. 


steam 

lal 


7912200391 Bequests util plans for accurately quentifying oiygen 
concentration of RCS within 19 days. Info needed to verify 
chemistry control program will accurately predict eorroiive 
activity of primary coolant. mne 

COLLINS. J.T. TMI-2 Dperot ions/9up por t. 79/11/19. 3pp. 


79122B0362 Discusses tiisellness of opening Decay Heat Valvae (DHVl I b 
l71.Pramaturf opening of DHV 1 b DHV 171 would not be 
consistent u/ALARA principles re loalnt being performed in 
DHV 3 area. 












7912040104 Forwards technical evaluation summary of wlnteriiatlon 
requirements for temporary solid waste etaglng facility. 

External heat eourea for liners unneceseary. ■ 

DEVINE. J.C., MILSON. R. F. Oenerel Public Utllltlet - OPU Service 
Corp. 79/11/17. 14pp. 


7912040136 Forwards NRC 791010 order for mod of lieanee.Tech Specs b 
negative declaration re use of EPICOR-II eye for 
decontamination of Intermodiata level radwaete water at 

VOLLMER. R. H. TMl-8 Operations/Support. 79/11/19, Ip. 


7913040146 Order for mod of llcenee to add EPICOR-II dieeharge pathe 

to Tech Space. Haarlng may he requeated within 20 daye. 
neuTCiki.U » M..., 74 






7912130104 Forwards summary of Teknekron Raseareh. Inc study of liceneee 
'regulatory performance evaluation b Teiinekron draft rept re 
operating reactors u/BbW nuclear steam supply eys.Requeits 
comments. M/o end. 

BTELLOi V. Office of Inspection b Enforcement, office of the 
Director. 79/11/00. 2pp. 


7912040067 Requests documentation identified in Itqiss 1-6 of 790822 
memo committing to extensive QA b QC of MDHR lys.Also 
requests notification when welds have been finished b 
hydrostatic b startup test procedures have bean submitted. 
COLLINS, J.T. TI1I-2 Operatlons/Bupport. 79/11/09, 2pp. 


7912I001B9 Discusses NRC 791101 meeting w/repreeentatlvei of NSSB 
vendors b fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing u/fuel cladding 
swelling b Incidence of rupture. Vendor retponees *«=>• 

EI6ENHUT, 0. 0., Division of Operating Reactors. 79/11/09. 63pp. 


— 7912100298 Responds to NRC 791101 request re noncomplienee of 
Mestlnghouse ECCB evaluation model under requlremenli 
of 10CFR90 App R. Evaluation of three fuel rod models 
indicates no safety problems for Weitlnghoose plants, 
ANDERSON, T. M. Mestlnghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re DRNL cladding swelling b 
rupture data. Review of analytical models b teste indicates 
compliance w/lOCFflSO App K. All OE specs for calculated peak 
cladding temp reixain unchanged. 

BUCHHOLZ, n. H. Oeneral Electric Co. 79/12/07. 2pp. 


“7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

OHBLEY.O.F. Eison Nuclear Co,. Inc. Isubi. of Exxon Corp.), 
79/11/02. 9pp. 


— 7912040190 Tech Specs amending OL for EPICOR-II b wastewater storage, 
a Metropolitan Edison Co. 79/10/18. Off. 


f9l22B0369 Notifies that no longer neeaseary to eielte redundant 
notlficationa. due to realignment of NRC personnel. 

Organl let lonal chert end. . 

mil IMS. .IT TMI-2 Ooerattons/auBOOrt. 79/11/19. 4pp. 


7912280493 Aek receipt of 791107 Ur reaffirming that all HEPA filters 
go to DOE filter testing station prior to use in facilities. 
Recognlies that vendors test filters In accordance 
w/mL-F-9l06B b MIL 8TD-2B2. 

COLLINB.J.T, TMI-8 Operatione/Bupport. 79/11/19. Ip. 


H20400B3 Btatement of policy b notice of Intent to prepare 
programmatic EI0. Btatement will provide overall study of 
decontamination diepoial proeass, ... * , 

CHILK.B, J. Office of the Secretary of the Commleiion. 79/11/81. 




*12040100 Responds to telegram re relaasc of Kr-B9. NRC evaluation of 
environ impact will precede any radioactive rileese, Korwerde 
environ aseessment of use of EPICOR-II. W/o •O'}' 

VOLLMER. R. H. Assletant Director for Byeteme b Projects. 79/11/83. 


)1280O43O Ack receipt of draft redietion protection plan for TMI-S. 
Commente withheld pending 791188 final rept.Aetumee thatl 
document eddreesing TMl-1 will elm be lubmltted on 79llpa. 

M OS ... A. 1 /CS. ... TO/tiyS}*) life. 


— 7912230437 Forwerde draft radiation protection plan re 791119 
ditcuselen. Requests comments. Final document will be 
submitted on 791128. “ 

HEMARD, R.W. Metropolitan Edison Co. 79/11/21. 22pg. 


— 7912100496 Forwards addl Info re evaluation of Impact of NRC proposed 
rupture/b loc k « go modal uied In vendor evaluation model. 

No adverse impact from now rupture burst data or use of NRC 
ruptura/bloc kage model on licensing calculation resulte. 

OHBLEV.O.F. Exxon Nuclear Co., Inc. (subs, of Eix on Corp. ). 
79/11/04. 22pp. 


18200444 Forward! evaluation of coneeqoeneee of dapreesuriilng RCS, 
using hydrogen gai vel that exlete In control rod drive 
mechanism region of reactor vestel. . 

COLLINStJ.T, TNI -2 Operatione/Buppopt. 79/11/23. Ip. 


7912200360 "Prel imlnery Analysis b Views of NRC on Reeommendatiene of 
Frestdent's Commmlstion on Accident at TNI. " 

» Commission. _ 79/11/09. 33pp, 
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791.S31044& Riipond* to NRC 7?t013 Itr to JO Horbeln ra natural 
etrculation oparation proctdura*. Agraa* that SO gpm Pill 
rat* llailt Inadaguata h ulll add faction to Procadur* R-S- 
79-049, Homo will be Itaued on turbine bgpat* valve. 

HI1.00N.R.F. Oanaral Public Utllitiaa - OPU Sarvica Corp. 79/11/87. 

4pp. 


7918880384 Raq,u*tti approved vartion of "Technical Plan for TMl-S ■ 
Racovarg" li aatlnatad ichadula for decontatnination effort up 
to te including fuel removal tt RC8 dacontamlnatlon. 

VOLLMBRiR.H. TMI-a Oparationa/Bupport. 79/11/89, Spp, 


7913180401 Forwarda updated tvc dietributton lift. Klotifiei of addreea 
chans* original correipondanc*. 

ARNOtDiR.C. Hatropolltan Edlion Co. 79/12/04, 4pp. 


7913190438 Forward* radiation protaetlen plan. Plan will ba Chapter 1 of 
Radtologlcal Control* Prqcadure Honual. Rad latlon plan for 
Unit 1 will to part of rattart aubmlttal. 

ARNOLD) R.C. Hatropolltan Ediaon Co. 79/13/07. ip. 


—7912130441 Radiation prohaction plan. 

ICIfAROiR. H.'i ARNOLD) R.C. Hatropolltan Ediaon Co. 79/13/07. 10pp. 

. i 

7918180403 Forwarda draft "Organliation Plan)" at diacueaed 791810 w/ 

8 Br Inksan. Alto forward* auggaatad change page to propoaad 
rteovarg Tech Spec*) Section 6,0, 

HIL80N)R. F. Hatropolltan Ediaon Co. 79/13/11. Ip. 


"7918180491 "Organiiation Plan," 

* Hatropolltan Ediaon Co. 79/13/11. 4pp. 


—7913180498 Quggaatad ehango paga to propoaad racovarg Tech Bpact) 
Sect ion A. 0. 

a Hatropolltan Ediaon Co. 79/13/11. Ip, 


7913370203 "Suamarg Technical Plan for THl-8 Dacentomlnatlon li 
Dafualing. " 

a Hatropolltan Ediaon Co. 79/13/12. 91pp. 


791S1S048B Forward* juatlfl cation for raducing min borotad water 
atorag* tank vol from 390)000 to 100)00 gal lent. Raiiuaat* 
that tank be drained to within allowable limit* (> that 
EFICOR-II proceiaad L borated water ba utad to fill tank. 
NILSONiR. F. Hatropolltan Ediaon Co. 79/13/13. 4pp. 


7913270349 Forward* mod* to propoaad Tach 8peca r* afficiant operation 
of plant oparation* review eemmittaa during raeovarg. 

UIL80N>R. P. Hatropolltan Ediaon Co, 79/13/30. ip. • 


— 7913370393 Mod* to Section A of prepooad Tach Spec* for plant 
oparation* review conmitta*. 

• Hatropolltan Ediaon Co. 79/13/80. app. 


7918370343 Statae Intention of ralaaalng ala atorag* call* on 791331 
to held anticipated EPICOR-11 railn. Condition* eutlinadt 
call drain* t( drain *g* line Into aurap to be plugged ti Rm-IA 
portabla radiation alarm unit to b* inatallad In aump, 

UlLBDNiR. F. Hatropolltan Ediaon Co, 79/18/30. 4pp, 


7918380999 Forward* achadul* Info for raeovorg program rapt* raduaatad 
bs NRC 791303 Itr. 

WILSON) R.F. Hatropolltan Ediaon Co. 79/13/31. 4pp, 


0, Inapoetlon report*) IE Bullatln* N corraapondanca 


79183flOa8A Forworda eemblnad IE Inap Rapti 90-889/79-17 A 90-330/79-19 
on 790717-19. No noncompHane* noted, 

CARL60N>R. T, Region li Philadelphia) Reactor Conatructlon. It 
Englnaarlni Support Branch, 79/09/3A. Spp, 


—7913880301 IB Inap Rapt* 30-389/79-17 li 90-330/79-19 on 790717-19. Mo 
noneampllanc* notad.Hajor area* ina'pectad; fir* praventlon A 
protection program) outatanding lta«a In area of flra 
protection A control room panel alactrlcal fir*, 

KOLTAYtP. . CHAUDHARY) B. K. Rtglon !> Philadelphia. Office of tha 
Olracter. EBNETER)8. D. Region 1) PhlUdalphiai Roaetor 
Conatructlon li Eng inoar Ing Support Branch, 79/09/3&. 9pp. 


79180401AA Forward* IE Inap Ropt* 90-389/79-18 A 90-330/79-88 on 
790718-0814. 

ORIER.I, H. Region 1> Phlladolphio) Office of the Diroctor. 
79/10/01. Spp, 


—7918040179 IE Inap Rapt* 50-809/79-10 A 30-380/79-22. Mono orapllanco 
noted : uncontro L lad high radiation area*) failure to ua* 
braathlng air aga proptrlg A Improper callbr of equipment 
uaad to maaaura airborn* concantrmt 1 one. 

CROCKER) H. U. , HAVEFIKAHP, D. R. > NEELV.D.R. Region 1. Ph 1 ladelphim. 
Office of the Director. 79/09/18. 3Bpp. 


7918800330 Forward* IE Insp Rapt 50-320/79-24 on 7 9 0903- OA. No 
ncncomp 1 ianee noted. 

CARLSON) R. T. Raglan 1. Phi ladalphlai Reactor Conatructlon A 

Engineering Suppo.rt Branch. 79/10/IS. 2pp. 


—7918880342 IE Inap Rapt 50-320/79-84 on 790903-0 A. No noncompHane* 
note. Major area inap acted: fabrication A taatlng of 
ffllnt-daeag heat removal aga. 

WALTON) 0. Region Ir Philadelphia) Offlci of the Director. 

TRIFP)L. Region 1> Phi ladalphlar Reactor Conatructlon A 

Eng In tar ing Support Branch. 79/10/09. Spp. 


7918800379 Forward* IE Inep Rapt 50-380/79-10 on 790705-OA A 11-13. 
No noncompllancB noted. 

CARL8QN)R, T. Region It Philadelphia) Raactor Conatructlon A 
Englnaerlng Support Branch, 79/10/19. 2pp. 


—7918200392 IE Inap Rapt 50-380/79-10 on 7907O8-0A A 11-13. Ho 
nonconpliance noted. Major area* Inapac ted: nod* of varloue 
tgi to provide long-term cooling of reactor cor# A 
aetivltiai re noda under etnerganeg candltiona. 

JERNIOAN) E, P, Region It PhiladelpMat Qffica of th* DiTeetor. 
TRIPP) L.E. Region It Philadelphia) Raactor Conatructlon A 
Englnaerlng Support Branch. 79/10/10. Spp, 


7912040131 Forward* apaciol inap rapt* to SO Dept of Kaalih.Aug 1979) 
NRC conducted apaclal Inapt of Nuclear Englnaerlng Co 
burial ittaa In State* of UA A NY to obaerve arrivata of 
radwaata shipment* from THI-2, W/o inci. 

KERRtO, W. Aaalstant Director for State Agraemanta Programs. 
79/U/Oe. Ip. 


7918040140 Forward* apaclal inap rapt* to NY Dept of Human Raaourcat. 
In Aug t979)NRC conducted ipacial Inap* of Nuclear 
Englnaerlng Co burial altaa in State* of UA A NY to obiarva 
arrival* of radwaata ahipment* from THI-8. W/o and, 

KERRtO. W. Aiaistant Director for State Agreement* Progratne. 
79/U/OB. Ip. 


7918100402 Forwarda IE Bulletin 79-02t Ravi t ton Si "Pips Support Base 
Plata Datlgn* Using Concrate Expansion Anchor Dolts.” No 
written responfs raqulrad. 

DRIER) B.H. Region li Phi ladalphiat Office of tha Director. 
79/11/08. Ip, 


79180302AO Forward* IE Info Notice 79-27i "Steam Oanarator Tub* 
Ruptura* at Two PUR Plant*," No ratpanss required. 

DRIER) B.H. Region 1) Philadelphia) Office of th* Director. 
79/U/lA. Ip. 


7912100137 Forwards IE Info Notica 79-28t ‘'Overloading of Structural 
Elamanta Du* to Pips Support Loadt, " No raaponaa required. 

ORIER) B. H. Region 1> Philadelphia) Qffica of tho Director. 
79/U/lA. ip. 


7912880246 Forwarda IE Circular 79-88) "Stroke Tlmaa for Power Operated 
Relief Yalv*. " No written rsaponea raqulrad, 

ORIER)B.H. Region !> Phi tadalphls) Office of the Director. 

79/11/16. Ip. 


7912110418 Forwards IE Info Notica 79-29) "Laaa of Nonaafetg-Ralatad 
Reactor Coolant Sga Instrumentation During Oparation. ” No 
specific action or raspO'nae raqulrad. 

ORIER) B.H. Region li Philadelphia) Offlea of the Director. 
79/11/19. ip. 


79120S024S Forwarda IE Bulletin 79-86) "Boron Loss Fro* OWR Control 
Slada*. " No retponae required, 

ORIER) B.H. Region !> Philadelphia) Office of th* Director. 
79/11/80, Ip. 


79120A0376 Forwards IE Circular 79-24) "Proper Inatallatlon A Calibr of 
Cora Bprag Pip* Break Detection Equipment on BUR*. " No 
respenae raqulrad. 

ORIER) B.H. Region 1> Philadelphia) Offlea of th* Olraetor. 

79/11/26. Ip, 


7912110034 Forwarda IE Circular 79-83) "Hotor Btartara A Contactor* 
Failed to Oparat*. " No raaponaa raqulrad. 

ORIER) B.H. Region it Philadelphia) Office of tha Dlraetor. 
79/11/26, Ip. 
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79ja2ie020A Foriuardi IE Info Nctice 79-31. "Use of Iniorrect Amplified 
Rcspanse Spectra." No written, response renulred. 

GRIER. B H. Region 1, Philadelphia. Office of the Director 
79/ia/'13. Ip 


R Periodic operating reports it related correspondence 


— 7912040118 Adviees of Class 9 status of TMI 
SMITH. D.H. Hearing Branch 3. 79/09/18 


accident. 

Ip. 


— 7912010126 Reiiuests written eiplanation for reclassification of TMt 
accident as Class 9 occurrence. 

LAQOMARSINO. R, House of Rep. 79/01/13. Ip. 


7912040090 Grants request for entension to G00601 for sutmitting annual 
radiological environ operating rept for 1979. 

COLLINS.J.T. THI-2 Operations/Support. 79/11/13. 3pp, 


S. Reportable oceurrBnccs. LERs & related correspondence 


7912040083 PNa-79-003; on 791027. fire deluge sys in B natural draft 
cooling toiper a< tuated. Ac tuatl on of all three pouer flro 
pumps resulted In overheating of fire pump B. Due to cooling 
water supply line rupture. 

CDNTE.fl.J.. MCCAUSHY. R. H. . CDUt-INB. J. T. Office of Inspection i 
Enforcement. Office of the Director. 79/10/29. Ip. 


7912180031 PNO-TMl-79-05: on 791 121. RH Voilmer 4 JT Collins will attend 
briefing on current TIil activities in Annapol 1 s. HD. Brie f 1 ng 
sponsored 6g State of HD 4 will include representatives from 
Met Ed. PA Dept of Environ Resources 4 HRC. 

COLLINS. J. T. Office of Inspection 4 Enforcement. Office of the 
Director. 79/11/21. ip. 


7912310337 Forwards duse assessment from 790S2S entry into THI-2 fuel 
handling bldg north makeup valve room to esamine t tighten 
leaking makeup valves. Detal I ed reviews conducted by 
radiological engineering personnel. 

UILSDN.R.F. Metropolitan Edl son Co. 79/13/03. 60pp. 


T. Hearing transeripts on non-antltrust matters 


791212032B Responds to 791003 Itr re AD Hotham request for improvement 
in operator training. Forwards NRC 790917 4 27 responses to 
AD Hotham. 

ODSSICK. L. U. Office of the Esocutive Director for Operations. 
79/10/31. Ip. 


— 7912120532 Bubmita list of studies underway re improvements in 
licensing process. Fundamental role of human element not 
overlooked . 

COLLINS. P.F. Operator Licensing Oranch. 79/09/17. 2pp. 


— 7912120S3S Forwards AD Hotham 790831 Itr re training 4 performance of 
plant workers. Ltr outlines ideas 4 suggestions for training 
nuclear plant workers. Requests comment. 

BYRON. B.D. House of Rep. 79/10/03. 7pp. 


7912040091 Requests opportunity to espress opinions re THI-1 restart 
before subcommittee. Requests assistance In suspending 
restart hearing until Herneny rept recommendations 
Impl emsn t ed. 

ROTHiJ.L. Three Mile Island Alert. 79/11/10. 2pp. 


7912280253 Responds to 791001 Itr concerning releases of radioactivity 
to atmosphere 4 6uQquehanna River. NRC had authorised use of 
EPICOR-ll to clean up contaminated water in auxiliary bldg 
tank s. 

OQSSICK.L, V. Office of the Executive Director for Operations. 
79/11/lS, 7pp. 


7912040189 Transcript of 791030 proceeding of ACRS Subcomml t tae on 
TI1I-2 Accident Implications to review NUREO-0600 in 
Maahlngton. OC. Pp 1-175. 

• ACRS - Advisory Committee on Reactor Sofeguards. 79/10/30. 
176pp. 


7912040182 Transcript of 791105 meeting of ACRS Subcommittee on TMI-2 
Accident Implications in Hash ingt on. DC. Pp 1-269. 

• ACRS - Advisory Committee on neactoT Safeguards. 79/11/05. 

270p p . 


7912280477 Transcript of Senate Committee on Environ 4 Public Uarks. 
Subean.'hittee on Nuclear Regulation 791108 hearing re THI 
cleanup. Pp 1-97. 

DIECRAKPrH. Metropolitan Edison Co. THIESING. J. H. Bechtel Corp. 
WILBOM.R. General Public Utilities - OPU Service Carp. 79/ll/OB. 
(02pp. 


7912280479 Transcript of Senate Commlttea on Environ 4 Public Marks. 
Subcom.mittss on Nuclear Regulation 791109 hearing re TMI 
cleanup. Pp 1-69. 

LOOMIS. P. A., LEVY, A. Securities 4 Exchange Commission. GRAHAM. 8. 
Gonoral Public Utilities - GPU Service Carp. 79/11/09. 71pp, 


79I22B0474 Transcript of NRC 791121 hearing in Harr i sb urg . PA to receive 
testimony on classification of THI 79D32S accident as 
extraordinary nuclear occurrence. Pp 1-109, 

HINDDUE. R. D. Office of Standards Davclopment. SALTZMAN. J. 

Antitrust 4 Indemnity Group. QHAPAR. H. Office of the Executive 
Legal Director. 79/U/21. 110pp. 


7912260319 Forwords Page 15 of transcript of DO Eisenhut ttatimony at 
Dec 1970 hearing re aircraft crash probability issue. 

CHANDLER.L. J. Hearing Branch 1. 79/11/23. app. 


7912280080 Forwards corrections to transcript of 791103 hearings before 
Subcommittee on Nuclear Reactor Regulat 1 on, H/c sncl. 

UOLLMER.R. H. Tftl-8 Operationo/Support. 79/12/03. Ip. 


U. Congressl onal/Eiecut ive Correspondence 


7912120133 Forwards RT Cole 790822 request for info re venting of 
radioactive gases 4 water from fac 1 1 Itg. Request s commant. 

ROTH. W. Qenats. 79/09/2B. 2pp. 


7912040107 Responds to 790913 request for written explanation ro 
classification of TMI 770329 accident as Class 9 accident. 
Forwards NRC response to Salem t Board Question 4. FS 
Anderson 790B24 memo 4 RJ Mattson 790330 memo. 

GDSStCK.L. V. Office of the Executive Director for Operations. 
79/10/03. 4pp, 


— 7912280287 Request response to questions re proposed radioactive 
releases into atmosphere 4 Susquehanna River in connection 
w/cleanup of contaminated water from 790328 accident. 

BIDEN. J, R. Senate, 79/10/01, 2pp. 


7718200299 Responds to 790725 Itr concerning comments of two geologists 
from Franklin & Marshall College re NRC environ assessment 
on use of EPICOR-tl. NRC has authorlied use of EPICDR-II. 

Forwards NRC response to public comments. 

OOSOrCK.L.U. Office of the Executive Director for Operations. 
79/11/15. 57pp. 


— 79122S0313 Forwards eernments prepared by two geologists from Franklin 4 
Marshall College re NRC environ assessment on use of 
EP tCOn-1 1. Requests response. 

WALKER, R. 8. House of Rep. 79/09/23, ip. 


7918130241 Responds to Subcommittee on Energy 4 Environ 790713 request 
for info re release of radioactive metis to environ from 
790336-0407. Iodine 4 noble gases were only radioactive matls 
of any coneaquencu that were released. 

HENDRIE. J. M. Commission. 79/11/21. 3pp. 


— 7912130314 Responds to 790713 request for info re release of 
radioactive natls to environ from 770320-0407. Iodine 4 noble 
gases were only radioactive metis of any consequence that 
ware reloasad. 

HENDRIE. J. M, Commission. 79/11/31. 3pp. 


—7912120330 "Summary of Gaseous Releases to Environ at TMI During Period 
of 790329-0531, " 

* Portar-Gorti Consul tan ts, Inc. 79/11/21, 2pp. 


--7912130353 Draft "Release of Radionuclides into Susquehanna River from 
TMI During Period of 790328-051 1, Data 4 Analysis," 

PASCIAK. W. , CDNQEL.F. J. , DRANAGAN, D. R. Radiological Aseassmant 

□ranch. N\JREO-O59a, 79/11/21. 7app. 


--7912130363 Draft rept "Method for Calculating Dosas to Population from 
Xe-133 Releases During TMI Accident." 

PA8C1AK.,W. , BRANAOAN. E. F. . CQNOEL. F. J. Radiological Assessment 
Branch. 79/11/Sl. 23pp. 


— 7918130371 Draft Commission paper re approval of Itr to Conoreesman 
MK Udall 4 J Weaver in response to Info request epneerning 
radiological releases at TMI. Propotod response one 1. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/19. Spp. 


— 7912130377 Requests info re radiollgical releases from TMI from 
790326-0467 

UDALLi H. K. J WEAVER, J. House of Rep. , Interior 4 Insular Affairs. 
79/07/13. Ip. 
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7918SB0411 R«ipond» to 790821 Itr re WA Arsenault 79081S questlono. 
Appro! 14 fflCi of noble gases tt 19 Cl of 1-131 released into 
atnotphare in first month follouing acc ident. Xe-133 mas 
da-tactad in NY several dags after accident. 

ODBBlCKiL, V. Office of the Executive Director for Operations. 
79/11721. 4pp. 


7912Se0471 Responds to 790916 Itr re constituent petitions requesting 
permanent shutdoun of fac i 1 i ties. NRC ulll conduct hearing 
prior to restart of Unit 1. Licensee has not submitted 
proposal for recovery of Unit S. 

OOBSICKi L. V. Office of the Executive Director for Operations. 
79/11/29. 2pp. 


-“7912200406 Notifies that Executive Board of East York Elemeniary School 
PTA 790430 resolution (c York Committee for Sale Environ 
petition requesting plant shutdoun have been foruarded to 
Director of Nuclear Reactor Regulation. 

BHAPAR.H. K. Office of the Executive Legal Director. 79/06/13. 

Ip. 


"7912280409 Forwards Exscutive Board of East York Elementary School PTA 
790430 resolution tt York Committee for Safe Environ petition 
requesting plant shutdown. Requests comment, 

KAHNERERiC. Office of Congressional Affairs. 79/06/01. ip. 


--791228D492 Requests that NRC psrmanently shut down tt d scommission Ttil 
facilities. Risks of catastrophic accident from facilities 
unacceptable. 

Y0UN9.0.B.I 8ANDA6. 8. H. I HANKEY. 0. Af fl 1 iatlon Unknown. 79/09/14. 

H2pp. 


--7912280493 Aek receipt of 790S16 Itr forwarding Executive Board of 
East York Elementary School PTA 790430 resolution tt York 
Committee for Safa Environ petition requesting plant 
shutdown. 

KAHNERERiG. Office of Congressional Affairs. 79/06/01. Ip. 


DOCKET 50-321 EDMIN I, HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical, tmargancy t< fire protection plans 


79128B0SS9 Notifies that NRC guides U criteria cannot be adequately 
Incorporated into site emergency plan before 000101. Requests 
delay in submittal data for revised emergency plan until 
000131. 

KELLY, R, U. Oiorgla Power Co. 79/10/20. Ip. 


7912200022 Oiecussas NRC 791109 meeting re emergency preparedness team 
rivlaw objectives. Provides guidance for improving licensee 
emergency preparedness tt assuring capability of offsite 
agoncies to take appropriate emergency actions. 

ORINES, fi.K, Emergency Preparedness Task Force, 79/11/23, 30pp. 


0. Adjudicatory correspondence 


7912060120 Order dismissing proceeding, Intevenar Qeorgiani Against 
Nuclear Energy participation in proceeding terminated. 

OROBSMAN,H. Atomic Bafety and Licensing Board Fanel. 79/11/16. 

app 


7912110030 Confirms receipt of end 790329 petition to suspend QLs for 
all PURs, Forwards FR notice indicating that petition ulll be 
treated in accordance W/10CFR2. 206, 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/11/23. Ip, 


--7912110126 Notice of request for action pursuant to 10CFR8. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PURs. 

MULLER, D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
38pp, 


H. Oenaral correspondence 


791210013? Requests that RU Kelly raplace CF Hhltmer as addressee for 
all correspondence. 

EKRENBPEROER, U. Oeorgla Power Co. 79/00/22. Ip. 

P. Operating license stage documents ti corraspandonce 


7911090240 "Bummary of Operating Exp tr lance M/Reclrculating Staam 
Oeneratora. " 

EIBENHUT, D.O. Division of Operating Reactors. NURE0-0S23. 
79/01/31. B9pp, 


7912100189 Discusses NRC 791:101 meeting w/representatives of NSSS 
vendors & fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling h incidence of rupture. Vendor responses end. 

EIBENHUT. D. O. Division of Operating Reactors. 79/11/09. b9pp. 


--7912100285 Responds to NRC 791101 request re noncompliance of 
Westinghouse ECCS evaluation model under requirements 
of 10CFR50 App H. Evaluation of three fuel rod models 
indicates no safety probloms for Uestinghouse plants. 
ANDERSON, r. H. Uestinghouse Electric Corp. 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling tt 
rupture data. Review of analytical models tt tests indicates 
compliance w/tOCFRSO App K. A1 1 QE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOUZ.R. H. General Electric Co, 79/12/07, 2pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by Fuel nodels 
used in vendor evaluation models h that analyses demonstrate 
all criteria of iOCFRSO. 46 satisfied. 

□USLEVtO. F. Exxon Nuclear Co., Inc. <subs. of Exxon Carp.). 
79/11/02, Spp. 


— 79121004S6 Forwards addl Info re evaluation of impact of NRC proposed 
rupture/blockage model used In vendor evaluation model, 

No adveria impact Prom new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

0U8LEY, 0. F. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
79/11/04. 22pp. 


7912260131 Forwards safety evaluation of util request for change in 
Tech Specs re adjustment of average power range manltor 
setpoints. 

LAINAS, 0. Plant Systems Branch. 79/11/27. 2pp. 


--7912260164 Bafetyt evalutl.on limiting util Tech Spec change request. 
Deviation from average power range monitor catifar procedures 
during full power inconsistent u/IEEE 279. 

« Plant Systems Branch. 79/11/27. 2pp, 


79120S0190 Forwards Amend 4 to "Spent Fuel Pool Mod," included as part 
of 790709 application for expansion of spent fuel storage. 

Prepared in response to NRC 791101 request. 

KELLY, R.J. Georgia Power Co. 79/11/30. 2pp. 


— 791205013S Amend 4 to "Spent Fuel Pool Mod, '* design rept li safety 
evaluation. 

* Oeorgla Power Co. 79/11/30. I4pp. 


7912030S33 Commits to addl confirmatory condensation oscillation tests 
In full-scale tost faei 1 i tij, out 1 Ined In OE 791130 Ur re 
Mark 1 containment program. Schedule for submittal of plant 
unique analysis will be provided follawlng NRC resolutian. 

KELLY, R.J. Georgia Power Co. 79/11/30. 2pp. 


7912190164 Requests payment of Class I ti 111 amend fees for review of 
790817 security personnel training 6 qualification plan. 

DlOOStR. H. License Fee Management Branch. 79/12/06. tp. 


7912140321 Forwards rrpt "Adequacy of Station Electric Distribution 
Sys Vol tage. " 

KELLY, R.J. Georgia Power Co, 79/12/07. 2pp. 


--7912140326 "Adequacy of Station Electric Distribution Sys Voltage." 
« Georgia Power Co. 79/12/07, 87pp. 


7912270519 Confirms commitments In response to short-term 
rscommendatlons of TMI-2 Lessons Learned Task Force ,an mod 
of automatic valve ruopening circuit. Mod to be completed by 
BOOlOl or prior to critical operation. 

KELLY, R.J. Georgia Power Co. 79/12/20, tp. 


G. Inspection reports, IE Bulletins ti correspondence 


7912040007 Forwards reiponse to 790702 Ur tt IE Bulletin 76-14 re 
verification of seismic analysis as modified by 790737iOBlS 
ti 0907 Itrs.Rept describes resolution of items in Unit 2 
program. Verification of unit analysis delayed. H/o end. 
NIDNER.N.A, Georgia Power Co. 79/11/08. 2pp. 

7912110059 Forwards 790921 response to IE Bulletin 79-19, 
"Packaging of Low-Level Radwaste for Transport ti Burial." 
WIDNEfi,W. A. Oeorgla Power Co. 79/ll/OH. ip. 


79121SO063 Forwards request for addl Infb about eentainment purge & 
vent sys ra util plans for unlimited purging. 

LAINAS, 0, Plant Systems Branch. 79/11/06, 3pp, 
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7912040140 Foruiardi IE Info Notice 79-l2Ai *Att(«ptaii Diaas* to New 
Fuel Asiembltee. ° No ipeclflc action ot reiponte roiiutrad. 

□ ’NEILUVt J. P. Region 2r Atlantsi Office of the Director. 
79/11/09. app. 


7912100184 Forwards IE Info Notice 79-2aj "Over loading of Btructural 
EleAenta Due to Pipe Support Loads. ** No reiponse required. 
O'REILLVt J. P. Region S, Atlanta< Oftlce of the Director. 

79/1 l/IA. Ip. 


7912110962 Forwards IE Info Notice 79“29» 'Loee of Noniafety~Related 
Reactor Coolant Bge Instrunsntatlon During Operation." No 
specific action or response required. 

0 'RElLLVt J. P. .Region 3i Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912060617 Forwards IE Circular 79-24. “Proper Installation fc Callbr of 
Core Spray Pipe Break Detection Equipment on BWRt. " No 
reapense required. 

□ 'RElLLVp J, P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110149 Forwards IE Circular 79-23, "Motor Starters t Contactors 
Failed to Dperate. " No response required. 

□ 'REILLYr J. P. Region 2. Atlanta.. Office of the Director. 

79/11/26. Ip. 


7912190434 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
InstTumintatlon & Control Powir Bgi Hus During Oparation. " 
Mritten responsa required. 

O'REILLY. J. P. Region 2. Atlanta< Office of the Director. 
79/11/30. Ip. 


7912210177 Forwards corractad copy of 791130 Itr responding to IE 
Bulletin 79-18. "Audlbllltu Problens Encountered on 
Evaeuitlon of Personnel fron High-Noiae Areas." 

HIDNER.W, A. Osorgla Power Co. 79/12/03. Ip. 


--791221O101 Corrected copy of response to IE Bulletin 79-18/ "Audibility 
ProbleMS Encountered on Evacuation of Personnal froa High- 
Noise Areas. " Requests addl 93 days to ceaplate installation 
of addl visual svaeuatlon signals in Identlflod areas. 

UIDNER. N. A. Oaorgla Powar Co. 79/11/30. Ip. 


7912310301 Forwards IE Info Notice 79-30. "Reporting of Defects fc 
Nonconpllancei, 10CFR21. " No action requirad. 

O'RElLty. J. P. Region 2, Atlanta/ Office of tho Director. 
79/12/06. Spp. 


7912200038 Forwards IE Bulletin 79-28. ‘Posslblo Malfunction of Natsco 
Hodel EAISO Linit Switches at Elevated Taaps. " Action 
required. 

a 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


79122Q0404 Forwards IE Info Notice 79-31, "Use of Incorrect Aaplifled 
Response Spectra. ” No written responia required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/13. 2pp. 


7912280141 Forwards IE Circular 79-23. "Bbock Arrestor Strut Asseably 
Interforsnce. “ No writtsn response required. 

O'REILLY, J.P. Region 2. Atlanta, Office of tho Director. 

79/12/20. 4pp. 


R. Periodic operating reports 1, related correspandence 


7912180430 Forwards monthly operating rapt for Nov 1979. 
MANRV.M. Ceorgla Power Co. 79/12/10. Ip. 


"7912180434 Monthly operating rept for Nov 1979. 
JOHNSON, O.L. Georgia Power Co. 79/12/10. App. 


8. Reportable occurrences, LERs 4, related correspondence 


7912130426 R 0-79-089: on 791106, while evaluating aa-bwilt eel sale piping 
I, supports, head vent lint portion of RHR head spray piping 
I, bypaas to condenser valve eheet found unsupported. Caused, 
by OMleslon of supports troM daslgn. 

MANRY.K. Georgia Power Co. 79/11/06. 2pp. 


7912350430 Forwards LER 79-093/03L-0. 

MANRY, M; Oaorgla Power Co, 79/11/27. Ip. 


•79120504S7 LER 79~093/03L-0: on 791112. monthly tests on Units ,1 4c 2 
liquid radwaste radiation aionltsrs not perforned. Caused by 
training class in progress during scheduled test time, 
leaving insuf f leiant tine to coaplete tests. 

ROOERS.U. H. Oaorgla Power Co. 79/11/27. 2pp. 


7912110320 Forwards LER 79-071/03L-0. 

MAhRV, M. Osorgla Powar Co. 79/11/27. Ip. 


"7912110323 LER 79-091 /03L-0: on 791106, insurance Investigation revealed 
required penetration seal not installed in 2-lnch 
penetration in control/svc bldg firewall. Caused by 
aisintarprated drawings. Baal installad, 

COOOIH,C.L. Georgia Power Co. 79/11/27. 2pp. 


7912130424 Forwards LER 79-092/03L-0. 

KAMtV.H, Oeorgta Powar Co. 79/12/03. Ip. 


—7912130436 LER 79-092/03L-0: on 791107, prompt notification telagrasi for 
LER 79-0B9 was hot transmitted as required. Caused by broken 
telecopy machine I, failure to advise mgt. Procedures changed. 
CDOOIM.C.L. Oeorgla Power Co. 79/12/03. 8pp. ! 


7912140429 Forwards LER 79-094/03L-0. 

MAWIY.K. Oaorgla Power Co. 79/12/07. Ip. 


— 7912140436 LER 79-094/03L-0: on 791121, while reactor In run modtj 
dlecovered B pump running w/o discharge preseure or flow on 
lecel gauges. Caused by breaking of puap lina bottom ahaft. 
Shaft l( suction ball raplaeed. 

NIX,R. T. Osorgla Power Co. 79/12/07. 3pp. 


7912170306 Forwards LER 79-097/03L~0. 

HANRV.H, Oaorgla Powar Co. 79/12/11. Ip. 


—7912170316 LER 79-O9r/03L-0: on 79U80>aftar recalibr of P33-P001A I, B 
during steady state power operation, drywall torue dibyrirogen 
L dioilde analysers A li B Indicatad aora then 4X osygen 
eancentraiion, Caused by leakage of air Into analyser. 

NIX,R.T. Oeorgla Power Co. 79/12/11. 2pp. 


7912170319 Forwards LER 79-096/03L-0. 

HANRY,H. Oaorgla Power Co. 79/12/11. tp. 


—7912170321 LER 79-096/03L-0! on 791127,whlle performing dibydrogeh li 
dlosygan anelyier initruaent callbr, osygen analytere on 
P33-P001A I, B found out of tolerance. Caused by Instrument 
drift. Analysers recalibr. 

NIXiR.T. Osorgla Power Co. 79/10/11. 2pp, 


7912860247 Forwards LER 79-09S/03L-0. 

HAmV.H. Oeorgla Powar Co. 79/12/14. Ip. 


•7912260249 LER 79-093/03L-0! on 791126, during normal plant operation, 
dlscovarad that 791126 battary individual cell eurvelllanee 
procedure not performed. Caused by personnel overalght. 

Procedure performed on 791127. 

NIX,R. T. Georgia Power Co. 79/12/14. Spp. 


7912270472 Forwards updated LER 78-027/03X-1. 
KANRY.H, Oeorgla Power Co. 79/12/17. Ip. 


-7912270477 Updated LHl 7B-027/03X-1: on 700502, hanger EU-RN1-H97 on 
RHR eve water Outlet from heat aschanger found brokan. 

Caused by sheered support rod ti dissngagad toddle bolt. - 
Switch replaced. 

CDOGIN.C.L. Oeorgla Power Co. 79/12/17. 2pp. 


7912270482 Forwards LER 79-098/01T-0. 

HANRY,H. Oeorgla Power Co. 79/12/17. Ip. 


--79122704B9 LER 79-098/017-0: on 791210, HPCI aye not provon Inoperable aP 
requirad by Tech Specs. Caused by failure of pareonnel to 
cenelder reactor cora Isolation cooling tys Inoperable after 
trip on high turbine exheust pressure. 

BAXLEY. 8.x. fleorgia Power Co. 79/12/19. Spp. 


7918310429 Forwards LER 79-100/03L-0. 

HAMIY.H. Oeorgla Power Co. 79/12/20. ' Ip. 


—7912310430 LER 79-100/03L-0: on 791211, during ataady itate power 
operation, LPCl contalnmsnt Isolation valve E11-F013B 
determined to be leaking. Caueed by valve seat being galled. 
Corrective action not complete. 

CDOGIN.C.L. Oeorgla Power Co. 79/12/19. Spp, 
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791S31041S Porwjrd* LER 79-099/03U-0. 

HANRY.H. Oiorgla Power Co. 79/18/27. Ip. 


“-•79123104B0 UER 79~099/03L”0: on 791S06> while per-forelng Procedure 
HNP-1-3&09 w/reeetor in run Diode, stock Inlet valve failed in 
closed position. Caused by llailt switch in control circuit 
not Making proper contact. Llnlt switch adjusted. 

MIXiR.T. Oeorgia Power Co. 79/12/27. 2pp. 


•79120*0079 Second stipulation re Suffolk County contentions. Contains 
applicant agreeeient to noot certain conditions on RCS 
leakage. kJill par 1 1 culariie unresolved contentions. 

REVELY.M. T. Long Island Lighting Co. LIKE.!. Suffolk County. NY. 
HOEFLINfi. R. K. Hearing Branch 4. 79/11/02. 4pp. 


7912O6O09I> Heaiaranduei seeking explanation by parties of 791105 secllnd 
stipulation re Suffolk County contentions. Ouestlons whether 
Footnoia 2>PagB 2. should be Incorporeted in Tech Specs Ct 
whether first paragraph of footnote is MRC disclaimer. 

BONERS. E. 8. Atomic Safety and Licensing Board Panel. 79/11/i*. Ip. 


DOCKET 30-322 SHOREMAN NUCLEAR POUER STATION 


A. Apptlcatton/constructlon stage documents b correspondence 


790B070310 Forwards NUHE0/CR-06*0> "Enhancaaient of Onsite Emergency 
Diesel Generator Reliability.’' Hequeste coments. U/o ehcl. 
VASSALLD. 0. B. Assistant Director for Light Water Reactors. 
79/04/16. 3pp. 


7918110011 Forwards NRC position on status ti applicability to pending 
DL applications of results of TNI followup actions, Outlines 
addl short-term actions to ba takon. 

VASSALLO. 0. B. Division of Project Hanagomant. 79/09/27. 41pp. 


7918110264 Discusses NRC plans to usa ganerlc analyses to develop early 
verification program to resolve ATWS issue for PURs tc BHRs. 

Buccsss of program dtpends on Industry response. Supports 
foreiation of owners groups to provide necessary info. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7918130129 Forwards proposed Revleion 2 to Reg Ouida 1.97. 
"Instrumentation for Light Water Cooled Nuclear Power Plante 
to Aseass Plant b Environs Conditions During b Following 
Accident," Requests comments. 

VAROA. 8. A. Assistant Director for Light Water Reactors. 79/11/83, 
3pp. 


7918870167 Forwards proposed Revision 8 to Reg Cuide 1.97. 
"Instrumentation for Light Water Cooled Power Plants to 
Assess Plant b Environs Conditions During b Following 
Accident. " Comments should be filed before 791814 meeting. 

VARBAiS, A. Assistant Dlractor for Light Mater Reactors. 79/11/23. 
3pp, 


7918270178 Notification of 791214 molting w/applieants to discuss 
proposed Revision 3 to Reg Guide 1,97. "Instrumentation for 
Light Water Cooled Nuclear Plants to Assess Plant b Environs 
Conditions During b Following Accident. " 

KlHTNERi L, L. Light Water Reactors Branch I, 79/lt/19. Ip. 


7918070064 Sumaary of 791108 Meeting w/Naval Research Lab. util. GE b 
SbW in Bethesda.MD ra status of leiialc qualification raviaw 
of facility. 

HILBONiJ. N. Light Water Reactors Branch 4. 79/11/30, 11pp. 


7918140033 BuMaary of 791017 meeting w/util.BbW b Hunten b Williams in 
DethesdaiHD re review of application for facility DL. 

WILSON. J. N. Light Water Reactors Branch 4. 79/11/30. iOpp. 


C. Utility Environmental Report (ER). amends b correspondence 

791S3OO104 Forwards updatad distribution list for environ rapt euppls b 
anands for facility, 

DUNCAN. H. Environmental Projects Branch 8. 79/18/07. 4pp, 


F, Bocurlty. nadlcal. emergency b fire protaction plans 


7918040471 Forwards info re upgraded emergency plans to plants under 
const b DL review. Appl icants required to sheke certain 
amargancy arrangements w/stata b local organl latlons b 
subailt emergency plans par Rag Ouida 1. 101. 

VASSALLQi D. B. Division of Project Management. 79/11/81. 6pp. 


0. Adjudicatory cerreipondenca 


7911190928 Testimony re Intervener Miami Valley Power Project 
Contention 17 on use of Ktowool as fira tarrlar for cable 
tray a. Cartifleata of five and, 

HARRISON. 0. A. Dlvialon of Systems Bafety. 79/10/30.' 19pp. 


“-7911190930 Forwards June 1979 "Fire Prateetiva Cable Tray Fire Tost" 
by N8 Abrams, witnessed by NB Cohn on 790606. 

COHN.N. B. Goga-Habcock Aisoclatas. Inc. 79/06/18. 6pp. 


7918060074 Forwards 791103 sacond stipulation resultlnp froa applicant. 
NRC b Suffolk County nagotlattoni on Ibttar contentions, 

REVELV. W.T. Hunt on b Williams. 79/11/09. Ip, 


7912170287 Notice by NY State Board on Electric Generation Biting b 
Environ. Rep 1 ias to utils' application for rehearing of ABLB 
order dismissing application for certificate of environ 
compatibility will be accepted if filed by 791203. 

MAOIBON. 8. R. New York. State of. 79/11/80. Ip. 


791S13003B Response to ASLB 791116 memorandum re NRC b intsrvenor 
Suffolk County 791108 second stipulation re certain 
intervenor contentions. Footnote 2 re RCS leakage may be 
incorporated Into Tech Specs. Certificate of Sve end. 

HOEFLINO. R. K. Hearing Branch 4. 79/12/04. 9pp. 


791219017B Forwards ASLB "Memorandum Concerning Second Stipulation Re 
Certain Suffolk County Contont i ons. " 

HOEFLINO, R.K. Hearing Branch 4. 79/12/04. Ip. 


—7918190191 "M'eaorandun Concerning Second 6tipulatlan Re Certain Suffolk 
County Contentions. “ . Util should specify if page two single 
spaced paragraph will ba included in Tech Specs. First 
santenea of footnote appears to be disclaimer. 

BOWERS, E. 8. Atomic Safety and Licensing Board Panel. 79/11/16. 

3pp. 


Q. Inspaetlon reports, IE Bulletins b correspondencs 


7912070800 Forwards IE Insp Rept 90-322/79-14 on 790827-30. Na 
noncoapi ianca noted, 

BRIMNER.E. J. Region 1> Philadelphia, Office of the Director. 
79/09/26. app. 


— 7918070202 IE Insp Rept 90-322/79-14 on 790027-30. No noncompUaneo 
noted. Major areas inspected; overall preoparatlonal test 
prograa,pipe supports, chlorination sgs, load ctr transformers 
b emergency standby power sys. 

NlCHOLAS.H. H. • HIOOINS.J.C. Rsglon 1, Philadelphia, Office of 
the Director. CAPHTON.D. L. Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch. 79/09/29, 9pp. 


7918130181 Supplements 790911 response to IE Bulletin 79-19. No unusual 
wear found during hydraulic , testing of deep draft pumps, 
startup test planned for sve water pumps. 

NQVARRO,J.P. Long Island Lighting Go. 79/10/09. 2pp. 


7912130451 Responds to IE Bulletin 79-14 re seismic analysts fO'r 
isfaty-relatad piping sys. Seismic analysis of safety-related 
piping 8 1/2-inch diameter b greater accurately reflects 
actual installation. 

NOVARRO,J.P. Long Island Lighting Co. 79/10/30. Spp. 


7918130019 Responds to IE Bulletin 79-23, "Potential Failure of EDO 
Field Eiciter Transformer. " Each transformer to be 
inspected for direct or Indirect grounding cunditton. 

NOVARRD, J. P. Long Island Lighting Co. 79/11/01. 2pp. 


7912310094 Forwards IE Insp Rept 90-322/79-lS on 790921-22, No 
noneosplianee noted, 

BRUfWCRiE, J, Region'll Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/11/09. Spp. 


”7918310098 IE Insp Rapt 90-388/79-19 on 790921-82, No noneompl lane* 
noted. Major areas inspected: r eactor pressure vessel b main 
steam line hydrostatic test. 

NICHOLAS, H. H. Region 1, Philadelphia, Office of the Director. 

CAFHTONi D. L. Region 1, Philadelphia, Reactor Dperatlons Nuclear 

Support Branch. 79/11/07. 9pp. 


7912090036 Forwards IE Circular 79-22, "Stroke Time* fur Power Operated 
Relief Valves." No response required. 

CRIER, B.H. Region 1, Philadelphia, Office of the Olrector. 
79/11/16. Ip, 


7912090896 Forwards IE Info Notice 79-27, "Steam Oinerator Tube 
Ruptures at Two PWR Plants." No response requirsd. 

CRIER, B.H. Region 1, Phlladalphle, Office of the Director. 
79/11/16. ip. 


TSO 
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7912100124 FoTuiards IE ItiPa Notitc 79-20. ’□veT 1 aad 1 n 9 of Structural 
Elements Due to Pipe Support Loads." No response reaoired. 

GRIER. B H. Region 1. Ph 1 1 ad e 1 ph i a. Office of the Director. 
79/11/16 Ip 


79121O04G4 Responds to FOIA request for records re 791019 meetins 
at which JH Hendrie.D Hassell. L Uickuit t RT Kennedy tiiere 
present. Forwards J Stephens handwritten notes of RT Kennedy 
meeting. 

CARR. J. C, Division of Rules and Records. 79/11/23. 2pp. 


791S110413 Forijjards IE Info Notice 79-29. “Loss of Nonsa f e tg-R e 1 ated 
Reactcy Coolant Sys Instrumentation During Operation. " No 
spsciric action or response required. 

GRIER. Q. H. Region i. Ph i ladolph ia. Office of the Director. 

79/11/19. Ip 

7912050243 Forwards IE Duiletin 79-26. "Doron Lass From DWR Control 
Glades. " No response required. 

GRIER, 0.H Region 1. Philadelphia. Office of the Director, 

79/11/20. Ip. 


79121GOOB9 Forwards proposed Revision 2 to Reg Guide 1.97. 
"Instrumentation for Light IJator Cooled Nuclear Power Plants 
to Assess Plant ti Environs Conditions During J. Following 
Accident." Requests commonts. 

VARGA. B. A. Assistant Director for Light Water Reactors. 79/11/23. 
4pp. 


7912040498 Forwards tee for Class I I, Class II amend re request for 
extension of const dates for CPPR-39 i CPPR-69, 

CRANE. PA. Pacific Gas Electric Co, 79/11 /26. Ip 


7912060574 Forwards IE Circular 79-24. "Proper Installation !< Calibr of 
Core Spray Pipe Qreat Detection Equipment on UWRs, " No 
response required 

GRIER. D.H Region 1. Ph 1 1 adelph ia. Office of the Director. 

79/11/26, ip. 


7912190170 Ack RS Hirae 79U05 1 tr re CA Commission on Agriculture views 
concerning New Helones dam t< reservoir. Forwards 791031 news 
r e 1 ease, e ip la ini ng transfer of fac i 1 i t ies. W/o encl.Ltr being 
forwarded to NRC for consideration of Commission, 

NIELSEN. A. D. I n ter 1 or. Dep t. of , 79/11/26. 2pp. 


7912110051 Forwards IE Circular 79-23, "Motor Starters 5: Contactors 
Failed to Operate. " No response required, 

GRIER. D.H. Region 1. Philadelphia, Office of the DlrectOT, 
79/11/26. Ip 


7912190031 :Fo.rwards IE Duiletin 79-27, "Loss of Non-Class IE 
Instrumentation 8< Control Power Sys Dus During Operation " 

No written response required. 

GRIER, O.K Region 1, Philadelphia, Office of the Director. 
79/11/30. ip. 


7912310220 Forwards IE Info Notice 79-30, "Reporting of Defects 8i 
Noncompl lances, 10CFR2 1 " No action required. 

GRIERiD.H. Region 1, Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7912190750 Forwards IE Qullctin 79-20. "Possible Malfunction of Namco 
Model EAIRO Limit Switches at Elevated Temps. " Written 
response required 

CRIER. e.H. Region 1, Philadelphia. Office of the Director. 
79/12/07. Ip 


7912040452 Notifies NBC of intentions re paving of certain roads at 
plant site 6 impact on archaeological resource area north of 
p 1 ant. Forwards 791112 1 tr from Greenwood 6 Associates. 

PETERS, R.J, Pacific Gas & Electric Co. 79/11/27. 6pp. 


7912170030 Forwards IJA Baldwin of Friends of the Earth 791024 request 
for preparation of addl onvlron statements re Class 9 
accidents at fac i 1 i t i es. Pet i t ion boing handled as request 
for action under 10CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/27. 2pp. 


7912170064 Forwards WA Baldwin of Friends of the Earth 791024 request 
for preparation of addl environ statements re Class 9 
accidents at fac i 1 i t ies. Pe t i 1 1 on being handled as request 
for action under 10CFR2, 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/27. 2pp. 

7912110322 Forwards response to NRC 790Q02 Itr re sacondari) water 
c hemis try control. 

CRANE, P, A. Pacific Gas ti Electric Co, 79/12/05. 4pp. 


7912270517 Forwards revised preservieo insp program for facility re 
general magnetic particle ecaminatinn 6 program plan. 

NAVARRO, J.P. Long Island Lighting Co 79/12/13. 23pp. 


7912230200 Forwards IE Info No^fcice 79-31, "iJse of Incorrect Amplified 
Response Spectra." No written response required. 

ORIER.D.H Reginn 1. Philadelphia, Office of the Director, 
79/12/13. ip, 


7912120317 Supplies schedule for providing info re environ 
qualification of Class IE instrumentation !< electrical 
equipment, in response to 791102 Itr. 

CRANE, PA. Pacific Gas t< Electric Co. 79/12/05. Ip. 


7912130271 Forwards "Qualification of Control Sys," in response to NItC 
790917 Itr requesting info for rovlow of potential safety 
question detailed in IE Info Notice 79-22. 

CRANE,?. A. Pacific Gas U Electric Ce, 79/12/06. Ip. 


nnCKET 50-323 DIADL0 CANS’ON NUCLEAR POWER PLANT. UNIT 5 


7912050117 Joint Interveners' reply in opposition to NRC 6 applicant 
responses re qualifications of Chairman Hcndrie tc 
C 0 rami BS i oner Kennedy Available documents establish existence 
of 01 parte eommonicatlnns. U.'Cer tlf i rate of Svc. 

FLEISCHAKER.D FI o i s c hak c r. 0. S. PHILL IP3, J. R . Center for Law in 

the Public Interest. 79/11/23. 9pp. 


A Appllcafcion/construc tlon stage documents N correspondence 


79121IOOII Forwards NRC position on status 6 appl i r ab i 1 i ty to pending 
OL applications of results of TMI follnuup actions Outlines 
addl short-term actions to be taken. 

VASBALLO. D, n Division of Project Management. 79/09/27. 4Ipp, 


7912110264 Discusses flRC plana to use generic analyses to deveiop early 
verification program to resolve ATWB issue for PWRs t BHRs, 

Success of program depends on industry response. iSuppor ts 
furmation of owners groups to provide necessary info. 

DENTON, H R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7913100403 FOIA request for records re 79I0I9 meeting at which JM 
HandrlaiD Hassell, L Bickult 6 RT Kennedy were present. 

FLE JSC MAKER, 0. FI a i scha k er , D S 79/10/26 2pp. 


7912070004 Requests distribution of cncl memorandum to Board 
notification svc lists. 

VARGA. S, A, Assistant Director for Light Mater Reactors. 79/ll/OB, 
3pp. 


“7912130200 "Dualif icat inn of Control Sys. “ 

» Pacific Gas h Electric Co. 79/11/30. 50pp. 


7912310172 Notification of 000109 mooting u/util in Dethesda.MD to 
present info to util on methods ?< procedures usod by Bandia 
Labs in study on sys interaction L how methods might bo used 
for investigating effects of failures in sys 6 components. 
DUCKLEYiB. C. Light Water Reactors Branch i. 79/12/17. 3pp. 


7912310037 Confirms rescheduling of meeting re effect of nuclear plant 
on five endangered species to 000103. 

REGAN, W H. Assistant Director for Environmental Technology. 
79/12/19. Ip. 


D. NRO Draft/Final Environmental Statements, suppls !< eorraspondonco 


7912130063 Ack receipt of 791023 Itr re five endangered spocies near 
p I an t. Request s consultation meeting at future date, 

REGAN, W.H. Assistant Director for Environmental Projects. 

79/11/30. 2pp. 


F. Security, medical, emergency fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & OL review, AppI icants required to make certain 
emergency arrangements w/state l< local organ! lations & 
submit emergency plans per Reg Guide 1, 101. 

VASSriLLQi 0. B Division of Project Management. 79/11/21. 6pp. 
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0. Ad judicatary correspondence 


79120A0109 Responds to Oovornor Broun 791019 request to participate as 
r opr e sentati ve of State of CA. Request should be granted. 

Cortlficate of Svc end. 

DAVISiL. D. Hearing Branch 4. 79/11/05. 5pp. 


7918030030 Response in opposition to Joint Intervenors 791024(25 !< 86 
requests to Institute proceedings on qualifications of 
Chairman JM Hendrie 8< Commissioner RT Jiennedy.E* parte 
communications took p lace. Certi f icate of Svc end. 

OEHRiA.C. . FURDU3H, M. H, . CRANE. P. A. Pacific Oas 1. Electric Co. 
79/11/09. 22pp. 


7912130160 Supports Oovernor EO Broun petition to intervene for 
reasoning set forth in NRC response. Certlfl cato of 8vc end. 
FLElBCHAKER. D. S Af P i 1 iat Ion Unknown. FLEISCHAHER. D, S Flelschaker. 
D. S. 79/11/09, 3pp. 


7912130276 Brief in support of eiceptlons to Part IV of ASLB 790927 
partial Initial decision. Urges revision of NASI.P Inference 
la/intorvenor participation in security matters. Exclusion of 
experts prejudiced intervener. H/Certificate of Svc. 

BALDWIN. W. A. . JONES. Y. I.. VALENTINE. P. C, San Luis Obispo Mothers for 
PeaCB, 79/11/12. 26pp. 


7912050161 Response to Joint Intervenors' 791024 & 26 requests to 
disqualify Commissioners Hendrie J< I'.onnedy. Request should be 
denied because Joint Intervenors failed to satisfy burden of 
proof as to bias. 

DAVISjL. D, Hearing Branch 4. 79/11/13. itpp- 


— 7912050173 Note to all parties foruarding summary of 791019 meeting 
between JM Hendrie li util representatives. 

« Docketing t< Services Branch. 79/ 10/26. 3pp. 


7918060229 Order granting extension until 791121 for all parties to 
Pile replies to applicant motion for OL. 

CHIl.K> B. J. Commission. 79/11/ IS. Ip. 


7912070171 Response in opposition to PO&E 791105 objections to Oovernor 
Hrosin participation in proceeding. R Ights of interested 
state representativQs established in NRC regulations. 

Timeliness requirement need not be applied to state. 

BROWN. H H.. KLINE. J. A. California. State of. 79/11/15. 4pp. 


7912060139 Order admitting State of CA as Interested state In 
proceeding. Orants Governor Broun representative participant 
status. Requests identification of issues within 30 days 
Pron receipt. 

BOWERS) E. S, Atomic Safety and Licensing Board Panel. 79/11/16, 

2pp. 


7918060941 Order directing NRC to file response on intervenors' 
security plan contentions by 791218. 

BISHOP. C.J. Atomic Safety and Licensing Board Panel. 79/11/19. 

8pp. 


7913090439 Order extending deadline to 791123 for Joint Intervenors 
response to util 6 NRC question re hearings to determine 
qualification of Commissioners Kennedy & Hendrie. 

CHILK. 8. J. Office of the Secretary of the Commission. 79/11/20. 
»P- 


7912030029 Response in opposition to applicant 791026 motion requesting 
issuance of OL. Record incompleto re presence of reasonable 
assurance that activities may be conducted u/o endangering 
public health t. safety, Certi fi cate of Svc end. 
nAVrS.L. D. Hearing Branch 4: 79/11/21. 9pp. 


7912050046 Joint lntBrvBnor;s ' response opposing applicant 791026 motion 
requesting that ASLS be directed to issue decision on 
remaining i ssues. Dpportur^i ty to develop argument re OL 
issuance should be granted. Certificate of Svc end. 

FLEI8CHAHER, D. Flelschaker. 0. 8. PHILLIPS. J. R. Center for Law in 
the Public Interest. 79/11/21. Bpp. 


791813005B Forwards petition by WA Dalduiln. requesting that NRC prepare 
supplemental environ statements re Class 9 accidents at 
facilities. Appropriate action will be taken. 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/11/87. 3pp. 


-7912130070 Request for action under 10CFfi2. 206. for preparation of 
supplemental EI8 concerning impact of Class 9 accidents at 
facilities. 

MULLER. 0. R. Division of Site Safety & Environmental Analysis. 
79/11/23. Ip. 


7912130168 Request for extension until 791207 to file brief in support 
of exceptions token to ASLB 790927 partial initial decision. 
Represents that neither NRC nor applicant oppose motion. 

Stamped "granted" on 791128 by ASLAD. 

FLEISCHAKER. n, S Af f 1 1 I a 1 1 on Unknown, FLE I SCHAKER. D. S Flelschaker. 
D. S. 79/11/87. 8pp. 


7912140011 Request by Joint Intervonora for extension until 791207 to 
file brief in support of exceptions taken to ASLB 790927 
partial initial dec isi on. Volumi nous transcript requires addl 
time to assure quality of brief . Certi fi catc of Svc end. 

FLEISCHAKER, 0. Flelschaker. I). S, PHI LLIPS, J, R. Center for Law in 
the Public Interest 7?/li/27 4p(i. 


7932190330 Opposes private meeting held between util 6 NRC on 791019. 
Urges disqualification of JM Hendrie & RT Kennedy from 
participation in matters concerning fac i 1 it i es. Forwards DR 
Kirkpatrick 791106 Itr transmitting KS Coen 791207 Itr. 

LAURN, V, W, Affiliation Unknourr 79/11/27, ip 


--7912190237 Opposes private meeting held between util It NHC on 791019 
KIRKPATRICK. D, Af f 1 1 la t ion Unknown. 79/11/06. Ip. 


— 7912190245 Requests d i squal if i ca t ion of JM Hendrie t< RT Kennedy from 
licensing proceedings for facilities. 

COEN, K. S, Affiliation Unknown, 79/13/07. Ip, 


7912200158 Ac k receipt of 791024 petition !< forwards FR notice for 
request for action per 10CFR2, 206 

DENTON. H R Office of Nuclear Reactor Raguiatiorv. 79/11/27, 3pp. 


— 791280016S Notice of issuance & availability of Friends of tne Earth 
791084 petition requesting that NKC prepare supplemental 
EI8 re Impact of Class 9 accident at facilities, 

MULLER. 0. R. Division of Site Safety U Envirunmental Analysis. 
79/11/23. Ip 


7912170012 Brief in support of Joint Intervenors exceptions to ASLB 
partial initial dec i si on. Ooard failed bo consider properly 
seismic focusing b high stress drop issue. Issue should be 
remanded for hear ing. Cert i fica tc of Bve enc 1 . 

KLINE. J. A. . DROWN, H.H. California. State of. DRDHN.HH. Hill 
Christopher b Phillips, 79/12/07. IDpp. 


7912310457 Brief in support of exceptions to A3LD 790927 partial 
initial decision which found that facility could withstand 
7.5 magnitude earthquake on Hosgri faul t. Requests ASLAD hear 
oral arg ument. Cert i f icate of Svc end. 

FLEISCHAKER, D. 3 Flelschaker. D S, 79/12/07. B9pp 


7912270064 Requests response to 791030 request for preservation of NRC 
memoranda re 791119 mooting between JM Hendrie & Ktelke. 

Shackleford l< Blanc . Forwards copy of 791030 Itr. W/o end. 
FLEISCHAKER. D. 3 Fleischaker, U. 3. 79/12/13. Hpp. 


7912200912 Requests that OL not bo granted to util. Cites inability of 
util. cities b county to preserve public health in event of 
nuclear mishap. 

HOFFMAN, H, Affiliution Unknown 79/ 12/14, Ip. 


7912280SOB Requests substantive response to 791024 request for NHC to 
supplement CIS to consider consequences of Class 9 nuclear 
accidents. Failure to respond by 600104 will indicate NRC 
does not plan tn require suppl. 

QALDHINrW.A, Friends of the E.irth. 79/12/81. Ip. 


K. General correepondence 


7912110371 Certifies that response to Governor EQ Broun petition to 
participate as representative of interested state was served 
on 791106, 

OIBCHDFF, C, A. Pacific Gas S. Electric Co. 79/11/16. Opp. 


79t219000Q Responds to request for renotice of license Task Farce 
recommendations proceodings I. full public hearings re TMI 
Lessons Learned applicable to appl leant. Eva luation of 
recommendations underway. 

ENOELHARDT, T, F, Deputy Executive Legal Director. 79/11/27. 3pp. 


•7912190035 Forwards interim guidance far upgrade of emergency plans 
per Reg Guide 1 . 101 Comments requested. 

EISENHUT. D. 0. Assistant Director for- Light Water Reactors. 
79/10/10. 8pp. 


•7912190045 Requests full public hearings re TMI Lessons Learned Task 
Force rocommendat i ons Ic ronatice of ongoing licensing for 
public partic Ipat Ion. 

CARRi H. League of Women Voters of San Luis Obispo. CA. 79/10/89. 
ip. 
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79ia’l90330 Sopporfca r«Buraptioti of OL 

SHAUrH. E> Affiliation Orknobin, 79/11/27. Ip. 


79122B0600 RBspondi to 7909S6 Itr re pouiep plant opening, waste dUposai 
h eafetg precautions, NRC condottlng thorough Inveitigation 
of TMl accident, Recommendations will be applied to all 
nuclear fad I Itiee. Ltr end. = 

DENTON.H R. Office of Nuclear Reactor Regulation. 79/12/07. 3pp. 


H. Ufcilitg Final Safety Analysis Report IFSAR> & amends 


7912260280 Forurarda Amend 01 to FSAR tt Amend G2 to Hosgrl Rept, 
SHACKLEFORD. D. M Pacific Oas 6 Electric Co, 79/12/18. Ip. 


— 7912260204 Amend 81 to FSAR t Amend 02 to Hoegrl Rept for Diablo 
Canyon. Provides addl Info re pres suri la 1 1 on. al r flow 
conservative dumping va 1 ue. torsion calculation b polar 
crane stab 1 1 i ty. 

a Pacific Oas b Electric Co. 79/12/lB, 96pp. 


Q. Inspection reports. IE Oulletino b correspondence 


7912060090 Forwards IE Insp Rapts 50-279/79-21 b 50-323/79-11 on 
790821-24 b 0924-26. No nonconp lianco noted. 

CREWS. J, L. Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch. 79/10/19. 2pp. . 


—7912060104 IE Insp Hepts 50-279/79-21 b 90-323/79-11 on 790021-24 b 
0924-26, Ho noncomplianee noted. Major areas Inspected; 
preoperatlonal testing eva 1 uat ion. veri f icat i on of test 
results b IE circular fnllowup. 

BTERNSERO. D, M. Region 9. San Francisco. Reactor Operations 

Nuclear Support Branch. MORRILL. P. J. . HORN, A, J. Region 5. San 
Francisco. Office of the Director. 79/10/19. 9pp. 


7912100273 Forwards IE Into Notice 79-20. "Overloading of Strocturai 
Elemints Due to Pipe Support Loads. " No reoponse rogulred. 

EHOELKBN. R. H. Region 5. Ban Francisco, Office of the Director. 
79/11/16. ip. 


7912110510 Forwards IE Info Notice 79-29. "Loss of Nonsaf ety-Related 
Reactor Coolant 0ys Instrumentation During Operation," No. 
epaelflc action or response required. 

ENOELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/11/16. Ip. 


7912070022 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Ureal Detection Equipment on BWRs. “ No 
response required. 

ENOELKEN.R, H. Region 5. San Francisco. Office of the Director. 
79/11/26, Ip. 


7912110268 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate, '■ No response required. 

ENCELKEN.B. H. Region 5. San Francisco, Office of the Director. 
79/H/26. Ip. 


7912110494 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspandence 
sent by NRC to licensees. 

ENOELKEN.R. H. Region S. San Francisco, Office of the Director. 
79/11/26. Ip. 


7912190121 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Qparatlon. '' 
Written response required. 

ENOELKEN.R. H, Region 5. San Fratielsco, Office of the Director. 
79/11/30. ip. 


7912310269 Forwards IE Info, Notice 79-30, "Reporting of Defects b 
Noncompliances, 10CFR21, " No action required. 

ENOELKEN, R. H. Region 5. San Francisco, Office of the Director. 
79/12/06. 4pp. 


7912140492 Forwards reply to IE Dulletin 79-02. "Pipe Support Base 
Plate Designs t/slng Concrete Etpension Anchor Bolts. " 

BPENCERiC, a. Region 5. San Francisco, Reactor Construction b 
Engineering Support Branch. 79/12/07. Ip, 


—7912140497 Respond! to IE Bulletin 79-02, Revl slon 2, "Pipe Supports 
Base Plate Designs Using Concrete Espaniion Anchor Dolts." 
Supports have stiffener plates added to assure baseplate 
rigidity b lead distribution to holts. 

CRANE, P. A. Pacific Oas b Electric Co, 79/09/19. 4pp. 


7712200237 Forwards IE Bulletin 79-20, "Possible Malfunction of Nameo 
Model EAiaO Limit Switches at Elevated Temps. " Action 
r 6QU irsd . 

ENOELKEN. R. H. Region 5, Ban Francisco, Office of the Director. 
79/12/07. Ip. 

7912270072 Forwards POLE response to IE Bulletin 79-04. 

SPENCER. 0. S. Region S. 8an Francisco. Reactor Construction b 

Engineering Support Branch. 79/12/07. ip. 

— 7912270070 Notifies that response to IE Bulletin 79-04 will be sent by 
791101 pending receipt of calculated loads b hanger strength 
review from Westinghouse. 

CRANE, P. A, Pacific Oas b Electric Co. 79/10/16. Ip. 


7912190614 Responds to IE Bulletin 70-12,70-184 b 70“i2B. Weld metl 
heat b lot numbers tabulated In 790603 C-E generic rept. 
Surveillance weldment consists of full thickness weldments 
using tandem arc welding process. 

CRANE, P. A. Pacific Oas b Electric Co. 79/12/12. , Ip. 


7912200619 Forwards IE Info Notlco 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

ENOELKEN.R. H. Region 5, San Francisco, Office of the Director. 
79/12/13. Ip. 


U. Congreeeional /E» ecut ive Correspondence 


7912210216 Ack receipt of 790920 Itr re League of Women Voters of Ban 
Luis Pblspo.CA comments on advance notice of rulemaking for 
emergency planning at Diablo Canyon. 

OOBSICKpL. V. Office of the Executive Director for Operations. 

79/10/29. Ip. 

— 791221022B Forwards League of Women Voters of Ban Luis Obispo, CA 790920 
comments on proposed regulations for nuclear emergency 
plant. Requests comment. 

LAOOMAR8INO, R, House of Rep. 79/09/20. 7pp. 


7912210124 Responds to JH Alexander 790889 Itr re study of human factor 
of nuclear plant installation. Operating personnel receive 
addl training in plant transients b multiple accident 
conditions. 

QOB0ICK, L.V. Off Us of the Eieeutlva Director for Operatione. 
79/10/31. app. 


— 7918210133 Forwards OH Alexander request for more study of human factor 
in operating b control sys of nuclear power plant 
Installation. Requests comments. 

CRANSTON, A. Senate. 79/00/29. 2pp. 


7918210030 Requests info re effect licensing moratorium will haw# on 
facility. 

LAOOMAR61NO, R. J House of Rep. 79/11/00. Ip. 


7912130206 Advises that Commission move quickly to decide if 7910'19 
meeting w/utll disqualifies Commissioners Hendrie b Kennedy 
from, licensing. 

LAODMARSINO.R. J House of Rep. 79/11/15. Ip. 


7912100468 Forwarde Itrs from constituents re licensing of faelllfclti. 
Requests Commissioners Hendrie b Kennedy be disqualified 
because of attendance at 791019 meeting w/util. 

LAODMAR81NO, R. J House of Rep. 79/11/15, 15pp. 


— 7912100475 Urges Commission not to license nuclear raaetor doe to 
proximity bo earthquake fault. 

JACKSON, 0. M. Affiliation Unknown. 79/11/20. Ip. 

— 7912160400 Urges resignation of Chairman Handrle b Commlesloner Kennedy 
for attending peetlng u/PObE. 

COOPER, P. Affiliation Unknown. 79/11/05. Ip. 

— 7912100404 Objects to secret 791019 meeting between Hendrie, Kanneid* b 
PObE. Urges disqualification from further decisions on util. 

CUMM1N0B,B. C. Affiliation Unknown. 79/11/06. Ip. 


— 79121BO400 Forwards copies of 791121 Itrs sent to Senator Craiseton it 
Representative Penatta urging disqualification of Hendrie It 
Kennedy. 

TETER.H, M. Affiliation Unknown. 79/11/21. 4pp. 


— 7912180493 Forwards copy of 791112 Itr to Benator Cranston objactlng 
to meeting between Hendrie, Kennedy b PObE. Requests each 
commissioner receive copy. 

ERNST, T. Affiliation Unknown. 79/11/20. 8pp. 
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— 79131B0302 Porwardt copy of Itr to Sanator Cranston urging 

dio^ual If Uatlon of Handria b Kennady from furthar daclaions 
on util. 

ZIHHERHAN.A. Affiliation Unknoun. 79/11/30. 3pp. 


— 7918100307 Porwarda copiot of 791116 Itr* to Banator Crantton & 
Rapradantative Panetta urging d iaqual if Icatlon of Handrla It 
Kannady from further daclsiona on PO&E. 

MANZER. R. Affiliation Unknoun. 79/11/16. 3pp. 


— 791210OS1O Okjects to meeting betuaan Hendri*> Kennedy b PObE. Urges 
disqualification from further decisions on util. 

HOOOYiR.> KOODYiD. Af fl 1 iat ion Unknoun. 79/11/11. 6pp. 


DOCKET 90-324 BRUNSUICK STEAM ELECTRIC PLANT. UNIT S 


F. Eecurlty. medical, emergsncy b fire protection plans 


7912S0002S Dlecusies NRC 791109 meeting re amargency preparedness team 
ravieu ob jcetives. Provides guidance for improving licensee 
aatirgency preparednees b assuring capability of offsite 
agenclaa to take appropriate emergency actions. 

OiRIHESi B. K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


P. Operating license stage documents it correspondence 


7912100189 Discusses NRC 791101 meeting u/rapreiantatives of NS8S 
vendor* tc fuel suppliers re discussion of raspaetlve 
portions of ECCS evaluation models dealing w/fuel cladding 
swelling b incidence of rupture. Uendor responses and. 

ElBENHUT. D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


— 7912100259 Respond* to NRC 791101 request re noneomp 1 lance of 
Ucstlnghouse ECCS evaluation model under requirements 
of lOCFROO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Mestlnghousa plants. 
ANDERSON. T. ht. VIestinghause Electric Corp. 79/U/OS. 4pp. 


"7912100330 Responds to NRC 791101 request re ORNL cladding suielllng b 
rupture data. Review of analytical models tt tests Indicates 
compliance u/lOCPRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ. R. H. Oeneral Electric Go. 79/12/07. 2pp. 


--7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Conclude* that data properly represented by fuel models 
used in vendor evaluation modals it that analyse* demonstrate 
all crliaria of 10CFR90. 46 satisfied. 

OWBLEViO.F. Esxon Nuclear Co. < Inc. (subs, of Exxon Carp. >. 
79/11/02. 9pp. 


— 79121004S6 Forward* addl Info rs svaluatlon of Impact of NRC proposed 
ruptura/bleckage model used In vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
ruptura/blockaga model on licensing calculation results. 

DHSLEVt-O. F. Exxon Nuclear Co. > Inc. (subs, of Exxon Corp.). 
79/11/04. 22pp. 


79121B0319 Forward* safety evaluation for single loop operation. 
: UAINABiO. Plant System* Branch. 79/11/14. ip. 


— 7912180330 Safety evaluation supporting license amend for single loop 
oparatlon. EObO tochnical evaluation end. 

• Office of Nuclear Reactor Regulation. 79/11/14. 13pp. 


7912040270 Summartias revised Cycle 3 startup test rept. Corrects util 
791108 submittal. 

FURRiB.U. Carolina Power b Light Co. 79/11/21. 4pp. 


7912040905 Forwards revised Cycle 3 summary startup test ropt.N/o 
end. 

FORR>B. J. Carolina Power b Light Co. 79/11/21. 4pp. 


7912040340 Forwards response to NRC 791002 Itr re Oak Ridge Associated 
Unlv* radiation safety training course. Raquasts 3-manths 
notice .prior to implemfntationi so that slts-speclf Ic 
orientation matl can be prepared. 

inLEY.E.E. Carolina Power b Light Co. 79/11/29. Ip. 


7912200630 Notifies of fee assessment for review of 790017 security 
personnel training b qualification plan. Requests payment, 

DIOOB.R, M. License Fee Management Branch. 79/12/06. Ip. 


7912120409 Responds to 791022 Itr by stating interim position for 
containment purge b vent valve operation! pending resolution 
of isolation valve oparab 11 1 ty. Verf if Icatlon of valve 
operability will be available by B00107. 

UTLEY, E.E, Carolina Power b Light Co. 79/12/07. 2pp. 


7912270380 Confirms discussion u/NRC re completion of mods for safety 
relief valve indication, containment isolation b hlgh-range 
radiation monitoring. A1 1 THI Lessons Learned Task Force 
short-term requirements will be completed by 800101. 

UTLEY, E.E. Carolina Power & Light Co. 79/12/17. 2pp. 


a. Inspection reports, IE Bulletins b correspondence 


7910040479 Forwards rept of Hay 1979 insp by Performance Appraisal 
Team. Issues in compliance section should be resolved. 

THORNBURG, H. P. Division of Reactor Construction Inspection. 
79/0G/29. Ip. 


— 7910040491 Notice of violation from mgt insp on 790514-25. 

e Region 2, Atlanta, Office of the Director. 79/0B/29. 2pp. 


7912100337 Forwards IE Insp Repts 50-324/79-36 b 50-325/79-37 on 
790031-0920. No noneomp I lane e noted. 

LENlBtR.C. Region 3, Atlanta, Reactor Operations Nuclear Support 
Branch. 79/11/06. 3pp. 


--791210O343 IE Insp Ropts 50-324/79-36 b 50-325/79-37 on 790831-0920. No 
noncompliance noted. Major areas Inspected : plant operations, 
radiation protection QA program, organiiat ion b 
administration b core power distribution. 

OUZTB, J. E. Region 2, Atlanta, Office of the Director. 

KELLQQO, P. J. Region 2, Atlanta, Reactor Operations Nuclear 
Support Branch. 79/11/06. 6pp. 


7912060106 Forwards IE Info Notice 79-12A, “Attempted Damage to New 
Fuel Assemblies.'' No specific action or response required. 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912030223 Ack receipt of 7910D5 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-19 b 
30-325/79-19. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Oiroctor. 
79/11/14. ip. 


--7912030225 Responds to NRC 790913 Itr re violations noted In IE Inep 
Repts 50-324/79-19 b 50-325/79-1 9. Correc t ive actlon5;all 
questionable limiting conditions for operations will bo 
treated as reportable. 

BANK5,H.R. Carolina Power b Light Co. 79/10/05. Spp. 


--7912030227 Forwards IE Insp Repts 30-324/79-19 b 50-325/79-19 on 
790514-25 b notices of violation b deviation. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/09/13. 2pp. 


7912100160 Forwards IE Info Notice 79-2B, ''Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16 Ip. 


7912110540 Forwards IE Info Notice 79-29, “Loss of Nonsaf ety-Related 
Reactor Coolant 3ys Instrumentation During Operation" No 
specific action or response required. 

0'REILLY,d. P. Region 2, Atlanta, Office of the Director. 
•79/11/16, 2pp. 


7912050626 Ack receipt of 791016 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-324/79-29 b 
S0-32S/79-30, 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 79/11/20, Ip. 


--79120S0629 Responds to NRC 790924 itr ro violations noted In IE Insp 
Repts 50-324/79-29 b 30-325/79-30, Correc t ive actions: 

Operating Procedure 2 revised re reactor rec irculattan sye. 
BANK8,H,R. Caro) Ina Power b Light Co. 79/10/16, 2pp. 


--7912050632 Forwards IE Insp Repts 50-324/79-29 b 50-323/79-30 on 
790702-27 b notice of violation. 

LEHI8,R. C. Region 2, Atlanta, Reactor Operations Nuclear 
Bupport Branch. 79/09/24. Spp. 


— 7912050634 Notice of violation from Insp on 790702-27. 

* Region 2. Atlanta, Office of the Director. 79/09/10. Ip. 


--7912050641 IE Insp Repts 50-324/79-29 b 50-325/79-30 on 790702-27, 
Noncompllance noted: fal lure to have adequate procedure to 
return recirculation loop to svc. Omission resulted In Unit I 
trip. 

□UZTSiJ.E. Region 2, Atlanta, Office of the Direebor. 
KELLOOO,P,J. Region 2, Atlanta, Reactor Operations Nuclear 
Support Branch. 79/09/18. 6pp. 
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7^12070159 AcV recejpt of 7?0‘?1‘? 1 tr irtforiinnj NRC of steps taken to 
correct violations noteri in It Insp Hepts 50~Zi2->/ 79 -25 5 
SO-325/79-26 

LEWIS. R.C Heoion S> Atlanta. Reactor Operations Nuclear Support 

Branch. 79711/20 Ip, 


— 7912070160 Responds to NIIC 790328 Itr re violations noted in IE Insp 
Repts 50-324/79-25 tv 50-325 / 79-26 Corre c 1 1 ve actions: 
tnforned personnel of requirements cautions to be followed 
before entering posted area 

BANKS. HR. Carolina Pouer J, Light Cn. 79/09/19 2pg 


—7912070163 Forwards IE Insp Repts 50-32*1/79-25 6 50-325/79-26 on 
790724-25 i notice of violation, 

LEIflS.R. C Region 2. /itlanta. Reactor Operations Nuclear 

Support Drench. 79/08/28. 2pp. 


— 7912070166 Notice of violation from insp on 790724—25. 

* Region 2> Atlanta. Office of the Director, 79/0B/16, Ip, 


— 7912070167 IE Insp Repts 50-324/79-25 !< 50-325/79-26 on 790724-25. 
Noncoeipl ianc Q noted: failure to follow radiation control 
entrg requirements t. failure of surveillance procedure to 
direct sqs restoration. 

SKDLDSiJ. L. Region 2. Atiantai Office of the Director. 
KELLOOS* P. J. Region 2, Atlanta. Reactor Operations Nuclear 

Support Brattth 79/00/16. 7pp 


7912060605 Forwards IE Circular 79-24. "Proper Installation !< Calibr of 
Core Sprag Pipe Break Detection Equipment on DNfls, " No 
response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director. 

79/11/26 Jp 


7912110123 Foruards IE Circular 79-23. '"Motor Starters Si Cdntactnrs 
Failed to Operate."" Ha response required. 

O'REILLY, J P. Region 2. Atlanta, Office of the Director. 
79/11/26. Ip 


7912310507 Notifies of delag in completion of Plant Mod 79-269 revised 
prints until BOOlOl of Plant Hod 77-370 prints until 
000501. per IE Insp Repts 50-324/79-02 S, 50-325/79-02. 

TOLLISOM. A C. Carol ina Power t Light Co. 79/11/28. Ip. 


7912040263 Responds tn IE Dulletin 79-01. Util comini t a tp install 
environnienta I I g qualified limit switches on MElYs during 
Spring 1930 refueling outages New switches are NAHCO hlodel 
740-SD100 tr meet IEEE criteria 

DTLEV.E E, Carolina Power 6 Light Cn 79/11/29, Ip. 


7912190363 Forwards IE Bulletin 79-27, '"Loss of Non-Class IE 
Instrumentation 6 Control Power 5gs Dus During Operation. 
Written response required 

0 'REILLY. J. P Region 2. Atlanta, Office of the Diroctor. 

79/11/30. Ip 


7913310033 Submits revised response to IE Bulletin 79-19 re packaging 
low level radwaste. A1 1 personnel involved In transfer, 
packaging transport of radwaste to use mgt-approved 
detailed instruction operating prucedures. 

FUBR.O.J Carol inn Power 5t l. ight Co. 79/12/04. 3pp. 


7913310SDO Responds to IE Dulletin 79-25. "'Failures of Nestinghouse 
:BF0 Rclags In 5afetg-Rela ted Sgs." Westinghause DFD relays 
not used !< not maintained in stock as spares 
FURR, DO Carolina Power J Light Cu, 79/13/05. ip. 


7912310266 Responds to IE Bulletin 79-02. Rev i sion 2. "Pipe Support 
Base Plate Designs Using Concrete Eapansion Anchor Qolts. "' 
Eipansion anchors not used in concrete block walls bo attach 
pipe supports in safety-related sys. 

FURRrO, J Carolina Power L Light Cn. 79/12/06. Ip. 


791331026S Forwards JE Info Notice 79-30. "Reporting of Defects h 
Noncamp 1 i ante Sr 10CfR2i. " No action required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 5pp. 


7912200006 Forwards IE Bulletin 79-28. "Possihla Malfunction of Namto 
Model EAIBO Limit Switches at Elevated Temps. " Action 
required 

D 'REILLY, 3. P, Region 3, Atlanta, Office of the Director. 

79/12/07 2pp. 


7912310262 Forwards revised response to IE Bulletin 79-01, "Environ 
Oual if i c at ion of Class IE Equipment, "' U/o end. 

FURR.D.J. Carolina Power Ii Light Co. 79/12/12. 2pp. 


V9122B0370 Forwards IE Into Notice 79-31. “Use of Incorrect Amplified 
Rasponse Spectra." No written response required. 

O'REILLY, JP. Region 2. Atlanta, Office of the Director, 

79/12/13. 2pp 


79122B0119 Foruards IE Circular 79-25. “Shock Arrestor Strut Assamblg 
Interference," No urittcri response required. 

0 'REILLY, J. P, Region 2, Atlanta, Office of the Director 
79/12/20. 4pp 


R Periodic operating reports & related correspondence 


7912130354 Forwards monthly operating rept for Nov 1979 
FURR, 6. J. Carolina Pouer t> Light Co. 79/12/10. Ip. 


— 7912130358 Monthly operating rept for Nov 1979. 

WILLIS, E, Carolina Power 1< Light Co, 79/12/05. 13pp 


5. Reportable occurrences. LERs ti related correspondence 


79121305B6 Notifies NRC that final rept re deficiencies in procurement, 
fabrication & Insp of engineered plates for concrete 
embedment 6 support of safety-related loads will be 
completed on 791231. Delays caused by eitensive rework. 

CHlANOl.N.J. Carolina Power !< Light Co. 79/11/02. 2pp. 


7912030177 RO: on 791 1 1 1 , during seal rep lacemont of reactor 
Tsc Irculatlon pump A, nonisolab le wold on pump A suction lino 
test connection leaked. Line removed & capped. Pump test 
connection Q will be modified. 

TOLLISON, A. C. Carolina Power 8< Light Co, 79/11/12. Ip. 


7912160477 Forwards LER 79-099/03L-0. 

TOLLIEON, A. C, Carolina Power L Light Co. 79/12/06. tp. 


—7912160482 LER 79-099/03L-0; on 791 120, coolant Iodine activity esteeded 
Tech Spec 1 iini t. Caused by two reactor scrams ti increase in 
fission product inventory in coolant from fuel element leak. 

Fuel bundles to be sipped L leaking bundles to be removed. 

TOLLISON, A, C. Carolina Power h Light Co, 79/12/06. Ip. 


7912160S33 Forwards LER 79-096/03L-0. 

TOLLISON, A. C. Carolina Power t< Light Co. 79/12/07. Ip 


■7912100537 LER 79-096/03L-0: on 791 1 1 5, dur 1 ng reactor low pressur* 
channel calibr I, function test, swi tches 1 2 of 

2-B21-P8-N0210 were out of tolerance. Caused by loose 
actuating cam. Cam set screw tightened (t instrument calibr. 
TOLLISON, A. C. Carolina Power i Light Co, 79/12/07. Ip. 


7918270279 Forwards LER 79-093/03L-0. 

TOLLlBONiA.C. Carolina Power S, Light Co. 79/12/07. Ip. 


—7912270301 LER 79-093/03L-0: on 791 120, during startup, rod 42-33 gave 
overtravel alarm at notch 46. Apparently caused by loose 
inner filter on drive. Rods will only be pulled to notch 46 
until drive unit overhaul during 1980 refueling outage. 

TOLLISON. A. C. Carolina Power I< Light Co. 79/12/07. Ip. 


7912120298 Forwards LER 79-095/03L-0, 

TClLLISONi A. C. Carolina Power t< Light Co. 79/12/10. Ip. 


—7912120303 LER 79-095/03L-0: on 791110, during relief valve test, pump 
relief valve lifted at 1,250 psig. Caused by scuffing on stem 
guide bushing ID it on stem OD. Scuffing cleaned I, surfaces 
polished smooth. 

TOLLISON, A. C. Carolina Power «, Light Co. 79/12/10. 2pp. 


7912180494 Forwards LER 79-100/03L-0. 

TOLLISON, A. C. Carolina Power L Light Co. 79/12/13. tp. 


— 79121B049B LER 79- 100/03L-0: on 791 120, dur i ng normal reactor startup, 
full out indication not received by reactor sequence control 
sys from control rod 06-27. Caused by defective optical 
isolator I sola tor replaced. 

TOLLISON, A. C. Carolina Power J, Light Co. 79/12/13. Ip. 


7912270926 Forwards LER 79-105/03L-0. 

TOLLISON, A. C. Carolina Power t< Light Co. 79/12/14. Ip. 


—7912270536 LER 79-105/03L-0: on 791201, while replacing indicating light 
bulb during rod block monitor rod block test, bulb broke L 
rod block monitor D tripped. Caused by base of broken bulb 
coming in contact w /ground. Bulb replaced. 

TOLLISON, A. C. Carolina Power «, Light Co. 79/12/14. ip, 
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7'?13S705‘19 FoTiuards LER 79-101/03L-0 

TOULISONi A. C, Carolina Pouier «< Light Co 79/12/14. Ip. 


— 7912270S61 LER 79-101/03L-0: on 791 120. d ur inj normal reactor startup, 
intermediate range monitor D did not Indicate proper overlap 
on Range 7. Caused bg preamplifier malad juetmcnt. Preamp 1 1 fier 
adjusted per Malnt Instruction 3~1 5J. 

TQLLISON. A. C, Carolina Poyer 8< Light Co. 79/12/14. Jp. 


7913270325 Responds to 790918 Itr requesting addl info on 750326 loss 
of offsite power at unit. Normal power was off for approi 
four minutes tt restored manua 1 1 y. Ifni t In cold shutdown. 

Oscillograph at Castle Hagne road 507. voltage loss. 

UTLEV.E.E, Carolina Power U Light Co. 79/12/lB. 2pp. 


7913270406 Forwards LER 79-103/03L-0. 

TOLLI0QN. A. C. Carolina Power & Light Co 79/12/19. Ip 


— 7912370414 LER 79-103/03L-0: on 791126. plant chlorlno source (railroad 
tank car) was located in exclusion area while control bldg 
chlorine detectors out of svc. Caused by shift foreman 
assumption that detectors were operational. 

TOLLISON. A. C. Carolina Power & Light Co. 79/12/19. Spp. 


7912260529 Interim deficiency rept re defective Seismic Class I hanger 
welds. Final rept will be forwarded on SO0I3O. 

CHIANOI.N. J. Carolina Power t. Light Co. 79/13/19. 2pp. 


7912270559 Forwards LEB 79-091 /03L-0. 

TOLLISON. A. C. Carolina Power i< Light Co. 79/12/20. Ip. 


•7912270570 LER 79-091 /03L-0: on 791 126. during normal plant operation, 
operator noticed containment atmospheric monitor CAC-AR-1259 
wss reading upscale on oxygon channel . Caused by blocked 
sampla flow while monitor was sampling torus, 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/20. ip. 


791227054B Forwards LER 79-09a/03L-0. 

TOLLISON. A. C, Carolina Power b Light Co, 79/12/21. ip. 


•79122705S8 LER 79-09B/03L-0; on 791 129. while replacing section of flex 
conduit leading to flow switch. one lead came in contact u/ 
cas a. shorting itself b causing RKR logic A power failure. 

Caused by blown F-l fuse. Fuse replaced, 

TOLLiaiON. A. C. Carolina Power b Light Co. 79/12/21. Ip. 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency b fire protection plans 


7912200022 Discusses NBC 791109 meeting re emergency preparedness team 
review ob jectives. Provides guidance for improving licensee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

OftlMESi B. K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


P, Operating license stage documents b correspondence 


79121001S9 Discusses NBC 79ii01 meeting w/repr esantattves of N8BS 
vendors b fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing w/fuel cladding 
awclling b Incidence of rup ture. Vendor responses end. 

E18ENHUT, D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


-79121O02SS Responds to NRC 791101 request re noncompliance of 
Wtstlnghouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
Indicates no safety problems for Westlnghouse plants. 
ANDERSON. T. M. Wostlnghouso Electric Corp. 79/11/02. 4pp. 


-7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests Indicates 
compliance w/lOCPRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

aUCHHOLZ, R. H. Oeneral Electric Co. 79/12/07. 2pp. 


■7912100407 Forwards response to NRC 791101 request re rod burst tost 
data. Concludes that data properly represented by fuel models 
used In vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 46 satisfied. 

ONSLEV. 0. F. Exxon Nuclear Co.. Inc, (subs, of Exxon Corp, ). 
79/11/02. Spp. 


— 7912100456 Forwards oddl info re evaluation of impact of MRC proponed 
rup tur e /b I DC k ag e model used in vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rup ture/b lockage model on licensing calculation results 
ONSLEVi Q. F Exxon Nuclear Co. . Inc. (subs of Exxon Corp.) 

79/11/04 22pp 


7912040340 Forwards response to NRC 791002 Itr re Oak Ridge Associated 
Untvs radiation safety training course Requests 3-montbs 
notice prior to tmplomentation.su that site-specific 
arlentatian matl can bo prepared 

UTLEV, E.E. Carolina Power b Light Co. 79/1 1/29, ip. 


7912200630 Notifies of fee assessment for reviau. of 790917 security 
personnel training b qualification p Ian. Request s payment, 

DtOOS. R.M. License Fee Management Dranch. 79/12/06. ip. 


7912120409 Responds to 791022 Itr by stating interim position for 
containment purge b vent valve aperation. pond ing resolution 
of isolation valve op erab i 1 i ty . Verf i f i ca t Ion of valve 
operability will be available by 800107. 

UTLEY. E.E, Carolina Power b Light Co 79/12/07, 2pp. 


7912270380 Confirms discussion w/NRC ro complotion of mods for safety- 
relief valve i nd i c at 1 on. c onto i nmen t isolation b high-range 
radiation monl taring. Al 1 TMI Lessons Learned Task Force 
short-term requirements will be compietod by QOOlOl, 

UTLEY, E.E, Carolina Power b Light Co. 79/12/17. 2pp. 


0. Inspection reports. IE Bulletins b corresp ondenco 


7910040479 Forwards rept of May 1979 Insp by Performance Appraisal 
Team. Issues in compliance section should be resolved 
THORNBURG. M. P. Division of Reactor Construction Inspectinn. 
79/08/29. ip. 


— 7710040491 Notice of violation from mg t insp on 790514-25, 

» Region 2, Atlanta, Office of the Diroctor 79/09/29. 2pp. 


7912180337 Forwards IE Insp Ropts 50-324/79-36 b 50-325/79-37 on 
790831-0928 No noncomp liancenobed. 

LEU18.R. C. Region 3. Atlanta. Reactor Operations Nuclear Support 

Dranch. 79/11/06. 2pp. 


—7912100343 IE Insp Repts 50-324/79-36 b 50-325/79-37 on 790931-0928. Mu 
noncamp I ianco noted. Major areas inspcc tod : p lant operations, 
radiation protection 8A program, organ! tat i on b 
administration b core power distribution 
OUZTS. J. E. Region 2. Ablant.i. Office of the Director. 

KELLQOO, P, J. Region 2, Atlanta. Reacter Operations Nuclear 

Support Dranch. 79/1 1 /06. 6pp. 


7912060106 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
Fuel Assemblies. " No specific action or response required 
O'REILLY. J, P. Region 2. Atlanta, Office of the Director. 
79/11/09, 2pp. 


7912030223 Ack receipt of 791005 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-19 b 
50-325/79-19. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director 
79/11/14. ip. 


■7912030225 Responds to NRC 790913 Itr re vielatinns noted in IE Insp 
Repts 50-324/79-19 b 50-325/79- 19. Correc t i ve actions: all 
quesblonablo limiting conditions for operations will be 
treated as reportable. 

BANKB.H. R. Carolina Power b Light Co. 79/10/03. Spp. 


—7912030227 Forwards IE Insp Repts 50-324/79-19 b 50-325/79-19 on 
790514-25 b notices of violation b deviation. 

O'REILLY. J, P, Region 2. Atlanta. Office of the Director. 
79/09/13, 2pp, 


7912100160 Forwards IE Info Notice 79-29, "Overloading of Structural 
Elements Duo to Pips Support Loads. " No response required. 
O'REILLY. J. P. Region 3. Atlanta, Office of the Diroctor. 
79/11/16. Ip. 


7912110540 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Re latcd 
Reactor Coolant Sys Instrumentation During Operation. ” No 
jpeciftc action or response required. 

O'REILLY. U. P. Region 2. Atlanta, Office of the Directnr. 
79/11/16, 3pp, 


7912050626 Ack receipt of 791016 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-324/79-29 b 
50-335/79-30. 

LEMIS.R.C. Region 2. Atlanta. Reactor □peratioris Nuclear Support 

Dranch, 79/11/20 Ip. 
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— 7912050629 Responds to NRC 7909B4 Itr re violations noted In IE Insp 
Repts 50-324/79-29 SO- 325/79-30. Correc 1 1 ve actions: 

Operating Proeoduro 2 revised re reactor recirculation syt. 
DAmSitt, fl. Carolina Pouer i> Light Co. 79/10/ It. Bpp. 


— 7912050632 Forwards IE Insp Rapt a 50-324/79-29 5 50-325/79-30 on 
790702-27 & notice of violation, 

LEUISjR.C. Resion 2. Atlanta., Reactor Operations Nuclear 

Support Branch. 79/09/24. 2pp. 


— 79120S0634 Notice of violation from Insp on 790702-27. 

» Region 2. Atlanta. Office of the Director. 79/09/lfi. Ip 


— 7912050641 IE Insp Repts 50-324/79-29 S. 50-325/79-30 on 790702-27. 
Honcoitipliance not ed : fa 1 1 ure to have adequate procedure to 
return recirculation loop to svc. Omission resulted in Unit i 
trip. 

QUITS. J.E, Region 2. Atlanta. Office of the Director, 
KELLOaOiP, J. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch. 79/09/ia. 6pp. 


7912070153 Act receipt of 790919 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-324/79-25 L 
50-326/79-26. 

LEVlIStR.C. Beploh 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/11/20. Ip. 


■7912070160 Responds to NRC 790S2B Itr re violations noted in IE Insp 
Repts 50-324/79-25 6 50-325/79-26. Correc tive actions; 
infornad personnel of requirements L cautions to bo followed 
before entering posted area. 

BANKS. H. R. Carolina Power 6 Light Co. 79/09/19, 2pp. 


— 7912070163 Forwards IE Insp Repts SO-324/79-25 t. 50-325/79-26 on 
790724-25 6 notice of violation, 

LEWIS. R.C, Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch, 79/00/23. 3pp 


—7912070166 Notice of violation from insp on 790724-25. 

* Region 3. Atlanta, Office of tho Director. 79/00/16. ip. 


— 791307'0167 IE Insp Repts 50-324/79-35 «i 50-335/79-36 on 790724-25. 
Noncompl la'n c e no ted; fa i I ure to follow radiation control 
entry requirements & failure of surveillance procedure to 
direct sys restoration. 

SK0UD9, J, L. Region 2, Atlanta. Office of the Director. 
HELLQ9S. P. U. Region 2. Atlanta. Reactor Operations Nuclear 

Support Dranch. 79/0B/16. 7pp, 


7912060605 Forwards IE Circular 79-24, "Proper Installation 6 Callhr of 
Core Spray Pipe Draak Detection Equipment on BWRs, " No 
response required. 

O'REILLY. J. P, Region 2. Atlanta. Office of the Director. 

79/11/26, Ip. 


79!2I10133 Forwards IE Circular 79-23, "Hotor Starters & Contactors 
Failed to Operate.'' No response required. 

O'REILLV. J. P. Region 2. Atlanta, Office of the Director. 
79/11/26. Ip. 


7912060142 Forwards IE Insp Rept 50-335/79-41 on 791022, No 
noncoispl tone e noted. 

O'REILLV. J. P. Region 2, Atlanta, Office of the Director, 
79/11/27, 2pp, 


— 7912060152 IE Insp Rop t 50-325/79-41 on 791022, No noncomp 1 ianee noted. 
Major areas Inspected : cause L corrective actions re 
791019 trip. 

BILEYiD. W. . KELLQSO.P.J. ReslDii 2. Atlanta, Office of the 
Director, 79/11/21. 2pp. 


7912310507 Notifies of delay in completion of Plant Mod 79-269 revlsad 
prints until 000101 6 of Plant Mod 77-370 prints until 
000501. per IE Insp Repts 50-324/79-02 «t 50-325/79-02. 

TDLLI6QN. A. C, Carolina Power it Light Co. 79/11/30. Ip. 


7912040203 Responds to IE Bulletin 79-01. Util commits to Install 
envlranmoTital ly qualified limit switches on MSIVs during 
Spring 1980 refueling outages. New suitc/ies are NAMCQ Model 
740-50100 Ic meet IEEE criteria. 

UTLEY. e.E. Carolina Power l< Light Co, 79/11/29, Ip. 


7912190303 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation 8, Control Po'uar Sys Bus During Clperation. '* 
Written response required. 

O'REILLY.U. P. Region 2. Atlanta, Office of tho Director. 
79/11/30. Ip. 


7912310053 Submits revised response to IE Bulletin 79-19 re packaging 
low level radwaste.All personnel Involved in transfer, 
packaging L transport of raduaste to use mgt-approved 
detailed instruction & operating procedures. 

FURR. 0. J. Carolina Power 6 Light Co. 79/12/04. Spp. 


7912310500 Responds bo IE Bulletin 79-25, "Failures of Westinghouse 
BFD Relays in Safety-Related Sys." Westinghouse BFD relays 
not used & not maintained in stock as spares. 

FURR.D. J. Carolina Pouar 6 Light Co. 79/12/05. Ip. 


7912310266 Responds to IE Bulletin 79-02, Revl sion 2. "Pipe Support 
Base Plate Designs Using Concrete Espanslon Anchor Bolts. 
Espanslon anchors not used In concrete block walls to attach 
pipe supports in safety-related sys. 

FURRiD.J. Carolina Power 8< Light Co, 79/12/06. ip. 


7912310235 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noneompliances, 10CFR21. " No action required. 

O'RElLL'Vi J. P. Roglon 2. Atlanta, Office of the Director. 
79/12/06. 5pp. 


7912200006 Forwards IE Bulletin 79-20, "Possible Malfunction of Nanco 
Model EAi0O Limit Switches at Elevated Tempt." Action 
required. . 

O'RCILLYi J. P. Region 2, Atla'hta. Office of the Director. 

79/12/07. 2pp. 

7912310202 Forwards revised response to IE Dullotih 79-01, "Environ 
Qualification of Class IE Equipment." W/o end. 

FURR.B. J. Carolina Power b Light Co. 79/12/12. 2pp. 

7912200370 Forwards IE Info Notice 79-31, “Use of Incorrect Amplified 
Response Spectra." Nu written response required. 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director. 

79/12/13. 2pp. 

79122B0119 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference." No written response required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/20. 4pp. 


R. Periodic operating reports 6 reiated correspondence 


7912130334 Forwards monthly operating rept for Nov 1979. 
FURH.B. J. Carolina Power t< Light Co. 79/12/10. Ip. 


— 7912130350 Monthly operating rept for Nov 1979. 

HILL10, E, Carolina Power 6 Light Co. 79/12/05. 12pp. 


8, Reportable oteurrencos. LERs b related correspondence 


7912210060 PNO-n-79-012A: on 791019, reactor shot down St coded at 
20 F per hour via reactor core isolation cooling sys. 

Reactor bldg evacuated w/gross beta gamma airborne 
activities about 30'/. of mai permissible concentration. 
DANCEiH.C. , KEULQOOiP.J. Region 2, Atlanta. Office of the 
Director. 79/10/19. Ip. 


7912260019 PNO-n-79-012; on 791019, high steam lino radiation signal 
was r ec e i V ed , c los 1 ng main steam isolation valvss h shutting 
down reactor. Low level airborno radioactivity detected in 
bldg. Reactor is cooling down for investigation. 

DANCEiH.C., KEI.LOaO, P. J. Region 2, Atlanta. Office of the 
Dlroctor. 79/10/19. Ip. 


7912130506 Notifies NRC that final rept re daftelencies in procorementi 
fabrication 6 insp of engineered plates for concrete 
embedment it support of safety-related loads will be 
completod on 791231. Delays caused by extensive rework. 

CHIANQliN. U. Carolina Power & Light Co. 79/11/02. 2pp. 


7912030177 RO: on 79111 1 . during seal roplacatnont of reactor 
T ec Ircol fltl on pump A. nonlsolablo weld on pump A suction line 
test connection loakod.Line removed U capped, Pump test 
connection B will be modified. 

TDLLISON, A. C. Carolina Power fc Light Co. 79/11/12. tp. 


7912200467 PNO-1 1-79-030: on 7911 10, during shutdown, water discovered 
dripping from through matl pipe crack in 0.75-inch tost 
connection from 20-incli reactor coolant pomp section line. 

RILEY, B.W.i KELLOOO, P. 0. Region 2. Atlanta, Office of the 
Director. 79/11/13. Ip. 


7912130539 RO-l-79-98; on 791019. reactor core isolation cooling turbine 
failed to start. Caused by sheared holt on eteaei exhaust 
check valve F040. Unit resumed power. valve repaired t< Isati 
tost satisfactorily completed. 

TOLLISON, A. C. Carolina Power 8c Light Co. 77/11/15. Ip. 
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79t203O432 Forwards LER 79-09B/OIT-O. 

TOLL1SON< A. C. Carolina Power (< Light Co. 79/11/2B. Ip. 


— 7912090430 LER 79-09B/01T-0; on 791 119. steam exhaust check valve FO40 
failed leak test. Caused by sheared bolt t> nut lodged in seat 
of reactor core isolation cooling steam exhaust isolation 
valve pool. Bolt t( nut removed. Leak test succossful. 

TOLLISON. A. C. Carolina Power b Light Co. 79/11/20. 2pp. 


7912090462 Forwards LER 79-099/03L-0. 

TOLLISOK. A. C. Carolina Power b Light Co. 79/11/20. Ip. 


—7912090470 LER 79-099/03L-0; on 79lt06.Units I & 2 chlorine detectors 
fattad to respond to test solution. Cause not known. Plant 
chlorine source moved outside enclusion area until detectors 
repaired. 

TDLLI80N. A. C. Carolina Power b Light Co. 79/11/20. Ip. 


7912090479 Forwards LER 79-OB4/03L-0. 

TOLLI80N,A. C. Carolina Power b Light Co, 79/11/28. Ip. 


—7912090400 LER 79-084/03L-0: on 791101. RHR flow indicator lEll-Fl-a33B 
indicated 2.900 gpm u/sys not in operation. Cause not etated. 
Indicator FI3338 b transmitter FI 3330 callbr b sys 
returned to eve. 

TOLLieoN. A. C. Carolina Power b Light Co. 79/11/20. Ip. 


7918110370 Forwards LER 79-097/03L-0. 

FURR. D. J. Carolina Power b Light Co. 79/12/06. Ip. 


•-7912I10381 LER 79-097 /03L-0: on 791100. during normal operation, 
circulating water pump motor failed b caueed diesel 
generator output breaker to reclose on bue. Caused by locking 
out of cloee signal by antipump feature. Plant mods planned. 
TOLLIBONi A. C. Carolina Power b Light Co. 79/12/06. 2pp. 


7912100603 Forwards LER 79-099/03L-0. 

TOLLISON. A. C, Carolina Power b Light Co. 79/12/07. ip. 


— 7912100613 LER 79-099/03L-0; on 791 US, during normal reactor startup, 
"full in" lights remained lit on control rode 10-11 b 26-11 
whan rods removed from "full In" position, Caused by short 
b defective gate on buffer probe cards, 

TOLLISON. A. C. Carolina Pousr b Light Co. 79/12/07, Ip. 


7912100549 Forwards LER 79-O06/O3L-O, 

TDLLI8DN.A.C. Carolina Power b Light Co. 79/12/11. Ip. 


—7912180992 LER 79-O06/O3L-O; on 791 1 19. during normal operation, 
containment atmoepherle monitor CAC-AQH-1263 foiled 
downscale on oxygen channel. Cause unknown. Instrument 
recallbr. Inveitigating other monitoring sys. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/11. Ip, 


7712100940 Forwards LER 79-094/03L-0. 

TOLLISON. A, C. Carolina Power b Light Co. 79/12/14, tp. 


—7912180949 LER 79-094/03L-0: on 791 116. during normal operation, broken 
drive belt was found on containment atmospheric monitor 
CAC-AaH-1299, Caused by normal wear. Belt added to periodic 
maint program to detect worn baits In future. 

TOLLISON. A. C. Carolina Power b Light Co, 79/12/14. Ip, 


7912270306 Forwards LER 79-O09/O3L-O, 

TOLLISDNiA. C, Carolina Power b Light Co. 79/12/17, Ip. 


— 7912270317 LER 79-0B9/03L-0; on 791 120. reactor core Isolation cooling 
turbine tripped on mechanical ovarspted during scram. Caused 
fay crack in amphenol connector to tachometer pickup. 

Connector replaced, 

TOLLISON. A. C, Carolina Power b Light Co, 79/12/17, 2pp, 


7912270922 Forwards LER 79-103/03L-0, 

TOLLIBON. A, C. Carolina Power b Light Go, 79/12/19, Ip. 


—7912270939 LER 79-103/03L-0: on 791209. root valve to Inatrumant* 
l-E8t-P8-N0t8B b D found closed. Cause unknown. Penetrant test 
completed euceestfully b valvee left In proper position, 
TOLLIBON. A. C. Carolina Power b Light Co. 79/12/19. 2pp, 


7918270929 Forwards LER 79-093/03L-0. 

TOLLIBON. A. G. Carolina Power b Light Co. 77/12/19, Ip. 


— 7912270941 LER 79-093/03L-0; on 791 127. while performing high staamltno 
radiation chonna 1 alignment b functional test. main 
steamline drawer D was out of specs. Caused by instrument 
drift. Drawer recallbr. 

TOLLISON, A. C. Carolina Power b Light Co. 79/12/19. 2pp. 


7912270963 Forwards LER 79-106/03L-0. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/19. Ip. 


—7912270371 LER 79-106/03L-0: on 791207. during core spray sys. component 
test, "core spray/RMR pump running" annunciator not 
rece ived. Caused by shut root valves not returned to normal 
position after testing on 791130. 
e Carolina Power b Light Co, 79/12/14. Spp. 


7912200989 Interim deficiency rept re defective Seismic Class I hanger 
welds. Final rept will be forwarded on B00130. 

CHIANOI.N.O. Carolina Power b Light Co. 79/12/19. 2pp. 


7912270487 Forwards LER 79- 102/03L-0. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/20. tp. 


— 7912270490 LER 79-i02/03L-0; on 791 129. during normal operation, 
containment atmospheric monitor tripped b could not be 
restarted. Caused by seised pump bear i ngs. Pump replaced b 
preventative maint procedure established. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/20. ip. 


7912870918 Forwards LER 79-098/03L-0. 

TOLLISON. A. C. Carolina Power b Light Co. 79/12/20. Ip. 


—7912270928 LER 79-092 /03L-0: on 791204. during normal plant operation, 
operator noticed containment atmospheric monitor 
CAC-ATH-1263 was reading downsca 1 e. Caused by blown power 
supply fuse b shift In instrument lero.Fuse replaced. 

T0LLI80N. A. C. Carolina Power b Light Co. 79/18/20. 2pp. 


7912270937 Forwards LER 79-091/03L-0, 

TOLLISON. A. C, Carolina Power b Light Co. 79/12/20. Ip, 


—7912270991 LER 79-09 t /03L-0: on 791201. seal staging flow high 
annunciator was received on recirculation pump IQ b dryuoll 
floor drain pump started pumping . Caused by excessive 
packing leakage of recirculation pump ID suction. 
TQLL180N.A.C. Carolina Power b Light Co. 79/12/20. Ip. 


7912870386 RO; on 791189. pressure switch FP-PSL-3963 shorted out. 
creating short on annunciator card covering Reactor Bldg 
Zones 13-13, Cause not stated. Short at pressure switch 
ranoved for repair. New annunciator card ordered. 

TOLLIBON. A. C. Carolina Power b Light Co. 79/12/20. Ip. 


7918870572 Forwards LER 79-tO7/0lT-O. 

TOLLIBON. A. C, Carol 1 na Power b Llg ht Co. 79/12/80, Ip. 


—7912270383 LER 79-107/OtT-0; on 791818. while performing visual insp n# 
Inaccessible snubbers. several snubbers found on safety 
relief valve FOtSH tal 1 p Ipe. Caused by reactor scram when 
safety relief valves F013F.O b H automatically lifted. 

TQLL1S0N.A.C. Carolina Power b Light Co. 79/12/20. 8pp. 


DOCKET 90-326 UNIV. OF CALIFORNIA AT IRVINE REB. REACTOR 


F. Security, medical, emergency b fire protection plans 


7918120806 Forwards draft Reg Ouide 9. XX, "8td Format b Content for 
Liceneee Physical Security Plan for Protection of SNH of 
KDdsrate or Low Strategic Significance. " U/o end. 

REID, R.U. Operating Reactors Branch 4 (Pre 7910301. 79/00/82. 

2pp. 


0. Inspection reports. IE Bulletins b correspondence 


7918280807 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

ORIER, B. N. Region 1, Philadelphia, Office of the Director. 
79/12/13. Ip, 


DOCKET 80-387 SEQUOYAH NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents b correspondence 


7918110011 Forwards NRC position on status b applicability to pending 
QL applications of results of TNI followup actions. Outlines 
addl short-term action* to be taken. 

VASBALLO, 0. B. Division of Project Management. 79/09/87. 41pp. 
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791311056‘t Discusses NRC plans to use generic analyses to develop early 
program to resolve M WS issue for PWRs & UWHs. 

Success of program depends on industry response. Suppor t s 
formatioTi of ourers groups to pi ovide nocesaarg info. 

DEMTON.h r Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912040143 Discusses MRC requirements re operator 
1 i c ense s. 

VASBALLD. D. D. Division of Project Management. 


8< senior op erator 
79/11/01. 2pp. 


7912060525 Forwards responses In NRC 791004 questions on water level 
measurement sy s inside con tainmen t. He sponses based on nods 
to steam generator ref leg design which will be completed 
before initial criticality. 

MILLS.L.n Tennessee Valley Authority. 79/12/03. Dp p . 


79122702B9 Forwards proposed revisions to FSAR Sections 13.2 l< 13.3 to 
be Incorporated into Amend 64. Iti response to 791130 
questions by OL reviewer J Bujy, 

MIULSi L, M Tennessee Valley Authority. 79/12/13. ip. 


--7912270295 Proposed revisions to FSAft Sections 13.2 Si 13.3. 
* Tennessee Valley Authority. 79/12/13. 10pp. 


7912270333 Forwards proposed FSAR revisions to be Incorporated In Ameiiii 
64. Revisions required to resolve Inconsistencies between 
draft Tech Specs 6 FSAR. Mark ed-up pages end. 

MILLSiL. t1. Tennessee Valley Authority. 79/12/19. I2pp. 


0. Inspection reports. IE Dulletins 6 correspondence 


79ia!3000l Forwards request for addi 
sys of facil Ity 

RUBENSTElN.t S Light Water Real 


nPo re instrumentation 6 control 
itors Dranch 4. 79/12/03. 9pq. 


7912030061 Forwards IE Insp Rept SO- 
noncompliance noted. 

LEHISpR.C. Region 3, Atlanta. 

Branch. 79/10/18. 2p. 


•327/79-49 on 790917-21, No 
Reactor Operations Nuclear Support 


7912060522 Forwards response to 791026 request for addl info re review 
0 .f WCAP-91-57. Includes info re qualification of resistance 
temp detectors 6 remote bellows sensing eontaimrent pressure 
transmitters. 

MILLSiL. M. Tennessee Valley Authority 79/12/04. 7pp. 


7912110369 Forwards responses to J Buiy 791130 telcon goes ti ons. FSAR 
will be revised by Amend 64. in accordance w/responses. 

MILLS. L. M. Tennessee Valley Authority. 79/12/05. 33pp. 


7912130'023 Notification of 000110 meeting u/util to discuss reporting 
level of util QA f< manager ti flA review of documents. 

5PBAUL. J. 0 Quality Assurance Branch. 79/12/05, Ip. 


7912180074 Notification of ACRE 791207 meeting re plant & low power 
tests. 

RUBENSTEIN. L. S. Light Water Reactors Branch 4. 79/12/06, 2pp. 


7912310356 Notl fieation of 000108 meeting w/utils in Bethasda.MD 
to discuss info request re adequacy of equipment 
qua! i f i cati on 

UNOARO. A R. Power Systems Branch. 79/lP/ll, 3pp. 

7912210003 Notification of 791210 meeting •w/util in Dethesda.MD to 
discuss risk assessments. 

STAHLE.C.n. Light Water Reactors Dranch 4. 79/12/13. 3pp. 

79I321034B Forwards 760329 Itr U drawings re interim auxiliary bldg 
aoconiiary containisent enc los ure. Tes t description excerpts of 
preoperati onal test TVA-9A enc 1. Drawings available in 
Central Files only. 

MILLS.L. M. Tennessee Valley Authurity. 79/12/13. 39pp. 

— 7918210336 Forwards proposal for interimh auxiliary bldg secondary 
containment enclosure. 

OIULELAND. J. £. Tennessee Valley Authority. 76/03/29. 


-T-791203006S IE Insp Rept 50-327/79-49 on 790917-21. No noncomplianee 
noted. Major areas inspec ted : star tup procedure review, 
closeout of previous insp item tt review of completed 
preoperational test packages. 

BURNETTi P. T. Region 2i Atlanta. Reactor Dperations Nuclear 

Support Branch. DONAT, T. J. Region 2i Atlanta. Office of the 
Director. 79/10/10. 5pp. 


79120604SB Forwards I£ Insp Repts 50-327/79-58 8< 30-328/79-30 on 
791001-03. No noncompliance noted. 

SUTHERLAND. J. T. Region 2, Atlanta, Fuel Facility 5 Materials 

Safety Branch. 79/ 10/23. 2pp. 


—7912060467 IE Insp Repts 30-327/79-38 6 50-328/79-30 on 791001-03. No 
noncompl lance noted. Major areas inspected: preoperational 
testing of radwaste sys Ii review of procedures for 
Implementing radiological Tech Specs. 

JACKSDN. L.L. Region 3, Atlanta. Office of the Director. 

OIBSON, A, F. Region 2, Atlanta. Fuel Facility 4i Materials Safety 

Branch. 79/10/23. 4pp. 


7912060479 Forwards lE Insp Rapt 50-327/79-34 on 791003. No 
noncompliance noted. 

MURPHYiC.E. Region 2. Atlanta. Reactor Construction & Engineering 

Support Dranch, 79/10/23. 2pp. 

— 7912060406 IE Insp Rept 50-327/79-54 on 791003, No noncompliance noted. 
Major areas Inspec ted: s team generator feedwater line 
radiography. 

CRQHLEV. B. R, Region 2. Atlanta, Office of the Director. 

HERDT. A. R, Region 2i Atlanta. Reactor Construction ti 

Engineering Support Branch. 79/ 10/22. 3pp. 


79120503BO Forwards IE Insp Rept 50-327/79-52 on 791002-04. No 
noncompliance noted. 

MURPHYiC.E. Region 2i Atlanta. Reactor Construction & Engineering 

Support Branch. 79/10/24. 2pp. 


7912200503 Forwards responses to NUREG-057S, "TMI— 2 Lessons Learned 
Task Forte Final Rept. " 

MILLSiL.M. Tennessee Valley Authority. 79/12/14, . 39pp, 

7912270363 Forwards affidavit certifying that Amend 63 to util FBAR 
served on 791221 bo parties listed in affidavit. 

MILLS.L. M. Tennessee Valley Authority. 79/12/21. 2pp. 


7912310352 Discusses Preoperational Test TVA— 13. "Onsite AC 
Distribution S^ys." Lists procadurea to be folloued to ensure 
safe operation of Unit t. 

KILLS. L.M. Tennessee Valley Authority. 79/12/21. 8pp. 


F. Security, medical, emergency t fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const li OL revi ew, App 1 lean ts required to make certain 
emergency arrangements w/state ti local organ! Tations Ei 
submit emergency plans per Reg Guide 1 101. 

VABSALLOi 0 D. Division of Project Managoment. 79/11/21. 6pp. 


H. Utility Final Safety Analysis Report (FSAR) Ic amends 


7912100339 Forwards Amend 63 to FSARi eubmi tted to amend DL application. 
MILLS. U.H. Tennessee Valley Authority. 79/12/07. Ip. 


— 79t2100361 Amend 63 to FSAR. submi tted to amend OL application. 
MILLS, L. M. Tennessee Valley Authority, 79/18/07. 16pp. 


— 7912050385 IE Insp Rept 50-327/79-32 an 791002-04, No nonComp 1 lanes 
noted. Major areas inspec ted ; concrete expansion anchors li 
seismic analysis for as-bullt safety-related piping sys. 

MDBENOS.L, Region 2. Atlanta. Office of tho Director. 

HERDT. A. R. Region 2. Atlanta. Reactor Conetruetinn & 

Engineering Support Branch. 79/10/83. 4pp. 

7912050486 Forwards IE Insp Repts 30-327/79-53 & 50-320/79-88 on 
791002-03. No noncomp 1 1 ane o noted. 

MURPHY. C.E. Region 8. Atlanta. Reactor Construction 6 Engineering 

Support Dranch. 79/10/25. 2pp. 

—7912050409 IE Insp Repts 50-337/79-33 8, 30-328/79-88 on 791002-05. No 
noncomp I lance noted. Major areas Inspec ted : 10CFR50. S5(a 1 
items ti Inspector followup Items onsite Si at design of-es. 

CANTRELL. F. S. Region 2. Atlanta. Reactor Canatruction L 

Engineering Support Dranch. OOUOE. M. J. Region 8. Atlanta. 

Office of the Director. 79/10/25. 5pp. 


7912030687 Forwards IE Insp Rept 50-327/79-37 on 791010-11, No 
noncompllance noted. 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/10/25. 2pp. 


— 79I20S0631 JE Insp Rept 50-327/79-57 on 791009-11, No noncompllance 
noted. Major areas inspacted: review of Inspector-idontif iad 
items, followup on IE circulars It plant tour. 

DANCE. H.C, Region 2. Atlanta. Reactor Operations Noelaar 

Support Branch. 79/10/24. 3pp. 
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791S04O44B poruiarda suppl I'esponse to IE Bulletins 76-12>7G-134 ii 
7B-12B re atypical ueld matl In reactor preasore vessel 
me 1 d s. Wes tlnghouSE generic rept SKbrnitted 791029 covers 
plants Final response by 000125. 

H1LL8»L. M. Tennessee Valley Authority. 79/10/20. 2pp, 


7912120240 Forwards IE Insp fiept 50-337/79-62 on 790920-21, No 
none ompl lance noted. 

SUTHERLAND P J. T, Region 2 p AtlantOp Fuel Facility Sp Materials 

Safety Branch. 79/11/02 2pp. 


— 7912120255 IE Insp Rept 50-327/79-62 on 790920-21. No none omp 1 ianc e 
noted. Ma^or areas Inspec ted : coord inat ion ui/offsite support 
ag ancles. 

TROJANOUSKI. R. E Rsgion 2 p Atlanta, Office of the Director. 
HUFHAM, J. U. Region 2, Atlanta, Fuel Facility b Materials Safety 

Branch. 79/11/01. 3pp. 


791210O1'49 Forwards Insp Rept 50-327/79-59 on 791017-lB. No 
noncompllanco noted. 

LEWIS, R.C, Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/11/06. 2pp. 


■7912180154 IE Insp Rept 50-327/79-59 on 791017-18. No noncompliance 
noted. Major areas inspec ted: comp lot ed prooperatlonal test 
package reviews t, review of revised engineer & safety 
feature surveillance instructions. 

DDNAT<T. J. Region 2, Atlanta, Office of the Director, OVER, J. A. 

Region 2, Atlanta, Reactor Operations Nuclear Support Branch. 
79/11/02. 4pp, 


7912180123 Forwards IE Insp Rept 30-327/79-56 on 790901-30. No 
noncamp 1 lance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/11/07. 2pp. 


■7912100130 IE Insp Rept 50-327/79-56 on 790901-30. No noncompl iance 
notad. Major areas Inspec ted : movement oF SNM, readiness of 
facility for OL It followup of previously identified items. 
COTTLE, W. T. Region 2, Atlanta, Office of the Director. 

|}AMCE,H. C. Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/11/07. 6pp, 


7912060163 Forwards IE Info Notice 79-12A, "Attomptod Damage to New 
Fuel Assemblies." Nn specific action or response required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director, 
79/11/09. 3pp, 


7912110202 Forwards response to 790330 Itr It IE Bulletin 79-04 re Velan 
val V e B. Correc t weight valves Instal 1 cd. Pip ing U supports 
revleuiad using correct valve weights. 

HILLStU. M. Tennosseo Valley Authority, 79/11/09. , SOpp. 


7912070499 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PWR Plants," 

D'REILLY.U. P, Region 2, Atlanta, Office of the Director. 
79/11/16. 14pp. 


7912100192 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16, Ip. 


7912110975 Forwards lE Info Notice 79-29, "Loss of Nonsafety-Rela ted 
Reactor Coolant 8ys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY, vl.P, Region 2, Atlanta, Office of the Director, 
79/11/16. 2pp. 


7912260147 Forwards IE Insp Rept 50-327/79-61 on 791025, No 
none ompl iance noted. 

MURPHYiC.E. Region 2, Atlanta, Reactor Construction ti Engineering 

Support Branch. 79/11/16. 2pp. 


■79122601S1 IE Insp Rept 50-327/79-61 on 7911 15. No noncompl lance noted. 
Major areas Inspected: steam generator feedwater lino insp, 
par IE Bulletin 79-13, "Cracking In Feedwater Sys Piping." 

CROWLEY, D.R. fiegfen 2, Atlanta, Office of the Director, 

HERDTi A. R. Region 2, Atlanta, Reactor Construction tc 

Engineering Support Branch. 79/11/15. 3pp. 


7912260303 Forwards IE Insp Repts 30-327/79-63 *i 50-328/79-31 on 
791030-1101, No noncompl lance noted. 

HURPHYr C, E, Region 2, Atlanta, Reactor Construction I, Engineering 

Support Branch. 79/11/16. 2pp. 


■7912260306 IE Insp Repts 50-327/79-63 !< 50-323/79-31 an 791030-1101 . No 
noncomp 1 lane e noted. Major areas inspec ted : lOCFRSO. 55 1 e J 
i terns, none omf or mane e rept control t safety-related work 
activities. 

CANTRELL, F. S. Region 2, Atlanta, Reactor Construction S< 

Engineering Support Draiteh GOUGE. M. J. Region 2, Atlanta. 

Office of the Director 79/11/15. 5pp 


7912310326 Forwards IE Insp Repts 50-327/79-60 8< 50-320/79-29 on 
791009-12, No none omp J i ance noted. 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction h Engineering 

Support Branch. 79/5 1/16. 2pp. 


—7912310333 IE Insp Repts 50-327/79-60 6 50-328/79-29 on 791009-12. No 
noncamp 1 ianc e noted. Major areas inspec ted: f ire protection 
review circuit re locat i ens instrumentation work h work 
activities. 

OIQDONS, T. D. Region 2. Atlanta, Office of the Director 

CONLON, T. E. Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch. 79/11/16. 4pp 


7912050397 Ac k receipt of 791107 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-327/79-46. 

LEWIS, R, C. Region 2, Atlant,!, Reactor Operations Nuclear Support 

Dranch, 79/11/20. Ip. 


— 7912050602 Responds to NRC 791016 Itr re violations noted in IE Insp 
Rept 50-327/ 79-46 Co rrac t i ve a c t i one ; eng i ne er placed control 
switch in normal position U informed persons involved. 

MILLS, L. M. Tennessee Valley Authority. 79/11/07. 2pp. 


—7712030605 Forwards IE Insp Rept 50-327/79-46 on 790006-31 & notice 
of vio la t ion, 

LGWlBfR.C. Region, 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/10/16. 2pp. 


—7912050628 IE Insp Rept 50-327/79-46 on 790806-31, Noncomp 1 iance nntod: 
failure to follow procedure for making temporary alteration 
on safety-related sys. 

COTTLE, U, T. Region 2, Atlanta, Office of the Director. 

DANCE, H. C. Region 2, Atlanta, Reactor Operations Nuclear 

Buppor t Dranch. 79/10/02 7pp 


7912030625 Notice of violation from insp on 790806-31. 

a Region 2, Atlanta, Office of the Director. 79/10/02. ip. 


7912050307 Forwards responses to dcfitiencoo noted in NRC 791031 Itr re 
IE Insp Repts 50-327/79-34 t, 50-320/79-19. Doc umentatlon For 
hydrostatic tcsti'ng !, flushing of fire protection sys piping 
now aval labi e. 

MILLS, L.M. Tonnessoa Valley Authority. 79/ t i/31, 4pp. 


7912060620 Forwards IE Circular 79-24, “Proper Installation t Calibr of 
Core Spray Pipe Break Detection Equipment on UWHs. " No 
response required . 

O 'REILLV, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110157 Forwards IE Circular 79-23, "Motor Starters L Contactors 
Failed to Operate." No response required. 

O 'REILLV, J, P, Region 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


7912190472 Forwards IE Bulletin 79-27, “Loss of Non-Class IE 
I ns trutnen tallon 6 Control Power Sys Dus During Uporotion. " 
Written response required 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/30. Ip, 


7912310316 Forwards IE Info Notice 79-30. "Reporting uf Defects I, 
None omp 1 1 ance s, 10CFR2 1 . " No action required. 

O 'REILLV, J. P, Region 2, Atlanta, Office ef the Director. 
79/12/06. 6pp 


7912200060 Forwards IE Bulletin 79-20, "Possible Malfunction of Namcq 
Model EA180 Limit Switches at Elevated Temps." Action 
required. 

Q 'REILLV, J. P. Region 2, Atlanta, Office of the Director. 
79/12/07. 3pp. 


7912310000 Forwards final response to IE Bulletin 7a-l2D, "Atypical 
Meld Matl in Reactor Pressure Vessel Welds." Util hes 
reviewed 791029 West ingliouse rept & is satisfied that all 
specific vessel info required by bulletin included. 
mLLB,L.I1. Tennessee Valley Authority. 79/12/11, 2pp. 


7912200426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra," No written response required. 

O'REILLY, J. p. Region 2, Atlanta, Office of the Director. 
79/12/13, 3pp. 
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7912260190 Foruarils 
Inter f Brent e. " No 
O'HEILLY.vl P. 
79/13/20. 4pp. 


IE Circular 79-25. "SJiock Arrestor Strut 
urltten response requlreil. 

Bogion Atlanta. of the Director. 


Asserabtg 


S. Reportable occorrenees, LERa I. related corr espo ndenc e 


7910310325 Foruiards final deficienct? rept 
vessel insulation support. 

MIUUS.L-tt. Tennessee Valley Authority. 


re inadequate louer reactor 
79/10/26. Ip. 


-7910310359 Final deficiency raptias result of IE Inf 
revietif. Insulation support discovered Inadequate to 
guide tube loading during seismic event. Restra int 
designed to prevent escessive insulation movement. 
• Tennessee Valley Authority. 79/10/26. Ip. 


0 Notice 79-11 
prevent 
sy s 


7912370473 Forioards final rept on diesel generator field relay coll 
MILLS. L. M. Tennessee Valley Authority, 79/12/lB. Ip. 


— 7912270476 Final rept 
replaced t generator 
e Tonnessee Valley 


on field relay coil fai lures. Field relay colU 
s bad in svc. 

Authority. 79/12/18. 2pp. 


DOCKET 90-320 EEQUDVAH NUCLEAR PLANT, UN1T^2 
A. Application/construction stage documents & 


7912110011 Forwards NRC position on status fc "PJ? 

OL applications of results of TMI followup actions. DutI Ine* 
addl short-term actions to be taken. 

VAB8ALL0, D. D. Division of Project Management. 


79/09/27. 41 pp. 


7912120005 PNO-I 1-79-017; on 
to test state response in 
state emerseney plan, Irsp 
licensee actions. 

JENKINS, O.R. Regions, 

Ip. 


791028, conducted emergency drill at plant 
conjunction u/NRC concurrence w/ 
team dispatched to site to observe 

Atlanta, Office of the Director. 79/10/29. 


7912130520 Foruards final deficiency rept re Penn Ventilator Co OA 
MILLS, L. M. Tennessee Valley Authority. 79/11/19. Ip. 


79I2OS0524 Forwards first interim deficiency rept re 
containment spray heat eschanger. ,o/n /m 

HILLS, L. N. Tennessee Valley Authority. 79/11/23, 


damaged 

Ip- 


tubes in 


„791 2050830 First interim deficiency rept re 
containment spray boat eschang er. Caused by 
of tube bundle supports, result Ing In flow 
Full flow vibration test scheduled. 

» Tennessee Valley Authority. 79/11/23. 


damaged tubes In 
improper design 
induced vibration. 

*P- 


7912120422 Forwards final deficiency rept 
MILLS, L.M. Tennessee Valley Authority. 


re flood area partitions. 
79/12/05, Ip. 


-7912120428 Final deficiency rept re flood area partitions not installed 
in accordance w/deslgn requirements. Design drawings did not 
consider carbon diokide pressuros. Damaged partitions 
replaced by panels w/mln of 1. 5-h barrier rating. 

« Tennessoe Valley Authority. 79/12/05. Ip. 


7912110264 Discusses NRC plans to use 

verification program to resolve ATW3 Issue for PWRs t< BWRs. 


fluecess of program depends on industry response. Supports 
formation of owners groups to provide 
DEWTONj H. R. Office of Nuclear Reactor RaQulation, 79/10/17. 


3pj. 


7912060525 Forwards responses to NRC 791004 questions on water level 
measurement sys Inside containment. Responses based on mods 
to steam generator ref leg design which will be completed 
before Initial criticality. 

MILLS, L.M. Tennessee Valley Authority. 79/12/03. Bpp. 


7912130001 Forwards request for addl Info re Instrumentation t control 
sys of fac 1 1 tty . 

RUBENSTEIN, L. 8. 


Light Water Reactor# Branch 4. 79/12/03. 9fp. 


7912060322 Forwards response to 791026 request for addl info re review 
of HCAP-91-S7. Includes Info re qual if ieatlon of resletance 
temp detectors U remote belloue sensing eontolnment preieufe 
transmitters. 

hills, L.M. Tennessee Valley Authority. 79/12/04, 7pp. 

7912110369 Forward# responses to J Buty 791130 telcon questions. F8AR 
will bo revised by Amend 64, in accordance w/reoponsos. 

MILLS, L.M. Tennesseo Valley Authority. 79/12/05. 33pp. 

7912130023 Notification of 000110 meeting w/util to dlseust reporting 
level of util OA &< manager & QA review of documents. 


ean Ai «i .1 n 


7912120477 Forwards final deficiency rept re fire ostinguishers not 
ftififflically supported. 

MILLS, L.M, Tennesseo Valley Authority. 79/12/05. Ip. 


7912180074 Notification of ACR8 791207 meeting re plant I, lew power 
RUQEN9TEIN, L. 9. Light Weter Reactors Branch 4. 79/12/06, 8pp. 


79121204BS Final deficiency rept re fire ei tlngoi shers not soismlcally 

supported. Caused by design oversigh t. Quallf lad mounting 
brackets will be installed to secure e itlngoi shers by 
Q00330. 

B Tennessee Valley Authority. 79/12/03, Ip. 

7912190574 Forwards Pinal deficiency rept re RGB esceedlng heatup li 
cooldown rates. ... 

MILLS, L. M. Tennessee Valley Authority. 79/12/12. Ip. 


7912210003 Notification of 79121B meeting w/util 
discuss risk assoeements. 

STAHLErC.B. Light Water Reactore Branch 4, 


in Bathesda,KD to 
79/12/13. 3pp. 


912210348 Forwards 760329 Itr Ii drawings re interim ausiliary bldg 
secondary containment eneloture. Test description excerpts of 
preoperatlonai tost TVA-9A end. Drewlnge available in 
Central Files only. 






— 791219037S Final deficiency rept re RC8 esceeding heatup t cooldown 
rates. Physical locations of temp elements subject them to 
loeallitd transient temp changes not indicative of HCB as 
whole. N d corrective action nacessary. 

♦ Tonnessee Valley Authority. 79/12/12. 2pp. 


7918290544 Forwards final deficiency rept re defective design of 
charcoal adsorber trays, , 

HILL8,L.M. Tennessee Valley Authority. 79/12/14, Ip. 


— ^7912260552 Final deficiency rept: on 791 116, charcoal absorber trays war# 
Pound to leak charcoal between frame U perforated pi®**' 

Caused by design defect due to poorly pop-riveted joint. 

Trays will ha removed & replaced. 

* Tennessee Valley Authority. 79/12/14, Ip. 


7912260581 Forwards first interim deficiency rept re control rod drop 
MILLBi L. M, Tennessee Valley Authority. 79/12/17. tp. 


7'918810356 Forwards proposal for interim auxiliary bldg saeondery 

containment enclosure. 

OILLELAND, J. E. Tennessee Valley Authority. 76/03/29, 3pp. 

7912200503 Forwards response# to NUfiEO-0578, "TMI-2 Lesions Learned 
Task Force Final Rept. “ 

M1LLB»L, M. Tennessee Valley Authority. 79/12/14. 39pp. 

7912270363 Forwards affidavit certifying that Amend 63 to util F8AR 
served on 791221 to parties listed in affidavit. 

MILLSiL. M. Tanneesee Valley Authority. 79/12/21. 2pp. 


7912310352 Discusses f>reoptrational Test TVA-I3i "Onsite AC 
Distribution Sys. " Lists procedure# to be followed to ensure 


safe operation of Unit 1. 

MILLS, L.M. TonnesBeo Valley Authority. 79/12/21. 


2pp. 


F. Security, medical, emergency ti fire protection plane 


— 7912280590 First interim dafle iancy. Dropped rod accident analyses 
methodology affected nonconsarvatively by power distribution 
& reactivity insertion prof i les. Extanatve evaluation 
required to eetabliih analytical safety margins, 
e Tennessee Valley Authority. 79/12/17. Ip. 


7912040471 Forwards info re upgraded emergency plans to plants under 
const 6 OL review, Applicants required to make certain 
emergency arrangements u/state b local organi latlons fc 
eubmit emergency plant per Reg Oulde 1. 101. x... 

VASaALLO, D, B. Division of Project Management, 79/11/21, App. 
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K. Utility Pinal Safety Analysis Report (F8AR ) & aaands 


7912100359 Faruards Amend 1>3 to FSARi subml tted to amend DL application. 
MILUSiL. H. Tennassse Valley Authority, 79/18/07. Ip. 


— 79121O03&1 Amend 63 to FSARi submitted to amend OL application. 
HILLS) L. M. Tennessee Valley Authority. 79/12/07. 16pp- 


7912S70289 Forwards proposed revisions to F8AR Sections 13.2 Si 13. S to 
be incorporated into Amend 64< in response to 791130 
questions by OL reviewer J Busy. 

HlLLSaL. M. Tennessee Valley Authority. 79/18/13. Ip. 


■7912270295 Proposed revisions to FSAR Sections 13.2 & 13. S. 
« Tannessea Valley Authority. 79/13/13, lOpp. 


7918270933 Forwards proposed FBAR revisions to be incorporated in Amend 
64. Revisions required to resolve inconsistencies tetueen 
draft Tech Specs ti FSAR. Harked-up papes end. 

' M1LLS>L. H. Tennessee Valley Authority, 79/18/19. 12pp. 


0. Inspection reportsi' IE Bulletins & eorrespondenca 


791206049B Forwards IE Insp Rspts 50-387/79-90 l< 50-38B/77-30 on 
791001-09. No noneompliance noted. 

BUTHERLANO) J. T. Region 8> Atlanta) Fuel Facility b Materials 
Safsty Branch. 79/10/23. app. 


—7912060467 IE Insp Repts 50-327/79-5B b 90-328/79-30 on 791001-09. No 
n one ompl lance noted. Major areas inspected: prsoperatlonal 
teetlng of redwaste sys !> review of procedures for 
laplenantlng radiological Tech Specs. 

JACKSON) L. L. Region 2) Atlanta) Office of the Director. 

OIBBON)A. F. Region 2) Atlanta) Fuel Facility b Hatarlals Safety 

Branch. 79/10/23. 4pp. 


79120904B6 Forwards IE Insp Repts 90-327/79-53 b 90-326/79-20 on 
791008-09, No noneompliance noted. 

HimPHYtC. E. Region 2) Atlanta, Reactor Construction b Engineering 
Support Branch. 79/10/29. 2pp. 


—7912090489 IE Insp Repts 90-327/79-93 b 90-328/79-20 on 791008-09. No 
noncoMp Hanes noted. Major areas inspected: 10CFR90. 99<s) 
itanis b inspector followup items onsite b at design ofes. 

CANTRELL, F. a. Region 2, Atlanta, Reactor Construction b 
Englnterlng Support Branch, ODUQE, M. J. Region S, Atlanta, 
Office of the Director. 79/10/29, 9pp. 


7912040440 Forwards suppl response to IE Bulletins 7B-12.7B-12A b 
76-18B re atypical weld matl in reactor pressure vessel 
welds. Usetlnghouse generic rapt submitted 791029 covers 
plants, Final response by 800129. 

HILLS. L.H. Tennessee Valley Authority. 79/10/20. 8pp. 


7918060163 Forwards IE Info Notlca 79-12A> "Attemptsd Damage to New 
Fuel Assembllts. No specific action or response required. 

□ 'REILLY. J.P. Region 2, Atlanta, Office of tha Director. 
79/11/09. 3pp. I 


7918110202 Forwards response to 790330 Itr b IE Bulletin 79-04 re Valan 
valves. Correct weight valves Instal led. Piping b supports 
reviewed using correct valve weights. 

MILLS. L.M. Tennessee Valley Authority. 79/11/09. SOpp. 


7918070499 Forwards IE Info Notice 79-87, "Bteam Oenerator Tube 
Ruptures at Two PUR Plants, " 

□ 'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/11/16. 14pp. 


7918100192 Forwards IE Info Notice 79-20, "Overloading of Btructural 
Elements Dus to Pipe Support Loads. " No response required, 

□ 'AEILLV.U.P. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 


7918110979 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Raieteil 
Reactor Coolant Bys Instrumentation During Operation. " No 
opeelflc action or response required, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. 2pp. 


7918860303 Forwards IE Insp Repts 90-327/79-63 b 90-32B/79-31 on 
791 030-1 101. No noneompllencB noted. 

MURPHY. C.E. Region 2, Atlanta, Reactor Construction b Engineering 
Support Branch. 79/11/16. 2pp, 


“7912260305 IE Tnsp Repts 50-337/79-63 b 90-330/79-31 on 791030-1 101 . No 
noneompliance noted. Major areas inspected: lOCFftSO. 5 D<h) 
items, noncomformante rept control & safety-related wori 
activities. 

CANTRELL, F. 6. Region 2. Atlanta, Reactor Construction b 

Engineering Support Branch. OOUGE, M. J. Region 8, Atlanta, 

Office of the Director. 79/11/13. Spp. 


7918310326 Forwards IE Insp Repts 50-327/79-60 b 90-380/79-89 on 
791009-12. No noneompliance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch. 79/11/16. Spp. 


— 7918310333 IE Insp Rapts 50-327/79-60 b 90-320/79-89 on 791009-18. Mo 
noncompliance noted. Major areas inspected: fire protection 
review circuit relocations instrumentation work b work 
activities. 

OIBDONB. T. D. Region 2, Atlanta, Office of the Director. 

COMLOH. T.E. Region 8, Atlanta, Reactor Construction b 

Engineering Support Branch, 79/11/16. 4pp. 


7918050907 Forwards responses to def sciences noted in NRC 791031 Itr re 
IE Insp Repts 50-327/79-34 b 90-380/79-19. Documentation for 
hydrostatic tasting b flushing of fire protection sys piping 
now available. 

MILLS, L. M. Tonnessao Valley Authority. 79/11/81. 4pp. 


7918060620 Forwards IE Circular 79-84. "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
response required. 

0 'REILLY, vl. P. Region 2, Atlanta, Office of the Diraetor. 

79/11/86. Ip. 


7918110197 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate. " No response required. 

D 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


7918190478 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation & Control Power Sys Bus During Operation. “ 
No written response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/30. Ip. 


7918310316 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompliances, 10CFR31. “ No action required. 

O'REILLY, J.P. Region 8, Atlanta, Office of the Direetor. 
79/12/06. 6pp. 


7918800060 Forwards IE Bulletin 79-8B, "Possible Malfunction of Namco 
Model EAIOO Limit Switches at Elevated Temps." Action 
required. 

0'REtU.Y, J. P. Region 2, Atlanta, Office of the Director. 
79/18/07. 3pp. 


791831000B Forwards final response to IE Bulletin 7B-1SB, "Atypical 
Held Matl in Reactor Pressure Vessel Helds." Util has 
reviewed 791029 Hestinghouse rept b is satisfied that all 
specific weasel Info required by bulletin included. 

MILLS, L.H. Tennessee Valley Authority. 79/12/11. 2pp. 


7918800486 Forwards IE Info Notice 79-31, '‘Use of Incorrect Amplified 
Response Spectra. “ No written response required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/18/13. 3pp. 


77188901SO Forwards IE Circular 79-29, "Shock Arrestor Strut Assembly 
Interference." No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Direetor. 
79/18/80. 4pp. 


8. Reportable occurrences, LERs b related correspondence 


7718130920 Forwards final deficiency rept re Penn Ventilator Co OA 
Program. 

MtLL8,L. H. Tennessee Valley Authority. 79/11/19. tp. 

7918090984 Forwards first interim deficiency rept re damaged tubes In 
containment spray heat eichangar. 

MILLS, L.M. Tennessee Valley Authority. 79/11/83. ip. 


•7912090530 First interim deficiency rept re damaged tubes In 
containment spray heat eechanger. Caussd by Improper design 
of tube bundle supports, resulting inflow induced vibration. 
Full flow vibration test scheduled, 
e Tennessee Valley Authority. 79/11/83. Ip. 


7918120428 Forwards final deficiency rept re flood area partitions. 
MILLB,U.M. Tennessee Valley Authority. 79/12/09. Ip. 
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— 7912120420 Final deficiency rept re flood area partitions not installed 
in accordance u/dcsign re<)ui Tenants Des Ign drauings did not 
consider carbon diaiide pressures Damaged partitions 
replaced by panels u/tnin of ! 5-h barrier rating. 

# Tennessee Mai leg Authority 79/12/05, ip 

7912120477 Foruiards final deficiency rept re fire e 1 1 inguisber s not 
seismically supported, 

MILLSiL, M. Temnessee Valley Authority. 79/12/05. ip 

— 7912120481 Final deficiency rept re fire ei t ingoi shers not scismically 
supported . Caused by design ove rs i g h t. Oua 1 i f 1 ed mounting 
brackets uitl be installed to secure e i tingui shers by 
000530. 

* Tennessee Valley Authority. 79/12/05. Ip. 

7912190574 Forwards final deficiency rept re RCS esceeding heatup t 
CDOldoun rates. 

tllLLSi L n. Tennessee Valley Authority, 79/lP/lS. ip. 


— 7912190S75 Final deficiency rept re RCS eiceoding heatup h cooldown 
ra tes. Phy s lea 1 locations of temp elements subject them to 
localiied transient temp changes not indicative of RCS as 
whole. No corrective action necessary. 

• Tennessee Valley Authority. 79/12/12. 2pp. 


7912280544 Forwards final deficiency rept re defective design of 
charcoal adsorber trays. 

HILLS/L.N. Tennessee Valley Authority, 79/12/14, Ip. 


— 7912280S52 Final deficiency rept: on 791 1 1 c harcoal absorber trays ware 
found to leak charcoal between frame !. perforated plate. 

Caused by design defect due to poorly pop— riveted joint. 

Trays will be removed 1< replaced. 

« Tennessee Valley Authority. 79/12/14. ip. 


79122S0S3I Forwards first interim deficiency rept re control rod drop 
events. 

MILLS<L.M. Tennessee Valley Authority 79/12/17, Ip. 


■7912260590 First Interim d efic iency. Dropped rdd accident analyses 
methodology effected no n c onser va b i ve 1 y by power distribution 
b reactivity insertion prof i les. E> tens! ve evaluatian ‘ 
required to establish analytical safety margins. 

» Tennessee Valley Authority. 79/12/17. ip. 


7912270473 Ferwards final rept on diesel generator field relay coll 
failures 

MILL8>L.M. Tennessee Valley Authority. 79/12/19. ip 


■791227047i Final rept on field relay coi] fai lures. Fiol d relay coils 
replaced & generators back in svc. 

» Tennessee Valley Authority. 79712/18. 2pp, 


DOCKET 50-329 MIDLAND PLANT. UNIT 1 


A. Appl icati on/cons true t ion stage documents h c orrespondonce 


7918110011 Forwards NFIC position on status *< applicability to ponding 
OL applications of results of TKI followup ac t ions. Out! ines 
eddl short-fcern actions to be taken. 

VASSALLOi 0 . D. Division of Project Management, 79/09/27. 4lpp. 


7912140173 Sumoiary of 790713 meeting w/uti 1 p Dec htel Corp & ACR3 in 
DethesdaiHD re soil deficiencies at facility site. 

HOOD. D. Light Water Roactors Dranch 4, 79/10/16. 6pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATH3 issue for PWRs U DURs. 

Success of program depends on industry response. Supports 
formation of ouners groups to provide necessary info. 

OEMTDN.H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912050294 Forwards 0 Hood 791002 memo re revised estimate of const 
compiotion data for distribution according to board 
notification svc lists. 

VAROA.S.A. Assistant Director for Light Water Reactors. 79/11/08. 

2pp. 


7912030303 Discusses 79091B-19 site visit re revised estimate of const 
completion date of Uune 1962. Meeting summary forthcoming. 

HOOD. D. Light Water Reactors Dranch 4. 79/10/02. Ip. 


7912100272 Notifies of review of response to NRC 790321 request ra 
plant fill settlement effects at s 1 te. Forwards addl 
questions (i p osi tions. Requests respensa. 

RUBENSTEIbi. C, 3. Light Water Reactors Dranch 4. 79/11/19. 7pp. 


7912040286 Forwards response to NRC 791025 request re design adequacy 
of B!<M NBBS utlHiing once-through steam generators. 

Necessary mods do not require Const halt. 

HOWELL. S. H, Consumers Power Co. 79/11/30. i41pp. 


7912070511 Summary of 790906 meeting w/util & Bechtel Corp in 
BethesdarMD re load sequencing 6 design stds for diesel 
genera tor. 

HOOD.D. S. Light Water Reactors Branch 4. 79/11/30. 18pp. 


7912110406 Summary of 7909S7 meet ing u/ut i 1 in Bethesda.MD re 
activities undertaken by util to consolidate continuing 
safety review of plant it concerning implication of TMI-2 
accident. 

HOOD. D, 8. Light Mater Reactors Branch 4. 79/11/30. 7pp. 


7912180257 Summary of 791114 meeting u/US Corps of Engineers & util re 
observation of soil settlement at plant sites. 

HOOD.D. Light Water Reactors Branch 4, 79/12/03, 4pp, 


7912070451 Forwards revised response to NRC 791025 request re design 
adequacy of DbW sys sensitivity. Utiliilng once-through steam 
genera tors. Revi s ion provides replacement of preliminary 
graphs & tables Si corrects minor errors. 

HOWELL. 9. H. Consumers Powor Co. 79/12/04. 1 50pp. 


7912130397 Forwards affidavit of svc of Amend 21. Issued as Revision iO 
to OL environ rept. re util application for CPs & OLs for 
fac Hit les. 

BACON. »7.L, Consumers Power Co. 79/12/07. 4pp. 


7913270193 Forwards Amend 72 to application for CPs Si OLs. 
HOWELL. 8. H. Consumers Power Co. 79/12/19. Ip, 


— 7912270197 Amend 72 to application for CPs Si QLs. imp lementing remedial 
actions re soil activities for safety-related structures Si 
sys founded in Si on plant fill matl. 

HOWELL. S. H, Consumers Power Co. 79/12/19, ip. 


C. Utility Environmental Report <ERIi amends Si correspondence 


7912030155 Responds partially to NRC request for addl info required 
to complete environ ropt. Forwards applications for discharge 
Si waste water discharge permits Si "Rept of Preliminary 
Archaeological Survey of Transmission Right-of-Way. . . . ” 

HOWELL. 8. H, Consumers Power Co. 79/11/29. lOOpp, 


— 79120301SB "Rept of Preliminary Archaeological Survey of Tran emission 
High t-of-May From Midland Plant to Tlttabauassee Substation 
of CPC. " 

TASOART, D. MUbigan. Univ. of. 79/07/31. 14pp. 


791203018B Foruards Amend 71 to application for CP 8i OL. Submitted at 
Revision 10 to environ rapt. 

HOWELL. 8. H. Consumere Power Co. 79/11/30. 2pp. 


— 7912030191 Revision 10 to environ rept, 

» Consumers Power Co. 79/11/30. t69pp. 


F. Security, mcdicali emergency h firs protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & DL r evi ew. App 1 Icants required to make certain 
emergency arrangements w/state Si local organ! latlons Si 
submit emergency plans per Reg Oulde 1. 101. 

VASSALLO. D. D. Division of Project Management. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912060061 Bubmlts typographical corrections to CPC post-hearing brief 
Si proposed findings of fact t< conclusions of lau.Page 31. 

Footnote 81. Line 9 ti Page 94iLlne 5. 

REyNOLDS. M. D. Shaw, Pittman, Potts Si Trowbridge. 79/ll/OS. tp. 


7912190029 Responds to 791114 Itr to A8LD re lack of support in record 
for two comments in util rep ly bri ef. Issues before A8LB 
fully briefed. No further elaboration by parties would serve 
any useful purpose. 

REVNQLD8, W. D, Shaw. Pittman, Potts ti Trowbridge. 79/11/20. 2pp. 


7912190162 Notifies that fuel loading date for Unit 2 could be delayed 
until 1993. Definitive revised fuel loading schedule will be 
completed In first quarter of 1980. 

MILLER.M. I. Isham. Lincoln ti Beale. 79/11/26. Ip. 
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7912200642 Forwards NRC 791206 order modifying CPs re soli foundation 
matlt onsite. 

STELUOiV. Office of Inspection & Enforcement, Office of the 
Director, CASE/ E. 0. Office of Nuclear Reactor Regulation. 

7971 2/06. Ip 


•7912200645 Order modifying CPs by prohibiting B«cavat ion, cons t work or 
remedial action in soil matls around safety-related 
structures ti sys. 

fiTELLO, V. Office of Inspection & Enforcement, Office of the 
DiroctoT. CASE, E. 0. Office of Nuclear Reactor Regulation. 

79/12/06. 6pp. 


•7912200648 Notice of violation from insp on 701211-790125. 

a Office of Inspection t< Enforcement, Office of the Director. 
79/12/06. 4pp. 


—7912200651 Notice of violation from insp on 701211-790125, 

# Office of Inspection t< Enforcement, Office of the Director. 
79/12/06. 2pp. 

7912270004 Forwards order modifying CPs CPPR-01 8< CPPR-02 t< notice of 
violation. 

CASE, E. 0. Office of Nuclear Reactor Regulation. STELLO, W. Office 
of Inspection Si Enforcement, Office of the Director, 79/12/06. Ip. 


•7912270008 Order modifying CPs CPPR-Qi ti CPPR-B2 re soil activities for 
safety-related structures ?i sys. 

CASE, E. 0, Office of Nuclear Reactor Regulation. 9TELL0, V. Office 
of Inspection Si Enforcement, Office of the Director. 77/12/06. 

6pp. 


— 7912270009 Notice of violation from insp on 701211-790125, 

lloncompliances not ed: inconsist enc ies in license application 
Si design basis documents S< failure to provide insp hold 
points to verify soil work. 

• Office of Nuclear Reactor Regulation. 79/12/06. 4pp. 


7912140100 Forwards order modifying CPs 8i two notices of violation 
describing items of noncomp 1 lance re soil settlement 
matter. H/o end. 

OLN3TEAD, W. J, Hearing Branch 4, 79/12/07, Ip. 


7912200033 Forwards NRC 791206 order modifying CPs issued to CPC. 
W/o encl. 

STELLO, V. Office of Inspection Si Enforcement, Office of the 
Director. 79/12/17. Ip. 


7912230006 Forwards NRC 791206 order modifying CPs issued to CPC. W/o 
encl . 

STELLO, V. Office of Inspection ti Enforcement, Office of the 
Director. 79/12/17, Ip. 


7912310039 Reguests hearing, on behalf of util, re Amend 72 to 
application for CPs t, QLs. 

MILLER. M, I. Isham, Lincoln S, Boale. 79/12/26. 3pp. 


H. General correspondonce 


7912O6OS0S Notlf 1 os that offsite radiation protection training course 
for NRC inspectors 0 sat Isfactory. Requests advance 
notification of arrival of NRC personnel. 

LOUDENSLAOBR, T. Consumers Power Co. 79/12/03. Ip. 


H. Antitrust corrospondenco 


7912070120 Errata to proposed license conditions filed w/CPC S, 
interveners joint 790925 motion supporting license 
cond I tlons. Interveners, DOJ h NRC concur w/correc tions. 
Certificate of Bvc encl. 

ROBS.W.W., WATSON, H.S. Consumers Power Co. 79/11/28. 22pp. 


7912100212 Errata to proposed antitrust license conditions contained in 
790929 joint motion. NRC, intervenora ti DOI concur 
In < orrections. Complete set of proposed license contitlons, 
reflecting corrections, enc 1 . Cor ti flcato of Sve encl. 

ROSS, W. W. Consumers Power Co. ROSS, W. W. Wald, Harkrader t Ross. 
79/11/20. 22pp. 


a. Inspection reports, IE Bulletins L correspondence 


7912030260 Forwards IE Insp Repts 30-329/79-20 it 50-330/79-20 on 
790918-20 ti notice of violation. 

FIORELLIiO. Region 3, Chicago, Reactor Construction it Engineering 

Support Branch. 79/lO/iO. 2pp, 


— 7912030262 Notice of violation from insp on 790918-20. 

» Region 3, Chicago, Reactor Construction it Engineering Support 

Dranch. 79/10/09 ip 


— 7912030263 IE Insp Repts 50-329/79-20 t< 50-330/79-20 an 790918-20. 
None omp 1 i an c e noted: falluro to cohtrnl special processes 
NAIDU.K.R, , HAYES, D.W, Region 3, Chicago, Office of the 
Direc tor 79/10/09. Bp? . 


7912030249 Forwards IE Insp Repts 50-329/79-21 t, 50-330/79-21 on 
790925-27. No none omp 3 i ane e noted. 

FIDRELLliG. Region 3, Chicago. Reactor Construction 4 EnglnBering 

Support Branch. 79/10/11. 2pp. 


— 7912030257 IE Insp Repts 50-329/79-21 5, 50-330/79-21 on 790925-27. No 
noncomp 1 lane e noted. Major areas inspoc tod: preservl ce insp 
work activities ti nondestructive eiamination data & repts. 

WARD, K. 0. Region 3, Chicago, Office of the Director 
DANIELSON, 0. H Region 3, Chicago, Reactor Construction it 

Engineering Support Branch, 79/10/10. app. 


7912260129 Forwards IE Insp Repts 50-329/79-22 4 50-330/79-22 on 
791010-12 ti notice of violation, 

FtORELLIfO Region 3. Chicago, Roactur Construction 4 Engineering 

Support Branch, 79/10/30. 2pp. 


■7912260133 Notice of violntian from insp on 791010-12. 

* Region 3, Chicago, Office of the Director, 79/10/29, Ip. 


■7912260137 IE Insp Repts 50-329/79-22 4 50-330/79-22 on 791010-12, 
Noncompliance noted: lack of wold 4 rod control. 

VANDEL.T.E., NAIDU. K, R . UNDP, R. C. Region 3, Chicago, Office of 
tho Director. 79/10/29 ISpp, 


7912200128 Forwards IE Insp Repts 50-329/79-23 4 50-330/79-23 on 
791025. No none ompl i anc D noted. 

K.EPPLER, J. G, Region 3. Chicago, Office of the Diroctor, 79/il/OB. 

app. 


7912030123 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Ralief Valves " No response required. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/11/16. 

Ip. 


7912100223 Forwards IE Info Notice 79-20, "Overloading a# Structural 
Elements Due to Pipe Support Loads," No response required. 

KEPPLER.J. G. Region 3, Chicago, Office of the Director. 79/11/16. 
tp. 


7912110574 Forwards IE Info Notice 79-29, "Loss of Nonsafoty-Helated 
Reactor Coolant Sya Ins trumontotion During Operation." No 
specific action or response required 

KEPPLER, J. 0, Region 3. Chicago, Office of the Director. 79/11/16. 
Ip. 


791205037D Forwards IE Bulletin 79-26, "Boron Loss From BWH Control 
Blades. " No response required. 

HEPPLERi J, G, Region 3, Chicago, Ufflco of the Director. 79/11/20. 
Ip, 


7912100425 Forwards IE Circular 79-24, "Proper Installation 4 Calibr of 
Core Spray Pipe Break Detection Equipment on BWRs. “ No 
written response required. 

KEPPLEn,J, G, Region 3, Chicago. Office of tho Blrector. 79/J1/26. 
Ip. 


7912110249 Forwards IE Circular 79-23, "Motor Starters 4 Contactors 
Failed to dperate. " No response required. 

KEPPLER.d, G, Region 3. Chicago, Office of the Director. 79/11/26. 
*?■ 


7912120172 Ack receipt of 791031 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-329/79-19 4 
50-330/79-19, 

KEPPUERid. 0. Region 3. Chicago. Office of the Director. 79/ii/S6. 
Ip. 


— 7912120100 Responds to NRC 791010 Itr re vtolations noted in IE Insp 
Repts 30-329/79-19 4 50-330/79-19, Corrective actions; 
training records for const QC porsonnel updated to 
accurately reflect actual training. 

HOWELL, S.H. Consumers Pauer Co. 79/11/26, 0pp. 


7912110420 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups 4 state atty 
general ofes copies af escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLEfl. J. 0. Region 3. Chicago. Office of the Director. 79/11/20. 

»P 
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7912060012 Ack receipt of 791106 Itr informing NRC Bf BtBp» taken to 
correct violations noted in IE Inap Rept* S'0-3S9/79-20 tc 
50-330/77-20 . . „ , 

FIDRELLIiO. Region 3. Chicago. Reactor Construction ti Engineering 

Support Branch. 79/11/30, ip. 

—7912060019 Responds to NRC 791010 Itr re violations noted In IE Insp 
flepts SO-329/79-20 fc 50-330/79-20. Correc t Ive actions: 
procedures re formal design changes revised by Bechtel, 

HOWELL. S.H. Consumers Power Co, 79/11/06. 3pp. 


79121B0176 Interim deficiency rept re containment internal struetora* 
coatings w/loss of adhes ion. Evaluation of corrective action 
being undertaken by Bechtel. Nest rept will be submitted by 
000219. Mgt correction action rapt end. 

HOWELL. S.H. Consumers Pouer Co. 79/12/13. 6pp. 


7912180526 Interim deficiency rept re In-containment coatings which 
have loss of adhesion between successive layers of coating 
syo. Approx 600 square ft of surface under Investigetion. 

HOWELL. S.H, Consumers Power Co. 79/12/13- 6pp. 


7712190218 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation & Control Power Sya Dus During Operation. " 
No written response required, 

KEPPLER.J, 0. Region 3. Chicago. Office of the Director. 

»P 


79/11/30. 


7712140077 Forwards IE Info 
Honcompllances. 10CFR21. " 
KEPPLER.J. 0. Region 3. 
»P- 


Notice 79-30. “Reporting of Defects J< 

No action or response required. 

Chicago. Office of the Director. 79/12/06. 


7712200108 Forwards IE Bulletin 79-33. "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps. " Action 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/12/10. 
Ip. 


R. Periodic operating reports 4. related correspondence 


7712040110 Forwerds Bechtel nonconformance repfcs. logs. quality audit 
findings, act Ion requests. B!.W nonconformance rep t s. insarvit e 
insp nonconformance repts b util nonconformance repts. audit 
findings & corrected action repts for Oct 1979, 

HOWELL. S.H. Coniumers Power Co. 77/11/21. 4 50pp. 


7912110365 Forwards Interim deficiency rept re broken anchor bolt in 
reactor vessel support skirt flange. 

HOWELL. 8. H. Consumers Pouer Co. 79/12/14. Ip. 

— 7912110373 Interim deficiency rept re broken anchor bolt in reactor 
vessel support skirt f iange. Anchor stud purchased from MB 
Valley Structural Steel Co. who procured matl from Southern 
Dolt t< Fastner Corp. 

* Consumers Power Co. 79/12/09. 2pp. 


7912130544 Interim deficiency rept re broken reactor vassal anchor 
stud. Vessel support skirt flange anchor bolt broke. Testing 
for cauBO o.f break will be completed by mid Jan 1900. 
w/resutts available by mid Feb 1980. 

HOWELL. S. H. Consumers Power Co. 79/12/14. 2pp. 


79122604B3 Final deficiency rept re reactor bldg spray piping lupporte. 
Stressas art within code allowablos. Or Inne 11 analysis 8c 
plant drawings reconciled w/aetual hardware. Plant it in 
eoiif orraanee u/deslgn requirements. 

HOWELL. B. H. Consumers Power Co. 79/12/21. Ip. 


7912280560 Forwards final deficlaney rept re failure of Hilti drop-ltk 
anehore to meet tension testing requirements. 

HOWELL, S.H. Consumers Power Co. 79/12/21. Ip. 


7918280922 Forwards quarterly rept for period BOOlOl— 0331 re Bechtel 
supervisors 4c engineers expected to be on const site. 

HOWELL, 9.H. Consumers Power Co. 79/12/81. 34pp. 


S. Reportable occurrences, LERs tc related correspondence 


7912130418 Aek receipt of 791026 interim deficiency rejt re terminal 
blocts l< cracked disconnect links. 

FIDFIELLI.O. Region 3, Chicago. Reactor Construction 8c Engineering 

Support Branch. 79/11/14. Ip. 


7918170059 Ack 
piping Impac 
FlQRELLt.O. 
Ip. 


receipt of 791026 interim deficiency rept re feedwater 
t qujiMtlfrS. 

Division of Reactor Construction Inspection. 79/11/19. 


— 7912280965 Final deficiency rept re failure of Hilti drop-ln anchora 
to meet tension tasting e rlterla. Tasting program will 
divalop ultimate loads for drop-in anchors which are net 
completely set. . _ 

HOOK. J. 0. , BAILEY, K. Bechtel Associates Professional Corp. 
79/11/30. 5pp. 


DOCKET 90-330 MIDLAND PLANT, UNIT 2 

A. Applleatlon/constructlan stag# documents & correspondence 


7912110011 Forwards NRC position on status ti applicability to psndlng 
OL applications of results of TMI followup actions. Outlines 
addl short-term actions to be taken. 

VA88ALU0, D. B. Division of Project Management. 79/09/87. 4Ipp. 


7912170109 Atk receipt of 791026 interim deficiency rept re terminal 
block disconnect links. . - . 

.FIDRELL1,0. Region 3, Chicago. Reactor Construction 8, Engineering 

Support Branch. 79/11/15. ip. 


7912140176 Summary of 790718 meeting w/util, Bechtel Corp 1. ACR8 in 
Dethesda,HD re toll deficiencies at facility site. 

HOOD, D. Light Hater Reactors Branch 4. 79/10/16. 6pp. 


7918170416 PNO-l I I-79-04B; on 791 187. e 1 eetr Iclan received shock from 
energised circuit breaker cab Inet. Caused by electrlcan. 
unaware breaker was energi led. hid ing tool box in breaker 
cabinet so he could go to lunch. 

KNDP. R. C. . FIGRELLI.C. Region 3. Chicago. Office of the Director, 
79/11/28, Ip. 


7912110358 Interim deficiency rept re safe shutdown boratiom 
capability. Bechtel preparing sys design to increase safety- 
grade boratlon capabi I ily. Final Ixa tl on of sys design 
BBtlmated by end of Mar 1980. Nest rept by 600411. 

HOWELL. S.H. Consumers Power Co. 79/12/06. 2pp. 


7918130219 Forwards final deficiency rept re main feed pipe spools. 
HOWELL. B.K. Consumers Power Co. 79/18/10, 2pp. 


7912110264 Diseussei NRC plans to use generic analyses to develop early 
verification program to resolve ATH8 issue for PWRs l< BWRs. 

Success of progrim depends on industry response. Supports 
formetlon of owners groups to provide neeassery ^ „ 

DENTON.H. fi. Office of Nuclear Reactor Regulation. 79/10/17. 3pp> 


7912090894 Forwards D Hood 791002 memo re revised estimate of const 
completion date for distribution according to board 
notification eve lists. 

VAR8A.B.A. Assistant Director for Light Hater Reactors. 79/11/08. 
2PP- 


— 7912050305 Discusses 790918-19 site visit re revised estimate of const 
completion date of June 1982. Meeting eummary forthcoming. 

HOOD. D. Light Water Reactors Branch 4. 79/10/02. ip. 


—7918130224 Final deficiency rapt re main feed pipe spools. NRC found 
nine pipes not in compliance w/ASME coda physical impact 
requirements. One hot tend spool being replaced. Others 

..n . 1 .. -j. temp of 70 F. 

ilonal Corp. 79/11/19. 4pp, 


: of diesel 


( Engineering 


7912100272 Notifies of revlsui of response to NRC 790381 request re 
plant fill lettlrment t effecte at elte, Forwprde addl 
questions I, positions. Raqueits response, 

fiUBENSTEIN. L. 9. Light Water Reactors Branch 4, 79/11/19. Tpp. 


7912040866 Forwards reipenie to NRC 791025 request re design adequacy 
of BbN Naas utlliting once-throogh steam generators. 

Necessary mod# do not require conet halt, 

HOWELL. 8. H. Consumers Power Co, 79/11/30. 141pp. 


7912070511 Summary of 790906 meeting w/util i Bichtal Corp in 
Bethesda.MD re load sequencing 8, design itds for diesel 
g in*f Ator. 

HOODrD. B. Light R««ctor* fir«nch A. 79/11/30, 18pp» 
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7'?121IO'4'06 Sumin«rit of 790927 mtetlna u/utll In BothosdJi MO r» 
undartaksn by util to contolidate continuing 
safety reviou; of plant Sc concarning Implication of TliI-2 
accldtnt. 

HOODi D. 9. tight Mater Reactors Branch 4, 79/11/30, 7pp. 


7912SS0257 Summary of 791114 meeting u/U8 Corps of Engineers S< util re 
abaarvatlon of soil settlement at plant sites. 

HCiaOt D. Light Water Reactors Branch 4. 79/12/03. 4pp. 


7912070481 Forwards revised response to NRC 791025 request re design 
adequacy of BteW sys sens! t ivi ty . Ut 1 1 1 2 ing once~through steam 
generators. Revision provides replacement of preliminary 
graphs h tables 4i corrects minor errors. 

HtlWELLc 8. H. Consumers Power Co. 79/12/04. 150pp. 


7912120397 Forwards affidavit of sve of Amend 21i issued as Revision 10 
to Ot environ reptire util application for CPs & OLs for 
faclHtlas. 

If ACON» J. U. Consumers Power Co. 79/12/07. 4pp. 


7912270193 Forwards Amend 72 to application for CPs 1< OLs. 
HOWELL) 9. H. Consumers Powsr Co. 79/12/19, Ip. 


— 7912200648 Notice of violation from Insp on 781211-790125. 

« Office of Inspection te Enforcement. Office of the Director. 
79/'12/06. 4pp. 


— 7912300651 Notice of violation from Insp on 781211-790129. 

• Office of Inspection U Enforcement. Office of the Director. 
79/12/06. 2pp. 


7912270004 Forwards order modifying CPs CPPR-Bl & CPPR-82 8. notice of 
violation. 

CASE. E, 0. Office of Nuclear Reactor Regulation, STELLO. y. Office 
of Inspection S< Enforcemont. Office of the Director. 79/12/06. Ip. 


— 7912270008 Order modifying CPs CPPR-Bl tt CPPR-02 re soil activities for 
safety-related structures & sys. 

CASE. E. 0. Office of Nuclear Reactor Regulation. STELLO. V. Office 
of Inspection L Enforcement. Office of the Director, 79/12/06. 

6pp. 


— 7912270009 Notice of violation from insp on 781211-790125. 

Noncomp 1 lances noted : incons Istenc Ids in license application 
t) design basis documents L failure to provide insp hold 
points to verify soil work. 

* Office ef Nuclear Reactor Regulation. 79/12/06. 4pp. 


— 7912270197 Amend 72 to application for CPs & OLs. Imp lement Ing remedial 
actions re soil activities for safety-related structures b 
sys founded In U on plant fill matl. 

HQWELL. 3. H. Consumers Power Co. 79/12/19. Ip, 


C. Utility Environmental Report (ER). amends b correspondence 


7912030155 Responds partially to NRC request for addl info required 
to complete environ rapt, Forwards applications for discharge 
1. waste water discharge permits b "Rept of Preliminary 
Archaeological Survey of Transmission R1 ght-of-Way. . . . " 

HOWELL. 8. H. Consumers Power Co. 79/il/29. 100pp. 


— ^7912030158 “Rapt of Preliminary Archaeological Survey of Transmission 
Right-Of-Way From Midland Plant to Tittabawassse Substation 
of CPC. " 

TAOOART. D. Michigan. Univ. of, 79/07/31. 14pp. 


7912030188 Forwards Amend 71 to application for CP b DL. Submitted as 
Revision 10 to environ rept. 

HOWELL. 9. H. Consumers Power Co. 79/11/30. 2pp. 


7912140100 Forwards order modifying CPs b two notices of violation 
describing Itaras of noncompl lanco re soil settlement 
matter. W/o end. 

0LiM3TEAD. W. J. Hearing Branch 4, 79/12/07. Ip. 


7912280083 Forwards NRC 791206 order modifying CPs issued to CPC. 
W/o end. 

9TELLD.V. Office of Inspection b EnPorcement. Office of the 
Director. 79/12/17, ip. 


7912280086 Forwards NRC 791206 order modifying CPs issued to CPC.M/o 
one 1 . 

STELLO. y. Office of Inspection b Enforcement. Office of the 
Director. 79/12/17. Ip. 


7912310339 Requests hearing. on behalf of util. re Amend 72 to 
application for CPs L OLs. 

MILLER. M. I. Isham. Lincoln b Beale. 79/12/26. 3pp. 


H. Don era I corres pond once 


— 7912030191 Revision 10 to environ rept. 

a Consumers Power Co. 79/11/30. 169pp. 


F. Security, medical, emergency b fire protection plans 


7912040471 Forwards Info re upgraded emergency plans to plante under 
const b DU review. Applicants required to make certain 
emergency arrangements w/state b local organ! tations b 
submit emergency plans per Reg Guide 1.101. 

VA8BALL0. D. B. Division Of Project Management. 79/11/21. 6pp. 


G. Adjudicatory eorrespondence 


7912060061 Submits typographical corrections to CPC post-hecring brief 
b proposed findings of fact b conclusions of law. Page 31. 

Footnote 2i.Llne 9 b Page 94iLlne 5. 

REVNOLDS.W. D. Bhaw. Pittman. Potts b Trowbridge. 79/11/08. ip. 


7912190029 Responds to 791114 Itr to ASLD re lack of support in record 
for two comments In util reply brief. Issues before ASUB 
fully briefed. No further elaboration by parties would serve 
any useful purpose. 

REYNOUDa. M. a. Shaw, Pittman, Potts b Trowbridge, 79/11/20. 2pp. 


79IS190162 Notifies that fuel loading date for Unit 2 could be delayed 
until 1903. Definitive revised fuel loading schedule will bo 
completed in first quarter of 1980. 

HILLER.M..1. Isham, Lincoln b Beale. 77/11/26. Ip. 


7912200642 Forwards NRC 791206 order modifying CPs re soli foundation 
matls onsite. 

STELLO.V. Office of Inspection b Enforcement, Office of the 
Director. CASE. E. G. Office of Nuclear Reactor Regulation. 
79/13/06. ip. 


—7912200645 Order modifying CPs by prohibiting excavation, const work or 
remedial action in soil matls around safety-related 
structures b sys. 

BTELLO.V. Office of Inspection b Enforcement. Office of the 
Director. CASE, E. 0. Office of Nuclear Reactor Regulation. 

79/12/06. 6pp. 


7912060SOQ Notifies that offsite radiation protection training course 
for NRC inspectors D sa t i sfac tory. Request s advance 
notification of arrival of NRC personnel. 

LOUDENSLAOER. T. Consumers Power Co. 79/12/03. ip. 


M Antitrust correspondence 


7912070120 Errata to proposed license conditions filed u/CPC b 
Interveners joint 79092S motion supporting license 
cOTidltions. Interveners. DDJ b NRC concur u/correctlons. 
Certificate of Sve end, 

ROSa.W.M. I WAT60N.K.B. Consumers Power Co. 79/U/28. 22pp. 


7912100212 Errata to proposed antitrust license conditions contained in 
790925 joint mo 1 1 on. NRC. i ntervanors b DDI concur 
in corrections. Complete set of proposed license contltlons. 
reflecting cor rec tions. enc I, Cer t i f lea te of Sve end. 

ROaSi H. W. Consumers Power Co. RDBS. W. W. Maid, Harkrader b Roes. 
79/11/2B. 22pp. 


0. Inspection reports. IE Bulletins b correspondence 


7912030260 Forwards IE Insp Rep to 50-329/79-20 b 30-330/79-20 on 
790916-20 b notice of violation. 

FIORELLI.G. Region 3. Chicago, Reactor Construction b Engineering 

Support Branch. 79/10/10. 3pp. 


—7912030262 Notice of violation from insp on 790910-20, 

a Region 3. Chicago, Reactor Construction b Engineering Support 
Branch. 79/10/09. Ip, 


—7912030263 IE Insp Repts 50-329/79-20 b 50-330/79-80 on 790910-20. 
Moncompliance noted; f allur a to control special processes. 

NAIDU, K. R.. HAYES. D.W. Region 3, Chicago. Office of the 
Director. 79/10/09. Bpp, 


7912030249 poruartfs IE Insp Repts 50-329/79-81 b 50-330/79-21 on 
790925-27. No noncompll ance noted, 

FIORELLI.G. Region 3, Chicage, Reactor Construction h Engineering 

Support Branch, 79/10/11. 2pp . 
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-7912030237 IE tl.sp Repts 50-327/79-21 *- 50-330/79-21 on 790925-27. N« 
none Dtnpli ante noted. Major areas i nsp e c tod , pr eser v x c e jnsp 
ujork activities ?- nondestructive oiaraination data 8< repts, 

HARO. R 0. Region 3' Chicago, Office of the Director. 

DAM1E(-5QM,0 H. Region 3, Chicago. Reactor Construction «< 

Engineering Support Dranch- 79/iO/JO. Spp. 


7912260129 Forward 5 EE Insp Repts 50-329/79-22 U 30-330/79-22 on 
791010-12 h notice of violation. . ^ 

FIORELLl,!}. Region 3. Chicago. Reactor Construction tc Engineering 

Support Branch. 79/10/30. 2pp 


— 7912260133 Notice 
• Region 3> 


of violation from insp on 791010-12. 
Chicago. Office of the Director. 79/10/29. 


Ip 


-7912260137 IE insp Repts 50-329/79-22 !. 50-330/79-22 on 791010-12. 
NoncDipp 1 ianc e noted; lack of uield 6 rod control. niif-o nt 

VANBEU. T. E. . NAIHU. R. R. . KNOP.R- C, Region 3. Chicago, Office of 
the Director. 79/10/29. IBpp. 


7912200128 Forieards IE Insp Repts 50-329/79-23 
791025. No noncompliance noted. 

KEPPLER, J 0. Region 3. Chicago, Office of 

2pp. 


g< 50-330/79-23 on 

the Director. 79/11/00. 


7912050122 Foruiards IE Circular 79-22. “Stroke 
Relief Valves. " No response ro-quired, 
REPPLER.J O. Region 3. Chicago, Office of 

Ip 


Tines for Power Operated 
the Director. 79/11/16. 


7912100223 Forwards IE Info Notice 79-28, "Dver load ing of Structural 
Etements Due to Pipe Support Loads." No response required 
REPPLER.J. <3 Region 3, Chicago. Office of the Director, 79/11/1 ■ 

Ip. 


7912110574 Forwards IE Info Notice 79-29. "Loss of Nonsafetg-Related 
Reactor Coolant Sgs Instrumentation During Operation. No 
specific action -or response TBHuired, ^a/ii/iA 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director, 79/11/16. 

Ip 


7912190218 Forwards IE Bulletin 79-27. "Loss of 

Jnlt?umentrtron\ Control Power S.,s Bus During Operation," 

...... ... 


79/11/30, 


7912140077 Forwards IE Info Notice 79-30, "Reporting of Defects «. 


791220010B Forwards IE Bulletin 79-20, "Possible 
Model EAiaO Limit Switches at Elevated Temps. 


Malfunction 
Ac ti on 


KEPPLER, J.C, Region 3, Chicago. Office of the Director. 

Ip 


of Nanco 

79/12/10. 


R. Periodic operating reports S< related correspondence 


7912040110 Forwards Bechtel nonconformance 
findings, action requests, B&W nonconformance 

insp nonconformance repts t. util nonconformance repts, audit 
findings l< corrected action repts 


7912280522 Forwards quarterly rept 
supervisors & engineers ejpocted 
HOWELL, B.K. Consumers Power Co. 


for period BOOlOl-0331 re Bechtel 
to bo on const site. 

79/12/21 34pp. 


S, Reportable occurrences, LERs & related correspondence 


7912130418 Ack receipt of 791026 interim deficiency rept re terminal 
blocks {( cracked disconnect links. . 

FIQRELLItO Region 3, Chicago, Reactor Construction ?i Engineering 

Oranch. 79/11/14, Ip. 


7912170059 Ack receipt of 791026 interim deficiency rept re feedwater 
FIQRELLITO*'* Dlvlsion^of Reactor Construction Inspection. 79/11/19, 
Ip- 


7912050370 Forwards IE Bulletin 79-26 
□lades." No response required 
KEPPLER, JO Region 3, Chicago, 

Ip 


, "Boron Loss From 0WR Control 
Office of the Director 79/11/20. 


912170105 Ack receipt of 791026 interim deficiency rept re terminal 
F}oRELLlTo'"'''*'*RBgian 3, Chicago, Reactor Construction S< Engineerlnj 




7912100425 Forwards IE Circular 79-24, "Proper Installation LCalibr of 
Core Spray Pipe Break Detection Equipment on DHRs. " No 


written response required 
KEPPLER, J.G. Region 3, Chicago, 
Ip. 


Office of the Director. 


79/11/26, 


7912110249 Forwards IE Circular 79-23, "Motor Starters 6 Contactors 
Failed to Operate " No response required. . ^ 

KEPPLER, J.G, Region, 3, Chicago, Office of the Director, 79/11/26, 
Ip. 


7912120172 Ack receipt of 791031 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/79-19 I* 

50-330/79-19. , ..u n., ^o/n/OA 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/11/26. 

Ip. 


912170416 PNO-in-79-04a: on 791 127, electr ie Ian received shock from 
energlied circuit breaker cab inet. Caused by electrlcan. 
unaware breaker was enorg i led , h I d ing tool bo« In breaker 
cabinet so he could oo to lurtch. * 

KNOPiR.C., FIORELLI.C. Region 3, Chicago, Office of the Director. 




7912110350 Interim deficiency rept re safe shutdown boration 
capability. Bechtel preparing sys design to increase safety- 
grade boration capabi 1 i ty. Final I cation of sys design 
estimated by end of Mar 1900. Next rept by Q00411. 

HOWELL, S. H. Consumers Power Co. 79/12/06. 2pp. 


7912130219 Forwards final deficiency rept re main feed pipe spools. 
HOWELL, B. H. Consumers Power Co. 79/12/10. 2pp. 


—7912120180 Responds to NRC 791010 Itr re violations noted in IE Insp 
Repts 50-329/79-19 *< 50-330/79- 19, C orrec t ive actions; 
training records for const QC personnel updated to 
accurately reflect actual traininQ* 

HGWELLi 8. H. Consueners Pamer Co. 79/H/'26. 0pp. 


7912130224 Final deficiency rapt re main feed pipe spools, NRC found 
nine pipes not In compliance w/ABME code physical impact 
requirements. One hot bend spool being rep laced. Others 
operate satisfactorily at min sve temp of 70 F. Aas 

ANDERSD'Ni 0. Bechtel Associates Professional Carp. 79/tl/lv. 4pP, 


7912110420 Noli fios that NRC intends to routinely forward to 
appropriate state public util regulatory groups It state atty 
general efts copies of escalated enforcement correspondence 
sent by NRC to licensees ^ -.cjitjna 

KEPPLER.J.G, Region 3, Chicago, Office of the Director. 79/11/28. 
Ip 

7912060012 Ack receipt of 791106 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50—329/79—20 It 
50-330/79-20. .... 

FlORELLl.O, Region 3, Chicago. Reactor Construction I, Engineering 

Support Branch. 79/11/30. Ip 

— 7912060013 Responds to NRC 791010 Itr re violations noted In IE Insp 
Repts 50-329/79-20 *< 30-330/79-20. Corrective actions; 
procedures re formal design changes revised by Bechtel. 

HOWELL, 3. H. Consumers Power Co. 79/11/06. 3pp. 


912170062 Ack receipt nf 791102 interim rept re settlement of dit**l 
generator foundations It b Idg. Comp 1 s ted review will be 
performed upon receipt of final rept. . 

FIORELLI.O. Region 3, Chicago. Reactor Construction l< Engineering 

Cisnnnrtf nrattch. 79/1S/12, iP' 


7912180176 Intorim deficiency rept re containment internal structures 
coatings w/loss of adhesion. Evaluation of corrective action 
being undertaken by Bechtel. Ne» t rapt will be submitted by 
B00215.Mgt correction action rept end. 

HQHELLiB. H Consumers Power Co. 79/12/13. 6pp, 


7912180526 Intorim deficiency rapt re in-eontainment coatings which 
have loss of adhesion between success ive ' lay era of coating 
sys. Appro* 600 square ft of surface under investigation. 

HOWELL, 0. H. Consumers Power Co. 79/12/13. 6pp. 

7912110363 Forwards interim deficiency rept re broken anchor bolt in 
reactor vessel support skirt flange. 

HOWELL, B. H. Consumers Power Co. 79/12/14. ip. 
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--7913110373 Interim deficiency rept re broken anchor bolt In reactor 
vetset support skirt flange. Anchor stud purchased from MB 
Valley Structural Steel Co<uho procured matl from Southern 
Bolt 1< Fastner Corp. 

« Consumers Power Co. 79/12/05. 3pp. 


7913130544 Interim deficiency rept re broken reactor vessel anchor 
stud. Vessel support skirt flange anchor bolt broke. Tes ting 
for cause of break will be completed by mid Jan 19Q0< 
w/results available by mid Feb 19B0. 

HOHELL.S. H. Consumers Power Co. 79/12/14. 2pp. 


7912360403 Final deficiency rept re reactor bldg spray piping supports 
Stresses are within code al lowab Ics. Or innel 1 analysis 
plant drawings reconciled w/actual hardware. Plant is in 
conformance w/dosign requirements. 

HOHELtiS. H. Consumers Power Co. 79/12/21. Ip. 


79ia20O5iO Forwards final deficiency rept re failure of Hilti drop-in 
anchors to meet tension testing requirements. 

HaWELL, S. H. Consumers Power Co. 79/12/21. Ip. 


— 7912280549 Final deficiency rept ra failure of Hilti drop-in anchors 
to meet tension testing cr i ter ia. Test ing program will 
develop ultimate loads for drop-in anchors which are not 
completoly set. 

HOdKi J. 0. < BAILEVi K. Bechtel Associates Professional Corp, 
79/11/30. 5pp. 


DOCKET SO-331 DUANE APNOUD ENERGY CENTER 


F. Seeurttyi medlcali emergency !< fire protection plans 


791S200D32 Discusses NRC 791109 meeting re emergency preparedness team 
review pbjectivos. Provides guidance for improving licensee 
emergency preparedness & aesurlng capability of offsite 
agencies to take appropriate emergency actions. 

ORIMEBjB.K. Emergency Preparadnoss Task Force. 79/11/83. 30pp. 


79120403S0 Forwards responses to questions raised re fire protection 
analysis. Diesel generator room drawings end. 

RODTiL.D. Iowa Electric Light li Power Co. 79/11/29. 10pp. 


J. Insurance & indemnity information 


79IS190507 Responds to 791210 1 tr requesting approved guarantee of 
payment of deferred premiums for each operating reactor over 
100 Huiieliowned in whole or part. Advisee that info was 
filed 791120 w/util. 

TOYN£> 0. M. Corn Belt Power Cooperative. 79/12/14. Ip. 


P. Operating license stage documents (< correspondence 


7912100189 Discusses NRC 791101 meeting w/represontati ves of NSS 8 
vendors b fuel suppliers re discussion of respective 
portions of ECC 8 evaluation models dealing w/fuel cladding 
sualllng b incidence of rupture. Vendor responses end. 

EISENHUTi D. 0. Division of Operating Reactors. 79/11/09. &5pp. 


■7912100855 Responds to NRC 791101 request re noncompl iance of 
Vlastlnghouse ECC 8 evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel pod models 
indicates no safety problems for Nestlnghnuse plants. 
ANDER 8 ON 1 T. H. Ues t Inghouse Electric Corp. 79/11/02, 4pp. 


■791S10O330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
compliance w/IOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

BUCHHOLZ.R. H. General Electric Co. 79/12/07, 3pp. 


■7912100407 Forwards response to NRC 791101 request re rod burst tost 
data. Concludes that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of lOCFRSO. 44 satisfied. 

□WSLEYjO.F. Ekkon Nuclear Co,. Inc. (subs, of Exxon Corp.). 
79/11/02, 5pp. 


■7918100494 Forwards addl info re evaluation of impact of NRC proposed 
ruptura/blockage model used In vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rup ture/bloekage model on licensing calculation results. 
aWSLEy>0,F. Exxon Nuclear Co. 1 Inc. (subs, of Exxon Carp.). 
79/11/04, 88 pp. 


7912030233 Forwards Amend 55 to License DPR-49( notice of issuance t> 
availability b EIA. 

IPPOLITOi T. A. Operating Reactors Branch 3. 79/11/19. Spp. 


--7912030S35 Amend 55 to License DPR— 49i rep lac ing requirement for 
repeated manual sampling b analysis for chlorine at plant 
discharge w/requirement for automatic recording/control 
equipment. 

IFPQLITO.T A Operating Reactors Branch 3 79/tl/19 7pp. 


--791203023B EIA supporting Amend 55 to License DPH-49. 

« Office pf Nuclear Reactor Rogulation. 79/11/19. 4pp. 


--79I2030240 Notice of issuance b availability of Amond 55 to License 
DPR-49, 

IPPOLITOi T. A. Operating Reactors Branch 3. 79/11/19. 8 pp. 


7912050472 Ac k receipt of NRC 791024 b 30 Itrs re containment purging b 
venting. Will respond by 791314 

RDQT.L.D. Iowa Electric Light b Pouior Ca. 79/11/27. ip. 


7912160044 Forwards corrected Tech Specs re 790111 b 0705. Ltrs 
containing Amends 4B b 52 respectively to License DFR-49. 
IPPOUITD. T, A. Operating Reactors Branch 3, 79/11/27, 2pp. 


-“7912180070 Submits revised Page 4. 9-t to Tech Specs re radiological 
procoduresi issued as supplemental Amond 46 to License 
DPR~49. 

« Op era ting Reactors Branch 3. 79/11 /27. 2p p. 


— 7912100077 Submits revised Pages VI. 3, 4-9 b 3. 4-lOa to Tech Specs re 
surveillance rsqulremen t Si i ssued as supplemental Amend 52 
to License DPR-49. 

» Operating Reactors Branch 3. 79/11/27, 4pp. 


7912070141 Requests that GE 791130 Itr re Mark I containment program b 
NRC acceptance criteria be made official part of facility 
docket file. 

ROOTiL. D. Iowa Electric Light b Power Co. 79/11/30. Ip. 


7912310349 Provides response to NRC 791022 Ibr re operability of 
containment purge valves Present purge b vent valve design 
adequate for all normal b accident conditions. 

RODT.L. D. Iowa Electric Light b Power Co, 79/12/14. Spp. 


7918270185 Discusses util 79120S ltr<ln response to NRC 791210 Itr re 
failure to report approved guarantee of payment for deferred 
premiums for each operating nuclear reactor over 100 MU. 

Info filed through IA Electric Light b Power Co. 

WILLIAMS. E. M. Central Iowa Power Cooperative. 79/12/17. Ip. 


0. Inspection reports. IE Qulletins b correspondence 


7912130044 Forwards IE Inap Rept 50-331/79-84 on 791034-85. No 
none ompllance noted. 

FlORCLLl.S. Region 3. Chicago. Reactor Construction b Engineering 

Support Branch, 79/11/05. 8 pp. 


— 7918130047 IE Insp Rept 50-33:1/79-24 on 791024-25. No noncomp I iance 
noted. Major areas 1 n sp ec ted : a c b i ons re IE Bulletins 79-14 b 
79-04. 

DANIELSON, D. H. , YIN, I, T. Region 3, Chicagn, Office of the 
D1 roc tor, 79/ 11/02. 3pp. 


7912040344 Forwards response to IE Bulletin 79-33. Generator grounded 
wye configured source, w/iio circuit connecting ground b 
trans Former t will pass only low Frequencies. Special lest 
Procedure 50 completed on 791 103. ind lea ting normality. 

ROOT. L. B. Iowa Electric Light b Power Co. 79/11/OB. 3pp. 


7918300483 Forwards response to IE Bulletin 79-83 re failure of 
emergency diesel generator field exciter transformer. No 
circuit connecting generator ground b exciter primary 
trans former. Spec ial Test Procedure SB completed 791103. 
fiOOT.L. D. Iowa Electric Light b Power Co. 79/11/OB. 3pp. 


7918130229 Supplements 791030 response to IE Bulletin 79-14. Insp during 
19S0 first quarter refueling shutdown will include normally 
inaccessible piping. 

ROOT. L. 0. Iowa Electric Light b Power Co. 79/tl/lS. ip. 


79120SO184 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves," No response required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/ii/14. 
Ip. 


7912100232 Forwards IE Info Notice 79-88, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/11/14. 
ip. 
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7912110579 Foruard* IE Info Notice 79-29. "Loss of Noniafaty-nBlatid 
Eleactor Coolant By# Instrumentation During Operatlofi. “ No 
specific action or response ranuirod. 

KEFPLER. J. 0. Region 3i Chicago. Office of the Direc tor. 79/U/'16. 
ip. 


7912050377 Forwards IE Bulletin 79-2<i. "Doron Loss Fro* BWR Control 
Btodes. '' Response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/20. 
Ip. 


7912100434 Forwards IE Circular 79-24. "Proper Installation U 
Core Spray Pipe Break Detection Equlpnent on DMRs. " No 
written rosponse required. 

KEPPLEB.J. 0. ReglO'n 3. Chicago. Office of the Director, 
ip. 


Calibr of 

79/11/2*. 


7912110259 Foruards IE Circular 79-23. "Motor Starters & Contactors 
Failed to Operate." No response required. 

REPFLER. J. 0. Region 3. Chicago.. Office of the Director. 79/11/2*. 
Ip. 


7912110427 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups ti state atty 
general ofis copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 

Ip. 


79/11/23, 


7912190223 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
rnstrumantatton ti Control Power Bys Bos During aperation. “ 
Nrltten response required. 

PEPPLERr J. 0. Region 3. Chicago. Office of the Director. 

Ip. 


79/11/30. 


79122001(7 Forwards IE Bulletin 79-20. "Possible Malfunction of Naeco 
Model EAIDO Limit Bwltchos at elevated Temps." fiction 
T6P U . 

KEPPLER.J. O. Region 3. Chleago. Office of tho Director. 79/12/10. 
Ip- 


79l22Ba*ll Foruards response to IE Bulletin 79-02. R* vis Ion 2. re pipe 
support base plates ui/concrete expansion anchor bolts. 

Analyzed pipe anchor L support base platss w/sxpanslon 
anchor bolts. 

ROOT. L. D. Iowa Electric Light t< Power Co. 79/12/10. I4pp. 


7912140479 Foruards LER 79-030/03L-0. 

HlNECKi D. L. Iowa Electric Light ti Power 


79/12/10. Ip. 


-7912140409 LER 79-030/03L-0: on 791 112i during surveillance testing, 
differential pressure switch PDI8 2442 trip setpoint foo"'! 
out of tolerance. Caused by instrument drift. Switch calibr fc 


tested. Design review continuing 








7912170213 Forwards LER 79-032/03L-0. 

MINECK.D. L. Iowa Electric Light tt Power Co. 


79/12/12. 


7912170219 LER 79-032/03L-0: on 79111*. during surveillance testing. 

high dryuell pressure switch PS-43liC trip setpoint found 
out of tolerance. Caused by Instrument drift. Switch recalior 

h functionally tested. . , „ to/myia t. 

ZtKNERHANi J. C. Iowa Electric Light fc Power Co. 79/12/12. »p. 


7912170224 Forwards LER 79-033/01T-0. 

HINECK.. D. L. Iowa Electric Light * Power Co. 


79/12/12. ip. 


7912170231 LER 79-033/01 T-0; on 791128. during surveillance testing. 

D primary containment oxygen analyzer ANBlDiB found 
inoparable.Caused by short circuit In test jae k . Analyzer 
repaired, tested fc returned to "vc. onn 

ZIMHERKAN. J. C. Iowa Electric Light I. Power Co. 79/12/12. 2pp. 


7912100918 RO~79-3:on 791202 off gas stack flow recorder Indicated 
downscale. Caused by failure of associated transmitter. 

Recorder disassembled, inspected, reassembled, tested «i 
re Installed. Cause of transmitter failure 

HINECK. D. L. Iowa Electric Light fc Power Co, 79/12/12. 2pp. 


DOCKET SO- 333 JAMES A. FITZPATRICK NUCLEAR POWER PL^T 
F. Becurlty. medical, emergency L fire protection plans 


7912200022 Discusses NRC 791109 mseting re emergency preparedness tea* 
review oh joctivas. Provides guidance for Improving licsnsee 
emergency preparedness L assuring capebillty of offsite 
agencies to take appropriate emergency actions. 

CRthES.B. K. Emergency Preparedness Task Force. 79/11/83. aopp. 


H. Seneral correspondence 


R. Periodic operating reports 1. related correspondence 


7912190390 Forwards monthly operating rept for Nov 1979. 

MINECK. D.L. Iowa Electric Light I. Power Co. 79/18/14. Ip. 


— 7912190405 Monthly operating rspt for Nov 1979. 

VAN 3ICKEL.J. Iowa Electric Light 8. Power Co. 79/12/14. 7pp. 


'912190410 Requests update of NRC distribution list by deleting VJ 
Cassen as counsel fc substituting CM Pratt. 






712280504 Requests update of distribution lists by replacing name of 
VJ Cassan w/CH Pratt, as counsel for util. ■xo/ia/ia la 
EARLY. P. J. Power Authority of tho State of New York. 79/13/13- Ip 


S. Reportable occurrences. LERs L related correspondence 


J. Insurance S> indemnity information 


79122*03*4 PNO-Jl! -79-020: on 791023. unit shut down to repair leaking 
elbow in feedwater pump seal water discharge line to 
feedwater tieatsr 4D. 

WRIOIIT. 0. C. , SPESSARD.R.L. . HEISHMAN. R. F. Office of Inspection*. 
Enforcenent. Office of tho Director. 79/10/23. ip. 


918270*05 Confirms that PASNV has loan commitment for *10 million froa, 
Manufacturers Hanover Trust for retrospective insurance 
payment, if necoBsary.in event of nuclear disaster, Commltnent 
Bipirfts D00&30. . 

MCCARTHY* R. H. Affiliation Unknown. 79/12/10" 


7912050S05 Bubmlts ETB Violation Rspt 79-2: on 791 JOB. plant cooling 
tower basins overflowed. Analysis indicated probable 
excessive chlorine concentration. Caused by plant design. 

Design change for dechlorination being tested. 

MAHMOUD. E.L. Iowa Electric Light 8< Power Co. 79/ J 1/2*. 2pp. 


7912II0340 RD: during normal operation. cad syo oiygon analyzer B found 
inoperable. Oxygen atialyier A not indicating suppression 
chamber oxygen concentration. Caused by tost jack short in 
analyzer B.Tsst jack repaired, tested fc returned to sve, 

HAMMDND. E. L. Iowa Electric Light *c Power Co, 79/11/30. Ip. 


7912180*14 HO: during normal operation.B tad sys 
inoperable during surveillance test. Analyzer 
tested ti aligned. 

HAMMOND. E. L. Iowa Electric Light fc Power Co. 


oxygen analyier 
satisfactorily 

79/11/30. Ip. 


was 


7912140470 Forwards LER 79-03t/03L-0. 

MINECK. D.L. Iowa Electric Light L Power Co. 79/ia/iO. Ip. 


P. Operating license stage documente & correspondence 

79I81O01C9 Discusses NBC 791101 meeting w/ropresentatlves oP NBSS 
vendors fc fuel suppliers re discussion of respective 
portions of ECCB evaluation models dealing w/fuel cladding 
swelling *. incidence of rupture. Vendor responses •««}■ 

ElSENHUT* D, 0. Division of Optrating Rsactora. 79/ti/09. 65pp. 

V912100855 Reuponds to NRC 791101 request re noncompliance of 

Meatinghouso ECCS evaluation model under requirements 
of 10CFR50 App K. Evaluation of three fuel rod nadele 
indicates no safety problems for Westinghouse plants. 
fiNDERSCN. T, M. Westinghouse Electric Carp. 79/H/Oa. App. 

—7912100330 Responds to NRC 791101 request re ORNL swelling l< 

rupture data. Review of analytical madele *< tests indicates 
eompllanco U/10CFR50 App K. All OE specs for calculated peak 
cladding teap remain unchanged. 

BlICHHOLZf n. H, Oeneral Electric Co. 79/12/07. 8pp. 


— ^7912140402 LER 79-031/03L-0; on 791110. during power ascension following 
reactor scram. channel D rod black monitor falledi causing 
control rad block. Caused by drifted count trip level 
setpoint. Betpoint adjusted. 

IlMHERMAMi J. C. Iowa Electric Light * Power Co. 79/13/10. Ip. 


912100407 Forwards responoe to NSC 79il0l request re rod buret teat 
data. Concludes that data properly represented by fuel teodela 
us>d iri vendor evaluetton eiodele thew desiDnetrafc* 

alt criteria of 10CFR50. 46 satisfied. 

DHD4-EVd 0» F- Etxon Nuclear Co,. Inc. (subi. Eixon Corp, 
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-~7912l0045i Forui«prf* addl info ro ■voluatlon of impact of NRC proposad 
ruptura/blocltagf modal utad in vandor avaluation modal. 

No advaraa ijnpaet from nau ruptura burst data or uia of MAC 
ruptsira/bloekaga modal on licanslng calculation reiulta. 

OUSLEYiO. F. E«*on Nuelaar Co.. Inc. (subs, of Eiion Corp. >. 

79/1 J/04. aapp. 


--7912050010 IE Insp Rapt 50-333/79-10 on 790730-0803 li 20-24. No 
noncomplianco noted. Major areas inspected: spent fuel rack 
mod t« action on previous Itisp findings. 

FEIL. R. Region l< Philadelphia. Office of the Director. 
TRIPPiL. E. Region 1. Ph i ladelphia. Reactor Construction t 

Engineering Support Branch. 79/10/09. 5pp. 


7912100117 Foruards safatg evaluation re degraded grind voltage 
protactlon tgs 

LAlNASi Q. Plant 8gitems Branch. 79/11/13. Ip. 

— 7912100120 Bafaty avaluation ra dtgradad grind protection for tafetg- 
related ac power sy». Technical evaluation rapt and. 
a Office of Nuclear Raaetor Ragulatlon. 79/11/13. 11pp. 


7912030160 Commits to eipedited implementation of valvt qual if 1 cat ion 
program for containment purge 1< vent valves. Provided 
oparabllltv aieeisment of purge fc vent valves on 790015. 

EARLViP. J. Power Authoritg of the State of New York. 79/11/SA. Ip. 


7912040900 Retiueets immediate approval for installation of increatad 
capacity fuel racks, Prompt installation will provide 
capability of full core unload. 

BERRYiO. T. Power Authority of the State of Nsu York. 79/11/29. 
3pp. 


7912120421 Forwards addl info r# safety evaluation in support of 
Amend 47 to Lleenee DPR-59.Encl rosponds to Paragraph 3.B. 1. 
r* fire haiard analysis, 

EARLYiP.J, Power Authority of the State of New York, 79/12/OA. 

6pp. 


7912130200 Responds to IE Bulletin 79-10. Eleven areas uera found u/o 
ade<tuata audio or visual alarm capabi 1 it las. Areas will be 
re-evaluated following installation of addl alert devicas. 

UEONARO. J. D. Power Authoritg of the State of New York. 79/10/17. 
3 pp. 


7912050074 AcV receipt of 790710 Itr informing NRC of steps taksn to 
correct violations noted In IE Insp Rept 50-333/79-07. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/10/lB. Ip. 


— 7918030004 Responds to NRC 790B24 Ur re violations notsd In IE Insp 
Rept 50-333/79-07. Corrective actions: instrument surveillance 
procedure revised 4< permanent scale placed on indicator. 

LEONARD. J.D. Power Authority of the State of New York, 79/09/18. 

2pp. 


•7912030000 Forwards IE Insp Rept 50-333/79-07 on 790529-0601 I. notice 
of violation. 

BRUNNER. E. J. Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/00/84. 2pp. 


— 79180S0090 Notice of violation from insp on 790529-0601, 

* Region 1. Philadelphia. Office of the Director. 79/08/21. 
Ip. 


7912120437 Forwards application for amend to Licanta DPR-59 ra changes 
In Tach 8ptcs, related to spiral loadlng/unloadlng of reactor 
core. Safety evaluation and, Clast III fas paid under 
profeeat. 

EARLY. P,J. Power Authority of the State of New York. 79/12/06. 

8pp. 


— 7912050131 IE Insp Rept SO-333/79-07 on 790589-0601. Noneompliance 
noted: failure to Include acceptance criteria In Tech Spec 
surveillance calibr 1. subsequent review h approval of 
erroneous results. 

ZIMMERMAN. R. P. . KI8TER. H B. Region 1. Philadelphia. Reactor 

Operations Nuelaar Support Branch. 79/00/21. 0pp. 


— 7912120460 Application for Amend to License OPR-S?. chang Ing Tech Specs 
to provide for spiral loadlng/unloading of core. reloading 
w/o full control rod blade insertion (< redefinition of 
source range monitor oparablltty during reload, 
a Power Authority of the State of New York, 79/18/06. 11pp. 


7912120304 Rasponds to IE Bulletin 79-14, A/E piping stress analysis 
program will address bulletin concerns. Program rept 
forthcoming. 

LEONARD. J.D. Power Authority of the State of New York. 79/IO/lB. 
3pp. 


—7912120461 Safety evaluation supporting change In Tech Specs re spiral 
loadlng/unloading of reactor core. 

» Power Authority of the Stale of Now York. 79/18/06. 2pp. 


7912130343 Forwards application for amend to OL re expanded membership 
far aafaty raviaw committee it inclusion Into Tech Specs. 

EARLYiP.J. Power Authority of tha Slala of New York. 79/18/06. Ip. 


—7912130547 Application for amend to License DPR-59. 

EARLY.P. J. Power Authority of tha Stata of New York. 79/18/06. 
Ip. 


7918260092 Forwards IE Insp 
noncQispllanca noted. 
MARTIN. U.e. Region 1. 

2pp. 


Rept 50-333/79-15 on 7909U-13. No 
Philadelphia. Safeguards Branch. 79/10/26. 


— 7918260095 TE Insp Rapt 50-333/79-15 on 790911-13. No noneompUanca 
noted. Major areas Inspaetod; organization (< operation, 
meaeureaent *i controls h shipping h reeoiving. Details 
withheld (rof 10CFRS.7901. 

B18BETT.P. H. . 8HAUD.E. T. Region 1. Philadelphia. Office of the 
Director. JOYNER. O.H, Region 1. Philadelphia. Safeguards 

Branch. 79/10/83. Ip. 


— 7912130350 Proposed Tech Specs changes re safety review committee, 
a Power Authority of the State of New York. 79/12/06. Bpp. 


7912180373 Notifies of primary containment integrated leak rate test 
sehadultd for facility. 

LEONARD. J.D. Power Authority of tha State of New York. 79/18/10. 
Ip. 


Q. Inspection reports. IE Bulletins h correspondence 


7912030043 Forwards IE Insp Rspt 90-333/79-12 on 790627-30. No 
nancempl lance noted, 

CAHLBON.R.T, Region 1. Philadelphia. Reactor Construction ti 
Engineering Support Branch. 79/09/26. 8pp. 


— 791203004B IE Inap Rapt 50-333/79-12 on 790B27-30. No noneompliance 
noted. Major araae inspactad; Inaarvica inap data 1. license 
documbntation asaociatad w/LER 79-018/03L-0. 

MCBREARTV. R. A. Region 1. Philadelphia. Office of the Dlrtcbor. 
TRIPPiL.E. Region i. Phlladalph ia, Reactor Conatruetion h 

Engtnaarlng Support Branch. 79/09/20, 6pp. 


7912120003 Forwards ngt review, in rttponae to NRC Immediate Action Lfer 
79-19 re omloslon of certain inatrumant root velvet from 
llntup checklist. . 

LEONARD. J.D. Power Authority of the state of New York. 79/09/26. 

7pp. 


7912030007 Forwerda IE Insp Rapt 90-333/79-10 on 7907a0-i0803 E 20-24, No 
noncompl lanca noted. 

CAHLSONiR.T. Region 1. Phlladolph la, Reactor Construction 
Engineering Support Branch. 79/10/16. 8pp. 


7918140298 Respondt to IE Oulletin 79-84, "Frotan Lines." Adequate 
protaetiva measures already taken to produce freezing of 
llnee during extreme cold. 

LEONARD, J.D. Power Authority of the Stale of New York. 79/10/31. 

3pp. 

7912170214 Updates reeponse to IE Bulletin 79-01 at rsquaitad by 
791002 Ur, Enel table summarlzts li supplements previous 
responses re environ qualification of Class IE electrical 
equipment. 

LEONARD, J.D. Power Authority of the State of New York. 79/11/08. 
7pp. 

7912090048 Forwards IE Circular 79-88, "Stroke Times for Power Operated 
Relief Valves. " No response required. 

DRIER, B.H. Region 1. Philadelphia. Office of the Director. 
79/ll/i6. ip. 


791809027B Forwards IE Info Notice 79i-87. "Bteam Oenerator Tube 
Ruptures at Two PNR Plants. " No rtsponse required. 

ORIER, D.H, Region I, Fh I ladelph la. Offlca of the Director. 
79/11/16, Ip. 


7918100136 Forwards IE Info Notice 79-28, "Dverloadlng of Structural 
Elemants Due to Plpa Support Loads." No rasponaa raqulred. 

ORIER, B.H. Region 1, Philadelphia. Office of the Director, 
79/U/i6, Ip. 



170 


DOCKETED ITEMS 


7912110432 ForujarOi IE Info NotiCB 79— 29» "Loss 
RBoctor Coolant Sijs 1 n slromontat i on During Op 
spsclflc action or reaponsB required. 
SRIERiD.H. Region Ir Philadelphia. OFfice 

79/11/19 ip. 


of Monsafety-Re 
era tl on. " No 

of the Director 


lated 


-7912130494 LER 79 - 0 a 3 / 03 X- 2 ; on 791000 . dur ing normal operation. routine 
computer printout of core performance log 

ma« fraction of limiting power density was above Tech Spec 
limits Reactor power reduced approx SVe to Ttch Spec * 

CHlLDsiw, V. Power Authority of the State of New York. 79/11/26, 


791205024b9 Forwards IE Bulletin 79-26. 
Blades. " Response required, 

ORlER.D.Ii, Region 1. Philadelphia. 

79/11/20. Ip. 


"Boron Loss From D WR Con t ro 1 
Office of the Director. 


7912040306 Forwards LER 79-095/03X- 
LEONARDiJ.D. Power Authority of 


1 . 

the State 


2 pp. 


of New York. 


79/11/30. 


7912260053 Respon 
safety-related 

LEONARD. J. 0, P 


ds to IE Bulletin 79-25 re failures 
sys. Relays not used at facility, 
□wer Authority of the State of New 


of BFD relays In 
York. 79/11/20 


Ip 


7912260057 Responds to Revision 2 o 
using concrete ejpansion anchor b 
used in masonry-typo walls, 
LSaNARD. J. D. Power Authority of 
2 pp. 


f ]E Qullatin 79-02 re pipe suppor 
oils. No etpanslon anchors 

the State of Neu York. 79/11/21. 


ts 


7912060902 Forwards IE 
Core Spray Pipe Break 
response required. 
GRIER. B.H. Region 
79/11/26 Ip. 


Circular 79-24. "Proper Installation 8 < Calibr 
Detection Equipment on BHRs. " No 

1 , Philadelphia. Office of the Director. 


of 


-7912040313 LER 79-099/03X- 1 : on 791029 , dry wo ll-to-iup pres* Ion chamber 
differential pressure transmitter 27-PT-102B was found out 
of tolerance. Caused by improper testing procedure. Procedure 

ImDifS'v*' %ower AuUori^rort^e State of New York. 79/11/30. 


7912110277 Forwards LER 79- 101/03L-0. 

LEONARD. J.D. Power Authority of the State 

Ip- 


of Now York. 


79/12/04. 


7912110202 LER 79-101 /03U-0; on 79 1 lOB, during 

F-8T-76L. sit penetrations discovered 
plant conet. Cause not stated. Penetrations 
rated matl *< performad fire watch. 
CHILDS.H.V. Power Authority of the State 


operations surveillance 
not sealed during 
sealed u/3-h 

of New York. 79/18/04, 


2pp. 


7912110069 Forwards IE Circular 79-23. "Motor 
Failed to Qparate. " No responso required. 
GRIER. D.H. Region I. Phi i odeiph ia. Offico 
79/11/26. Ip. 


Starters 
of the 


& Contactors 
Director. 


791211032B Forwards LER 79-t00/03L— 0. 

LEONARD. J. D. Power Authority of the State 
Ip- 


of New York. 


79/12/04. 


7912190059 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instroroentatjun I. Control Power Sys Dus During Operation. 

...... .. ... ......... 

79/11/30. Ip. 


7912110329 LER 79-1Q0/O3L-0! on 791 108. during normal operation to 

complete corrective malnt.HPCI sys unintentional ly made 
inoporab la. Caused by need to replace leaking gasket 
associated u/ays hydraulic control valve eo/.a/oa 

CHILDS.H.V. Power Authority of the State of New York. 79/12/04. 


7912100316 Provides status of program re requirements of 
79-14. Forwards schedule for tnap of safety-related pipe 
lines 2 1/2 inches 6 larger List does not include pipe 
linos analyied For 770313 show cause order. 

EARLY. P , J. Power Authority of the Stato of Neu York. 
6 pp. 


IE Bulletin 

79/12/03. 


7912310835 Forwards !E Info Notice 79-30, "Reporting of Defects «. 
Noneompiianecs. 10CFn21. •’ No action required, 

GRIER. D.H, Region 1. Philadelphia, Office of tho Director, 

79/12/06 4pp. 


7712110343 Forwards LER 79-099/03L-0. 
LEONARD. J. 0. Power Authority of the 
ip. 


State of New York. 


79/18/04. 


— 7912110347 LER 79-099/03L-0: on 
control unit for control rod 
isolated. making control rod 
□-ring. Ring replaced. 
CHILDS.H.V. Power Authority 


791109 . leaking access plug on hydraulic 
10-39 required unit to be 
inop erab I e. CauB ed by failed 

of the State of Neu York. 79/12/04. 


2 pp. 


7912190760 Forwards IE Bulletin 79-20, "Possible Malfunction of Namco 
Hodel EA10O Limit Switches at Elevated Temps. " Written 

ORIEhI'd^h!^*''** Region 1. Philadelphia, Office of the Director, 
79/12/07 IP 


7918280220 Forwards IE Info Notice 79-31. "Use of 
Response Bpectro. " No written response required 
GRIER. U. H. Region I. Philadelphia. Office of 
79/12/13. Ip. 


Incorrect Ampliflod 
the Director. 


7912110353 Forwards LER 79-102/03L-0. 
LEONARD. J.D. Power Authority of the 
Ip. 


Stats of New York. 


79/12/03 


—7912110359 LER 79-102/OaL-0: on 791 100. rqaetor uator conductivity 
eseeeded Tech Spec limit. Caused by docomposl tlon of ion 
eschange rssins which altered ph level. Eight condenser tubes 
plugged I. ono condensate demineral i ler removed. ^o/, 3 /nR 

CHILDS.H.V. Power Authority of the State of New York. 79/12/09. 
4pp. 


R. Periodic operating reports It related correspondence 


7912110290 Forwards monthly operating rept for Nov 1^79. 
LEONARD. J, D. Power Authority of the State of Neu York. 
Ip 


79/12/07. 


— 7912110256 Monthly operating rept for Nov 1979. 

ZUFELT. E. Power Authority of the State of New York, 
llpp. 


79/12/07. 


7912140430 Forwards LER 79-I04/03U-0. 
LEONARD. J. 0. Power Authority of the 
In- 


state of Neu York. 


79/12/10. 


—7918140449 LER 79-104/03L-0: on 791 1 10, during instrument surveillance 
procedure F-IBP-78, source range monitor A oihiblted erratic 
operation. Cause unknown. During troubleshooting, Instrument 
operation returned to normal, ^D/sn/in 

CHILDS, W. V. Power Authority of the State of Neu York. 79/18/1 • 

2 pp. 


S. Haportable occurrences. LCRs 8 . related eoTrespondenco 


7912120128 RO; on 791024, A/E informed util that pipe stress reanalysls 
indicated pipe support to be inoperative per NRC guidolinos. 

Support will bo upgraded to accept increased loads from 

SHOCK-IIl analysis, -n/.n/.js 

LEONARD. J. 0. Power Authority of the Slate of Neu York. 79/10/24, 

Ip 


7712130449 Forwards LER 79-0S3/O3X-2. 

LEONARD. J.D. Power Authority of the State of New York. 
Ip- 


79/11/80. 


7912100594 Foruards LER 79- 105/03U-0. 

LEONARD. J. D. Pouer Authority of tho State 

Ip. 


of Now York. 


79/12/13. 


■7912180999 LER 79-109/03L-0: on 791 114, during normal oparatiom nalsy 
lubricating oil recirculating pump associated u/emergsney 
diesel generator C noted. Caused by bad bearing In pump 

CHILDS.H.V. Power Authority of the State of New York. 79/12/13. 


7912210316 Foruards LER 79-106/03L-0. 
LEONARD. J. D. Power Authority of th 
ip. 


e State of New York. 


79/12/17. 
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— 79iaS103S2 LER 79-106/'03L-0; on 791110. during normal ateadg state 
operationi Uhl le conducting operation* surveillance test 
P-BT-IJiMSIV 29-AOV-BOA did not provide half acram signal 
equal to or less than t07. c loaura. Cause undeterninad. 

CHILQBiM. V. Pouer Authority of the State of Neu Vork. 79/12/17. 
Spp. 

7912210327 Forward* LER 79-103/01T-0. 

LEGNARDi J. D. Pouer Authority of the State of New York. 79/12/17. 

»P 

— 791S21033di LER 79-103/011-0: on 79120S. due to IE Bulletin 79-14 
reanalgei*. pipe hanger H10-S39 in D RHR eg* considered, 
inopereblt due to thermal growth. Caused by hold down clip* b 
guide* restraining pipe movement. Clips b guides removed. 

CHICDSrU. 9. Power Authority of the State of New York. 79/12/17. 

2pp. 


DOCKET 80-334 BEAVER VALUEV POWER STATION. UNIT 1 


F. Seeurltyt medical, emergency b fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for Improving licensee 
•mergtncy preparedness b assuring capability of offsita 
agencies to take appropriate emergency actions. 

ORIMEStB. K. Emsrgencg Prsparednes* Task Force. 79/11/23. 30pp. 


0. Adjudicatory correspondence 


7912110030 Confirms receipt of end 790329 petition to suspend OLs for 
all PWR*. Forwards FR notice indicating that petition will be 
treateit In accordance U/10CFR2. 20d>. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


~791211012A Notice of request for action pursuant to 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

MULLER, D.R. Office of Nuclear Reactor Regulation. 79/11/23, 
SSpp. 


t. Financial Information 


7912310343 Rasponds to NRC 791210 Itr requesting util guarantee of 1979 
retrospective premiums. Forwards 790327 Itr u/internal cash 
Plow projection for 1979. 

CMRIBTNERiR. 8. Duquesne Light Co. 79/12/26. 2pp. 


P. Operating license stage documents b correspondence 


7911090240 "Summary of Operating Experience W/Reclrcutating Steam 
Oanerators. " 

EIBENHUT, D. 0. Division of Operating Reactors. NURE0-0S23. 
79/01/31, e9pp. 


7908010339 Notifiss of statue of rept on reactor cavity annulus seal. 
Host PMR users remove ring during normal operation. Others 
store seal ring In raised position during normal operation. 

UAINAS. 0. Plant Systems Branch tPre 791030), 79/07/05. 7pp. 


7912050170 Discusses NRC review of LERs b Tech Spec requirements re 
control RPI *y* at Meetinghouse PWRs, Requests Toch Specs 
ravlsw to ensure requirement for rod malnt to within +/- 12 
steps indicated b RPI sys verified accurate within 12 steps. 
SCHWEKCERfA. Operating Reactors Branch 1. 79/10/29. 7pp. 


791210040B Discusses NRC concern re containment purging b venting 
during normal qparation. Include* licensee override of 
safety actuation isolation signals to containment isolation 
valves b valvt ability to shut w/o degrading containment. 
BCHWENCERiA. Operating Reactors Branch 1. 79/10/29. Spp. 


7712100109 OiseussBS NRC 791101 nseting w/repre*entativos of N8S8 
vendors b fuil suppliers re discussion of respective 
portions of ECCB evaluation models dealing w/fusi cladding 
swelling b Ineldsnce of rupture. Vendor responses end. 

EISENKUT, D. 0. Division of Operating Reactors. 79/11/09. 6Spp, 


-—7912100255 Responds to NRC 791101 request re noncompliance of 
Wsstinghouss ECC8 evaluation model under requirements 
of 10CFR90 App K. Evaluation of three fuel rod modsts 
indicates no safety problems for Westlnghousa plants, 
ANDERSON, T, M. Wsstinghouss Electric Cerp, 79/11/02. 4pp. 


— 7912100330 Responds to NRC 79U01 request re ORNL cladding swelling b 
rupture data. Review of analytical models & teats indicates 
compliance u/lOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged. 

BVCHHOLZ, fl. H. General Electric Co. 79/12/07. 2pp. 


— 7912100407 Forwards response to NRC 791101 request t» rod burst test 
data. Cone ludea that data properly represented by fuel models 
used in vendor evaluation models b that analyses demonstrate 
all criteria of 1OCFR50. 46 satisfied. 

□WSLEYtO. F. Exxon Nuclear Co., Inc. (subs, of Eiion Corp. >. 
79/11/02. Spp, 


— 7912100456 Forwards addl info re evaluation of impact of NRC proposed 
rupture/b lockage model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/b lockage model on licensing calculation results. 

OWSLEY, O.F. Exeon Nuclear Co., Inc. (subs, of Eiion Carp. ). 
79/11/04. 22pp. 


7912060038 Summary of 791116 telcon u/util re util 791022 response to 
790913 Itr re implementation of "TMl Lessons Learned Task 
Force" ree otnmenda 1 1 ons. 

WIOOINTON, I>. Operating Reactors Branch I, 79/11/23. Spp, 


7912190007 Summary of 791116 telcon w/liconseo re lessons learned 
implements t ion. Lis ts of items not meeting lessons learned 
implementation, not conforming to lossons learned 
requirements b needing further clarification end. 

UIQOtNTON, 0. Operating Reactors Branch I. 79/11/23. Spp. 


7912040209 Notifies of completed actions re rod drop analysis problems 
reported by Westlnghouse b discussed at 791119 meeting. 

Actions completed 791 122. Res trie tions will remain in effect 
until problems resolved. 

DUNN, C. N. Duquesne Light Co. 79/11/27. Ip. 


7912040379 Discusses implementation b review schedule for TMI-2 Lessons 
Uoarned Task Force short-term requirements 
DUNNiC.N. Duquesne Light Co. 79/11/30. Spp. 


79120S046S Forwards results of analysis b info re response of 
containment pressure to steam break accident inside 
containment w/extended auxiliary feedwater flow to affected 
steam generator, 

DUNN,C.N. Duquesne Light Co, 79/11/30. 10pp. 

7912210126 Notifies that rept required by Tech Specs 2.4. 1.8 b 2, 4. 3. 3 
App B should include dose assessment u/respect to 
conformance w/code. 

8CHWEKCER, A. Operaling Reactors Branch 1. 79/12/04. 2pp. 


7912100303 Forwards proposed Tech Spec 3/4. 6. S, deleting option to 
utlliie steam jot air ejector during Mode 4. Class II amend 
fee end. 

DUNN,C.N. Duquesne Light Co. 79/13/03. 3pp. 


— 7912100311 Proposed Toch Spec 3/4. 6. 5, el 1 mlnat Ing o.ptlon to utiliie 
steam get ejector during Mode 4. Addl conservatism alimlnates 
potential short-term containment leakage path. 

* Duqupsne Light Co, 79/12/05. 3pp. 


7912270354 Oiscusaos review of NRC 791213 request re commitment to 
implement TMI Lessons Learned Task force Category A 
requlrsmenbs by 600101. Intends to implement recommendations 
during current refueling outage. 

DUNN, C. N. Duquesne Light Co. 79/12/17. Ip. 


7912270456 Notifies that requested info re auxiliary fseduater sys 
automatic initiations b flow Indications to steam generators 
was provided during 791213 site visit. 

DUNN, C. N. Duquesne Light Co. 79/12/10. Ip. 


7912270370 Rosponds to 791210 request re procedures for small break 
LOCA. WiBsti nghouse owners group procedures adequate for 
fae illty. Site -specific procedures do not deviate 
significantly from ref procedure. 

DUNN, C. N. Duquesne Light Co. 79/12/21. 3pp. 

0. Inspection reports, IE Bulletins b correspondence 


7912040097 Ack receipt of 790918 Itr imformlng NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/79-11. 

MARTIN, W.(S. Region 1, Philadelphia, Safeguards Branch. 79/10/12. 

Ip. 


— 7912040105 Responds to NRC 790828 Itr re violations noted in IE Insp 
Rept 50-334/79-11, Corrective act ions: details withheld 
(ref 10CFR2. 790>, 

DUNN, C. N. Duquesne Light Co. 79/09/lB. ip. 
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—7912040121 TorwaTtfs IE Insp Rept 50—334/79—11 on 790307-11 8* notice of 
violation. Not! CO of violation ml thheld (raf 10CFR2. 790). 

MARTINi M 0. Region li Phi ladalphiai Bafeguarda Branch. 

79/0a/2B, 2pp. 


— 7912040129 IE tnsp Rept SO-334/79-11 on 790507-1 1. Noncampllance noted: 
aacurity organ! lationi access control i keyS) locksi & 
e ombinat 1 ons. Da tai Is uilthheld Iref 10CFII2. 790). 

BAIUEVj R. J. • MCKEOHN) L. M. Region 1. Philadelphia. Office of the 
Director. DEVLIN. J.M. Region 1. Philadelphia, Safeguards 

Branch. 79/0B/32. Ip. 


7912O&0I91 Act receipt of 791005 Itr informing NBC of steps taken to 
correct violations noted in IE Tnsp Rept 50-334/79-13. 

BRUNNEHjE.J. Region I. Philadelphia, Reactor Dperatloni Nuclear 

Support Branch. 79/10/lB. ip. 


— 7913060205 Responds to NRC 790912 Itr re violation noted in IE Insp 
Rept S0-334/79-t3.CDrpectlve ac t i ons ; t eoporarg test circuit 
remounteit on fireproof matl & installation checked for 
secure mounting. 

DUNN, C. N. Doquesne Light Co. 79/10/05. 3pp. 


— 7912060214 Forwards IE Insp Rept 50-334/79-13 on 790529-0601 fc 11-13 S< 
notice of violation. 

BRUNNER, E.J. Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/09/12. 2pp. 


— 7912100253 IE Insp Rept SO-334/79-17. Noncompl iance noted; failure ta 
follow procedures, use of heating torch ui/o approved 
procedure tc use of vibration measurement equipment u/expired 
calibr. 

BECKMAN, D. /i. , KEIMIOrR.H. Region 1, Philadelphia. Office of the 
Director. 79/09/21. 30pp. 


7912050026 Forwards IE Circular 79-22. "Stroke Times for Pouer Operated 
Relief Valves." No response required. 

ORIERiD. H. Region I, Philadelphia, Office of the Director. 
79/11/16. ip. 


7912050243 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PWR Plants. " No response required. 

CRIER, B.H. Region 1. Philadelphia, Office of the Director. 
79/11/16. ip. 


7912J001I8 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due Vo Pip# Support Loads. '• No response required. 

CRIER, D.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912110404 Forwards IE Info Notice 79-29. "toes of Nonsofety-Felated 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


—7912060210 Notice of violation from insp on 790529-0601 1. 11-13. 
* Region 1. Philadelphia, Office of the Director. 79/09/11. 
ip. 


7912OSO220 Forwards IE Bulletin 79-26, "Boron Lose From BMH Control 
Blades. " No response required. 

CRIER, D.H. Region 1. Philadelphia. Office of the Director. 
79/U/20. ip. 


— 7912060221 IE Insp Rept SO- 334/79-13 on 790529-0601 Sc 11-13. 
Nonconp 1 lance noted: Inadequate ioplenentation of design 
control measoTes resulting in faulty mounting of temporary 
test circuit. 

HCNATT. T. . FINKEL. A. Region 1, Philadelphia. Office of the 
Director. KEIHIO.R.R. Region 1. Philadelphia. Reactor. 

Operations Nuclear Support Branch. 79/09/11. 13pp. 


7912170164 Responds to IE Bulletin 79-23. "Potential Failure of 
Emergency Diesel Generator Field Exciter Transformer. " 
Froblen not applicable to facility. Flew of high circulating 
current cannot exist at plant. 

DWN. C. H. Duquesne Light Co. 77/10/24. 2pp. 


79I21701B2 Updates 790823 response to IE Bulletin 79-17. "Pipe Cracks 
in Stagnant Berated Hater Bye at PHR Plants. " Insp of welds 
will not be completed within required 90-day period due to 
difficulty in reaioving concrete slabs. 

NERLINO.U. A. Duquesne Light Co. 79/10/29. 2pp. 


7912200530 Forwards IE Insp Rept 50-334/79-19 on 790927-28. No 
noncemp 1 1 ance noted. 

HARTIN.U. 0. Region t> Philadelphia. Safeguardt Branch. 79/10/29. 

2pp. 


— 7912200534 IE Insp Rept 50-334/79-19 on 790327-2B. Mo noncoaipl iance 
noted. Hajor areas Inspectediaatl control b accounting. 
dOVNERjJ. H. Region 1, Philadelphia. Safeguards Branch. 

SMITH. O. . SUhMERS.R. Region 1. Philadelphia. Office of the 
Director. 79/10/25. 5pp. 


7912170232 Responds to IE Bulletin 79-24. "Frozen Lines." All lines are 
protected or will be protected through use of cold weather 
log. heat trace thernocoup les t, controllers I. electric heater 
in trench adjacent to cooling tower.' 

HOOLEVER. E. J. Duquesne Light Co. 79/11/01. 2pp. 


7912100219 Ack receipt of 791029 Itr informing NRC of stepe taken to 
correct violations noted In IE Insp Rapt 50-334/79—17. 

GRIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/11/06. Ip. 


— 7912100224 Responds to NRC 791001 Ur re violations noted in IE Insp 
Rept 30-334/79-17. Corrective actions: startup forms reviewed, 
evaluation rept Issued 1. vibration instrument shipped to 
vendor for recalibr. 

DUNN.C.N. Duquesne Light Co. 79/10/29. 7pp. 


—7912100236 Forwards IE Insp Rept 50-334/79-17 on 790B20-24 L notice of 
violation. 

GRIER, D.H. Region 1. Philadelphia, Office of the Director. 
79/10/01. 2pp. 


—7912100245 Notice of violation from insp on 790620-24. 

e Region i, Philadelphia. Office of the Director. 79/09/21. 
4pp. 


7912060570 Forwards IE Circular 79-24. "Proper Installation L CalUr ef 
Core Spray Pipe Break Detection Equipment on BURs. " No 
response required. 

ORIER.B.H. Region 1. Philadelphia, Office of the Director. 
79/11/26. Ip. 


7912110037 Forwards IE Circular 79-23. "Motor Starters fc Contactore 
Failed to Operate. " No response required. 

ORIER.B.H. Region 1. Philadelphia, Office of the Director. 
79/11/26. Ip. 


7912190021 Forwards IE Bulletin 79-27. “Loss of Non-Class IE 
Instrmoentatlon b Control Power Sys Bos During Operation." 
Hrltton response required. 

ORIER.B.H. Region 1, Philadelphia. Office of the Director. 
79/11/30. Ip. 


7912200652 Forwards notices of violation L of intent to impose civil 
penalties for violations identified during 791127 insp. 

8TEU.0. V. Office of Inspection b Enforcamant. Office of the 
Director. 79/12/05. 2pp. 


■7912200657 Notice of violation from insp on 79H27. 

e Region 1. Philadelphia. Office ef the Director. 79/12/05. 
ip. 


— 7912200660 Notice of proposed impoiitlon of civil penalties from 
violations noted in 791127 insp. 

• Office of Inspection b Enforcement. Office of the Director. 
79/ia/OS. Ip. 


—7912200667 Order medifylng license requiring redundant b Independent 
verification of engineered safety features operability b 
review of controls to assure limiting conditions for 
operation not defeated by maint b other activities. 

STELLO, V. Office of Inspection b Enforcement. Office of the 
Director. 79/12/05. 4pp. 


7912120312 Corrects 781214 Itr re reactor vessel overpretecilon eye. 
Relief valves certified by eelemic analyels. Vendor analysis 
complies u/telsmic design requirements of facility. 

OONNiC.N. Duquesne Light Co. 79/12/06. ip. 


7912280002 Responds to IE Bulletin 79-02, Revision 2, "Pipe Support Base 
Plete Designs Using Concrete Expentlon Anchor Bolts." 

Testing b insp procedures b documentation of teettng b inep 
performed available at site. 

OUNNiC.N. Duquesne Light Ca, 79/12/06. 8pp. 


7912310213 Forwards IE Info Notles 79-30, "Reporting of Defects b 
NoncoiapllaTicoB, iOCFR21. " No action required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 
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7918190739 Feruiai'ifs IE Bulletin 79-2ai "Passible Halfunction of Nanco 
Modal EAiaO Llnit Switches at Elevated Tenps. ■ Mritten 
raeponse required. 

ORIER. B.H. Region li Philadelphia. Office af the Director. 
79/18/07, Ip. 


791S2Q0194 Forwards IE Info Notice 79-31< "Use of Incorrect Amplified 
Rasponsa Spectra. " No written response required. 
eniER>9.H. Region li Philadelphia. Office of the Director. 
79/12/13. Ip. 


R. Periodic operating reports it related correspondence 


7912040439 Forwards NPDES eionthlg rept for Nov. 
noaRE.O.U. Duquesne Light Co. 79/11/29. Ip. 


— ^7912040443 NPDES eionthly rapt for Nov. 

MOORE.O.M.. STEED, L.8. Duquesne Light Co. 79/11/30. i2pp. 


791StB03&2 Forwards month Ig operating rept for Nov 1779. 
DUhBiiC. N. Duquesne Light Co. 79/12/12. Ip. 


— 79121B036S Month Ig operating rept for Nov 1979. 

BPlTZNoeLE, A. Duquesne Light Co. 79/12/OA. 4pp. 


B. Reportable occurrences, LERs it related correspondence 


7912200932 PN9-I-79-001J on 791003, Inti Brotherhood of Electrical 
Workers will etrike feclHtg if new contract voted down. 

Saeurltg orgenliation not affected. 

DEVLIN, J.U., MARTIN, U.O. Office of Inspection tc Enf orceeient, Office 
of the Director. 79/10/03, Ip. 


79132003A7 PNS-I-79-001A; on 791008, tentative agreeiaent reached on new 
contract between util h Inti Brotherhood of Electrical 
Workara. Util beliaves contract will be ratified avoiding 
threat of strike. 

DEVLIN, U, W. I ALLAN, U. Office of Inspection Ik Enforcement, Office of 
the Director. 79/10/09. ip. 


7912040322 RO 79-4A/01P: on 791127 floupath to charging pumps closed due 
to planned removal of emergencg diesel generator. High head 
iniactlon would have net been eveileble if needed. Error 
corrected when valve opened to increase flow path to pumps. 
NERLINO>U.A. Duquesne Light Co. 79/11/26. 2pp. 


7912310383 RO-'79-46/01P: on 791127, redundant motor opsretsd isolation 
valve CH-llSD placed on clearance, in closed position, 
following emsrgencg diesel generator maint shutdown. Caused 
hg operator error. 

UERLlNOtU. A. Duqueene Light Co. 79/11/26. 8pp. 


7912130A27 Forward e LER 79-643/03L~0. 

WERL1NO>0. A. Duquesne Light Co. 79/12/07. 2pp, 


DOCKET 90-335 8T. LUCIE PLANT, UNIT 1 


F. Securitg, medical, emergencg l< fire protection plans 


7912200023 Discusses NRC 791109 nesting re emergencg preparedness team 
review oh jec tives. Provld es guidance for improving licensee 
emergencg preparedness & assuring capabilitg of offsito 
agencies to take appropriate emergencg actions. 

ORIMEBtD.K. Emergencg Preparedness Task Force. 79/11/23. 30pp. 


7912200618 Notifies of fee assessment for 790617 review of securitg 
training it qualification plan. Requests pagment. 

DIOOSiR.M. License Fee Management Branch. 79/12/06. Ip. 


0. Ad judlcaterg correspondence 


7912110038 Confirms receipt of end 790329 peiltloiv to suspend OLs for 
all PURb. F orward s FR notice indicating that petition will be 
treated in accordance u/10CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


—*7912110126 Notice of request for action pursuant to I0CFR2. 206 re 
Environ Coalition on Nuclear Poutr 790339 petition 
requesting suspension of all OLs for PHRs. 

MULLER, O.R. Office of Nuclear Reactor Regulation. 79/11/23. 

sapp. 


M. Antitrust correspondence 


7912060020 Notion to lodge FERC 791004 opinion it order denying 
prehearing. Confi rms reasons pressnted in FL Cltisa 790809 
notion to lodge i^C 790803 opinion t, order. Affirmation of 
8vc «( FERC 791004 order end. 

OASLON. R. A. Florida Cities. 79/11/16, Bpp. 


7912110438 Response in apposition to FU Cities 791116 motion to lodge 
FERC Opinion 37— A. No relation eiists between FERC findings 
re tariff matters h findings in present proceeding re 
antitrust vi elations. Certificate of 8vc end. 

BOUKNXOHT, U. A. . ORISBON, D. H. Florida Power l< Light Co. 

BOUKNIOHT, U. A. Lowenste in, Newman, Reis, Aielrad t, Tol 1. 79/12/03. 

4pp. 


7912110343 Answer to FL Cities 791116 notion to lodge FERC 790803 
opinion re whether to conduct proceeding under Atomic Energg 
Act of 1934 Section lOSCal.Does not oppose lodging per hHC 
790823 previous answer, 

DEMey,L. a. , CHM4ANIA>F.D. Antitrust Division. 79/18/06. 3pp. 


P. Operating license stage documents b correspondence 


7911070248 "Bummarg of aparating Enperlence U/Rsdrculeting Steam 
Oanarators. ** 

EISENNUT, D. 0, Division of Operating Reactors. NUREO-0323. 
79/01/31. avpp. 


—7918130634 LER 79-043/03L-0: on 791106, during startup of boric acid 
cleanup sgs, daborating deminarallier was filled w/primarg 
grade water. Mhan cut into svc boron in tank diluted to less 
then Tech Specs. Caused bg inadequate startup procedure. 
HERLINO.J. A. Duqueene Light Co. 79/12/07. Ip. 


7912100189 Discusses NRC 791101 atitlng w/rsprsssntetives of NBBS 
vendors b fual suppliers re discussion of rispecbive 
portions of ECCS eveluatlon models dealing w/fuel cladding 
swelling b incidence of rupture. Vendor rasponsee end. 

ElSEMlUr, D. 0. Division of Operating Reactors, 79/11/09. 68pp. 


7912160633 Forwards LER 79-046/01T-0, 

UERLINO, J. A. Duquesne Light Co. 79/12/11, 2pp, 


—7912180639 LER 79-046/0 IT-0: on 791127, whlli generator which provides 
emergencg power to motor operated valve CH-115D was removed 
from SVC, valve was placed on clearance in closed position 
for iselnt. Caused bg operator error. 

WERLINO, J. A. Duquesne Light Co. 79/12/11, 2pp. 


7912270302 Forwards LERs 79-039/99X-0 b 79-040/99X-0, 
HCRLIIW,J.A. Duquesne Light Co. 79/12/19. 2pp. 


•7912100233 Responds to NRC 791101 request re noneomp 1 lance of 
Uectinghouae ECC8 evaluation model under requlraaenti 
of 10CFR30 App K.Evaluation of three fuel rod models 
indicates no ssfetg problems for Hostinghouse plants. 
ANDERSON, T. M. Westinghouse Eltctric Corp. 79/11/02. 4pp. 


"7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical nodsls b tests indicates 
compliance w/i0CFR30 App K.All OE epees for calculated peak 
cladding temp remain unchanged. 

BUCIMOLZ.R. H. Oeneral Electric Co. 79/12/07. 2pp. 


—7912270306 LER 79-039/99X-0; on 790920, vital bus inverter 4 felled, 
eauslni reactor trip b high eteam flow safety Inieetion 
actuation. Caused bg failure of vital bus inverter b transfer 
of vital bus to ausiliary power supply, 

NERLIM), J,A. Duquesne Light Co. 79/12/19, tp. 


-7912270320 LER 79-040/ 99 X-0; on 790920, during operational Mode 3, vital 
bus inverter 4 transferred from euxiliarg power source to 
Invertor. Inverter was inoperable b. safety injection occuredit 
Cmuend by operator error. Porsonnal reprimanded; 

WENLINOivl. A. Duquesne Light Co, 79/12/19. Ip. , 


— 7912100407 Forwiards responee to NRC 791101 request re rod burst test 
date. Concludes that data proparlg represented by fuel models 
used in vendor evaluation models b that analyses demonstrete 
ell criteria of lOCFRSo. 46 setlsfiad. 

WBLEV, 0. F. Exson Nuclear Co., Inc. (subs, of Exion Corp.).. 
79/11/02, 3pp. 


■7912100436 Forwards add! info rs evaluation, of impact of NRC proposed 
rupturo/klockage model used in vendor evalustian model. 

No adverse ia«psct from new rupture burst date or use of NRC 
rupture/blockage modal on licensing celculetion results. 

QWBLEYiO.F, Eixon Nuclear Co,, Inc, <suht. of Eison Corp, >. 
79/11/04. 22pp. 



174 


DOCKETED ITEMS 


79ta060493 Ac i rscBipt of NRC 790927 t 1023 Ur'S re tontainment purging 
b venting during noma) pperation. Responee ul 1 1 be submitted 
bg 7912)3. 

UHRIOiR E. Florida Power L Light Co. 79/11/29. Jp. 


7912)10324 Forwards "Time Response Testing of Resistaree Temp 
Detectors." Confirms acc ep tab 1 1 i bg of use oF onsite loop 
current step response technique for measuring resistance 
temp detectors response time. 

UHRIGiR.E. Florida Power b Light Co. 79/12/04. Ip. 


— 7912110326 "Time Response Testing of Resistance Temp Detectors." 

MOTTiJ. E. . HERRELLi D. C. , ROB INSON. J. C. Technologg for Energg Corp. 
79/12/04. ISpp. 


791226032B No objection to licensee proposed changes to NPDE8 permit. 
Requests comments on changes to ETS necessarg to 
accammodate revision in NPDES permit. 

RElDtR.W. Operating Reactors Branch 4. 79/12/04. 3pp. 


7912130259 Foruards revised pump & valve test programt in response to 
fIRC 790716 Itr re test cgcllng of check valves. 

UHRIG.R.E. Florida Power fc Light Co. 79/12/07. Ip. 


7912100260 Forwards IE Insp Ropts 50-338/79-27 fc 50-309/79-17 on 
791002-04. No none omp 1 lane e noted. 

SUTHERLANDi J. T. Region Z< Atlanta, Fuel Facility b Materials 
Safety Branch. 79/10/22. 2pp. 


“7912100274 IE Insp Repts 50-333/79-27 *< 50-389/79-17 on 791002-04. No 
noneompllance noted. Major areas Inspee tod ; tng t controls, 
environ monitoring stations b analytical measuremonts. 

PEERViW. W. Region 2, Atlanta, Office of the Director. 

HUFHAH, J. U. Region 2. Atlanta, Fuel Facility b Materlale aafetv 

Branch. 79/10/19. 3pp. 


7912060249 Forwards lE Insp Rept 30-335/79-26 on 791009-12. No 
noneompllance noted. 

LEWIS, R.C. Region 2, Atlanta, Reactor Operations Nuclear Bupport 

Branch. 79/10/31. 2pp. 


— 7912060254 IE Insp Rept 50-335/79-26 on 791009-12. No noneomp I iance 
noted. Major areas inspee ted: post -re fueling sera power 
testing b power eseatation testing preceding Cycle 3 
operation. 

JULIAN, C. Region 2, Atlanta, Reactor Operations Nuclear Bupport 

Branch. LEWIS, R. C. Region 2, Atlanta, Office of the Director. 
79/10/31. 5pp. 


— 7912130264 Revised pump b valve test program. 

* Florida Power & Light Co. 79/12/07. 175pp. 


7912160243 Urges expeditious review b safety evaluation of RETRAN 
reactor syi transient analysis code. List of intended uses of 
RETRAN end. 

UHBIO.R. E. Florida Power b Light Co. 79/12/07. 3pp. 


79i231014B Foruards SER opposing porposed Tech Spec changes that remove 
requirement for 8-h ac power source survei lienee when 
limiting conditions for operation are nut met. Changes do not 
conform to Reg Guide 1.93 or Tech Specs. 

LAINAS, G. Plant Systems Branch. 79/12/07. Ip. 


—7912310152 SER opposing proposed Tech Spec changes that remove 
requirement for B-h ac power source surveillance when 
limiting conditionB for operation are not met. Changes do not 
conform to Reg Oulcie 1.93 or Tech Specs. 

♦ Plant Systems Branch. 79/09/30. 2pp. 


— 7912310184 Technical evaluation opposing proposed Tech Spec changes 
that remove requirenient fur B-h ac power source surveillance 
when limiting conditions for operation are not met. Changes 
do not conform to Reg Guide 1.93 or Tech Specs. 

• EG b 0, Inc. 79/09/30. 4pp. 


7912140290 Forwards evaluation of design b performance of ref core 
configuration utiliilng higher enrichment fuel. Requests NRC 
approval by 800114 of proposed amend to revise max 
enrichment permitted by Tech Specs 3.3. I. 

UHRIG.R.E. Florida Power b Light Co. 79/12/12. 36pp. 


79I220040B Responds to 761129 Itr re containment purge issue. Forwards 
C-E ECC5 performance evaluation, assessment of radiological 
release from containment b discussion of containment purge 
isolation instrumentation b control circuit designs. 

UHRIGiR.E. Florida Power b Light Co. 79/12/13. 2pp. 


7912270357 Advises that end-of-yr schedule, manpower constraints b work 
associated w/TMI-2 Lessons Learned Task Force 
racommendations will delay response to request for info re 
containment purge. Response will be submitted by B00215. 

UHRIG.R.E. Florida Power b Light Co. 79/19/21. Ip. 


7912060143 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
CREILLV, J. P. Region 2, Atlanta, Office of the Oiraetor. 
79/11/09. 2pp. 


7912030030 Forwards IE Insp Rept 50-335/79-29 on 791022-23. No 
n one ompl lance noted. 

KENNAiN.S. Region 2, Atlanta, Safeguards Branch. 79/11/13. Spp. 


—7912030053 IE Insp Rept 50-333/79-29 on 791022-25. No noneompllance 
noted. Major areas inspected: access control testing/malnt, 
power supply, locks b keys b licensee action on previous Insp 
findings. Details withheld (ref 10CFR2.790>. 

HQ0RE,0. E. Region 2, Atlanta, Office of the Oiraetor. 

TDBIN,U. J. Region 2, Atlanta, Safeguards Branch. 79/11/13. 

Ip, 


7912100181 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 


7912110561 Forwards IE Info Notice 79-29, "Lois of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 
79/11/16. 2pp. 


7912060616 Forwards IE Circular 79-24, "Proper Inetallation b Callbr of 
Core Spray Pipe Break Detection Equipment on DWRs. " No 
response required. 

0 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 

79/11/26, Ip. 


7912110147 Forwards IE Circular 77-23, "Motor Starters b Contactors 
Failed to Operate." No response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26, ip. 


7912100491 Ack receipt of 791 lOB Itr informing NRC of steps taken to 
correct viclaton noted In IE Insp Rept 30-333/79-23. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility b Materials 
Safety Branch. 79/11/27. ip. 


7912260548 Notifies that 791213 rept, “Program Plan for Performance 
Verification of PHR Safe ty/Bel 1 ef Valves b Sys," is 
responsive to requirements listed in NURE0-O57B. 

UHRIO.R.E, Florida Power b Light Co. 79/12/21, Ip. 


Q. Inspection reportc, IE Bulletins b corraspondunce 


7912190355 Forwards IE Insp Rept 50-335/79-23 on 790910-14 b notice of 
violation. 

SUTHERLAND, J. T. Region 2, Atlanta, Office of the Director. 
79/10/15. 2pp. 


-7912100364 !E Insp Rept 50-335/79-23 on 790910-14, Noneompllance noti 
inventory of emergency items listed on Inventory Record 
Sheet 2 of 2 not performed for Jan, Feb b May 1979. 

ANDREHB, D. L. , TAYLOR, P, A. Region 2, Atlanta, Office of the 
Director. HUFHAM, J, W. Region R, Atlanta, Fuel Facility b 
Materials Safety Branch. 79/10/10. 14pp, 


•7912100453 Responds to NRC 79101S Itr ra violation notad In IE Insp 
Rept 50-333/79-23. Corrective actions: recorded Oct 1979 
Inventory of emergency equtpmonb b aupp 1 lee. Procedure HP90 
revised combining Record Sheets 1 b 2, 

UHRlOiR.E. Florida Power b Light Co, 79/11/OB, 2pp. 


— 7912100489 Forwards IE Insp Rept 50-335/79-23 on 790910-14 b notict of 
violation. 

SUTHERLAND, J, T. Region 2, Atlanta, Fuel Facility b Materials 
Safety Branch. 79/10/18. 2pp. 


— 79121004SB Notice of violation from insp on 790910-14. 

* Region 2, Atlanta, Office of the Director. 79/10/11. ip. 


—7912100461 IE Insp Rept 80-338/79-23 on 790910-14. Noncompllanea n»tad; 
Inventory Roeord Sheet 2 of emergency items not completed 
for Jan, Fab or May 1979, 

HUFHAM, J.W, Region 2, Atlanta, Fuel Facility b Materials Safety 
Branch. PERROTTI, D. J. , TR0JAN0M8K1. R. E Raglon 2. Atlanta, 

Office of the Director. 79/lO/U. 2p. 
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7918190442 Foriuard* JE Bullstin 79-27. "Lobs of Non-Class JE 
Insferumintation b Control Pouer Sys Dus During Operation. " 
Urltten response required. 

D 'REILLVj J. P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip. 


7912310297 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Nonconpl lances, 10CPR21. ” No action required. 

O 'nEILLYi, J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. 3pp. 


7912200033 Forwards IE Bulletin 79-28, “Possible Malfunction of Namco 
Model EA180 Limit Switches at Elevated Temps, " Action 
required. 

0 'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/12/07. 2pp. 


7912200402 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required, 

O'REILLY. J.P. Region 2, Atlanta. Office of the Director. 
79/12/13. 2pp. 


7912280136 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference. " No written response required. 

O'REILLY. J. P. Region 2, Atlanta, Qffico of the Director. 
79/12/20. 4pp. 


8. Riporteble occurrences, LERs b related correspondence 


791S180291 PNO-1 1-79-009: on 79i00B, high differential pressure 
observed on lower seal of reactor coolant pump 126. Caused by 
defective pump seal. Pump seal replacement underway. 

DYER, J. A., HARDIN, A. K. Region 2, Atlanta, Office of the Director. 
79/10/10. Ip. 


7918040438 Forwards LER 79-031 /OlT-0, 

SCHMIDT, A. D. Florida Power b Light Co. 79/10/lt. Ip. 


—7912040444 LER 79-031/01T-0: on 790927, during planned shutdown, OC check 
of installation of safety injection tank sample lines showed 
four raceway clips welded to vessel wall. Caused by 
contractor. 

ECHOPPHAN. M. A. Florida Power b Light Co. 79/10/11. Ip. 


7912040422 Forwards LER 79-029/03L-0. 

aCHMIDT.A, D. Florida Power b Light Co, 79/10/17. Ip. 


"7912040428 LER 79-029/03L-0; on 790917, level transmitter on IBl SIT 
drifted out of callbr, lowering tank level below Tech Spec 
limit. Cause not determined. Transmitter recallbr. 

BCHOPPMAN, M. A, Florida Power b Light Co, 79/10/17. ip. 


7912130440 Forwards updated LER 79-01S/03L-1. 

SCHMIDT. A. D. Florida Power b Light Co. 79/10/22. ip. 


—7912130487 LER 79-01S/03L-1 : on 790507, RCB boron concentration was below 
Tech Spec limit. Caused by vendor workers unknowingly cutting 
steam generator during rim cut nods. Tubes plugged i> 
consentratlon restored. 

BCHOPPMAN, H. A. Florida Power b Light Co. 79/10/22. Ip. 


7912130639 Forwards LER 79-032/03L-0. 

SCHMIDT, A.D. Florida Power b Light Co. 79/11/18. Ip. 


—7912100647 LER 79-032/03L-0: on 791016, during plant test of emergency 
dlaael generator lA, generator failed to indicate voltage or 
frequency after engine started. Caused by failed voltage 
ragulator surge suppressor 6P~3. Suppressor replaced. 

BCHOPPMAN, M. A. Florida Power b Light Co. 79/11/15, ip. 


DOCKET 50-336 MILLSTONE NUCLEAR POUER STATION, UNIT 2 


F. Security, medical, emergency b fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
rtvlau objectives. Provides guidaneo for Improving licensee 
emergency preparedness b assuring capability of offsite 
aganeiei to take appropriate emergency actions. 

ORIMESjB.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


7918110308 Forwards addl info re sillcona foam penetration seals for 
Unit 8. Original 791009 Itr erroneously addressed Unit i. 

COONSIL.U, 0. Northeast Utilltlas. 79/12/04. 3pp. 


7912130435 Forwards add] rosponse to NRC 790913 b 1030 Itrs re improved 
in-plant iodine instrumentatt on under accident conditions. 

Air monitors in control room area at each site wilt be 
Installed by BOOIOI. Improved portable ays will be developed. 
COUNSIL.N. 0. Northeast Utilities. 79/12/07. Ip. 


791221014a Submits addl response to NRC Itr re fire protection b safe 
shutdown capab i 1 1 ty. Requests clarification of requests b 
previous negotiated agreements. 

CQUNBIL.H. 0. Northeast Utilities. 79/12/12. 2pp. 


0. Adjudicatory correspondence 


791211Q03B Confirms receipt of end 790329 petition to suspend OLs for 
all PNRs. Forwards FR notice Indicating that petition will be 
treated in accordance u/lOCFR2. 206. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/11/23. ip. 


— 79121 1D126 Notice of request for action pursuant to 10CFR2. 206 ro 
Environ Coalition on Nuclear Power 790329 petition 
requesting susponslon of all QLs for PNRs. 

MULLER, D.R. Office of Nuclear Reactor Regulation. 79/li/23. 
3Spp. 


F. Operating license stage documents b correspondence 


7911090248 "Summary of Operating Eiperlence U/Rec irculatlng Steam 
Oenerators, " 

EISENHUT, D. 0. Division of Operating Reactors. NURE0-0S23. 
79/01/31. 89pp. 


7908010339 Notifies of status of rept an reactor cavity annulus seal. 
Most PUR users remove ring during normal operat 1 on. Dthers 
store seal ring in raised position during normal oporatlon. 

LAINA8, 0, Plant Systems Branch (Pre 791030). 79/07/0S. 7pp. 


79121001B9 Discusses NRC 791101 meeting w/representatives of N8SS 
vendors b fuel suppliers ro discussion of respective 
portions of ECC5 evaluation models dealing w/fuel cladding 
swelling b incidence of r up tur e. Vendor responses and. 

E18ENHUT, D. 0. Division of Operating Reactors. 79/11/09. 69pp. 


— 7912100295 Responds to NRC 791101 request re none ompl lance of 
UestinghouBB CCC8 evaluation model under requirements 
of lOCFRSO App K. Evaluation of throe fuel rod models 
indicates no safety problems for Nesting house plants. 
ANDERSON, T. M. Uestlnghouse Electric Corp. 79/11/02. App. 


—7912100330 Responds to NRC 791101 request re QRNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
compliance w/tOCFRDO App K.All 0£ specs for calculated peak 
cladding temp remain unchanged. 

DUCHHDLZ, R. H. General Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst tost 
data. Cone ludes that data properly represented by fuel models 
used In vendor evaluation models b that analyses demonstrate 
all criteria of 1OCFR90. 46 satisfied. 

OHBLEYi 0, P, Exxon Nuclear Co., Inc. <subs. of Eixon Carp. ). 
79/11/02. 9pp. 


— 79121004S6 Forwards addl info re evaluation of Impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/b loc k age model on licensing calculation results. 

ONSLEY, 0. F. Exson Nuclear Co., Inc. (subs, of Exxon Carp.). 
79/11/04. 22pp 


7912190163 Forwards addl info required for completion of NRC evolution 
of electrical overr Ide/bypass aspects of containment 
Isolation matter. Criteria end. 

UAINAB.O. Plant Bystens Branch. 79/11/19. Ip. 


7912120262 Summary of 791023 mooting u/C-E owners group ro asymmetric 
LOCA loads. 

HOSFQRD.S. D. Enoineerlng Branch. 79/11/20. 4pp. 


7912130003 Forwards request for addl info re loss of offsite power 
avents at facility. Requests response within 90 days. 

REID, R. W. Operating Rsactors Branch 4. 79/11/27. 3pp. 


7912090502 Responds to NRC 791018,22 b 1121 requests re short- b long- 
term recommendations for auxiliary feedwater sys 
requirements. 

COUNBIL.W.O. Northeast Utilities. 79/11/28. 3pp. 
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79t20&0SD3 Foruards calculations ra avtoioatic initiation of autlliary 
foodDiatar t< supporting statemant that longer tine is 
available for Hadden Neck steajft generator dryout than for 
Hi llstone-3. 

COUNSIL.U. 0. Northeast Utilities. 79/11/30. tSpp. 


79iai'7026l Discusses cosimitnont made by CT Yanlee Atomic Pouar Co tc 
Northeast Nuclear Energy Co to Implement automatic 
initiation of auxiliary feedwater. Addresses util conclusion 
that implementation not neceseartf for safe operation. 

COUNSIU.W. 0. Northeast Utilities. 79/11/30. tpp. 


7'7iaiOOSe4 Foruards "Proposed Automatic Initiation Scheme for Auxiliary 
Feedwater Sys< " in response to NAC reiiuest for specific 
design details tk demonstration of compliance w/HR Denton 
791030 Itr. 

CQUINSIL.W. 0. Northeast Utl lities. 79/1S/06. STpp. 


— 7912030056 IE Insp Rapt 50-336/79-21 on 790814-17 t 0910-18. No 
noncompllance noted. Major areas tnspectod:QC activities 
re repair of steam line to auxiliary feedwater pumps & 
nondestructive examinations of feedwater notiles. 

SANDEflS.U. F. Region 1> Philadelphia! Office of the Director. 
TRlPPiL.E. Region li Ph 1 1 ado Iph lai Reactor Construction & 

Engineering Support Branch. 79/07/24. 7pp. 


7912140237 Responds to IE Bulletin 79-24, "Froien Linos." Dec 1975 
review of all freeie protection for safety-related piping li 
instrumentation led to freete protection improvements. 
C0UNSIL*H.8. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). 79/10/31. 2pp. 


7912130113 Forwards results of Insp % analysis performed in response to 
IE Bulletin 79-14, "Seismic Analysis for As-Oullt Safety- 
Related Piping Sys. " 

C0UNSIU>H. 0. Northeast Utilities. 79/11/07. 13pp. 


— 7912100294 "Proposed Automatic Initiation Scheme for Auxiliary 
FeeduatoT Sys. " 

* Northeast Utilities. 79/18/31. 7pp. 


791S120390 Foruards rept re proposed automatic initiation of auxiliary 
feedwater sys in response to NRC request for sspeific design 
details S( for damoostrotion of compliance li/NRC 791030 Itr 
to all operating nuclear power plants. 

COUNSIL.N. 0. Northeast Utilities. 79/18/06. IBpp. 


7912130331 Discusses interim procedures for Recommendation 2. 1. 9, b, 
until high-range capability is available re increased range 
of radiation monitors requirement. 

COUNaiL.M. O. Northeast utilities. 79/12/07. 4pp. 


7912190409 Forwards "Summary Rept pf Feedwater Piping Repair Program fc 
Associated Observations 6 Findings,’' re NHC 79092B request. 
COUNSlLiN. e. Northeast utilities. 79/12/07, 2pp. 


— ^7912190414 "Summary Rapt of Feedwater Piping Repair Program & 
Associated Observations tc Findings." 
e Northeast Utilities. 79/12/31. tOpp. 


7913180279 Provides commitment to implement RecommonitatiDn 2. 2. 1. b re 
shift technical advisor in compliance w/short-term Lessons 
Laarned Task Force requirements. Ml It submit compliance for 
containment pressure indications b RC 8 venting by BlOlOl. 

COUNSIL, N. 0. Northeast Utilities. 79/12/10. 2pp. 


7912170294 Formally documents 791211 verbal commitments to develop 
procedures for Item 2. 1. 9. b re increased range of radiation 
monitors in accordance w/criteria delineated in NRC 791030 
Itr to all operating nuclear pouer plants. 

COUNSILcN. 0. • FEEiH.F. Connecticut Yankee Atomic Power Co. 
79/12/12. 2pp. 


7912210187 Notifies of util commitment to fully implement all Category 
A short-term Lessons Learned Task Force requirements by 
BOOtOl u/exception of Items 2. 1.7. a b 2.1.9, 

COUNSIL 4 U.O. Northeast Utilities. 79/12/17. 3pp. 


7912210282 Forwordi design drawings re airtomatlc initiation of 
auxiliary feedwater, in response to NRC roquest.H/o end. 

List of drawings end, 

COUNSIL.U. 0. Northeast Utilities. 79/12/17. 2pp. 


79122S0004 Forwards drawings re automatic Initiation of auxiliary 
feedwater sys. Drawings available in Central Files only. 

COUNSIL. N. 0. Northeast Utilitiis. 79/12/17. 2pp. 


7912180487 Advisee that info in C-E Rept CEN-117 Is applicable to 
facllityt thereby fulfilling requirements contained In 
Bulletin 79-06C which requested Info re Inadequate core 
coaling. 

COUNSlLrU.O. Northeast Utilities. 79/11/09. Ip. 


7912050039 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves." No response required. 

ORlERiB. H. Region 1, Philadelphia, Office of the Director. 

79/11/16. Ip. 


7912050266 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PUR Plants. " No response required. 

0RIER,Q.H. Region 1, Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912100131 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
«RIER,B.H. Region 1, Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912110422 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Rclated 
Reactor Coolant Sys Instrumentation During Operation." No . 
specific action or response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/11/19, ip. 


7918050255 Forwards IE Bulletin 79-26, "Boron Loss From BUR Control 
Bladas. " No response required. 

CRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/11/80, Ip, 


7918060579 Forwerds IE Circular 79-24, "Proper Installetion b CaLibr of 
Cora Spray Pipe Break Detection Equipment on BWRa, " No 
response required. 

GR1ER,B. H. Region 1, Philadelphia, Office of the Director. 

79/11/26, ip. 


7912110060 Forwards IE Circular 79-23, "Kotor Btartors b Contoetare 
Failed to Operate, " No response required. 

CRIER,B.H. Region 1, Philadelphia. Office of the Director. 
79/11/26. Ip. 


7912190039 Forwards IE Bulletin 79-27, "Loss of Nen-Cles« IE 
Instrumentation b Control Power Sys Bus During Oporation. " 
Nrlttin response required. 

ORlERrB. H. Region 1, Philadelphia, Office of the Director. 
79/11/30, Ip. 


791827031B Providee info on compliance u/THl Lessons Learned Task Force 
short-tera item re auxiliary faedwatar sys flow indication. 

In rssponso to NRC 791211 request. Util installing single 
central grade flow indication channel per fetdllne. 

CDUNSIL.W.O. Northeast Utilities. 79/12/18. 3gp. 


7912310543 Discusses review of futl cladding strain b assembly flow 
blockage models in ECCS eateulatlans to confirm 
cenoervati sm. Kodels in analysis are less eoneervative than 
now' NRC fflodeli.Addl calculations to be completed by S04812. 
COUNSILxW. O. , SMITZER.D.C. Northeast Utilities. 79/12/27. 2pp. 


3, Inspection reports, IE Bulletins b correspondence 


7912030054 Forwards IE Insp Rept 30-336/79-21 on 790814-17 b 0910-12, 
No neneoiip 1 lance noted. 

CARLSON, R.T. Region 1, Philadelphia, Reactor Construction b 
Engineering Bupport Branch. 79/09/26. 2pp, 


7912310226 Forwards IE Info Notice 79-30, "Reporting of Oefecte b 
Noncomp 1 lances, 10CFR81. " No action required. 

GRIER, B.H. Region 1. Phlleda Iph ia, Office of the Director. 
79/18/06, 4pp, 


7918190754 Forwards IE Bulletin 79-29, "Possible Malfunction of Mamco 
Model EAIBO Limit Switches at Elevated Timps, " Written 
response required, 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/12/07. ip. 


R, Periodic operating reports b related correspondence 


7912180392 Forwards monthly operating rept for Nov 1979. 
OPEKA.J.F. Northeast Utilities. 79/12/18. tp. 


— 7912100403 Monthly operating rept for Nov 1979, 

HOHLETT, 0, H. Northeast Utllitlee. 79/12/05. 5pp. 


DOCKETED ITEMS 


177 


S. ftapertablt sccumnceti LEffi ti rslatad corraspondenc* 


791S030104 PNS- 1-79-007; on 791 tO0< f or/nar contractor amplogaa was 
arrastad< aftar malting thraata againab formar auparvlaora in 
facility parking lot. Btiotgun found in car of employaa. 

BH0DL09KY.T. Offica of Inapaction 4i Enforcamant< Offlea of tha 
Olraetor. KEtHIO. R. . BRUNNER.E. J. Ragion 1. Ph 1 ladalph ia, Office 
of the Dlrtctor. 79/11/OB. Ip. 


7918040396 Fnrwarda updated LER 79-0li/03X-l. 

OPEKA.J.F. Northaaat Utilitlaa. 79/11/S7. 3pp. 


"7913040401 Updated LER 79-016/03X-1; on 79061 !< during plant cooldourti 
proseurilar preaaure channel read loiear than actual 
proeeure. Cauaad by ahift of >aro point on tranami tter. 

Bourdon tube replaced ti tranamitter raatored to avc. 

BATESrR.H. Northeaat Utilitlea. 79/11/37. ip. 


79 1 804 0431 Forward a LER 79-03S/03L-0. 

OPEKAt U. F. Northeaat Nuclear Energy Co. iauba. of Northeaat 
Utilitlea). 79/11/28. ip. 


--7912040426 LER 79-03S/03L-0: on 791 103> reactor protection ayai channel A 
high power level min trip aetpoint exceeded Tech Spec limit. 

Cauced by initrument dr If t. Setpoint potentiometer uaa 
readjuated h min high power trip aetpoint reitored to apee, 

BATEBj R. W. Northeaat Nuclear Energy Co. (auba. of Northeaat 
Utilitlea). 79/U/SB. ip. 


7913 13 0499 Forward a LER 79-035/03L-0. 

QFEKAiJ.F. Northeaat Utilitlea. 79/ll/SB. Ip. 


"7912130468 LER 79-039/03L-0: on 791 102. during aurvoillance teating in 
cold ehutdown. reactor protection aya Channal A high power 
level min trip aetpoint exceeded Tech Spec limit. Cauaed by 
leiatrument dr if t. Setpoint readjuated. 

BATEBiR. U. Northaaet Utilitlee. 79/11/88. ip. 


7918040407 Forwarda updated LER 79-Ot3/Oax-l. 
□FEKA.U.F. Northeaat Utilities, 79/11/29. ip. 


—7913040413 Updated LER 79-013/03X-1: on 790929. periodic check of control 
room chlorine detection aya revealed inoperable detectore. 

Cauaed by low drip rates of detector aolutlon onto tentor 
aaeeably, Clogged dlepanere cleaned. 

BATES. R.N. Northeast Utilities. 79/11/29, Spp. 


79181B0309 PNO-1-79-088; on 79112B. const worker Injured in fall from 
leaffeld at plant site. Extent of Injuries unknown, No 
radioactive matl involved. 

ZIHMERHAN.R.P. . KEIMIO. R.R. . BRUNNER, E. J. Region 1, Philadelphia, 
afftee of the Director. 79/11/39. ip. 


7913070381 Forwarda LER 79-034/0aL-0, 

OPEKA.J, F. Northeaat Utilitlea. 79/11/30. Ip. 


—7913070309 LER 79-034/03L-0; on 791 101. during cold shutdown, containment 
paraonnel air lock inner t< outer doors opened at same time 
for 30-1. Caused by bent operating shaft. Shaft atraigtenad 
ti lock operable. 

CLEMENT, C.H. Northeest Utilities. 79/11/30. Ip. 


7912180989 Forwards LER 79-037/0aL-O. 

OPEHAtJ.F. Northeast Utilities. 79/13/10. ip. 


"7913180601 LER 79-037/03L-0: on 791114 during routine maint. leakage 
diaeovered on boric acid evaporator B concentrates pump 
diaebargt line. due to hairline crack in Type 304 stainless 
steal pipe. Caused by chloride stress corroaton cracking. 

HARRIS, J.B, Northeaat UtUitiea. 79/12/07, Ip. 


7912180878 Forwards LER 79-O30/O3L-O. 

OPEKA.J. F. Northeast Utilities. 79/18/13. Ip. 
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F. Security, medical, emergency U fire protection plans 


7912200023 Dlacuasaa NRC 791109 meeting re emergency preparedness team 
review objec tlve a. Provides guidance for improving licensee 
emergency preparedness 1< assuring capability of offsite 
agencies to taka appropriate emerg ency actions. 

0RIME8.fi. K. Emergency Preparedness Task Force. 79/11/83. 30pp. 


7913040376 Responds to NRC 791010 Itr re<iuesting info re upgrading of 
emergency planning. Responses will be submitted by 791207. 

STALLINGS. C. fi. Virginia Electric t< Power Co. 79/11/29. tp. 


791S050S70 Forwards license fee far review of security personnel 
training & guei 1 float ion program, submitted in 790817 Itr. 
STALLINGS. C. H. Virginia Electric ti Power Co. 79/11/29. 2pp. 


7912070131 Forwards amended pages bo approved security plan. Changes 
withheld <ref 10CFR2. 790). 

STALLINOe, C. M. Virginia Electrie h Fewer Co. 79/18/03, ip. 


7913130329 Forwards proposed revision to emergency plan, in response to 
NRC 791010 Itr. Plan designed for compatibility w/NRC 
concurred state tc county radtotoglcel response plane, to 
provide for overall response effort. 

STALLINGS, C. M, Virginia Electric I, Power Co, 79/12/10. Ip. 


— 7918130341 Proposed rsvlsion to emergency plan. 

e Virginia Electric t. Power Co. 79/12/10. 300pp. 


0, Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-091 1. Draft OEtS reflects 
conscious l< deliberate NRC policy to jeopardiie public 
health & safety & thwart obj'ectlves of NEPA. 

KEPPORD. C. Environmental Coalition on Nuclear Power. 79/10/84. 

82pp. 


7912090401 Ack receipt of 791106 Itr re errors In certain pipe stress 
analytes. Requests full rept on nature & scope of errors, 
focusing on relation between errors fa settlement Issue. 

BISHOP. C.U. Atomic Safety and Licensing Apptal Panel. 79/il/OB. 

Ip. 


7912140148 Confirms 791108 Itr re VEPCQ rept on analytical errors in 
pipe stress analyses. Rept will ba submitted by 791210. 

CHRISTMAN, U. N. Hunton fa Hi 1 1 lams . 79/11/19, Ip. 


7912060239 Ack receipt of 791119 Itr re pumphouse settlement issue. 
Requested rapt should be filed no later than 791210 in order 
to expedite A6L8 decision. Aual ts NRC fa parties comments. 

BISHOP. C.J. Atomic Safety and Licensing Appeal Panel, 79/11/16. 
Ip. 


7912110038 Confirms receipt of end 790329 petition to suspend OLs for 
all PMRs. Forwards FR notice indicating that petition will be 
treated In accordance w/t0CFR2. 206. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912110126 Notice of request for action pursuant to 10CPR8, 806 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PDRs. 

MULLER. D.R. Office of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 


7912180169 Brief in opposition to intervenors 791026 exceptions on A8LD 
790824 order granting VEPCO notion for aummery disposition. 

If not affirmed, urges ASLAB permit use of hiigh density racks 
pending conclusion of proceeding. Certificate of Bve end. 

CHRIBTMAN, J. N. , MAUPXN.M.W. Virginia Electric fa Power Co. 79/11/30. 

8epp. 


■7913120174 Aniwer In opposition to VEPCO 790908 motion for summary 
d tsposttian. Ful 1 exploration of issues needed for 
appropriate relief, 

DOUGHERTV. J. B. .Potomac AUianee. 79/06/09. Spp. 


— 7912120170 Statement of matl facts «s to w)xich there is no genuine 
issue to be heard re VEPCO motion for summary disposition. 
Affidavit fa Certificate of 8vc end. 

DOUGHERTY, J. B. Potomac Al Uanee. 79/06/09. 4pp. 


— 791818{>t64 Bupplemental answer in opposition to VEPCO 790809 motion for 
summary d leposit ion. Urges ABLE to apply stds encouraging 
courts to be liberal re opportunity for full devalopment of ’ 
factual bases fa arguments. Car 1 1 ficaie of Sve encl. 

DOUGHERTY, J, B. Potomac Al 1 iance. 79/06/29. Spp. 


■'7913IB08S1 LER 79-038/03L-0: on 791113. leakaga dlicovared on aerated 
radwasta drain line. Caused by wall pitting or cracking, 

Failed pipe section will bs replaced when matl is available 
fa further investigation will be conducted. 

HARHI8.J,B, Northeast Utilities. 79/12/13, Ip. 
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— 791S1S0189 Second supp lementai ansuer in opposition to VEPCO 790509 
motion foT summary disp osl tion. Rad loaei i ve emi sslan< missl I» 
accidents tt other lesues are aubj to major factual gaps. 
H/plsading pages on iratl integrity U other relatod matters. 
DDUOKERTV. J. B. Potomac Alliance. 79/07/33. 45pp. 


7?12100'411 Discusses NRC concern re containment purging t< venting 
during normal operation. Includes licensee ovorrld* of 
safety actuation isolation signals to containment isolation 
valves Si valve ability to shut u/o degrading containment. 
BCHHENCER. A. Operating Reactors Branch 1. 79/10/30. 9pp. 


--79121S'0193 Affidavit attesting that no credible analysis of Potomac 
Alliance alternatives may be undertaken u/a eeanination of 
greater body of Facts. Prof qualifications end. 

WEITZMAH, P. M. Affiliation Unknnun. 79/07/23. 9pp. 


—■*7912120197 Hotlon to amend petition to intervene. Pact!! ty svc uater 
cooling ays uilll not support spent fuel pool component 
cooling sys if mod permi tted. Formal discovery pages & 
informal discovery Itrs end. 

DOUOHERTV. J, B. Potomac Alliance. 79/09/09. iApp. 


7912140002 Order scheduling 600103 oral argument for Intorvenors' 
appeal re storage pool mod. Parties must Inform ASLB by 
791221 of names of counsel. 

BISHOPtC.J. Atomic Safety and Licensing Appeal Panel, 79/12/09. 

2pp. 


7912140172 Responds to ASUAP 791108 request. Forwards "Ropt on Effect of 
Outdated Amplified Response Spectrum Curves on Bve Uater 
Pumphouse 9ett]enent>" which details errors in stress 
analysis. 

CHRISTMAN. J. N. Kunton U Uilliams. 79/12/09. 4pp, 


79121B01feB Opposition to interveners Potomac Alliance it Cltiiena Energy 
Forujii 791026 amenited statement of ercoptions, Intorvenors 
wars given ample opportunity to respond to NRC 790629 
request for summary judjmen t. Certl f icate of Svc end. 
eoUDBERO.8. C. Hearing Branch 2. 79/12/10. 26pp. 


7912310366 Recommends foruarding one 1 addl info re Uostlnghouse turbine 
disk matl to ASLAB. 

PAWLICKI. 8. 6. Materials Englnosring Branch. 79/12/12. Ip. 


--7912310377 Recomraends notifying ABLAD of Uastingbouse turbine disk 
cracking, based on info in 79110S anonymous I tr. 791120 teleen 
iii/Westinghouse & PND-1 11-79-43 re low pressure disk cracks 
at Zion Unit 1. 

BOYLEi M. L. Materials Engineering Branch. 79/12/12. 3pp. 


■'*■7912310386 Notifies that Uestinghouse briefed utils re problems u/ 
stress corrosion cracking in Uestinghouse low pressure 
rotoTi ti problems w/l.SOO rpm low pressure turbines, 
reportable per iOCFRSO. S5( e) or 10CFR21. U/llsts of plants. 

» Uestinghouse Electric Corp. 79/U/OS. 4pp. 


7912200636 Notifies that SC Ooldberg will present oral argument on 
behalf of NRC per ASLAB 791205 order. 

OOLD8ERO. S. C. Hearing Branch 2. 79/12/17. Ip. 


H. General correspondence 


7912100419 Summarises proesdures used in approving amergencu response 
plan, in response to 790927 Itr re 790925 event. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/11/21. 3pp. 

7912160332 Requasti that all facility correspondence be forwerded to 
new address In BoulderiCQ. 

FOSTER. R. M. Mus 1 c k. Wi 1 lamson. Bchwart*. Leavenworth ti Cope. P. C. 
79/11/27. Ip. 


P. Operating license stage documents ti correspondence 


79121001B9 Discusses NRC 791101 meeting ui/representativos of N8S3 
vendors & fuel suppliers re discussion of respective 
portions of ECC3 evaluation models dealing w/fuel cladding 
swelling h incidence of rupture. Vendor responses end. 

EISENHUT.D. 8. Division of Operating Reactors. 79/11/09. 6Spp. 


— 7912100235 Rospondt to NRC 791101 request re noncompliance of 
Uestinghouse ECC9 evaluation model under requirements 
of IOCFRSO App K. Evaluation of thres fuel rod models 
indicates no safety problems for Uestinghouse plants. 
ANDERBON. T. H. Uestinghouse Electric Corp. 79/11/03. 4pp. 


“7912100330 Responds to NRC 791101 request r# QRNL cladding swelling t 
rupture data.Revisui of analytical models ti tests Indicates 
compliance w/lOCFRSO App K. A1 1 OE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHOLZ.R. H. General Electric Co. 79/12/07. 2pp. 


--7912IO04O7 Forwards response to NRC 791101 request re rod burst test 
data. Concl udes that data properly represented by fuel models 
used in vendor evaluation models & that analyses demonstrate 
all criteria of IOCFRSO'. 46 satisfied. 

OUSLEY. 0. F. Exxon Nuclear Co,. Inc. (subs, of Exxon Corp.}. 
79/11/02. 5pp. 


"7912100456 Forwards addl Info re evaluation of impact of NRC prepaief 
rupture/blockage model used in vendor evaluation model. 

No adverse Impect from new rupture burst data or use of NRC 
rupture/bl eckage model on licensing calculation results. 

OUSLEY. 0. F. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.}. 
79/11/04. 22pp. 


7912100022 Oiscusaes issuance of Amend 17 to License DPR-64i which 
authorlied operation at lOOX pouier.Hax allowable fee already 
paid by util. No addl fee required. 

MlLLERiW. □. License Fes Management Branch, 79/11/13. Ip. 


— 7912100066 Provides ACRS prof manpowsr sxpsnditure estimates for CP b 
OL reviews. 

FRALEY. R. F. ACRS - Advisory Committee on Reactor Safeguards. 
70/11/01, Ip. 


—7912100079 Requests info re ACRB prof man-hrs expended on review of 
each reactor. Data for safety, environ b antitrust haaring 
concerns should be included. Associated travel should not be 
shown. 

MILLER. M. 0. License Fee Management Branch. 78/10/02. Ip. 


7912040496 Submits Final General Deelgn Crltapia-17 compliance review 
resul bs. Minor mods to switchyard to meet Intont of NRC 
790808 requirements. Op eratop procedures revised to eliminate 
loss of both offsite sources due to tie breaker feilura. 

STALLINGS. C. H. Virginia Electric »i Power Co. 79/11/20. 3pp. 


79)2030201 Requests detailed syllabus for Oak Ridge Associated Unlv 
radiation safety seminar. Lists addl Info required prior to 
reaching final determination of acceptanca. 
aTALUINOB. C. M. Virginia Electric ti Power Co. 79/11/29. Ip. 


7912030209 Requests amend to License NPF-4, Forwerde Proposed Tech Spec 
Change 27 re power distribution 1 iml to. Safety analysts li 
C lass III fee and. 

STALL 1 NOB. C, M. Virginia Electric (i Power Co. 79/11/29. 39pp. 


79U09024S ’'Summary of Operating Experinnee H/Ret irculatlng Steam 
Oenerators. " 

EIBENHUT.D, G, Division of Operating Reactors. NURE8-052a. 
79/01/31. S9pp, 


7900010339 Notifies of status of ropt on reactor cavity annulus seal. 
Most PHR users removo ring during normal operation. Others 
store seat ring In raised position during normal operation. 

LAINAS. 8. Plant Systems Branch (Pre 791030). 79/07/03. 7pp. 


7912120449 Forwards modified Twch Spec Change 23. changing Table 3,6-1 
list of automatic isolation valves inside !i outside of 
centeinment. 

STALLINOB. C. M. Virginia Electric & Power Co. 79/10/10, 3pp, 


•7912120482 Modified Tech Specs Change 23. changing Table 3. 6-1 
automatic valves i-lA-SS it TV-IA-102D h deleting valve 
TV-102A. 

• Virginia Electric 6 Power Co. 79/10/10. 2 pp, 


to add 


--7912030210 Proposed Toch Specs 3/4,2 re power distribution llmltf. 
e Virginia Electric it Power Co. 79/11/29. Spp. 


7912140134 Notification of 791129 meeting w/util ti Uestinghouse re 
Inservlce of steam generator atfaeility. 

ENGLE. L. Qporating Reactors Branch t. 79/11/29. 2pp, 


7912200047 Suramarlisi 791116 telcon w/utll rt Implemsntetion sehedult 
of Lessons Loarnsd Task Force recommendations. Forwards list 
of items for which proposed schedule is unacspteble ti list 
of items for which proposed action does not comply w/stds, 

ENGLE. U. Operating Reactors Branch 1. 79/11/29. 7pp. 


7912070325 Requests amend to License NPF-4 It forwards Tech Spec Change 
28. adding (< deleting safety-reletad hydraulic snubbers 
listed in Table 3.7-4. 

BTALLINOB. C, M. Virginia Electric & Power Co. 79/12/06. Spp. 
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"■"•79IS070326 T«ch Spec Chartpe Adding it deleting saf etg‘-relatBd 
hgdriullc inubbers listed in Table 3.7-4. 

* Virginia Blettric ti Power Co. 79/lS/Oi. Spp. 


7912100364 Requests change to Tech Spocsi substituting nongapped 
reatraint for existing gapped restraint/stop for main steam 
line support. Hod will redistribute piping sgs loads/ ensuring 
lavals are within original allowances. Class II fee end. 
BTAUUINOR) C. M. Virginia Electric l< Power Co. 79/1Z/06. Spp. 


““"7912100377 Tech Spec 3/4 7— 53a/ Table 3.7—4 for safety— related hydraulic 
•nubbert. 

• Virginia Electric & Power Co. 79/ta/06. 2pp. 


7912270089 Responds to 791107 Itr re delays In facility lleenelng. 
Pelley statement re adaptation of licensing procedures to 
include recommendations of THI task forces will be Issued 
•hortly. 

HEMDRIE. J. M. Commies ion. 79/12/07. Ip. 


7912270092 Responds to 791108 itr expressing concern re delays in 
licaniing of faclllttes. Policy statement re adaptation of 
licensing procedures to Include recommendations of ThI task 
forces will be issued shortly. 

MENORIE/V. H. Commission. 79/12/07. Ip. 


7912310199 Forwards request for addl info re facility Cycle 2 reload 
aaiend to complete review of 791102 submittal, 

SCHMENCER/A. Operating Reactors Branch 1. 79/18/07. 3pp. 


7912310139 Porwardi request for info needed for review of util 781102 
response to auxiliary faedwoter eye requirements. Answer 
should be submitted by 791217. 

fiCHVENCER/ A. Operating Raactors Branch t. 79/18/14. Spp, 


7918200S1B Commits to full implementation of all Category A 
requlreeants from TMI-2 Leteons Learned Task Force by 
BOO 131. 

PROFFITT. M. L. Virginia Electric b Power Co. 79/18/17. ip. 


7912200568 Forwerde procedural changes required to address control rod 
drop analytls concerna b withdraws 790706 proposed Tech Spec 
Chengs 81 re control rod Ineertion limits. 

STALLIMOSi C. M. Virginia Electric l< Power Co. 79/12/17. 2pp. 


791S8701B7 Forwards proprietary response to NRC 791207 request for info 
re Cycle 2 reload. as suppl to util 791102 Itr. Affidavit 
For ulthheldinp proprietary info sent to POR. Response 
withheld iref 10CFR2. 790). 

BTALLINOB. C. M. Virginia Electric b Power Co. 79/1S/17. Spp. 


7912860209 Bubniti addl info for proposed Tech Bpee Amend 87 re LOCA- 
ECC8 calculation for small break using nonheatup rate 
dependent burst curve. 

STALL1N08/ C. N. Vlrglnie Electric b Power Co. 79/18/19, 2pp. 


7912860211 Notifies ef util Intent to plug more steam generator tubes 
In Unit 1, Program will not impact or invalidate non-LOCA 
safsty analysis In FBAR. 

STALLINflSi C. M. Virginia Electric b Power Co. 79/12/19. Ip. 


7912260216 Forwards rapt. "Rosemount Model 1182 - Severe Environ Teot. " 
1x1 rasponse to NRC 791180 request for addl info. 

DROWNfS.C. Virginia Electric b Powar Co. 79/12/19. Ip. 


"791286081B “Rosemount Model 1152 - Severs Environ Test." 
■» Virginia Electric b Power Co, 79/12/19. 3lpp. 


7912270494 Advises that operation under Tech Specs 3.6. 1. 1 fe 3.6. 1,4 
cnnforKS u/NRC Interim position re qualification of 
containment purging b venting valves. 

BTALUINOa. C, M, Virginia Electric b Power Co, 79/18/80. Spp. 


79S227034S Advises that info re separation of electrical equipment 6 
ty« was submitted Jul 1978. during electrical installation. 

Similar problems reported by WPPSB were covered in IE Innp 
Repts 30-338/75-9.75-11 b 78-16 b 50-339/75-8,75-10 b 75-11, 
SROBNIiB.C, Virginia Electric b Power Co, 79/12/21, Ppp. 


7912310371 Forwards revised Pages 3/4 7-5 b 7-6 for proposed Change 26 
to Tech Specs re requirements for euxiliary feedwater sys. 

Fsa end. 

BTALLINOS.C. M. Virginia Electric b Power Co. 79/18/89. Opp. 


■7912310374 Revised Pages 3/4 7-5 b 7-6 for proposed Change 26 to Tech 
Bpacs ra auxiliary feedwater sys requirements. Change will 
aseura Flow path verification during startup. 

» Virginia Electric b Power Co, 79/12/28. 2pp. 


0. Inspection reports, IE Bulletins b correspondence 


7918060100 Forwards IE Insp Repts 50-338/79-30 b SO-339/79-44 on 
790904-14 b 80-25. No none omp 1 1 a ne e noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch. 79/10/30. 2pp. 


— 7918060114 IE Inap Repts 50-330/79-38 b 50-339/79-44 on 790904-14 b 
20-2S. No none omp 1 lane e noted. Major areas inspected : LER, 
plant tours, new fuel storage b Licensee insp of certain 
induction disc re lays. 

KELLOGG, P, U. Region 2. Atlanta, Reactor Operations Nuclear 

Support Drench. KIDD.M. S. Region 2, Atlanta, Office of the 
Director. 79/10/25. 7pp. 


7912120B64 Forwards IE Insp Repts 50-33B/79-37 b 50-339/79-Sl on 
790924-27. No noncompliance noted. 

LEWIS, R. C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch. 79/11/01. 2pp. 


-7912120275 IE Insp Repts 50-333/79-37 b 50-339/79-51 on 790924-27. No 
none ompl lance noted. Major areas inspected: significant event 
fel lowup, LERs b fire protection program. 

WEBSTER, E. H. Region 8, Atlanta, Office of the Director. 
RELLOGO.P. J, Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch. 79/11/01. 6pp. 


7912030070 Forwards IE Insp Rept 50-338/79-44 on 791083-86. No 
noncomp 1 lance notod. 

KENNA«H.B. Region 2> Atlanta, Safeguards Branch. 79/11/13. 2pp. 


"7918030074 IE Inep Rept 50-333/79-44 on 791023-26. No noncomp 1 iance 
noted. Major areas Inspected; review of security organlzetlon, 
protected area, physical barriers b vital area access 
control. Details withheld (ref 10CFR2.7901. 

HOWELL, O.C., TlLLHANiA, , TOBIN, M.J. Region 2, Atlanta, Office of 
the Director. 79/11/09. Ip. 


7912100201 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads. " Nu response required 
O'REILLY, J, P, Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 


7912110SB7 Forwards IE Info Notice 79—29, "Loss of Nonsafety-Related 
Reactor Coolant Bye Initrumen ta t Ion During Operation." No 
specific action or response required. 

O'REILLY, J, P, Region 2, Atlanta, Office of the Director. 
79/11/16. 2pp. 


7912070007 Foruarde IE Circular 79“84i "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BWRs. " No 
response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110166 Forwards IE Circular 79-23, "Motor Btartors b Contactors 
Failed to Operate. " No reiponBo required, 

O'REILLY, V. P. Region 8, Atlanta, Office of the Director, 
79/11/26. Ip, 


7912200107 Rosponds to IE Bulletin 79-17, Revision 1 r» stagnant berated 
water eye, Ul trasonl c examlnatiens for pipe cracks to be 
conducted In May 1900 following procedure approval. 

STALLIN03,C. M. Virginia Electric & Power Co. 79/11/29. 8pp. 


7918190492 Forwards IE Bulletin 79-27, "Loss of Non-Class, IE 
Instrumentation b Control Power Sys Bus During Operation. ’’ 
Written response required. 

0 'REILLY, J. P, Region 8, Atlanta, Office of the Director. 
79/11/30. Ip. 


7913310330 Forwards. IE Info Notice 79-30, "Reporting of Defects b 
Noneompllanees, 10CFR21, " No action required. 

0 'REILLY, V. P. Region 8, Atlanta, Office of the Director. 
79/18/06. Spp. 


7912800070 Forwards IE Bulletin 79-2fl< "Possible Malfunction of Nomco 
Model EAiBO Limit Bwitchea at Elevated Temps." Action 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/18/07. 2pp. 


7912310259 Respond t to IE Bulletin 79-02, Revision 2, "Pips Support 
Base Plata Designs Using Concrete Expansion Anchor Bolts, “ 

No pipe supports For Silsnlc Category 1 sys attached to 
concrete block walls w/enchor bolts at facllitlxe. 

BROWN, B.C. Virginia Electric b Power Co, 79/18/07. Dpp. 


791212043B Forwards refueling steam generator Inservleo insp rept. 
8TALLIN9S, C. M. Virginia Electric b Power Co. 79/18/iO. ip. 
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— 7912120441 InsBTVice in»p repfc describinp Biajftlnation of steata 
ganarator durlitg first refueling. 

• Virpinla Electric & Powar Co. 79/12/10. 46pp. 

7912200441 Forwards IE Info Notice 79-31. "Use of Incorrect Aapllfiad 
Response Epectra. ’■ No written rosponsa renulrod. 

O'REILLY. J. P. Reginn. 2. Atlanta. Office of the Director. 
79/12/13. 2pp. 


791220037 a Fopwarifs results of feeduatar ags piping insps. in response 
to IE Dulletln 79-13. Revision 2 re cracking In feedwater 
piping. 

BTALLINOS. C. M. Virginia Electric t. Power Co. 79/12/17. 4pp. 


791319066a autnite Part 21 rept ro potential nonconservative feature 
of Uestinghouse large break L.0CA-ECC3 evaluation nodel. 

Defect could affect peak clad tewp calculated for LDCA 
transient. Analysis will be completed by early Dec 1979. 

STALLINOS. C. n. Virginia Electric & Power Co. 79/H/2B. 2pp. 


7912040312 Forwards LER 79-150/03L-0. 

DTALLINOS. C. f1. Virginia Electric & Power Co. 79/11/29. ip. 


— 7912040316 LER 79-1S0/03L-0I on 791101. during refueling shutdown* 
discovered failure to perfor* required weekly survelllanee 
of de distribution sys. Caused by loss of administrative 
control. Sys tested <• personnel notified of error. 

CARTlfftlCHT. U. R. Virginia Electric ti Power Co. 79/11/29. 2pp. 


7913270421 Ack receipt of 791107 & 1207 Itrs re IE Insp Rept 50-333/79- 
40 fi forwards revision to corrective actions. Melds 
satisfactorily re-examined on 791012. Contractor cautioned re 
quality of liquid penetrant testing. 

aiALLlNOa. C. M. Virginia Electric l< Power Co. 79/12/20. 2pp. 


791S200161 Forwards IE Circular 79-23. "Bhock Arrestor Strut Assembly 
Interference.” No written respoose required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


791231034B Forwards response to violation noted in IE Inip Rept 
SO-33B/79-4S li 50-339/79-S4. Corr a cti ve actlonsiTecords of 
training l< qualification for current employees will be 
maintained; as lifetime records. 

STALLINGS. C. M. Virginia Electric b Power Co. 79/12/27. 3pp. 


R. Periodic operating reports b related correspondence 


7912140377 Forwards monthly operating rept for Nov 1979. 

STALLINGS. C. M. Virginia Electric b Power Co. 79/12/12. Ip. 


-7912140390 Monthly operating rept for Nov 1979. 

MADISON. W.R. Virginia Electric b Power Co. 79/12/06. 4pp. 


B. Reportable occurrences. LERs b related correspondence 


7912070300 Forwards LERs 79-l52/0iT-0 b 79-1S3/01T-0. 

STALLINGS. C. M. Virginia Electric «> Power Co. 79/12/04. Ip. 


— 7912070386 LER 79-152/OlT-O: on 791116. noneonsorvatlsm found in error 
analysis of nuclear instrumentation reactor rate trip 
circuit, Caused by improper treatment of factors affecting 
accuracy of rmacter protection rate trip elreoltrg. 

CMTHRIOHT. H. H. Virginia Electric b Power Co. 79/11/30. 2pp. 


— 79120703QQ LER 79-l33/01T~0: on 791116. nonconservatlsm found In Method 
used to generate power distributions b rod worths for 
dropped rod events. Caused by improper analysis of roactlvlty 
distrlhutlons b rod worths. 

CARTHRIOHT. M. R. Virginia Electric b Power Co, 79/11/30. 2pp. 


7912070407 Forwards LER 79-145/03L-0. 

STAU-INOB. C. H. Virginia Electric b Power Co. 79/12/04. Ip. 


•7912070409 LER 79-14S/03L-0; on 791106. RHR sya removed from sve when sys 
Inlet valve HCIV-1701 closed. Cauemd by installation of iuaper 
in solid state protection sys to allow parforaance of tine 
response testing. Jumper reeioved iamediately. 

CARTHRICHT. W. R. Virginia Electric b Power Co. 79/12/04. 2pp. 


7912120306 Forwards LER 79-141/OlX-l. 

8TAL.L1N0B. C. H. Virginia Electric b Power Co. 79/12/10, Ip. 


79121907S1 PNO-II-79-OIHC: on 791005. comp lo tod Investigation Into cause 
of overpressur 1 lation of vol control tank b release of 
radioactive gases into bldg. Caused by high influx of water 
from primary sys. 

ALDBRBON, C. . RELLDOO. P.J. Region 2, Atlanta, Office of the 
Director. 79/10/10. Ip. 


7912120059 Submits potential significant deficiency rapt re partially 
exposed wire In areas of insulation splice in central cable 
bundle. Faulty splice removed b cable properly terminated. 

STALLINGS, C. M. Virginia Electric b Power Co. 79/10/26. app. 


7912070046 PNO-I 1-79-24; on 791105. error found In analycis of piping sys 
seismic response. Error discovered during reanalysis of 
piping sys in response to IE Bulletin 79-14, Reanalysis h 
corrective action estimated to require eight wks. 

UEBBTER. E. K. • KELLQOO. P. J, Region 2, Atlanta. Office of the 
Director. 79/11/05. Ip. 


7912060646 PNO-I I-79-02S; on 791107. control roDM b safeguards araa 
exhaust ventilation damper functions occurred u/o separate 
operator action. Caused by design error. Generic vendor 
considerations b plant deslngs under review. 

UEBBTER.E.R . KELLOGG, P. J. Region 2, Atlanta. Office of the 
Director. 79/11/07. Ip. 


7912060377 Notifies of delay in coitiplatlon of valve b operator weight 
verification program as identified in !E Bulletin 79-14. 
due to deficiency re amplified response spectrum curves In 
pipe stress analyses for safety-relatsd sys. 

BROWN. 8. C. Virginia Electric b Power Co. 79/11/09. 2pp. 


— 7912120311 LER 79-141/OlX-t; on 791106, sys operation review revaaled 
design dePicienclee in eng Ineereddeafety feature equipment. 
Deflcienciee could result In less conservative operation 
than aituaied in F8AR. Cause unknosm. 

CARTWRIGHT. W. H. Virginia Electric b Power Co. 79/12/iO. 3pp, 


7912100564 Forward! UER 79-146/031.-0. 

8TAIXIN08, C. H. Virginia Electric b Power Co. 79/12/12. 2pp. 


— 79121B0570 LER 79-146/031,-0: on 791 116. w/unlt in refueling shutdowni 
pressuriiar level protection channel III found to be reading 
erratic b ineansistent w/actual laval.Caueed by dafective 
module amplifier In tranSMitter LT-1461. 

CARTWRIGHT. W. R. Virginia Electric b Power Co, 79/12/14. Ip. 


7912270468 Submits, addl Info re UER 79-1 51 /OIT-O. During review of IE 
Bulletin 79-14 re seismic analysis. discovered that amplified 
response ipectrue curves had two or more values of 
accelaratlon for eame period. Tables end. 

BTALLINGBi C. M. Virginia Electric b Power Co. 79/12/19. lipp. 


79122705B3 Forwards LER 79-15a/0lT-O. 

STMi-INGS. C. M. Virginia Elactrlc b Power Co, 79/12/20. ip. 


— 7912270588 LER 79-15B/01T-0: on 791211. during Mode S.SbU notified util 
that nonselsmically qualified praseura differential switch 
(PDB-HVlBsaA b Bl had baan used In condenser water controte 
in control raoa air conditioners, 
e Virginia Electric b Power Co. 79/12/21. 2pp. 


7912130519 Submits 24-h reportable event written followup re 
undatecable failure of P-4 contacts In ■nglneereri safety 
features actuation sys. Caused by Hcstinghouse design error. 
Procedures for testing P-4 contacts being evaluated, 

* Virginia Electric b Power Co. 79/11/14. Ip. 


7912170407 PNO-1 1-79-2 3A: on 7911 15, further review of safety fonetion 
reset design errors revealed recirculation spray pumps. svc 
water radlaion monitor pumps. casing cooling pumps b four 
SVC water valves affected by actuation signal reset, 

HEBBTER.E. H. . KELLOGG. P. J. Region 2. Atlanta. Office of the 
Oirecter. 79/11/15. Ip. 


DOCKET 50-339 NORTH AWIA POWH STATION. UNIT 2 
A. Appllcatlon/conetroetion stage documents b correspondence 


7912110011 Forwards NRC peeltion on statue b applicability to ponding 
DL applications of results of TMI followup actions. Outlines 
addl short-term actions to be taken. 

VASBALLOi D. B. Division of Project Hanegeeent. 79/09/27. 4Jpp. 


7912110264 Dlecussee MRC plane to uee generic analyses to develop early 
verification program to resolve ATW8 Issue far PHRs b BHRs. 

Buccsts of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DEMTONiH.R. Office of Nuclear Raactor Regulation. 79/10/17. 3pp. 
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791IS!704i(7 Forward* “Dl*co»*lon» of TMI Lasaon* Learned Short~Ter« 
ReilUlraaienfee'' providing addl clarif Icatlan* at NRC 
rtiulreaente for pending OL applicants. 

VASSAIXOi 0. B. Division of Project Kanagenent. 79/11/09. 2pp, 


■7912200403 ne(iUBSts etception be made for plant re morator iun on ncui 
licensing. 

KEPHART.C.O. Af fi 1 lat ion Unt noun, 79/11/14. Ip. 


7912100022 Diicuises Issuance of Amend 17 to License OPR-M> which 
authorliad operation at lOOX power. Kai allowable fee already 
paid by util. No addl fee req.ulrsd. 

KILLERrU. 0. License Fee tianageacnt Branch. 79/11/13. Ip. 


■79t210OOAA Provides ACRB prof manpower espenditure estimates for CP !■ 
OL ravitwe. 

FRALEYiR. F. ACRB - Advisory Comnitioe on Reactor Safeguards. 
78/11/01. ip. 


7912200312 Bupperts C 
ef faelllty to ease 
facllty would lower 
cvstamere. 
mMOAfJrR. Senate. 


Horne 791107 requeet that NRC espedite licensing 
dependency on foreign oil. Nuclear 
prices for eastern NC electric 

79/11/20. Ip. 


•791220031'6 Requests that NRC expedite licensing of facllty to ease 
dependency on foreign oil. 

HORNE.C, 0. Affiliation Unknown. 79/11/07. Ip. 


->7912200322 Requests thet NRC expedite licensing of fac 1 lity. Delay 
rtsulte In unjustifiable financial burden on cittxens of VA. 
COLEKAN. K. Veterans Admints tratlon. 79/11/23. 3pp. 


'7912200328 Discusses NRC moratorium on licensing of operating reactors. 
Delay in licensing of facility will have severe financial 
impact on citizens of VA. Util Is committed to implementing 
ell me rtcomaendations. 

TRIBLE.P. 8. . SATTERFIELD. D. E. DANIEL. H. C. House of Rep. 79/11/08. 
»fP- 


'7912200334 Responds to 791109 rsquast that Casmlsslon reconsider 
decieion to delay licensing E rescind licensing moratorium. 
Policy statement addressing question of resumption of 
lleanslng of completed plants forthcoming. 

HEHDRIE. J. H. Commission. 79/12/03. Ip. 


— 7912300349 Act receipt of 791123 Itr re concern over delays in 
licanslng. Policy statement addressing question of resumption 
of licanslng ef eompletsd plants forthcoming. 

HEHDRIE. J. H. Commission. 79/12/03. Ip. 


"7912200391 Requests that Commission reply to Oovernor Dalton 791105 
raquaet for reconsideration of NRC decision to delay 
licanslng of plant. 

DANIEUiK.W. Hqusb of Rap. 79/li/OA. Ip. 


— 7912200410 Requests info on closing of plant due to proiimlty to largo 
papulation ctrs. 

OLASBERO. V. H. HIrschkop L Orad P. C. 79/11/14. Ip. 


— 7912200413 Hequsste that Coiamission re-examine dscision to Imposo 
moratorium on licensing new nuclear un i ts. Incroased cost of 
electricity will pose serious hardship on members, 

POLAND. C. P. Affiliation Unknoun. 79/11/14. Ip. 


"7912200418 Submits concerns re decision to delay licensing of plant. 
Delay in licensing imposes economic hardship on people 
residing in northeastern NC. 

TAVLQR. D. R. Afftliatian Unknown. 79/11/15. ip. 


— 7912200422 Diicutses concerns re (naratorlum on new licensing t. economic 
impact of delay on public. 

TRIPP. R. H. Affiliation Unknown. 79/11/15. 2pp. 


— 7912200424 Requests continued moratorium on ell nuclear plants until 
compliance is made w/all existing safety stds. 

FIRCH.R.U. Affiliation Unknown. 79/11/29. Ip. 


7912110010 Forwards proposed Revision 2 to Reg Oulda 1.97. 
‘Instrumentation for Light Water Coaled Nuclear Power Plants 
to Assess Plant l< Environs Conditions During tt Following 
Accident, “ Requests comment. 

VAROA.B.A. Assistant Director for Light Water Reactors. 79/11/23. 
4pp. 


791206018A Bunuaary ef 791120 meeting u/util at facility re environ 
quallf icatlons of Roseraount Model 1132 differential pressure 
transmitters. 

DROMERICK.A. W. Light Hater Reactors Branch 3. 79/11/27. 6pp. 


79l2O4049ii Submits Final Oeneral Design Crlteria-17 compliance review 
results. Minor mods to switchyard to meet intent of NRC 
79OBO0 requirements. Operator procedures revised to eliminate 
lass of both offsite sources due to tie breaker failure. 
6TALLIN0S.C. H. Virginia Electric U Power Co. 79/tl/2Q. 3pp. 


7912030209 Requests amend to License NPF-4. Forwards Proposed Tech Spec 
Change 27 re power distribution 1 imlts. Safa ty analysis It 
Class III fee end. 

6TALLIN09. C, M. Virginia Electric h Power Co, 79/11/29. 39pp. 


— 7912030210 Proposed Tech Specs 3/4.2 re power distribution limits, 
e Virginia Electric t< Power Co. 79/11/29. Spp. 


"7912200397 Notifies that NRC moratorium on licensing of nuclear power 
statlens causes economic hardship on citizens of VA. Util has 
met all NRC criteria resulting from TMI. 

ROBB, C. a. Virginia. State of. 79/11/07. 2pp. 


7912100212 Notificaitian of 791130 meeting u/uttl re THl Lessons Learned 
Test Force racommendattans. 

DRDMERICK. A. W. Light Water Reactors Branch 3. 79/11/29. 3pp. 


-79182003&2 Submits concern re announced general moratorium on licensing 
of new nuclear generating facilities ti potential cost impact 
of delay In atartup of plant. 

HUNT.J.B. North Carolina. State of. 79/11/08. 2pp. 


7912310114 Forwards HPPBS 790B16 Itr Indicating over 180 violations of 
separation criteria in control room. Requires audit of 
installed electric equipment to determine conformance. 

PARRiO. D. Light Water Reactors Branch 3. 79/11/29. 3pp. 


— ^7913200370 Discusses economic consequences re MIC declsioit to postpone 
llcenalng proceadlng.s. Urgee reconsideration of plant 
licensing. 

CRaDBHAH. J. L. . SHANNON. P.C., HARWOOD, T.P. Virginia. State of. 
79/11/08. Ip. 


— — 791S200376 Requests. on behalf of Board of Directors of Williamston 
Area Chamber of Commerce. that IRC Issue OL to facility. 

Decision will lower energy bills of citizens of norttieastarn 
NC k reduce US dependence on foreign oil. 

BOTKIN. J.T. Affiliation Unknown. 79/11/21. 4pp. 


"7912200383 Discusses disappointment re moratorium on tssumneo of new 
licenses t< resulting economic Impact. 

RAOONE.S. Virginia Electric k Power Co. 79/11/08. Spp. 


•7913200368 Olieuiaea concerns re moratorium on Issuance of now 
licensing k teonomlc impact of delaying unit. 

1CLH9. J. I FOUNTAIN. L. K. . HOROAN.R, Senate. 79/11/08. Spp. 


■7913200393 Discusses concerns rs moratorium on issuance of new 
licensing fc economic Impact of delaying unit. 

FLOWERS. W.R. Affiliation Unknown. 79/11/13. 2pp. 


*—7918300399 Roquosti reconsldoratlan of moratorium on licensing of - 
plant due to economic impact of delay k oil shortage. 
RANDaL.A.a.. RANDaL.0.K. Affiliation Untnown. 79/11/13. ip, 


7912180122 Requests amend of FBAR to state intent re compliance w/NRC 
paxltion on electrical protection of contatnmant 
penetrations. 

PM1R<0. D. Light Water Reactors Drench 3. 79/11/30. 5pp. 


7912110289 Summary of 791130 meeting w/utit re THI Lessons Learned 
Task Force recommendations. 

DROMERICK.A. W. Light Water Reactors Branch' 3. 79/12/04. 4pp. 


7912070338 Discusses summary of special tests designed to verify 
Bstabl lehment of natural circulation in primary sys.Tast 
program has considerable merit k will eneble plant staff to 
verify procedures k design predictions. Summary of test end, 
STALLINGS. C. M. Virginia Electric k Power Co. 79/18/09. llpp. 


7912140046 Notification of 791212 k 13 meuting w/utll In Louisa. VA to 
discuss radiological shielding around pressure vessel fa fuel 
transfer tube. 

DRDNERICK.A. W. Light Water Reactors Branch 3. 79/12/07. 3pp. 


7912270089 Responds to 791107 Itr re delays In facility licensing. 
Policy statemsnt re adaptation of llcenalng procedures to 
Include recommendations of THI task forces will be issued 
shortly. 

HENDRIE. J. H. Cammissien. 79/12/07. Ip. 
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7912270092 Responds to 791108 1 tr expressing concern re deJags in 
licensing of fac i 1 1 1 Us. Pol 1 eg statement re adaptation of 
licensing procedures to include tbc ommendat ions of TMI task 
forces Mill be Issued shortlg. 

HENORIE, J.H. Commission. 79/’l2/07. Ip. 

7912310143 Forward s resolution. Houar d Coontg Board of Bupervisors 
supports licensing. 

LONOIIIRE. J. 6. Virginia. State of, 79/12/07. 3pp. 

7912270007 Notification of 791219-20 site visit to discuss THl Lesions 
Learned Task Force Tecommendatlons, 

DROMcRICK. A. H. Light Water Reactors Branch 3. 79/12/i4. 3pp. 


7912240209 Submits addl info for proposed Tech Spec Amend 27 re LDCA- 
ECC8 calculation for small break using nonheatup rate 
depondent burst curve, 

STALLINGS. C. M. Virginia Electric !< Power Co, 79/12/19. 2pp. 


7912240211 Notifies of util intent to plug more steam generator tubes 
in Unit 1. Program uill not Impact or invalidate non-LOCA 
safetg analgsis in FSAR. 

BTALLINOS. C. M. Virginia Electric U Power Co. 79/12/19. Ip. 


7912240214 Foruartfs rept. "Roaemount Model 1152 - Severe Environ Test. " 
in response to NRC 791120 roquast for addl info. 

SROWN. S. C, Virginia Electric & Power Co. 79/12/19. Ip. 


— 7912260210 “Rosemount Model 1152 - Severe Environ Teat. “ 
* Virginia Electric t Power Co. 79/12/19. 31pp. 


7912240259 Aek receipt of NHC 791130 request for addl info re 
electrical protection of containment p enotra t ions. Sched u 1 e 
for providing info will be submitted bg 791221. 

BRaWM.S.C. Virginia Electric t> Power Co, 79/12/19. Ip. 


7912270343 Advises that info re separation of electrical equipment & 
sgs was submitted Jul 1975. during electrical installation. 

Similar problems reported bg WPPBS ware covered in IE Insp 
Rapts 50-33B/7S-9. 7S-11 t( 75-14 *i 50-339/75-0,75-10 l< 75-11, 
BRQMMiS.C. Virginia Electric 4 Power Co. 79/12/21, 2pp. 


7912270366 Advises that info re electrical protection of containment 
penetration will be submitted betuieon 000115 ti 0213. 

BROUN. B.C. Virginia Electric 4 Power Co. 79/12/21, Ip. 


F. Securitg. medical, emergeneg 8< firo protection plans 


7912040471 Forwards info re upgraded omergeneg plans to plants under 
const it OL revi ew, App 1 ieanti required to make certain 
emergeneg arrangements w/stabe 4 local organl lat 1 ons 4 
submit emergeneg plans per Fteg Guide t.lOt. 

VAS3ALLQ. D. C. Division of Project Management, 79/11/21. 6pp. 


7912070131 Forwards amended pages to approved securitg plan. Changes 
uithheld (ref 10CFR2. 790) . 

STALLINGS, C. H. Virginia Electric it Power Co, 79/12/03, Ip, 


7912130329 Forwards proposed revision to emergeneg plan. In response tn 
NRC 791010 Itr. Plan designed for compa t ibl 1 1 bg w/NRC 
concurred etate 4 eountg radiological response plans. to 
provide for overall response effort. 

STALLINGS. C.M, Virginia Electric & Power Co, 79/12/10, Ip, 


—7912130341 Proposed revision to emergeneg plan. 

* Virginia Electric 4 Power Co. 79/12/10, 200pp. 


G. Adjudicatorg correspondonco 


7912110043 Forwards comments on NURES-OSl 1 , Draft 0EI8 reflects 
conscious 4 deliberate NRC pollcg to jeopardlie public 
health 4 safetg 4 thwart objectives of NEPA. 

KEPFORD, C. Environmental Coalition on Nuclear Power. 79/10/24. 

22pp. 


79120S04BI Ack receipt of 791104 Itr re oprors in certain pipe stress 
analgsBs. Requests full rept on nature 4 scope of errors, 
focusing an relation betueen errors & settlement Issuo, 

BISHOP. C.J. Atomic Safetg and Licensing Appeal Panel. 79/11/OB, 
tp- 


791214014Q Confirms 791108 Itr re VEPCO rept on analgtical errors in 
pipe stress analgses. Rept will te submitted bg 791210. 

CHRISTMAN. J, N. Hun ton 4 bfl 1 1 isms. 79/11/15. Ip. 


7912060239 Aek receipt of 791115 Itr ro pumphouse settlement issue. 
Requested rept should be filed no later than 791210 in order 
to expedite A9LB dec 1 s ion. Awaits NRC 4 parties comments. 
BISHGP.C.J. Atomic Safetg and Licensing Appeal Panel, 79/11/14. 
Ip. 


7912120169 Brief in opposition to interveners 791026 exceptions on ABLB 
790324 order granting VEPCO motion for summary disposition. 

If not affirmed, urges ASLAB permit use of high density racks 
pending conclusion of proceed itig. Cert I flcate of 8ve end. 

CHR IBTMAN. J. N, . HAUPIN.M. W, Virginia Electric 4 Power Co, 79/11/30. 
SBpp. 


— 7912120174 Answer in opposition to VEPCO 790505 motion for summary 
disposition. Full exploration of issues needed for 
appropriate relief. 

DOUOHERTV, J. B. Potomac Alliance, 79/04/05, 5pp. 


— 7912120173 Statement of matl facts as to which there ll no genuine 
issuo to be heard re VEPCO motion for summary disposition. 
Affidavit 4 Certificote of Sve end. 

DOUGHERTY. J, a. Potomac Alliance. 79/06/05. 4pp. 


— 79l2120tB4 Supplemental answer in opposition to VEPCO 790503 motion for 
summary disposition. Urges A6LB to apply ftds encouraging 
courts to be liberal re opportunity for full development of 
factual bases 4 arguments. Certificate of 'Svc end. 

DOUGHERTY. J. D, Potomac Alliance. 79/06/25, Spp. 


— 79i21201B9 Second supplemental answer in opposition to VEPCO 790505 
motion for summary d Isposl t ion. Rad loact ivo eml ssion. misfile 
accidents 4 other issues are subj to major factual gaps. 
H/pleadlng pages on matl Integrity 4 other related matteri, 
DOUGHERTY. J. B, Potomac Alliance. 79/07/23. 4Spp. 


— 7912120193 Affidavit attesting that no credible analysis of Potomac 
Alliance alternatives may be undertaken w/o exeminablon of 
greater body of facts. Prof qual If Icatlons end, 

NEITIMANi P. M. Affiliation Unknown. 79/07/23. 9pp, 


— 7912120197 notion to amend petition to intervene. Fac i 1 ity sve water 
cooling sijs will not support spent fuel pool component 
cooling sys If mod permitted. Formal discovery pages 4 
informal discovery 1 trs end. 

DOUGHERTY. J. n, Potomac Alliance. 79/05/09. i4pp. 


7912140002 Order scheduling 800103 oral argument for Intervenors' 
appeal re storage pool mod. Parties must inform ASLB by 
791221 of names of counsel. 

BISHOP. C.J. Atomic Safety and Licensing Appeal Panel. 79/12/05. 
2pp. 


7912140172 Responds to ARLAP 79110B request. Forwards "Rept on Effect of 
Outdated Amplified Response Spectrum Curves on Sve Hater 
Pumphouse Settloment. '' uhich details errors in atross 
analysis. 

CHRIBTHAN. J. N. Hunton 4 Hilliams. 79/12/05. 4pp. 


79121B014B Opposition to intervenors Potomac Alliance 4 Citliens Energy 
Forum 791024 amended statoment of exceptions. Intervenors 
were given amplo opportunity to respond to NRC 790625 
request for summary judgment. Certificate of Sve end. 

OOLDBERO, 8. C. Hearing Branch 2. 79/12/10. 26pp. 


7912310344 Recoramonds forwarding end addl info re Mestlnghouie turbine 
disk matl to ASLAB. 

PAWLICKI.8, S. Materials Engineering Branch. 79/12/12. Ip. 


— 7912310377 Rueommends notifying ASLAB of Westlnghouse turbine disk 
crac k 1 ng . based on Info in 79110S anonymous Itr. 791120 telcon 
(j/Hestlnghouse 4 PNO-1 1 1-79-43 re low pressure disk cracks 
at Zion Unit 1. 

BOYLE. M.L. Materials Engineering Branch. 79/12/12. 3pp. 


7912200634 Notifies that SC Ooldberg will present oral argument on 
behalf of NRC per ASLAB 771205 order. 

GOLDBERG. B, C. Hearing Branch 2. 79/12/17. Ip. 


H. General correspondence 


7912130410 Comments on behalf of State Corp Commission of VA on NRC 
licensing moratorium: delay in VEPCO license application will 
result In grave economic losses for state residents. 

DRADSHAHi J. L. , SHANNONi P. C. . HARWOOD. T. P. Virginia. Stats of, 
79/11/08. 2pp. 


7912180301 Urges chairman to issue lleenso to facility immediately. 
SEXTON. R. Edgecomb-Martin County Electric Membership Corp. 
79/11/20. 2pp. 
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791S3D0S86 Rxtutiti that NRC ravers* dffclslon on moratorium of 
Ilctnclng nucliar units. 

iKCNtELiH. Shenandoah Valley Electric Cooperatlvei Inc, 79/11/S6, 
Ip. 


7918160333 Requests that all facility correspondence be forwarded to 
new address in DoulderiCO, 

FORTERiR. H. Music ki Ml 1 larnson* Bchwarti > Leavenuorth ti CDpe> P. C. 
79/11/37. Ip. 


P. Operating license stage documents <t correspondence 


791S030201 Requests detailed syllabus for Oak Ridge Associatad Unlv 
radiation saftty seminar. Certain addl info required prior to 
reaciling final determination of acceptance. 

STALL I NOS. C.K. Virginia Electric & Pousr Co. 79/11/39, Ip. 


7913300919 Commits to full Implementation of all Category A 
raquireeiints from THl-S Lessoni Learned Task Force by 
G00131. 

PROFFITT. H.L. Virglnle Electric & Power Co. 79/13/17. Ip. 


791330091.2 Forwards procedural changas required to addrets control rod 
drop analytl* concerns L withdraws 79070& proposed Tech Spec 
Change 21 re control rod Insertion limits. 

aTALLINaS.C. H. Virginia Electric It Power Co. 79/12/17. 8pp. 


7912190493 Forwards IE Bulletin 79“27i "Loss of Non-Claaa IE 
Instrumentation L Control Power Sys Bus During Operation," 
Written response required. 

O'REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/11/30, Ip. 


7912310330 Forwards IE Info Notice 79-30. "Reporting of Defects t> 
Noncomp 1 ianc es. lOCFRSl. " No action required. 

O'REILLY. J. P, Region 2. Atlanta. Offlea of the Director. 
79/12/06, 8pp. 


7912200070 Forwards IE Bulletin 79-20. "Possible Malfunction of Nameo 
Model EA180 Limit Switches at Elevated Temps. " Action 
required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


7912310255 Responds to IE Bulletin 79-OS. Revision 2. "Pipe Support 
Base Plate Designs Using Concrete Espansion Anchor Dolts." 

No pipe supports for Seismic Category I sys attached to 
concrote block walls u/anchor bolts at facilities. 

DR0WN.8.C. Virginia Electric ti Power Co. 79/12/07. 3pp. 


7912200441 Forwards IE Info Notice 79-31i "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

0 'REILLV* U. P. Region 3r Atlanta. Office of the Director. 
79/12/13. 2pp. 


a. Inspection reports. IE Bulletins L correspondsnee 


7918060691 Forwards IE Insp Rtpts 90-339/79-41.90-404/79-07 L 
50-409/79-07 on 790918-21, No noncompllance noted. 

MURPHY. C.E. Region 3. Atlanta. Reactor Construction fc Enginesrlng 
Support Branch. 79/10/32. 3pp. 


—7912060697 IE Insp Repts 90-339/79-41.90-404/79-07 It 90-409/79-07 on 
790918-21. No noncompllance noted. Major areas inspected: 
ncnconf ormance re concrete operations & activities re 
extinded const delay, 

MCFARLAND. C. R. Region 2. Atlanta. Office of the Director. 

BRYANT. J.C. Region 3. Atlanta. Reactor Construction t. 
Englnsarlng Support Branch. 79/10/19. Spp. 


7912060100 Forwards IE Insp Repts 50-338/79-38 t* 50-339/79-44 on 
790904-14 ti 20-25. No noncomp 1 iance noted. 

LEMISiR. C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 79/10/30. 2pp. 


7912280161 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference. " No written response required. 

O'REILLY. U. P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


7912310548 Forwards response to violation noted in IE Insp Rept 
50-338/79-45 L 50-339/79-54. Corrective actions ; records of 
training & qualification for currant employees will be 
maintained as lifetime records. 

STALL INOB. C, M. Virginia Electric 1. Power Co. 79/12/27. 3pp. 


S. Reportable occurrences! LERs S. related correspondence 


7912070046 PNO-1 1-79-24: on 791 105. error found in analysis of piping sys 
seismic response. Error discovered during reanalysls of 
piping sys in responso to IE Bulletin 79-14. Reanalyiis (i 
corrective action estimated to require eight wks. 

MEQBTER. E, H, 1 KGLLQOO. P. J. Region 2. Atlanta. Office of the 
Director. 79/H/OS, ip. 


—7912060114 IE Insp Repte 30-330/79-30 L 50-339/79-44 on 790904-14 L 
80-25. No noncompllance noted. Major area* Inspec ted: LER. 
plant tour*. new fuel storage 6 licensee insp of certain 
induction disc rslays. 

KELLOOO. P. J. Region 2. Atlanta. Reactor Operations Nuclsar 
Support Branch. KIDD. M. B. Rsgion 2. Atlanta. Office of the 
Director. 79/10/25. 7pp, 


7912120264 Forwards IE Insp Rspts 30-330/79-37 t. 50-339/79-51 on 
790924-27. No noncomp 1 iance noted. 

LCMtSi n. C. Region 2. Atlanta. Reactor Operations Nuclear Support 
Branch. 79/U/Ot. 2pp. 


7912060646 PN0-II-79-02S: on 791 107. c ontr ol room t. safeguards area 
Bihaust ventilation damper functions occurred tu/o separate 
operator action. Caused by design error. Oen eric vendor 
considerations b plant deslngs under review. 

WEBSTER. E. H. I RELLOOO. P, J. Region 2. Atlanta. Office of the 
Director. 79/11/07. ip. 


7912060377 Notifies of delay in completion of valve b operator weight 
verification program as identified In IE Bulletin 79-14. 
due to deficiency ra amplified response spectrum curves in 
pipe stress analyses for safety-related sys. 

DROWN. S.C, Virginia Electric b Power Co. 79/11/09. 2pp. 


“7912120275 IE Imp Repts 50-330/79-37 b 50-339/79-51 on 790924-27, No 
noncompllance Tioted, Major areas inspected: significant event 
followup. LERs b fire protection program. 

WEBSTER. E.H. Region 2. Atlanta. Office of the Director. 

KELLOOO. P. U. Region 2. Atlanta. Reactor Operations Nuclear 

Bupport Branch. 79/11/01. 6pp, 


7918100201 Forward* IE Info Notice 79~2Bi "Overloading of Structural 
Elsments Du* to Pipe Support Loads." Nn response required. 

D'DEILLYi J. P. Region 2. Atlanta. Office of the Director, 
79/11/16. ip. 


7912110507 Forward* IE Info Notice 79-29. "Loss of Nonsafety-Rolated 
Reactor Coolant Sys tnstrumentatlPn During Operation. " No 
specific action or response required. 

O'REILLV. V. P. Region 2. Atlanta, Office of the Director, 
79/11/16. 2pp. 


7913070007 Forwards IB Circular 79-24, "Proper Installation b Calibr of 
Cor* Spray Pipe Break Detection Equipment on BWRs. " No 
response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip 


7918110196 Forward* IE Circular 79-23, "Motor Starters b Contactors 
Palled to Operate, " No response required. 

O'REILLV. J. F. Region 2. Atlanta.. Office of the Director. 
79/11/26, Ip, 


7912170407 PND-I I-79-25A: on 791 1 15. f urth ar review of safety function 
reset design errors revealed recirculation spray pumps, sve 
water radlaion monitor pumps. casing cooling pumps b four 
SVC water valves affected by actuation signal reset. 

WEBSTER. E. H. , RELLOOO. P. J. Region 2. Atlanta. Office of the 
Director. 79/11/16. Ip. 


7912130434 Interim deficiency rept re containment daprosauriiati on 
actuation b safety injection actuation circuitry. Safety 
circuits being redesigned to comply u/F8AR commitments. 
BROWNrS.C. Virginia Electric b Power Co, 79/11/21. app. 


7912040407 Interim deficiency rept on oafoguards area exhaust sys. 
Evaluation revealed only safeguards b central aroa exhaust 
tys must be operational after seismic event Final rept. 
for thcomlng. 

BROWN.fl, C. Virginia Electric b Power Co. 79/11/30. Ip. 


7912070398 Interim deficiency rept re inconsistencies in use of seismic 
amplified response spectrum curves for pipe stress analyses. 

Pipe stress reanalyses b corrective actions still in 
progress. Final rapt to fol low. 

BROWN, B.C, Virginia Electric b Power Co. 79/12/04, 2pp. 


7912190663 Interim deficiency rept re seismic reBponse spectrum corves 
In pipe stress analyses. Three inconsistencies discovered in 
amplified response spectrum curves used as input data to 
pipe stress analyses. Analyse* rerun using proper input. 

DROWN, S.C, Virginia Electric b Power Co. 79/12/04, 2pp. 
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7?ia07039'3 Interim deficiency rept re certain leiamtc amplified 
responae spectrum curves used as input data to pipe stress 
analyses. Corrective action in progress using proper input 
data.Tuo pipes required mods. 

DROWN.S.C. Virginia Electric & Power Co. 79/13/07. 2p.p. 


7912160533 Final deficieneg rapt re ambient temp ranges eicetding 
design limits for emergency diesel generator fan cooling 
sys. Mods to current fan drive shaft & seasonal fluid changes 
corrected deficiency. 

BROWN.S.C. Virginia Electric Power Co. 79/12/H. ip. 


79121B0560 Final deficiency rept re containment depresiuri lation 
actuation & safety Injection actuation cl rcul try. tndl cates 
resolution of revisions to previously reported circuits not 
complying u/FSAR. 

DROWN.S.C. Virginia Electric fc Power Co. 79/13/14. Spp. 


7912300391 Final deficiency rept re emergency diesel generator fan 
cooling sys. Ambient temp ranges exist exceeding original 
design limits at sys. Manufacturer engineered mod to current 
fan drive chaft to allou operation tu/o overloading. 

BROWN.S.C, Virginia Electric U Power Co. 79/12/14. Ip. 


7912230541 Interim deficiency rept concerning significant breakdown in 
QC program re verification of callbr of Forney eocnpTeaston 
testing mach ine. Attempting to calibr Forney compraaslon 
testing machine In range of 0 to 35.000 Its. 

BROWN.S.C. Virginia Electric 8 . Power Co. 79/12/20. 3pp. 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


A. Appllcation/canstructien stage documents It correspond anet 


7908070310 Forwards NUREQ/CR-O 66 O 1 "En ban cement of Onsite Emergency 
Diesel Oeneratar Reliability." Requests commonts.W/o end, 
VAB 6 ALLQ, D. 0. Assistant Director fop Light Water Reactors. 
79/04/ I a 3pp. 


7912110011 Forwards NRC position on status li applicability to pending 
OL applications of results of TMI followup actions. Out 1 inss 
addl shopt-tOTtn actions to ba taken. 

VASSALLO, 0. B. Division of Project Management. 79/09/37. 41pp. 


7912110264 Discusses NRC plans to use generic analgsee to develop early 
verification program to resolve ATWS issue for PWRt ti BMRs. 

Success of program depsndt on Industry resp onse. Supports 
furmation of owners groups to provide necessary Info. 

DENTON, H.R. Office o.f Nuclear Reactor Regulation. 79/10/17. Spp. 


7912130078 Forwards request for addl Info re FBAR from Hydrology- 
Msteoro 1 ogy, Hydrolog i c Engineering ti Structural Engineering 
Branches. 

8T0LZ. J. F. Light Water Reactors Branch 1. 79/11/23. 6 pp. 


79121B0314 Forwards proposed Revision 2 to Reg Guide 1,97, 
''Instrumentation for Llgh t-Watsr-Cool ed Nuclear Powir Plants 
to Assess Plant t> Environs Conditions During & Foltoulng 
Accident. " Requests comments. 

VAROA, S. A. Assistant Director for Light Water Reactors. 79/11/33. 
3pp. 


7912270167 Forwards proposad Revision 2 to Rsg Guide 1. 97i 
''Instrumentation for Light Mater Cooled Power Plante to 
Assess Plant A Environs Conditions During A Fotloulng 
Accident." Comments should be filed before 791214 meeting. 

VARGA, 8 . A. Assistant Director for Light Hater Reactors. 79/11/83. 
3pp. 


—7913270178 Notification of 791214 meeting w/appllcants to discuss 
proposed Revision 2 to Rsg Ouide 1.97, "Instrumentation far 
Light Hater Cooled Nuclear Plants to Assets Plant A Environs 
Conditions During A Pollouilng Accident." 

KINTNER.L.L. Light Hater Reactors Branch 1. 79/11/19. Ip. 


7912040364 Fopwardi electrical schematic Drawings 61721-8095-17 A 18, in 
responio to N Treahan questions re wiring for NSIV loop 
control syi. Drawings available In Central Fllas only. 

SCHUERMAN, L. E. Detroit Edi ton Co. 79/11/26. Ip. 


791204030B Informs that final plant-unique analysis will be provided 
following final Ttiolutlen between NRC A Mark I owners 
group of concerns re acceptance criteria for Mark I 
long-term program, as identified in OE 791130 Itr. 

JENS, M.H. Detroit Edison Co. 79/11/30. 4pp. 


7912270035 Notification of 790110-1! meatlng u/Detfoit Edison Co A OE 
at OE, San Josbi CA to discuss analyses of aeymmetrlc pressure 
forcee due to LDCA on reactor pressure vesiet, 

KINTNER, L. L, Light Meter Reactors Branch 1. 79/12/07. 2pp, 


7912140488 Discusses impact on facility of proposad revision to Reg 
Ouide 1.97. Impact would be great A require replacement of 
all post-accident monitoring instruments A many non- 
qualified Instruments. Estimated direct cost *10 million. 

JENSrW.H. Detroit Edison Co. 79/13/12. 2pp. 


7912870448 Certifies that const A operation of plant will conforn to 
Ml Coastal Zone Mgt program. 

HE1DEL,C.M. Detroit Edison Co. 79/12/14. Ip. 


791227055S Discusses demographic data errors re NUREO-034S, 
"Demographic Statistics Pertaining to Nuclear Power Reactor 
Sites." Text of NVREO document not self-explanatory re 
original data source. Population data end. 

JENSiW.H. Detroit Edison Co. 79/12/lB. 3pp. 


— 7913270569 Discusses demographic errors re NURE0-0S83, "Beyond Deflate 
In-Depth." Population within ten miles of facility 
co'neidered lower than published data. Growth rate indicated 
by State of MI in 1978 is lower than 1974 projected figure. 

JENS.M.H. Detroit Edison Co. 79/12/20. ip. 


F, Security, medical, emergency A fire protection plane 


7912040471 Forwards info re upgraded emergency plans to plants under 
const A OL review. Applicants required to make certain 
emergency arrangements w/state A local organl rations A 
submit emergency plans per Reg Ouide 1.101, 

VASSALLO, D. B. Division of Project Management. 79/11/21, 6 pp. 


H. General correspondence 


7912180520 Forwards Certificate of Sve indicating sve of Amend 87 to 
amended A substituted application for licenses. 

MATERS.B.R. Detroit Edison Co. 79/12/12. 3pp. 


K. Utility Final Safety Analysis Report (FSAR) A amends 


7912030198 Forwards Amend 27 to OL application A F 8 AR. 

TH0MA3.E.B. LeBoeuf, Lamb, Leiby A MacRaa. 79/11/30. 2pp. 


--7912030200 Amend 27 to F 8 AR, submitted as Amend 27 to OL application. 
* Detroit Edison Co. 79/11/30. 99pp. 


M. Antitrust correspondence - 


7912060406 Requests update of antitrust info in accordance u/encl AEC 
Reg Ouide 9. 3. Significent antitrust-related changes should 
be provided for OL review completion. 

TOALSTONi A. Antitrust A Indemnity Group. 79/11/21. tp. 


—7918060415 Reg Guide 9.3, "Info Needed by AEC Reguletory Steff in 
Connection u/Antitrust Review of OL Applicetions for Nuclear 
Power Plants. " 

» Atomic Energy Commission. 74/10/31. Ip. 


Q. Inspection reports, IE Bulletins A correepondence 


7912070049 Foruarde IE Insp Rept 50-341/79-18 on 790911-14 A notice of 
violation. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director, ,79/10/16, 

2 pp. 


— 7918070055 Notice of vloletlon from Insp on 790911-14. 

t Region 3, Chicago, Office of the Director. 79/10/16. Ip. 


—7918070062 IE Insp Rapt 80-341/79-18 on 790911-14. Noneampllanes nstsd: 
failure to ateura that purehatad matl conformed to 
procurement document through exemlnatlon of matl upon 
do 1 Ivery. 

PHILLIP, 0. A. . WARD, K.O. i NORELIua, C. E. Regions, Chtcagot Office 
of the Director, 79/10/16. 11pp. 


7912050016 Forwards IE Insp Rept 50-341/79-21 on 791004-05, No 
noncompliance noted, 

FlDRELLIiO. Region 3, Chicago, Reactor Construction A Engineering 

Support Branch. 79/lO/lB. 2pp. 


—7912050022 IE Insp Rapt 50-341/79-21 on 791004-05. No noncompliance 
noted. Major areas inspactediwelding repair of torus, reactor 
vessel noizel mod A storage of reactor pressure vassel, 

ERBiC, H. Region 3, Chicago, Office of the Director. 

DANIELSON, D. H. Region 3, Chicago, Reactor Construction A 

Engineer Ing Support Branch. 79/10/16. 4pp. 
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791>i090124 Fcrwards IE Circular 79-sa> 'Bferoka Ttaaa for Pouar Oparatad 
Raliaf Valval. * Hp raippnia req.uir8it. 

KEPPLERi J. 0. Region 3> Chicagg< Office of the Oirector. 79/11/16. 

Ip. 


791S100S3O Forkterds IE Info Notice 79-3B< "Overloading of Structural 
Etaaenta Due to Pipe support Loadi. " No responie required, 

KEPPLER. J. 0. Region 3. Chicago, Office of the Director. 79/11/16. 
Ip. 


TVIEIIODTS Forward! IE Info Notice 79-29. ’Loot of Noneaf etg-flelatad 
Reactor Coolant Sgi Initruaentation During Operation." No 
opecific action or response required. 

KEPPLER, J.e. Region 3. Chicago. Office of the Director. 79/11/16. 

Ip. . 


791StOD0379 FOTwarde IE Bqllatin 79-26. ‘Boron Loss Fron SNR Control 
Blades." No response required. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/11/20. 
Ip- 


7912JOO430 Forwards IE Circular 79-24. "Proper Installation t> Calibr of 
Cora Sprag Pipe Break Detection Equipaent on BMs, " No 
written reeponse required. 

KEPPLER. J.O. Region 3. Chicego. Office of the Director. 79/11/26. 

Ip. 


7913110299 Forwards IE Circular 79-23. "Motor Starters li Contactors 
Palled to Operate. " No response required. 

KEPPLER. J.O. Region 3, Chicago. Office of the Oirector. 79/11/26. 

Ip. 


7713110426 Notifies that HRC intends to routinely forward to 
appropriate state public util regulatory groups t, state atty 
general ofes copies of escalated enforcenent correspondence 
sent by NRC to llceneeee. 

KEPPLER, J.e. Region 3, Chicago. Office of the Director. 79/11/20. 
Ip. 


7912190221 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instruaentatlon b Control Power Bye Bus During Operatian. " 

No kirlttan response required. 

KEPPLER. J.O. Region 3, Chicago. Office of the Oirector. 79/11/30. 

tp. 


79I31S0SS6 Act receipt of 791121 Itr inforalng NRC of steps taken to 
correct violations noted in IE Insp Rept SO-341/79-18. 

FIDRELLI.O. Region 3. Chicago, Reactor Construction t. Engineering 
Support Branch. 79/12/03. Ip. 


.7913130962 Responds to NRC 791016 Itr re violations noted in IE Insp 
Rept 90-341/79-18. Corrective actions; certification for heat 
mnbers located, reviewed, found acceptable 6 placed In 
appropriate file. 

Hikes, E. Datrolt Edison Co. 79/11/21. 4pp. 


7913140086 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncos^tlanca*. 10CPR21. " No action or response required. 

KEPPLER, J.e. Region 3. Chicago, Office of the Director. 79/12/06. 
Ip. 


7912300119 Forwards IE Bultotin 79-28. "Possible Malfunction of Naseo 
Modal EAIBO Llait Switches at Elevated Tewps. " Action 
required. 

KEPPLER. J.O. Region 3. Chicago, Office of the Director. 79/13/10. 
tp. 


a. Reportable occurrences, LERs b related correspondence 


7913130382 Confirms 791109 teleon re problems w/Agastat relay 
aSBamhllas in primary containment monitoring sys. Util will 
determine whether other equipaent contains Agastet relay 
assemblies & will procure new relay bases. 

FAlRNEn.U. J. Detroit Edison Co. 79/12/07. Ip. 


7713120437 Interim deficiency rept re failure of closure springs for 
firm -daeqiere installed in reactor bldg. Rceearch dept is 
conducting metallurgical tests to determine reason for 
failures. Final rept on 800407. 

FAmNER. W. J. Detroit Edison Co. 79/12/07. Ip. 


7912380030 Act racoipt of 791130 Intorlm rept re raceway hanger support 
limitations. Final rapt will be reviewed upon receipt. 

FIOREULI. 0. Region 3. Chicago. Reactor Construction b Englnearing 
Support Branch. 79/12/12. tp. ' 


DOCKET 50-344 TROJAN NUCLEAR PLANT. PORTLAND OENERAL. ELECTRIC 


F. Security, medical, emergency b fire protection plans 


791218033S Notifies of delay in Plant Sys Branch Team 1 evaluations of 
facility Fire protection sys. Outlines of assistance needed 
end. 

LAIHAS.O. Plant Systems Branch. 79/11/16. 9pp. 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review objectives. Provides guidance for iepraving licensee 
emergency preparedness b assuring capability of offsite 
agencies to take appropriate emergency actions. 

CRIMESiB.K. Emergency Preparedness Task Force. 79/11/33. 30pp. 


7912060496 Requests NRC schedule for eumments re Revisions 4.4a li 9 to 
security plan. 

OOODN1N.C. Portland Deneral Electric Co. 79/11/30. 3pp. 


7912270269 Forwards draft of revised 791204 "Radiological Emergency 
Plan." incorporating corrections b additions. 

GOODWIN. C. Portland Ceneral Electric Co. 79/12/19. 2pp. 


— 7913270376 Draft of revised 791304 "Radiological ^ergency Plan." 
Incorporating corrections b additions. 

• Pacific Oas b Electric Co. 79/13/19. 7app. 


7912070409 Draft radiological emergency plan. 

COODUIN.C. Portland Ceneral Electric Co. 79/13/31. 600pp. 


0. Ad judicatory correspondence 


7912060094 Submits status rept for wk ending 791109 re resolution of 
open items b completion of NflC 8£R. Review re continues 
effects of proposed mods on safety-related sys b plant 
operation. Block wall problem evaluated. 

CRAY.J.R. Hearing Branch 1. 79/11/09. 3pp. 


7912170278 Intervenors Coalition for Safe Power b Consolidated 
Intervinors first set of interrogatories. Requests info re 
util response to' IE Bulletin 79-14. seismic qualification b 
drug charges against guards. Certificate of 8vc end. 

BELL.N. Affiliation Unknown. RDSQLIE. E. Coalition for Safe Power. 
79/11/14. 5pp. 


7912190168 Notifies that on 791219 NRC staff response to motion to 
strike applicants answer inadvertently served on 
ajudlcatory boards of wrong party. Pleading should be 
ignored. 

ORAY.J.R. Hearing Branch 1. 79/11/20. 2pp. 


7912050148 Submits rept re status of unresolved items b BER for week 
ending 791133 b Structural Tevieu of proposed mods. Plent Bys 
Branch awaiting licensee replies to NRC 790914 Question 3 b 
Question 790928 Questions 3 b 7. 

GRAY.J.R. Hearing Branch 1. 79/11/83. Ip. 


7912110038 Confirms receipt of end 790329 petition to suspend OLs for 
all PWRs. Forwards FR notice Indicating that petition will be 
traateri In accordance w/10CFR8. 206. 

DEHTQN, H. R. Office of Nuclear Reactor Regulation. 79/11/33. Ip. 


—7913110136 Notice of request for action pursuant to lOCFRR. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PWRs. 

IKAJ-ER. D, R. Office of Nuclear Reactor Regulation. 79/11/23. 

aspp. 


7912100126 Submits status rept for wt ending 791130 re resolution of 
open items b completion of S£R. Licensee final responsea.re 
mod wort on concurrent operation safety, were accepted b 
resolved. Structural questions unresolved. 

ORAY.J.R, Hearing Branch I. 79/11/30 . 8pp. 


7912120030 Modifies ASLB partial initial dedeion permitting interim 
operation of facility. Operation will not resume pending 
further order. NRC shall inform ASLB of unresolved items re 
seismic issues. 

MILLER) H. E. Atomic Safety and Licensing Board Panel. 79/11/30. 
3pp. 


79181203(n Addl Info for facility control bldg re block wall reaction 
force found to he Inadequate to resist eer thquahe-genorated 
reaction forces. Util will conduct evaluation.Results of 
791206 meeting will be provided. Certificate of Bve end. 

GRAY.J.R. Hearing Branch t. 79/U/30. 9pp. 
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--7«?1212033J Rsapoints to ASLO 791113 notification of LER 79-19 info. 
Statu* rapt on evaluation of control bldg >ei*inic resistance 
capabilitij alreadg provided in LER Suppl 1. Problem has no 
connection ui/design def ic ienc ies. Revi eu continuing. 

DROEHL. D. J Portland Seneral Electric Co 79/11/19. 9pp. 


7912130257 Response to E Rosa 1 i e. Coa I i t i on for Safe Pouter. N Bell (< 
Consolidated Intervenors 791114 interrogatories. Questions 1. 

2 l< 3 out of scope of contentions admitted in ASLD 791017 
order. Question 4 not relevant Certificate of Svc end. 

AXELRAD. 11. Portland Qenerai Electric Co. AXELRAD. H. 

Louens tein. Neutnan. Rei s. Aielrad l< Toll. 79/12/03. '7pp. 


7912140542 Informs that comprehensive update of currenblu unresolved 
problems in lieu of status rept for ul ending 791207 is 
being prepared & uill be filed bg 791207. 

ORAV.J R. Hearing Branch I. 79/12/07. Ip. 


— 7912200137 Joint affidavit on length of Interim operation for ai~liuilt 
control b Idg. Evidence should be presented on rBRulred length 
of time to complete mods. Llconsee should adhere to schedule. 

HERRINO. K. S. . TRAMMELL, C, M. Engineering Branch. 79/12/19, dipp. 


P. Operating license stage documents. «i correspondence 


7911090249 "Bummary of Operating Experience M/ftecireulatlng Btaam 
Generators. “ 

EISENHUTi 0. 0, Division of Operating Reactors. NUREO-0823. 
79/01/31, 89pp, 


7900010339 Notifies of status of rept on reactor cavity annulus seal. 
Most PWR users remove ring during normal operat 1 on. Othari 
store seat ring in raised position during normal operation. 

LAINASi 0. Plant Systems Branch IPre 791030). 79/07/0S. 7pp. 


7912170219 Responds to ASLB 791130 order directing NRC to inform ASLD 
of unresolved problems ui/hearing on seismic issues, Faruards 
HS Herring. Cm Trammell, F Clemeson & JE Knight affidavits. 

ORAY. J, fi Hearing Branch 1. 79/13/07. 3pp. 


— 7912170323 Affidavit of KS Herring on unsolved problems. viewed from 
safety standpoint, re adequacy of control bldg nods to bring 
facility into substantial compliance u/1 Icense. Statement of 
professional qualifications end. 

HERRING.H. 5. Engineering Branch. 79/13/07. 7pp. 


—7912170229 Affidavit of KS Herring re effects of mod work on plant 
safety. Sta tement of prof qualifications end. 

HERRINQ.K. 8. Eng inearing Branch. 79/12/07. Spp. 


— 7912170233 Affidavi t of CM Trammell re ability of control room 
ventllatien sys to maintain control room at positive 
pressure of 0 125-ineh water column relative to outside 
atmosphere. Prof qualifications end. 

TRArtMELL.C. H, Office of Nuclear Reactor Regulation. 79/12/07. 
4pp, 


“7912170237 Affidavit of F Clemenson re control of const-generated dust 
<« const work involved In Floor slab (< wall removal. Prof 
qualifications end. 

CLEMENSON. F. Plant Systems Branch. 79/13/07. 7pp. 


—7912170342 Affidavit of JE Knight ra fire protection fo^r wood framing l< 
other combustible matls. protection of cables from dropped 
otjecta tt effects of drilling through control bldg west 
uall.Prof qualifications end. 

KNIIQHT. J. £. Systematic Evaluation Program Branch. 79/13/07. 

9pp. 


—7912170249 Affidavits of CM Trammell (< KS Harrlng ra piping t< equipment 
supports l( walls t. seismic designs, Prof qualifications end. 

TRAMMELL. C, M. Office of Nuclear Reactor Regulation. HERRINQiK.8. 
Engineering Branch. 79/12/07. 4pp, 


7912190113 Forwards affidavits of RH Short it DJ Broehl, president & 
vice president of ut 1 1 , respee tlvely, in responsa to ASLB 
791130 order, Car tl fi ea be of Svc end. 

AXELRAD, M Lowens te in . Newma n. Re i s, Ax a 1 rad 1, Toll, 79/12/09. 7pp, 


—7912100120 Affidavit by president of util explaining unique 
circumstances facing region 8, affecting public need. 

SHORT, R.H. Portland Oenerel Electric Co. 79/12/07. App. 


7912050193 Discusses NRC review of LERs b Tech Spec requirement* ra 
control RPI sys at Uestinghouee PURs. Requests Tech Bpeci 
review to ensure requirement for rod malnt to within ■*■/- 12 
steps indicated b RPt sys verified accurate within 12 etep*. 
SCHWENCER. A. Operating Reactors Branch 1. 79/10/29. 7pp. 


7912050523 Requests info re pipe support b wall, review* b imp*, 
structural adequacy reviews b Insps. unreviewtd aspects of 
pipe supports for safety -related piping S. schedule for 
planned addl reviews b Insps. 

FRANK. L. Oregon. State of. 79/11/01. 2pp. 


791210016.3 Amend 43 to License NPF-l. revising administrative controls 
section of Tech Specs re both onsite & offsite 
organ! letional structure. 

SCHWENCER. A. Operating Reactors Branch 1. 79/U/OQ. iipp. 


79121001B9 Discusses NRC 791101 meeting w/reprssentatl vet of N8B3 
vendors b fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing u/fuel cladding 
swelling b Incidence of rupture. Vendor responses end. 
EISENHUT.D.O. Division of Operating Reactor*. 79/11/09. 65pp. 


—7912100255 Respond* to NRC 791101 request rs noncomp 1 lane* of 
Hestinghouse ECCS evaluation model under requirement* 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Ueatlnghous* plant*. 
ANDERSON. T. M. Nattinghouse Electric Corp. 79/11/02. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling li 
rupture data. Review of analytical model* b basts indicates 
compllsnce u/lOCFRSO App K. All OE apses for calculated peak 
cladding temp remain unchanged. 

DUCHHOLZ.R, H. General Electric Co. 79/12/07. 2pp, 


—7912100407 Forwards response to NRC 791101 request ra rod burst tsat 
data. Concludes that data propsrly ropresentad by fual models 
used in vendor evaluation models b that analyse* damonstrate 
alt criteria of lOCFRSO. 46 satisfied, 

OHSLEV, 0. F. Exxon Nuclear Co,. Inc. <subt. of Exxon Corp.). 
79/11/02, Spp, 


—7912100456 Forwards addl info re evaluation of impact of NRC propaasd 
rupture/blockage model used in vendor evaluation model. 

No advert* impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OUSLEYi 0. F, Exxon Nuclear Co,. Inc. (subs, of Exxon Corp, ). 
79/11/04, 22pp. 


'7912190127 Affidavit by vice president of util reporting status of 
responses to NRC questions re control bldg proceeding. 

Provide* background of LER 79-15 issues. Rep orted wall 
problems will not affect interim operation. 

DROEHL. 0. J, Portland General Electric Co. 79/12/08. 13pp. 


7912050470 Forward* agenda of 79120B meeting w/D Dixon. In response to 
NRC request for history b status of pipe support b 
structural Insps. Requests notification if addl Info Is 
required. 

LENTSCH. J. H. Portland Oeneral Electric Co. 79/11/19, 0pp. 


7912270091 Submits licensee views as to how long facility should be 
permitted to operate absent firm plans for control room mods 
to bring facility in compliance w/lleense. Length of 
operation has no effect on public health b safety. 

AXELRAO.M. Louenstein. Kiuman. Reis. Axelrad b Tol 1. 79/12/11, 9pp, 


7912190408 8ubmlts rept for uk ending 791214 re resolution of open 
items b completion of SER.Fire protection measures re wood 
framing of mod work evaluated b accepted. Measures for 
cable protection from dropped objects accepted, 

GRAYaJ.R. Heerlng Branch 1. 79/18/14. 2 pp. 


7912280130 Buhmits responses to ASLB 791130 order. Paragraphs 4 b 5, 
Completion b filing of safety evaluation for proposed 
control bldg mod anticipated on 900214. Time limit on length 
needed. Prof qualifications end. 

ORAt. J. R. Heaping Branch 1, 79/12/19, 3 pp, 


7912070096 Summary of 791114 telcon u/utll ra implementation of THl 
Lessons Learned Task Force, 

TRAMMELL. C, M. Operating Reactors Branch 1. 79/11/86. 6pp. 

7912170123 Advises that Ofc of Nuclear Reactor Regulation review of 
plume study summary rept is subj to Class III fee 
provision*. due to environ Issue. 

MILLER. W.O. License Fee Management Branch. 79/11/27. Ip. 


7912040380 Informs that milk samples from Kelso iDudonikl Dslryl art 
no longsr being taken. Samp 1 ing program from suitable sit* 
will be Inltleted. 

OOQDMIMiC, Portland Oeneral Electrl'c' Co. 79/11/30. Ip. 
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791B0704S2 Accepts proposed Oeii Ridge Associated Univ radiation safety 
course certification re 79100S request for substitute 
training program. Comments on concerns re adsquacg of program 
requested. 

OOODIflNi C. Portland General Electric Co. 79/11/30. 3pp. 


791S120319 Forwards response to NftC request for info ro loss of offsite 
power. Out 1 1 ne of pertinent events end. 

GQQDWrNiC. Portland General Electric Co. 79/11/30. Spp, 


7912140393 Forwards supplemental commitments for implementation of TMI 
Lessens Learned Task Force recommendations In response to 
791207 telcon. Info resolves remaining Items of disagreement 
iscept mod of containment isolation valves. 

GQOXIHIH. C. Portland General Electric Co. 79/12/07. 3pp. 


7913160949 Requests addl 30-dag eiteniion to respond to NRC 791001 
request for addl info re generic Issue of degraded grid 

voltage. 

OaODUlHiC. Portland General Electric Co. 79/12/11. Ip. 


79121B0&S2 Commits to Implement proposed changes in Uesttnghouse 791138 
I Hank D control rods uill be uilthdrauin equal to or 
greater then 215 steps when RCS is in automatic mode at more 
than 90X of rated power. 

GQQDMINiC. Portland General Electric Co. 79/13/11. Ip. 


791221D3i6 Forwards addl info in response to NRC 791210 request re 
automatic initiation of auslliarg feedwater sgs (< auilliarg 
feiduater flow indication to steam generator. Th irteen 
overeiied drawings available in Central Files and. 

GDOOWIN>C. Portland Oanoral Electric Co. 79/12/14. IBpp. 


7913190379 Forwards response to NRC 790914i 20j 20 b 1002 questions. 
Incluiles Info ra lafetg-related cables b equipmonti use of 
grout for installation of rebar into walls b rock. 

BRDEHLrD.J. Portland General Electric Co. 79/12/17. l&pp. 


— 7913190390 "Miscellaneous Paper C-74-12, Pul lout Resistance of 
Reinforcing Bars Embedded in Hardened Concrete^ " prepared bg 
Engineer Waterwags Experiment Station. 

STOWBiR, U. Armgi Dept. of. 74/06/30. 60PP. 


7918200491 Discusses 791207 supp I ementarg info ro implementation 
of short-term actions required bg TMI Lessons Learned Task 
Force. One outstanding item remains re control circuit for 
33 containment isolation valves. Mod completed bg 000101. 
ODODMINiC. Portland General Electric Co. 79/12/20. Ip. 


791S2701B3 Forwards response to NRC 790914.20,1008 b 10 questions re 
control bldg mods. Certi fi cate of Svc end. 

BRDEHL, D. J. Portland General Electric Co. 79/12/21. i94pp. 


7913370101 Forwards final response to NRC 790914. SO b 1002 requests for 
Info re control bldg mods. 

BROEHLjD. J. Portland General Electric Co. 79/18/22. llBpp. 


791S2BO310 Forwards Change Application 36 requesting amend to License 
HPF-1. 

OGODHIti.C. Portland General Electric Co. 79/12/84. Ip. 


■7913880S23 License Chang# Application 86 for License NPF-i , revising rod 
Insertion limit Tech Specs to permit unrestricted operation 
during Cgde 3. 

oaDOHIN. C. Portland General Electric Co. 79/12/24. 3pp. 


‘7918260333 Revised Pages 3/4 8 - 6 a. S-BD 3/4 805 for proposed Change 96 
to Tach Specs re revision to rod insertion limits to permit 
unrastrieted operation during Cgde 3. 

* Portland Oeneral Electric Co. 79/13/84, 3pp. 


7918310516 Forwards License Change Application 57 requesting amend of 
Llcenea NPF-1. Certificate of 8 ve b Class 11 pee end. 

GOODHINtC. Portland General Electric Co. 79/IS/2B. 2pp. 


— 79123IOSBO License Change Application 87 to amend License NPF-t. 
revising Ttch Specs re method of transferring diesel fuel 
oil From storage to equipment, tnln vol of borated water 
storageisgs actuation termlnolegg b fire protection. 

• Rortlind Oeneral Electric Co. 79/13/20. 7pp. 


— 7912310937 Revised Tech Specs 3, 1. 2, 7. 4. 1. 2. 7. 3. 7. B. 3. 4. 7. 0. 2 b 3/4, 1 , 2 
!• 3/4. 1.3 re method of transferring diesel fuel oil from 
storage to equipment. min vol of borated water storage. sgs 
actuetlon terminologg b fire protection equipment. 

• Portland General Electric Co. 79/18/28. llpp. 


Q Inspection reports. IE Dulletins & correspondence 


7912060112 ForuarCs IE Insp Repfc SO-334/79-17 on 790904-20. No 
none amp tiance noted 

CREUS. J. L. Region 5, San FraiiciscOi Reactor Operations Nuclear 

Support Branch. 79/10/15. 2pp. 


— 7912060123 IE Insp Rapt 50-344/79-17 on 790904-20. No noncorapliarice 
noted. Major areas 1 nspec ted : opera tl ons, maint ■ phgsi cal 
securltg b followup on IE bulletins b LERs. 

8 TERNOERO 1 0. M. Region 5. San Francisco. Reactor Operations 

Nuclear Support Branch MALMROS.M. H. Region 9. San Francisco. 
Office of the Director. 79/10/12. 6 pp 


7912100278 Forwards IE Info Notice 79-26, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
ENGELKEN. R. H. Region 5, San Francisco. Office of the Director. 
79/11/16. Ip. 


7912070010 Forwards IE Circular 79-34, "Proper Installation b Calibr of 
Core Bprag Pipe Break Detection Equipment on BURe. " No 
respons e required 

ENGELKEN, R. H. Region 9, San Francisco, Office of the Director. 
79/11/26. ip. 


7918110269 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No rosponso required. 

ENGELKEN. R. H. Region 5, San Francisco, Office of the Director. 
79/11/26. Ip. 


7918110499 Notifies that NRC Intends to rnutinelg forward to 
appropriate state public util regulatorg groups b state attg 
general ofes. copies of escalated enforcement correspondence 
sent bg NRC to licensees. 

ENGELKEN. R. H. Region 9. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912130150 Forwards Insp Rept 90-344/79-lB on 791107-09. No items of 
noneomp 1 1 ance found, Rept withheld (ref 10CFR2. 7901. Cop g to 
Central Files onig. 

NORDERHAUQi L. R. Region 5. San Francisco, Safeguards Dranch. 

79/11/26. 2pp. 


7912190147 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sgs Dus During Operation, " 
Written response required, 

ENGELKEN. R. H. Region 9. Ban Francisco. Office of the Director. 
79/H/30. Ip. 


7912310272 Forwards IE Info Notice 79-30, "Reporting of Defects b' 
Noncomp 1 1 anc a a. 10CFR2 1 . " No action required. 

ENGELKEN. R. H. Region 5. San Francisco. Office of the Director. 
79/12/06. 4pp. 


7912190001 Forwards licensee responses to IE Bulletin 79-23. ''Potential 
Failure of Emergency Diesel Oenorator Field Exciter 
Transformer. " 

CREWS. J.L. Region 9. San Francisco. Reactor CIperatlons Nuclear 

Support Dranch. 77/12/07. Ip. 


—7912190003 Responds to IE Bulletin 79-23, "Potential Failure of 
Emergencg Diesel Generator Field Exciter Transformer," 
Facllltg uill conduct load test of emergency diesel 
generator prior bo recovery from refueling shutdoun. 
OOODMIN.C. Portland General Electric Co. 79/10/11. Ip. 


7912200240 Forwards IE Bulletin 79-20, "Possible Malfunction of Nameo 
Model EAIBO Limit Switches at Elevated Temps." Action 
required . 

ENGELKEN. R. K. Region 5. Ban Francisco, Office of the Director. 
79/12/07. Ip. 


7912210138 Forwards responses bo IE Oulletln 79-21, "Temp Effects on 
Level Measurements. " 

CREWS. J. L. Region 5. San Francisco. Office of the Director. 
79/18/07. Ip. 


— 7912810162 Responds to IE Bulletin 79-31, "Temp Effects on Level 
Instrumentation." Discusses liquid level measurement sgs. 
post-accident ambient temp on indicated water, safety b 
control setpoints b emergonc g procedures. 

GOODWIN, C. Portland Oenaral Electric Co. 79/09/14, 15pp. 


7918200671 Forwards util response to IE Dulletin 79-04. "Incorraet 
Weights for Swing Check Valves Mfg by Velan EnglnBerlng 
Corp, " 

CREWS. J.L. Region 9. San Francisco. Reactor Operations Nuclear 

Support Dranch. 79/12/07. l.p. 
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— 791SSB0b7B Foruarils response to IE Dullotln 77“04i “Iniorrect UelgJits 
for Suing Chat k Valvas Mfg t>g Valon Enginaerlng Carp. " 

Valvas identified ti verified. No plant modt needed. 

GDDDHINiC. Portland Oeneral Electric Co. 79/09/14. Spp. 


7912200423 Foruarde IE Info Notice 79-314 "Use of Incorrect AiepllPiod 
Raapon&e Spectra." No written response required. 

ENGELKENi R. H. Region 5, San Francisco, Office of the Director. 
79/ja/13. Ip. 


n. periodic operating reports tt related correspondence 


7912140341 Foruards monthly operating rept for Nov 1979. 
YUNDTiC. P. Portland Oeneral Electric Co. 79/T2/0a. Ip. 


— 7912140307 Monthly operating rept for Nav 1979. 

BLAIR, 0.0. Portland General Electric Co. 79/12/09. 4pp. 


S. Reportable occurrences, LERs it related correspondence 


7912310066 PNO-V-79-006; on 7910 1 9, f ac i 1 1 1 y notified NRC of trltiors 
found in samples from onsite recreation lake. Caused bg 
leaking steam generator tubes. 

WENSLAHSKl.F. A. Region S, San Francisco, Office of the Director. 
79/10/19. 2pp 


7912310104 PtJO-V- 79-005: on 791019, prel iminary analysis indicated uall 
used to anchor restraint for RHR pump suction line may not 
have necessary structural capah II i ty. Ana lysis should be 
completed by 791022. Plant currently shut down. 

CHEMS.J. t. I STERNBERG. D Region 3, San Francisco, Off ice of the 
Director. 79/10/19. Ip. 


7912260016 PKD'V-79-007: on 791025, emergency plan eierciSB uill be 
conducted at facility. 

HENBLAHSKl.F. Office of Inspection 6 Enforcement. Office of the 
Director. 79/10/25. Ip. 


7912060665 PNO-W-79-008: on 791029, util reported osposure of 3.7 rems to 
eye lens of contractor employee while testing steaei 
generator A. Invest! gat ion und eruay , work temporarily stopped. 

FtBtI.R. . HENSLAWSKI, F, Region 5, San Francisco, Office of the 
Director, 79/10/29 3pp 


7912030101 PNS-y-79-OOI; on 7911<Ja, ten off-duty !< former guards 
arrested for narcotics traf f ic Ind Ividua Is 
relieved from duty t< inspectors are onsite to assure NRC 
sBcuT i ty 

NORDEIIHAUO. L. n. Region 5, San Francisco, Office of the Director. 
79/11/00, Ip. 


7912200572 PNS-V-79-00IA: on 791 126, I i consee notified Region 5 that 
continuing investigation into drug use at facility resulted 
in termination of auiiliary operator for uncooperative 
attitude due to offsite use of cocaine. 

* Office of inspection I, Enforcement. Office of the Director. 
79/11/26 Ip. 


7912120093 Notification of 791205-06 meeting u/util In Dethesda, tlD to 
discucs LER 79-1 B re masonry block uall & support reaction 
prob 1 em. 

TflAW(1ELl..C, H. Operating Reactors Dranch 1. 79/12/01. 2pp. 


7912110302 Forwards special rept re 790906 actuation of ECCS safety 
injection during turhino generator control circuit 
invo s t igot Ion. Col u pcd by faulty GE troub I eshoot ing procedure. 
Frocedura changed by CE, 

VUNDT.C. P. Portland Oenaral Electric Co 79/12/03. Ip. 


7912100627 Foruards special rept re ECCB actuation. 

VUNDT.C. P. Portland General Electric Co. 79/12/03, Ip, 

— 79121(10632 Special rept on 790906, ECCS safoty injection was actuated. 
Causad by f.'iulty troubleshooting procedure. CE has changed 
pracetlure. 

e Portland General Electric Co. 79/12/03, Ip. 


7912110341 Forwards 3uppl 2 to LER 79-15. Review of masonry structures 
supporting safety-related p ip ing revealed 20 walls conducive 
to overstress. Di scusses corrective actions. 

FRANH., L. Portland Oeneral Electric Co. 79/12/04. 33pp. 


— 7912110342 “Rept on Testing of Conpdsito Masonry Ualls. “ 
a Portland Oeneral El ectric Co 79/11/30, 14pp. 


—7912110344 Special plant procedure for "Test of Masonry Bond Tenslen- 
to-Conerete Core in Masonry Block Nalls.''’ 

VUNDT.C. P Portland General Electric Co. 79/11/13. lOpp. 


— 7912110346 "Evaluation of Tests of Tensile Bond Strength of Cene'ete 
aiock-to-Flll in Trojan Nuclear Power Plant Near Portland, 

OR." Supporting documentation end. 

e Miss, Janney, Elstner 6 Association, Inc. 79/11/24. 30pp 

7912100618 Forwards supplemental info to LER 79-13 providing results 
evaluations of single 6 doublo-wythe masonry walls 
supporting safety-related pi ping. Results of masonry bond 
tension tests Sr composite masonry wall tests end. 

DROEHU, D. J, Portland General Electric Co, 79/12/04. 74pp. 


7912270439 Forwards addl info re LER 79-15, requested in 791202 jocn* 
affidavit of KB Herring S< CM Trammell on status of Trojan 
ual) problem. 

BOEHL, D, J. Portland Oenaral Electric Co, 79/12/22. 71pp. 


DDCKET 50-346 DAVIS-EEESE NUCLEAR POWER STATION, UNIT I 


F. Security, medical, enter gene y h fire protection plank 


7912200022 Discusses NRC 791109 meeting re emergency preparedness teen 
review oh j ect ives. Provides guidance for improving licensee 
emergency preparedness t< assuring capability of offsite 
agencies to tale appropriate emergency actions. 

GRIMES, D.K. Emorgency Preparedness Task Force. 79/11/23. 30pp 


7912310103 Requests installation of backup power for rid emargencs 
telephones, as discussed in 79111S telcon. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/U/3C 
Ip. 


0. Adjudicatory correspondence 


7912110038 Confirms reCBlpt of end 790329 petition to suspend CH-S fs* 
all PHRs. Forwards Fft notice indicating that petition will bo 
treated in accordance U/10CFR3. 206. 

DENTON, II. R. Office of Nuclear Reactor Regulation. 79/11/23. Ip 


— 7912110126 Notice of request for action pursuant to 10CFR2.206 re 
Environ Coalition on Hucloar Power 790329 petition 
requesting suspension of all OLs for PURs. 

MULLER, D.R, Office of Nuclear Reactor Regulation. 79/11/23. 
3Bpp. 


H, Oeneral correspondence 


7912100334 Informs that all activities re nuclear program will be 
consolidated under one corporate officer, fiP Crouse. Uieense 
amend request will be submitted in near future. 

J0KNS0N,N.A. Toledo Edison Co. 79/tl/2Q. Ip. 


II. Antitrust cerrespondence 


7912050090 Consolidated answer In opposition to Cleveland Elaetrlc 
Illuminating Co, Toledo Edison U Ohio Edison petitions for 
ALAU-S60 r evlow. Pe ti tl oner s failed to seek Commission review 
on Issue of monopoly e x is t enc c. Cert i f icate of 8vc and. 
LE6BV,R.P. Antitrust Division. 79/11/21. 32pp. 


79121130344 Informs of address change as of 791201. 
HJELHFELT, 0, C, Hjoimfelt, D, C, 79/11/26, 3pp. 


7912110356 Orders extension until 8001 IS fur Commission to rtwleu 
AUAB~560. 

CMII.K, 8. J. Office of the Becrotary of the Commission. 79/12/07 
Ip- 


P. Operating license stage documents I, correspondence 


7911090248 "Summary of Operating Experience H/Redrculating Steam 
Genorators , " 

EICENHUT, D. 0. Division of Operating Reactors. NUREO-OS23. 
79/01/31. Q9pp. 


7912310070 Aek 790B31 Itrs endorsing BtiW generic rept BAH-1S64. 
“Integrated Control Bye Reliability Analysis," Ic requests 
addl info. 

REID, R. W. Operating Reactors Branch 4. 79/11/07. I3pp. 


7912130187 Forwards summary of Ta knekron Research. Inc study of licensee 
regulatory performance evaluation b Teknekron draft rept re 
operatinp reactors u/BbU nuclear steam supply sys. Requests 
comments. M/o enc 1. 

STELLOfV. Office of Inspection h Enforcement, Office of the 
Director. 79/11/08. 2pp. 
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/S’laiooie^ OlacuitBS NRC 791101 meating y/reppessntati VB* of N5BS 
vintfon & fuel luppllin re discussion of respecPlvo 
portions of ECCS evaluation models dealing u/fuel cladding 
tkiBlling ti Incidence of rupture. Vendor responses end. 
eiSENHOTr D. 0. Division of Operating Reactors. 79/ll/'09. 6Spp. 


— ^7913100299 Responds to NRC 791101 reciuest re noncomp 1 lance of 
WaatJnghouse ECCS evaluation model under requirements 
of 10CFR90 App K. Evaluation of three fuel rod modBls 
Indicate! no safetg problems for Uestinghouse plents. 
ANDERSON. T. H. Weitinghouso Electric Corp. 79/11/02. 4pp. 


— ^7912100230 Responds to NRC 791101 request re ORNL cladding swelling 
rupture data. Review of analgtlcal models li tests indicates 
cacapliancB w/lOCFRSO App K. All QE specs for calculated peak 
cladding temp remain unchanged, 

BUCHHDCZt R. H. Oeneral Electric Co. 79/12/07. 3pp. 


— 7912100407 Forwards response to NRC 791101 request re rod burst test 
data. Concludes that data properly represented by Fuel models 
used in vendor evaluation models l< that analyses demonstrate 
all criteria of 10CFR90. 46 satisfied. 

OMBLEY.O.F. Eisen Nuclear Co.. Ine. (subs, of Esxon Corp.). 
79/11/02. 9pp. 


-791210049& Forwards addl info re evaluation of impact of NRC proposed 
rupture/bloekage model used In vendor evaluation modal, 

No advarae impact from new rupture burst data or use of NRC 
rupture/bloekage model on licensing calculation results. 

DUDLEY. O.F. Essen Nuclear Co.. !nc. (subs, of Esxon Corp.). 
79/11/04. 22pp. 


79123B0633 Forwards trip rept of 791010 l< 19 visit to plant. 
SCHOtL.R. Plant Systems Branch. 79/11/19, 13pp. 


79121B02S3 Notifies of partial refund of Class IV amend Fee for 790713 
application -^or change to Tech Specs. 

HILLER. N. Q. License Fee Hanagement Branch. 79/11/16. Ip. 


7912180092 Bummary of 791024 meeting u/DbU owners group re asymmetric 
LOCA loadi evaluation. Evaluation of BLN plants to be 
completsd by Jul 19B0. 

HOBFDflDi a. B. Assistant Director for Engineering Programa. 
79/11/20, 4pp. 


7912100478 Forwards, to all BbU operating plants except TMI.request for 
addl info re small break LOCA. Comments requested by 791203. 

REID.R.N. Operating Reactors Branch 4. 79/11/21. 3pp. 


7918100237 Requests detailed Info re wear character Istlca oP control 
redi on guide tube assemblies. Info needed to verify that 
gulda tuba wear not significant problem in BbU facilities. 

NRC concerns re tube wear end. 

REIDaR. H. Operating Reactors Branch 4. 79/11/23. &pp. 


79121B01ta Ferwards request for addl info re Tech Spec changes covering 
anticipated reactor trip. ausl 1 lary feedwater surveillance 
It aiakeup pump termination. 

REIDiW. R. Operating Reactors Branch 4. 79/11/28. 3pp. 


7912190327 Notifies of partial refund of Class III amend fee re 791003 
appllcablon. Action required by application is in Class II 
fee category. 

HILLER. N.O. License Fee Management Branch. 79/12/03. Ip. 


7912190402 Forwards revised Tech Specs. Apps A b B re adminlotrative 
cantrolBi ref leettng changes requested in 79112B application 
to amend OL. Requests Class II fee classification. 

CROUSE. R.P, Toledo Edison Co. 79/12/06, 2pp. 


--7912190S32 Revised pages 6-2. 6-7 through 6-9 (< 6-11 through 6-13 to 
Tech SpectiApp A re administrative eentrole b revised Page 
9-1-1 of Tech Bpeee.App B re organisational changes, 
a Toledo Edison Co. 79/12/06. 9pp. 


7912180984 Supplements 791009 response to NRC 790008 inquiry re hue 
veltagas. Summarl see scope b schedule for proposed teat 
pragram. 

CROUSE, R.P. Toledo Edison Co. 79/12/07. tp. 


7918190433 Forwards fee for 791206 amend to OL. 
CRDUSEiR.P. Toledo Edison Co. 79/12/12. Ip. 


7918280279 Forwards Amend 22 to License NPF-3 b notice of iesuanco b 
availability. 

RElOtR. H. Operating Reactore Branch 4. 79/12/12, 3pp. 


— 7912280281 Amend S2 to License NPF-3. mod 1 fying antitrust license 
condl t tons. 

REID.R.W, Operating Reactors Branch 4. 79/12/12. Spp. 

— 7912200290 Notice of Issuance b availability of Amend 22 to License 
NPF-3. 

REID.R.W. Operating Reactors Branch 4. 79/12/12. Ip. 


7912180505 Submits commitment of compliance to NRC 791023 interim 
position re containment purge b vent valve operation. 

Commitment Is adequate for NRC dotormination that OL need 
not to be mod 1 fleiJ. suspended or revoked. 

CROUBE.R.P. Toledo Edison Co. 79/12/13. 3pp. 


7912310463 Supplements application for amend to OL re revision to 
Condition 2. C(3)h. delaying completion schedule of fire 
protection mods until B00930. Class III fee, summary schedule. 
Identification of proposed change b addl design mod end. 
CROUBE.R.P. Toledo Edison Co. 79/12/82. 5pp. 


79123104B0 Forwards BbW rept, “Small Break Operating Qu i de 1 inesa " 
incorporating core cooling guides in response to NUREO-0579. 
CROUSE. R.P. Toledo Edison Co. 79/12/87. Ip. 


— 7912310406 ''Small Break Operating Guidelines. " 

* Babcock buncos Co. BHNP-20004. 79/11/20. SOpp. 


0, Inspection roports. IE Bulletins b correspondence 


7912050014 Forwards IE Insp Rept 50-346/79-86 on 790919. No 
noncomp li an co noted. 

KEPPLER, J. 0. Region 3. Chicago. Office oP the Director. 79/10/13. 

2pp. 

— 7912050016 IE Insp Rept 50-346/79-26 on 790919. No noncomp 1 iance noted. 
Hayor areas inspected; mast ing was held to discuss status of 
licensee actions taken to address specific Region 3 
concerns. 

REVE3,L.A.a TAMBUNO.T.N. a MARNICMaR.F. Regions. Chicago. 

Office of the Director. 79/10/09. 0pp. 


7912070066 Forwards IE Insp Rept SO-346/79-28 on 790013-17.87-31. 
0910-14 b 24-Sa b notice of violation. 

HEIBHMANaR. F. Region 3. Chicago. Office of the Director. 
79/10/26. 2pp. 


— 7912070072 Notice of violation from insp on 7900 1 3-17a 2 7-31. 0910-14 b 
24-28. 

• Region 3> Chicago. Office of the Director. 79/10/25. Ip. 


— 7912070079 IE Insp Rept 50-346/79-28 on 790813-17.27-31,0910-14 tc 
S4-2B.Nancomplianca noted : dlsabl Ing of undervoltage sensing 
relays b failure of station review board to review 
violations of Tech Specs. 

STREETER, J. F. . BARER. K.R. Region 3a Chicago. Office of the 

Director. HEI8HMAN, R. F. Region 3, Chicago. Reactor Operations 

Nuclear Support Branch. 79/10/23. l&pp- 


7912030348 Forwards IE Insp Rept 50-346/79-25 on 790020-24.31,0904-07, 
10-14,17-21 b 24-28 b notice of violation. 

HEISHMAN, R. F. Region 3, Chicago, Reactor aperatioos Nuclear 

Support Branch. 79/10/31. 2pp, 


“7912030354 Notice of violation from Insp on 790020-24,31*0904-07,14-14. 
17-21 b 24-28. 

* Region 3, Chicago. Office of the Director. 79/10/30. ip. 


—7912030365 IE Insp Rept 50-346/79-23 on 790620-24.31.0904-07.10-14. 
17-21 h 24-20. Moncompiiance noted : Pai lure to estahHah fire 
watch. 

REYES, L. A.. HARNICK.R. F. Raglon 3. Chicago, Office of the 
Director. 79/10/30. 6pp. 


7912130210 Informs of delay in submitting rept re primary coolant sys 
pipe whip restraint design varlPlcatlon per IE Insp Rept 
30-346/79-23. Delay in receipt of background info from Bbirl 
will result in 791207 submittal date, 

CR0U6E.R.P. Toledo Edison Co. 79/11/03. Ip. 


7912860082 Forwards draft IE bulletin concerning potential ginerlc 
defect re failure of pins on control relays to make proper 
contact w/eockets. 

LAINAS.O. Plant Syeteme Branch. 79/11/06. tp. 


7912800242 Forward* IE Insp Rept 50-346/79-87 on 791009-18. 15-20.82.23, 
26 b 29-31. No noncomp 1 lance noted. 

HEISHHAN. R. P. Region 3. Chicago, Reactor Operations Nuclear 
Support Branch. 79/11/13, 3pp. 
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— 7912200350 JE Insp flept 50-306/79-37 on 791009-12> I 5-20. 22, 25 , 26 & 
29-31. Ns nsncsrap 1 i anc e noted. Hajor areas 1 n s pec te d : p 1 an t 
operations, procedures, pftys i cal protection t, surveillance ot 
safe t,l-re 1 a ted sys required bg Tech Specs. 

REVES,U. A. . WflRNlCK.fi.F, Region 3. Chicago, Office of the 
Director. 79/1 1/Q9 5pp. 


79130S0152 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves." No response required. 

KEPPLER I vJ. O. Region 3, Chicago, Office of the Director, 79/11/16. 

Ip, 


7913100244 Forwards IE Info Notice 79-28. “Overloading of Structural 
Clements Due to Pipe Support Loads. “ No response required. 

KEPPLER. J. 0. Region 3, Chicago. Office of the Director. 79/11/16. 
Ip. 


7912110599 Forwards IE Info Notice 79-29, “Loss of Nonsafetg-Related 
Reactor Coolant Sgs Instrumentation During Operation." No 
specific action or response required. 

KEPPUERiJ. 0. Region 3, Chicago, Office of the Director. 79/11/16. 
Ip- 


79120S04ID Forwards IE Bulletin 79—26, "Boron Loss From DWR Control 
Blades." No response required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/11/20. 
Ip. 


7912040135 Notification of 79II2I meeting u/util to discuss IE Bulletin 
79-02 re anchor bolt inspection program, 

JORDAN.E.U Division of Reactor Operations Inspections. 79/11/21. 
3pp. 


7912100444 Forwards IE Circular 79-24, "Proper Installation 8c Calibr of 
Core Sprag Pipe Break Detection Equipment on BHRs. " No 
written response required. 

HEFPLER.J. 0. Roglon 3. Chicago, Office of the Director. 79/11/26. 
Ip 


7912140237 Forwards IE Circular 79-23, “Motor Starters 8i Contactors 
Failed to Operate. " No written response required. 

KEPPLER. J.e, Region 3, Chicago, Office of the Director. 79/11/26. 
Ip. 


7912110443 Notifies that NRC intends to routinely forbiard to 
appropriate state public util regulatory groups & state atty 
general ofcs copies of escalated enPorcement correspondence 
sent by NRC to licensees. 

KEPPLER, J. O’, flegion 3, Chicago, Office of the Director. 79/11/28. 
Ip. 


7912190127 Forwards 30-day rospanse to IE Bulletin 79-17. Revision 1, 
"Pipe Cracks in Stagnated Dorated UateT 9ys at PNR Plants. “ 
Describes ■welds to be examined & wolds selected for 
ultrasonic testl'ng. 

CRDUS£,R.P. Toledo Ed icon Co. 79/11/28. 26pp. 


7912140375 Informs util of requirement to install emergency phone lines 
in operations & health physics dept. 

KEPPLEII, J. 0. Region 3. Chicago, Office of the Director, 79/11/30, 
ip. 


7912190233 Foruards IE Bulletin 79—27, "Loss of Non-Class IE 
1 nstr umenta t i on t* Control Power Sys Dus During Operation. " 

Uritten response required, 

KEPPLER, J. 0. Region 3, Chicago. Office of the Director. 79/11/30. 

Ip 


7912210H0 Act receipt of 791119 I tr informing NRC of steps taken to 
correct violations noted In IE Insp Rept SO-346/79-04. 

HEISHMAMi R, F, Region 3, Chicago, Reactor Operations Nuclear 

Support Branch. 79/12/05. Ip. 


— 7912210147 Responds to NIIC 79J020 Hr re violations noted In IE Insp 
Rept 50-346/79-04, Corree tive ac t ions: prepared deviation 
rapt for violation of Tech Spec 6.8.1. 

CROUSE, n.P. Toledo Edison Co. 79/11/19, 2pp. 


791S140099 Forwards IE Info Notice 79-3Di "RDporting of DoPects & 
Noncomp 1 1 ance s , 10CFR2L . " No action or response required. 

KEPPLER, J.G. Region 3. Chicago, Office of tho Director. 79/12/06. 
Ip. 


7912200144 Forwards IE Bulletin 79—28, "Possible Malfunction of Name a 
Model EAtaO Limit Switches at Elevated Tamps. " Action 
roqutrod, 

KEFFLER.J.S, Region 3. Chicago, Office of the Director. 79/12/10, 
IP, 


7912280643 Forwards 30-day response to IE Bulletin 79-02, Revision 2, 
“Pipe Support Base Plate Designs Using Concrete Expansion 
Anchor Dolts. “ Pipe support design calculations 8, drawings 
reviewed. Comp let ion of work scheduled for B00401 (< 0701. 

CROUSE, R.P. Toledo Edison Co. 79/12/10. 9pp. 


R. Periodic operating reports 8< related correspondence 


7912130373 Forwards monthly operating rept for Nov 1979. 
MURRAV, T. D, Toledo Edison Co. 79/12/07. ip. 


— 7912130373 Monthly operating rept for Nov 1979. 
CADA.E. Toledo Edison Co. 79/12/07. I3pp. 


8. Reportable occurrences, LERs & related correspondence 


7912210081 PNO— 1 1 1 — 79— 1 4: on 79101 1, approx 100 gallons of reactor 
coolant were released to auxiliary bldg duo to incorrect 
valve lineup during letdown filter changeout. No personnel 
contaminated. Review will be made during future insp, 

OREGERiL. R., FISHER, W.U. Region 3, Chicago, Office of tho 
Director, . 79/10/11. 2pp. 


7912200564 PNO-1 11-79-017; on 791015, reac tor tripped from 60X power on 
high reactor f lux. Subsequentl'y, of fslte power loot to unit 
when circuit breaker mal funct ioned, Cause unknown. 

REVES.L.A. , WARNICK, R, F. , HEISHMAN, R. F. Regions, Chicago, Offlta 
of the Director. 79/10/15, Ip. 


7912200443 PNO-1 1 1-79-017A: on 791015, reactor tripped. Caused by 
capacitor failure in integrated control sys pulser circuit 
to turbine elector hydraulic control sys. Failed capacitor 
replac od. 

« Office of Inspection *< Enforcement, Office of the Director. 
79/10/17. 2pp. 


791220043S PNO-1 1 1-79-17I1 : on 791015, reactor tripped with eubeequent 
loss of offsite power. Cause unknown. 

REVES,L. A, , WARNICK. R, F, . HEISHMAN, R. F. Office of Inepectlon & 
Enforcement, Office of the Director. 79/10/18. 2pp. 


7912310088 PNO-I 11-79-019: on 791023, reduced power in preparation of 
tripping reactor coolant pump 1-1. Apparently caused by 
failure of two of three shaft seals. 

TAMBLINO.T. N. , WARNICK, R. F. . HEISHMAN, R. F. Office of Inspection l< 
Enforcement, Office of the Director. 79/10/23. 2pp. 


791219046S PNO-79-434', on 791013, fac 1 1 1 ty had reactor trip w/lost of 
offsite power, indicated in PNO-I 1 1-79-17, Licensee lost 
internal phone sys. Determined that NRC hotline required 
110 volt ac powerinot available at site. 

WEIRS, D. Office of Inspection t. Enforcement, Office of tho Director. 
79/10/25, Ip. 


7912100094 PNQ-Il 1-79-42: an 79H20, unit critical after 26 day maint & 
mod outage caused by reactor trip on 791025. Caused by lose 
of reactor coolant pump during switching of emergency 
lighting buses. When anchor bolt penetrated buried conduit. 

REVES.L.A., TAMDLINO, T. N. , WARNICK, R.F. Regions, Chicago, Office 
of the Direc tor. 79/11/20. Spp. 


7912100221 PND-I H— 79-045: on 791122, while operating at 93X power, 
discovered RCS flow w/flour reactor coolant pomps In eve 
below Tech 9pocs. Caused by Instrumentation problem in Loop 
2. Power to be limited to 72X during IQ-months calibr test. 

REVES.L.A., WARNICK, fl. F. , TRAM9HN0, T. N. Regions, Chicago, Office 
of the Director. 79/il/26. Ip. 


7912200020 PNO-I I I~79-045A; on 79i 106, reactor coolant sys flow 
discovered below min Tech Spec requirement, Util plant 
shutdown to add oil on weekend. 

REVES.L.A., WARNICK, R, F. , TAMBLINO, T, N, Regions. Chicago. Office 
of tho Director. 79/11/27. Ip. 


7912100279 Forwards LER 79-107/03L-0. 

MURRAY, T.D. Toledo Edison Co, 79/12/04, Ip. 


—7912100288 LER 79-107/03L-0: on 791105, unit experienced lose of 
essential instrumentation distribution panel 92 $t did not 
.enter action statement in Mode 5. Caused by blown 
preinverter YV2 output fuse. Repaired Inverter. 

NAVLOR.n. W. Toledo Edieon Co. 79/12/04. 2pp. 


79I2I30476 Forwards LER 79-1O0/O3L-O. 

MURRAY, J.O, Toledo Edison Co. 79/12/06. Ip. 



DOCKETED ITEMS 


191 


— 79l2l3048i LER 79-1O0/O3L-O: on 791 10e< during normal plant evaluation of 
fwftchlng decag heat removal pumpsi pump 1 failed to start 
renatelg Si locally at breaker. Caused by faulty cutout 
lui tch. Gvi tch assembly replaced. 

NAVLOR.R.W. Toledo Edison Co. 79/12/06. 2pp, 


7918170299 Faruards LER 79-11 1 /03L-0. 

HURRAV.T.O. Toledo Edison Co. 79/12/11. Ip. 


“7918170297 LER 79-1 1 1/03L-0: on 791 1 14, during surveillance testing, 
accelerometer tracer could not be discerned due to eicessive 
naice. Caused by component failure. Source of noise being 
investigated, poesib I y caused by battery charger. 

AEBIE,K. Toledo Edison Co. 79/12/11. 2pp. 


7918170300 Foruards LER 79-109/03L-0. 

HURRAY, T. O. Toledo Edison Co. 79/12/11. ip 


--79I2170303 LER 79-109/03L-0; on 791 1 13, dl seovered Couch (Deutschl relay 
contacts uere driving high inductive loads in 26 nuclear 
safety-related circuits. Caused by inductive surge uhen 
contacts open. Arc suppression diodes added to circuits. 

BEELER, T.F. Toledo Edison Co. 79/12/11. 2pp. 


7913170303 Forwards LER 79-1 10/03L-0. 

HURRAY, T.D. Toledo Edison Co. 79/12/11. Ip. 


--7918170309 LER 79-1 10/03L-0; on 791112, while testing HPI pump 1-1 in 
Mode 9, pump failed to start. Caustd by improperly terminated 
lug in breaker control wiring. Lead properly terminated t< 

r elnitalled. 

NAYUaft.HI.M. Toledo Edison Co. 79/12/11. 3pp. 


7918260234 Forwards revised LER 79-lOS/OlT-l. 
HURRAY, T.O. Toledo Edison Co. 79/12/15. Ip. 


7912260237 Revised LER 79-lOS/OlT-l; on 791 109, during review of IE 
Balletin 79-81 response, noted steam generator tow level trip 
■etpolntf to steam L feedwater rupture control sys Channelc 
1 ii 8 ware below Tech Bpecs. Caused by error in points. 

TRAUTHAH, 0. Toledo Edison Co. 79/11/21. 2pp. 


7918260893 Foruards LER 79-1 12/03L-0. 

HURRAY, T.D. Tolado Edison Co. 79/13/18. Ip. 


— 7918260299 LER 79-1 12/03L-0: on 791119, valve MB106 failed to open during 
surveillance testing. Caused by improper installation of worm 
gear spacer. Drive sleeve machined t, worm gear spacer 
reinstalled. 

□ 'NEILL, U. Toledo Edison Co. 79/12/18. 2pp. 


7918870894 Forwards LER 79-1 13/03L-0. 

HURRAY. T.D. Toledo Edison Co. 79/12/18. Ip. 


--7918870599 LER 79-1 13/03L-0; on 791 121, hoorl y surveillance requirements 
not parformad for 9. 3-h while Incurs instrumentation was 
Inoperab le. Caused by procedural doficiancy. Equipment status 
board not updated. Procedure PP 1102.02 revised. 

BRDUNiD.H. Toledo Edison Co. 79/12/18. 2pp. 


7918270399 Forwards LER 79-1 14/03L-0. 

HISRAY.T. D. Toledo Edison Co. 79/12/20. Ip. 


--7918870398 LER 79-1 14/03L-0: on 791122, RC9 Indicated Plow below Tech 
Spec requirements. Cause undetermined. FI ow transmitter signal 
output circuits operating normally, Actual RCS flow t, 
transmitter calibr will be checked ti tubing backfilled. 

UERNER.U, Toledo Edison Co. 79/12/20. 3pp. 


7918870402 Forwards LER 79-11 5/03L-0, 

HURRAY, T.D. Toledo Edison Co. 79/18/80. Ip. 


--7912870407 LER 79-119/03L-0: on 791 122, remote contact data typer became 
Inoperab 1 e. Causad by procedural deficiency. Gurvel 1 lane o 
requirements inadequately specified on log sheet. Log sheet 
Mill be modified to specify Tech Bpec requirements. 

HOHRER.E, Toledo Edison Co. 79/12/20. 2pp. 


7918870413 Forwards LER 79-1 16/03L-0, 

HURRAY, T.D. Toledo Edison Co. 79/12/80. Ip. 


—7918870420 LER 79~U6/03L-0; on 791 123, Control Rod Group S Rod 11 
absolute position indication declared Inoperable. Caused by 
position Indication assembly b cabling between electrical 
panetratlon b rod. Investigation continues. 

WERNER, J. Toledo Edison Co. 79/12/20. 3pp. 


U. Congressianal/Eiecutive Correspondence 


7912120552 Responds to 791003 communication re N Masucci request for 
info concerning plant automatic shutdown b raduaste 
disposal. Shutdown caused by turbine trip resulting in 
equipment problems b loss of offsite power. 

FOUCHARO. 0. J, Office of Public Affairs. 79/10/23. 2pp. 


— 7912120563 Requests NRC comments ra N Hasoccl request for info 
Concerning facility b nuclear waste disposal in Oli 
METZENBAUM.H, H. Senate. 79/10/03. Ip. 


DOCKET 90-343 JOSEPH H. PARLEY NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency b fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
review ob j ectives. Provides guidance for improving licensee 
emergency preparedness b assuring capability of effsite 
agencies to take appropriate emergency actions. 

GRIMES, B.K. Emergency Preparedness Task Farce. 79/11/23. 30pp. 


7912190590 Forwards updated schedule for fire protection mods. 
CLAYTON, F.L, Alabama Power Co. 79/12/12. 3pp. 


0. Adjudicatory correspondence 


7912110033 Confirms receipt of end 790339 petition to suspend CLs for 
all puns. Forwards FR notice indicating that petition will be 
treated in accordance W/10CFR2. 206. 

DENTQN,H. R. Office of Nuclear Reactor Regulation, 79/11/33. Ip. 


—7912110126 Notice of request for action pursuant ta 10CFR2. 206 re 
Environ Coalition on Nuclear Power 790329 petition 
requesting suspension of all OLs for PURs. 

MULLER, D, R, Office of Nuclear Reactor Regulation. 79/11/23. 

Sapp. 


H. Oenerel correspondence 


7912280401 Comments on NUREO-0610: 1 i st of reportable unusual avents 
should be reduced in scopo to include only avents 
consequential to public b should be clearly defined. 

THRASH, H.O. Alabama Power Co. 79/11/30, 2pp, 


M. Antitrust correspondence 


7912190232 Forwards change of address for correspondence deoUng 
w/util. New address: 1967 Sanda Iwood > For t Col 1 1 ns, CO, 60926. 
HJELHFELT, D, C, Qoldborg, FI el dman bLetham.P.C. 79/11/26. 2pp. 


P. Operating license stags documents b correspondence 


7911090240 ‘'Summary of Opuratlny Experience W/Rec irculatlng Steam 
Generators. '' 

EI6ENHUT, D. 0. Division of Operating Reactors. NUIlEO-0523, 
79/01/31. B9pp. 


7912050197 Discusses NRC review of LERs b Tech Spec requirements re 
control RPI sys at Uestlnghouse PURs. Requas t s Tech Specs 
review to ensure requiremont for rod maint to within +/- 12 
steps Indicated b RPI sys verified accurate within 12 steps. 
BCHWENCER, A, Operating Reactors Branch J. 79/10/29. 7pp. 


7912110977 Foruards request for addl Info re containment purge b vent 
sys. Purge, sys should only he used for cold shutdown b 
refueling reactor operational modes. 

LAINA8,0. Plant Systems Dranch. 79/11/02. 4pp. 


7912100189 Discusses NRC 791101 meeting u/representatlves of NBSS 
vendors b fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing w/fuel cladding 
swel ting b incidence of rupture. Vendor responses anc 1. 

EI8ENHUT, D. 0, Division of Operating Reactors. 79/11/09, 6Spp. 


--791S1002S9 Responds to NRC 791101 request re nancomp 1 lance af 
Uestlnghouse ECCS evaluation model under requirements 
of 10CFR90 App K. Evaluation of three fuel rod models 
Indicates no safety problsms for Uesting house plants. 
ANDERSON, T, M. Mestinghouse Electric Corp. 79/11/02, 4pp. 


— 7912100330 Responds to NRC 791101 request re ORNL cladding swelling b 
rupture data. Review of analytical models b tests indicates 
compliance u/lOCFRSO App K. All OE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHOLZ, R, M. General Electric Co. 79/J8/07. app. 
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— 7913100407 Forwards response to NRC 791101 resoHSt re rod hurst test 
data- Concludes that data properly represented by Fuel aadels 
used in vendor evaluation models b that analyses deaonstrate 
all criteria of lOCFRSO. 4& satisfied. 

CMSL£Y. 0. F. Elion Nuclear Co.. Inc. Isubs. oF Esson Corp. >. 
79/11/02. 5pp. 


— 7913100456 Forwards addl info re evaluation of impact of NRC proposed 
rupture/bloctage nodel used in vendor evaluation aodel. 

Ho adverse iapact fron new rupture burst data or use of F®C 
rupture/bloctage nodel on licensing calculation results. 

CRISL£Y.O. F. Elion Nuclear Co.. Inc. (subs, of Eiion Corp.). 
79/11/04. 23pp. 


7913100266 Approves of 790SO1 proposed second 20-aonth inservlce 
testing progran descri ption. Orants interim relief from 
selected ASHE code requireaents. Uhen detailed review 
conpletc.NRC uill issue final approval. 

SCIMENCEHiA. Operating neaetors Branch 1. 79/11/16. 3pp. 


—7912100260 Notice of granting of interim relief fron ASHE Section XI 
re inservicB testing requireisente. 

SCIMEHCEE. A. Operating Reactors Branch 1. 79/11/16. 2pp. 


7913040210 SuMsarg of 791116 telcon w/util re lessons learned 
items for which licensee proposed schedule For 
implementation is unacceptable. 

REEVES. E. A. Operating Reactors Branch 1. 79/11/31. 6pp. 


7913040141 Sumaary of 791116 telcon w/util re 791024 response to MIC 
790913 Itr. Informed licensee of lessens learned items for 
which proposed implementation schedule is unacceptable. 

REEVES.E.A. Operating Reactors Branch 1. 79/11/31. 6pp. 


791S310S05 Forwards request for addl info re containment purge sys to 
continue review of util lung-term proposals, 

SCMKNCER.A. Operating Reactors Branch 1. 79/13/04. 3pp. 


7913100397 Forwards info re lo-ss of offsite power, in response to 
791003 Itr to AR Barton 

CLA\rTE!N>F.L. Alabama Rawer Co. 79/12/07. 3pp. 


7912130409 Responds to NRC 791033 Itr. Dls cuss es analysis performed by 
Henry Pratt Co. demonstrating that Bettis valve operators are 
capable of closure under LOCA cond Itions. Furg ing during 
operation w/lB-lncb valves safe under accident conditions. 
CLAVTON.F. L. Alabama Power Co. 79/13/10. 3pp. 


7912100S42 Forwards review b analysis of statiO'n electrical 
distribution sys. Review b analysis confirmed adequacy op 
offsite power sys b onsite distribution, sys. 

CLAYTCN.F. L Alabama Power Co. 79/12/11. Bpp. 


7913190356 Forwards addl info re description of auto initiation of 
auiiilary feedwater sysi in response to NRC 791SID request 
re Lassons Learned Task Force recommendations. 

CLAYTDN.F.L. Alabama Power Co. 79/12/14. 7pp. 


0. Inspection reports. IE Bulletins b correspondence 


7912100159 Forwards IE Info Notice 79-33. "Overloading of Structural 
Elements Due to Pipi Support Loads." No response required. 
O'REILLY. J. P, Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7913110538 Forwards IE Info Notice 79-39. “Loss of Nonsaf ety-fielaied 
Reactor Coolant Sys Instrumentation During Operation. “ No 
specific action or response required. 

O'REILLY. J. P. Region 3. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7913060604 Forwards IE Circular 79-34. "Proper Installation It Callbr Of 
Core Spray Pipe Dreat Detection Equipment on BHRs. " No 
response required. 

O'REILLY. J. P. Reglun 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110113 Forwards IE Circular 79-23. “Hotor Starters b Contactor* 
Failed to Operate. " No response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912140473 Responds to IE Dulletin 79-17. Revision 1. "Pipe CracI* In 
Stagnant Oorated Mater Sys at PHR Plants." Mill conduct 
monthly visual eiamlnations as requested. 

CLAYTDN.F.L. Alabama Power Co. 79/11/27. 6pp. 


7912140S31 Act receipt of 791102 Itr indicating no record of util 
response to IE Bulletin 79—19. "Pactaging of Low Level 
Radwastc for Transport b Burial. " Util responded 790917 I. 

NRC verified response by telcon .791109. 

CLAYTDN.F.L. Alabama Power Co. 79/il/27. ip. 


7912190374 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation ti Control Power Sys Bus During Operation," 
Hritten response required. 

O'REILLY. J. P. Region 8. Atlanta. Office of the Director. 
79/11/30. Ip. 


7912310025 Forwards addl response to IE Bulletin 79-OlA. "Environ 
Qualification of Class IE Equipment. " Solenoid vmlvas on 
valves HV-Q047.HV-BB71.HV-7126 6 LCV-1003 replaced w/ 
solenoid valves not containing acetal plastic. 

CLAYTON. F. L. Alabama Power Co. 79/13/04. 4pp. 


79123103B4 Forwards IE Info Notice 79-30. "Reporting of Defects li 
Honconpllances. 10CFR21. * No action required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. Spp. 


791220000S Forwards IE Bulletin 79-28. "Possible Kalfunction of Names 
Kodel EA180 Limit Switches at Elevated Temps." Action 
required. 

O'REILLY. J. P. Region 2, Atlanta. Office of the Dlractor. 

79/12/07, 2pp. 


7912210170 Responds to IE Bulletin 79-2S re failure of Uettinghouss DFD 
relays in safety-related sys. Usstlnghouse OFD/NOFD relays 
not used or planned for use. 

CLAYTDN.F.L. Alabama Power Co. 79/13/07. Ip. 


7912070089 Forwards IE Insp Repts SO-34B/ 79-33 b 50-364/79-14 on 
790939-28. No non compliance noted. 

LEUIS. R. C. Region 3. Atlanta. Reactor Operations Nuclear Bupport 
Branch. 79/10/22. 2pp. 


— 7913070097 IE Insp Repts 50-348/79-33 C. 364/79-14 on 790925-29. No 
nnncompliance noted. Kajor areas inspected: operations review. 
LETts. open items. IE circulars b agt meeting on Unit 2. 

HARDIN. A. K.. BRADFORD. U. H. Region 2. Atlanta. Office of the 
Director. HARTIN.H. D. Region 3. Atlanta. Reactor Operations 

Nuclear Support Branch. 79/10/19. 4pp. 


7912060097 Forwards IE Info Notico 79-12A. "Attempted Damage to New 
Fuel Assemblies. * No specific action or response required. 

□ 'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/09, 3pp. 


79I33I0393 Forwards IE Insp Rept 50-348/79-33 on 791010-12 b 19. No 
noncompl lance noted. 

NWFHY.C, E. Region 3. Atlanta. Reactor Construction ft Engineering 

Support Branch. 79/11/ IS. 2pp. 


— 7912310300 IE Insp Rept 50-348/79-33 on 791010-12 ft 19. No noncomplianto 
noted. Hajor areas inspected; as-built safety-related piping 
sys insp procedures. worb acttwttiss ft records ft concrete 
Bipansion anchor repair procedure. 

ANQ.M.P.a igEROT.A.R. Region 3. Atlanta. Offico of the Director. 
79/11/08. Spp. 


7912310274 Responds to IE Bulletin 79-03. Revision 2. "Pipe Support 
Base Plate Designs Using Concrete Eipmnsion Anchor Dolts," 

No Beismlc Class 1 pipe supports found attached to concrete 
block walls during Nov 1979 facility walkdown. 

CLAYTDN.F.L. Alabama Power Co. 79/12/07. Spp. 


7912210010 Act receipt of IE Insp Repts SO-34B/79-38 ft 50-364/79-10 on 
791106-09. No propristary info. 

CLAVTON.F. L. Alabama Power Co. 79/13/10. Ip. 


•7912210016 Forwards IE Insp Rept* 50-348/79-38 ft 50-364/79-1B on 
791106-09. No noncompl lance noted. 

HURPHV. C. E. Region 2. Atlanta. Reactor Conetruction ft 
Engineering Support Branch. 79/11/29. 2pp. 


— 7912210021 IE Insp Repts 50-348/79-38 ft 50-364/79-10 on 791106-09. No 
noncompliance noted, Hajor areas inspected: alaetrtcal cable 
ft terminations work ft work activitio* ft seiployee concerns. 

OIBBDH0. T. D. Region 3. Atlanta. Office of the Director. 

CONLON.T. E. Region 2. Atlanta. Reactor Construction ft 

Engineering Support Branch. 79/11/28. 4pp. 


7912280365 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. * No written response required, 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/18/13. 2pp. 



DOCKETED ITEMS 


7912200118 Forwardf IE Circular 79-29> ‘Shock Arrasbor S$rub Aisrably 
Intarforanc*. * No urittan raaponia requlrad. 

0'AElLl.V. P. Ragion 2. Ablanta. Office of the Diractor. 
79/12/20. 4gp. 


R. Parlodtc operating reports Ic related carraspondence 


791S270386 Forwards monthly operating rept for Nov 1979. 
CLAVTDN.F.L. Alabama Power Co. 79/12/17. Ip. 


>-7912270369 Monthly oparatlng rept for Nov 1979. 

HAIRSTDNiH, 0. Alabama Power Co. 79/12/01. 29pp. 


7912310424 Forwards monthly operating rapt for Nov 1979. 
CLAVTCH4< F. L. Alabama Power Co. 79/12/17. 3pp. 


■7912310426 Monthly operating rapt for Nov 1979. 
fMlRaTaN>U.g. Alabama Power Co. 79/12/01. 7pp. 


B. Reportable oeeurrancet> l£Rs li related correspondence 


79131B0286 PNO-1 1-79-009: on 791006,130 cubic ft of gas containing 17 
aCl of Kr-B9 1 sated from waste gas sys valve into auxiliary 
bldg. Oas ralaassd into environ via auxiliary bldg 
ventilation ays. Caused by walnt work on valve. 

BRA&FIKO. B. . OIBBaN.A. F. Region 2, Atlanta. Office of the 
Director. 79/10/09. Ip. 


7912070020 PNO-ll-79-020;on 791031, Unit 1 achieved criticality 
fsllewlnt refueling outage which began on 79030S. Zero power 
physics testing planned. 

BRADFORD, H. H. t DVER.J. Region 2, Atlanta, Office of the Director. 
79/10/31. Ip. 


7912070090 PNO-1 1-79-27: on 791107, fire occurred in cooling tower. Cause 
of fire unknown ti under investigation. Fire extinguished in 
30 Minutes. 

BRADFCWD. U. K. , MARTIN, R.D. Region 2, Atlanta. Office of the 
Director. 79/11/07. ip. 


7912130423 RO: on 791107, cooling tower B fire resulted in reduction 
of fire protection tank levels. Tanks A It B fell to 120,000 
gellans.Tank levels will be returned to min acceptable 
iBvsls on 791107. 

HAIRSTON, 'H. 0. Alabasui Powor Co. 79/11/07. ip. 


7912070013 FND-l 1-79-89: on 791 IDS, variations in leakoff rate noted from 
seal 2 on pump B, Facility shut deem to repair pwitp seals on 
rsscter coolant pump. Llcensoe plans news release. 

BRADFORD.II. K. , MARTIN. R.D. Region 2, Atlanta, Office of the 
Director. 79/11/OB. Ip, 


7912130621 RO;WiBtlnghouse notified util of potential for P-4 
psrMtssive falluros to remain unidentified during 
psrfsrmancB of surveillance tests. All info not evaluated. 
Dotal Is will be provided in followup ropt. 

HAIRBTm>U. e. Alabama Powor Co. 79/11/08. 2pp. 


7912030163 Forwards UER 79-049/031.-0. 

CLAYTON. F.I.. Alabama Power Co. 79/11/27. tp. 


•—7912030167 LER 79-049/031.-0: on 791027, letdown orif Ico ieototion valve 
1— CUC*41V*4t49A bad.net boon tostod prior to plant entering 
Hsda 4. Caused by psriennel error. Personnel relnstructed in 
proper documentation procedures. 

HAIRBTON, U, 0. Alabaxm Power Co. 79/11/27. l^p. 


791204O36G Forwards LER 79-093/0:a.-0. 

CLAYTON, F.L. Alabama Powor Co, 79/11/30. Ip. 


—7912040361 LER 79-O93/03L-O: on 791 101. rod K-14 in control bank A 
dmctarod tneparable due to failure to meva in or out during 
mwnual bant movament. Causad by open control rod drive 
ewcbanlsm cable ataklng power unevellmbla to K-14 lift coll. 
HAlRBTaN.H. 0. Alabama Power Co. 79/11/29, Ip. 


■7912110336 LER 79-O90/03L-0; on 79tl07i trip bl stables for pressurlxer 
prossuro transmitter FT49S not irlppod boforo prossoritor' 
lovel transoltkor 489 root valves closed. Caused by personnel 
error. Hatter to be discussed w/eperatiens parsennel. 

HA]ReTt»l,M.O. Alabama Power Co. 79/12/03. ^p. 


— 7912110337 LER 79-051/03L-0: on 791 103, dur i ng eurveiUance test on 
turbine driven auxiliary feedwater pump, pump tripped on 
overspeed. Caused by misad justment of manual speed 
due to leak of position markings. Manual control adjusted. 
HAIRSTCm, U. O. Alabama Power Co. 79/12/03. 8pp. 


— 7912110338 LER 79-052/03L-0; on 791 106, re fuel ing water storage tank 
declared Inoperable when water vol fell below Tech Specs. 

Caused by drift probteos on level transmitters. Transmitters 
undergoing repairs. 

HAIRSTON. W. O. Alabama Power Co. 79/12/03. Ip. 


— 7912110339 LER 79-034/01T-0: on 791119, not i fiod by Uestinghouso that 
possibility exists that current negative rate trip setpoints 
may not provide reactor trip during single or multiple rod 
drop events. Caused by designer calculation errors. 

HAIRSTON. H. 0. Alabama Power Co. 79/12/03. Ip. 


7912120426 Forwards LEHs 79-055/03L-0 b 79-056/03L-0. 
CLAYTON, F.L. Alabama Power Co. 79/12/07. Ip. 


■7912120433 LER 79-OSS/03L-0: on 79110B. borated water vol in boric acid 
storage tank fell below Tech Spec limit due to reactor 
cooldoun. Baric acid tank concentration was returned to less 
than 7,700 ppm.fay 771109. 

HAIRSTON.U, 0. Alabama Power Co. 79/12/07. 2pp. 


— ^7912120489 LER 79->O56/0a,-0; on 791108,20 dysfunctional fire harrier 
penetrations found during OA audit. Caused by 
misinterpretation of Tech Specs by plant personnel. 

Inoperable penetrations repaired. 

HAIRSTON. U. 0. Alabama Power Co. 79/12/07. 2pp. 


7912270212 Forwards LEHs 79-087 /03L-0 b 79-09B/03L-0. 
CLAYTON, F.L. Alabama Power Co. 79/12/19. Ip. 


— 7912270226 LER 79-057/03L-0: on 791122, steam generator B level channel 
4B6 declared Inoperable due to high read Ing. Caused by 
instruments equal! ling valve leaking. Valve tightened, tested 
(i returned to operation. 

HAIRSTON, H. 0. Alabama Power Co. 79/12/19. Ip. 


■7912270338 LER 79-03a/03L-0: on 791121. boron injection tenk declared 
inoperable due to low concentration. Caused fay inadverbant 
safety injection. Concentration increased by batching. 

HAIRSTON, U. O. Alabama Power Co. 79/12/19. Ip. 


7912310448 Forwards LER 79-060/ 03U-O. 

CLAVTDN.F.L. Alabama Power Co. 79/12/20. Ip. 


— 7912310481 LER 79-060/03L-0: on 791203, while moving from Mode I to 2, 
containment pressure Ht-1 6 Ml-2 trip status lights for one 
channel energixed an MCB w/normal readings on containment 
pressure Indicators. Caused by comparator card failure, 

HAIRSTON, U. O. Alabama Power Co. 79/t2/8B. Ip. 


DOCKET SO-352 LIMERICK OENERATIMO BTATICW. UNIT 1 


A. Application/constructlon stage documents b correspondence 


79112B0183 Discusses Mode to NRC position re status b applicabll ity of 
TMI-2 accident review b NUREO-0978 to facilities under 
const. Forwards addl info to be considered In dsvalopteent of 
final plant design 4t proceduree. 

VA8SALLO, D. B. Division of Project Hanegemant. 79/10/10. 4pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification prograet to resolve ATUS issue for PURs b BHRs. 

SuccBSs of program depends on industry response. Supports 
farmatian of owners groups to provide necessary info. 

DENnrDN.H. R. Dfflcs of Nuclear Reactor Regulation. 79/10/17. 3pp, 


7912260312 Advises of recently amended NRC regulations leplementing 
aiisting authority to raquira onsite efc epece b Immediate 
facility access. notice dtd 790816 end. 

STBU.O, V. Office of Inspection & Enforcement, Office of the 
Dtracter. 79/11/28. 3pp. 


7912190779 Notification of 79121B site vleit to discuss affects of 
nearby blasting on facility. 

TIBBITTS.O.L. Light Hatar Roaetors Branch 2. 79/13/04. 3pp. 


7912110338 Forwards LERs 79-080/0^.-0, 79-OSl/0(3L-O.79-O82/03L-0 Ic 
79-O84/0IT-0. 

CLAYTON, F.L. Alabama Power Co. 79/12/03. Ip. 
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F. Security, medlcali Bdiersency ti fire protection plan* 


7'?ia0'4047l Forwards info re upgraded amergency plans to plants under 
const & OL revieu. Applicants required to malte certain 
emergency arrangements u/state St local organ! lations St 
submit emergency plans par Reg Ouide I.IOI. 

VABSALLO. D, a. Division of Project Management. T^/II/ai. ipp. 


K. General correspondenca 


7<?12310241 Forwards IE Info Notice 79-30. "Reporting of Defects 6 
Noncompliances. 10CFR21. " No action required. 

ORIER.0, H. Region 1. Philadelphia. Office of the Director 
79/12/06. 4pp, 


7912190762 Forwards IE Bulletin 79-28. "Possible Malfunction of 
Model EAIBO Ulmlt Switches at Elevated Temps." Written 
response required, 

ORIER.B, H. Region 1. Philadelphia. Office of the Director 

79/12/07. Ip. wireceer. 


Namco 


7912260468 Requests all available info re emergency planning at 
facility including NUREGs. mee t ing minutes & committee 


scop e. 
E-EMtS. K. J, 


Affiliation Unknown. 79/12/21, Ip. 


7912200224 Forwards IE Info Notice 79-3i. "Use of Incorrect Amplified 
R0spohs9 Spectra. No urltten response required. 

. Region 1, Philadelphia. Office of the Director. 

79/18/ 13. Ip, 


0. Inspection reports. IE Bulletins & correspondence 

7912120511 Responds to IE Bulletin 79-23. Exel ter power transformer 
neutral is not connected to generator neutral. Oenerator 
failure described In bulletin will not occur. 

80YER.V. S. Philadelphia Electric Co, 79/10/82, Ip. 

791226029* Forwards IE I nap Repts 80-352/79-10 b 80-333/79-09 on 
790924**«?5. No i\onco«p Hanes noted. 

CAHLSON.R.T. Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch. 79/11/06. 2pp. 

--7918260298 IE insp Repts 50-352/79-10 b 50-353/79-09 on 790924-25. No 
noncompliance noted. Major areas Inspec tod; work activities 
b records re concreting b ASME code programs. 

MCOAUOHY. R. W. Region 1. Phi'Iadelph ie. Reactor Construction i 
Engineering Support Branch. MATTIA.J, Region 1. Philadelphia, 
Office of the Director. 79/11/09. 4pp. 

7912070144 Ack receipt of 791031 Ur lnform,lng NRC of steps taken to 
correct violations noted In IE Insp Hepti 30-332/79-07 b 
30-353/79-07. 

CARLBOM.R.T. Region 1, Philadelphia, Reactor Construction b 
Engineering Support Branch. 79/11/15. Ip, 

~79ia07015i Responds to NRC 790927 Itr re violations noted in IE Insp 
Repts 30-352/79-07 b 50-353/79-07. Co rrec tive actions: 
specified repair procedure to meet plpa restraint spec b 
ssructyral requirainents. 

BOVER. V. B, Philadelphia Electric Co. 79/10/31, 3pp. 

7912030289 Forwards IE Info Notice 79-27, "Steam Oenerator Tube 
Two PWR Plants. " No response required. 

. *’*9*°" >' Philadelphia. Office of the Director. 

7T/11/16, Ip, 

7912100140 forwards IE Info Notice 79-80, "Overloading of Structural 
*2 Bupport Loads," No response required, 

. '**9l<»n 1. Philadelphia, Office of the Director. 

79/11/16. Ip. 

Circular 79-22, "stroke Times for Power Operated 
Relief Valves." No written response required ' 

*■ PhilBiIslphia, Office' of the Director. 

79/4 1/16, Ip. 

Noniafety-Ralated 

Reactor Conlant Sys Instrumentation During Operation," No 
specific action or response required. 


ORIER. B. H, 
79/11/19 


ip 


Region 1. Philadelphia. Office of the Director. 


Bull* tin 79-26, "Boron Loss From BHR Control 
No response required. 


Blades. 
CRIER. 0. H. 
79/11/20. 


Ip 


Region 1, Philadelphia. Office of the Directe 


”cort°iorao*p5'ili;‘'n Installation b Calibr of 

Core Spray Pipe Break Detection Equipment on DWRs, " No 
response required. 


CRIER, 8. H. 
79/11/26. 


»P 


Region 1, Philadelphia, Office of the Director. 


Circular 79-23, "Motor Starteri b Contactors 
Failed to Operate, ” No response required, 

79/11/26*^' Ip ”***“'' Office of the Director. 

7912190059 Forwerds IE Bulletin 79-27, "Loss of Non-Class IE 

Op.rat?on « 

No written response required. 

79/11/3^' ip. *' Phn»«»»>Phla. Office of the Director. 


■U. Congre 1 3 i dna 1 /Executive Correspondence 

— — —.—a 

.7912210093 Responds to 790817 Itr re MC Seldts 790BIO concern about 
Biting of facility. NRC encourages power reactor siting in 
low population areas. Saeond NRC review of reactor before OL 
address safety b environ eonesrns. 

,2 of the Executive Director for Operations. 
79/10/12. 3pp, 

7912210253 Responds to 790907 Ur re FR Romano 790723 concern about 
blasting at rock quarry near faci 1 1 ties. Request being 
treated per I0CFR2. 206. Ef f ec ts of blasting at nearby quarry 
must be carefully evaluated. 

79/10/1 2*" p °*’*'‘'* Executive Director for Operations. 

—7918210266 Forwards FR Romano 790723 Ur re blasting operation at rod 
Re<tuosts comments. 

SCHHBlKERjR. 8. Senate. 79/08/07. 2pp. 


DOCKET 50-353 LIMERICK OENERATINO STATION. UNIT 2 

stage documents b correspondence 

PlAns to USB generic analyses to develop early 
verification program to resolve ATWS issue for PWRs b BWRs. 

Success of program depends on industry response. Supports 
ncMTnif/S‘’i>‘**^ groups to provide necessary info. 

DENTON, H.R, Office of Nuclear Reactor Regulation, 79/10/17. Spp, 

7912280318 Advises of recently amended NRC regulations Implementing 
existing authority to require onsite ofc space b immediate 
facility access. FR notice dtd 790B16 end. 

*< Enforcement. Office of the 

oirffccor. 79/11/20. 3pp. 

^**** dltcues effects of 

nearog biBsting on facility, 

TIBBITT8, D. L. Light Water Reactors Branch 8. 79/12/04. 


3pp. 


emergency b fire protection plant 


I"**?/® upgraded emsrgency plans to plants under 
const b DL rsvieu. Applicants required to make certain 
emergency arrangements u/state b local organl zattons b 
submit emergency plans par Reg Guide 1. lOl. 

VASSALLO, D. B. Division of Project Management. 79/11/81, 6pp, 


H. 


Oenerel correspondence 


7912200408 ReRoetU all available info re emergency planning at 
facility Including NURBOs, meeting minutes b committee 


scope 
LEWIS, M. J, 


Affiliation Unknown. 79/12/21, ip. 


reports, IE Bulletins b correspondence 

IE Bulletin 79-23.Exeittr power transformer 
neutral is not connected to gonerator neutral, Oenerator 
failure described in bulletin will not occur. 

BOVER, V, 8, Philadelphia Electric Co. 79/10/22, ip. 

IE Insp Repts 50-352/79-10 b 80-353/79-09 on 
79U924-8S. No none amp 1 1 anc e noted, 

CARLSON. R.T. Region I, Philadelphia. Reactor Conitruetion b 
Engineering Support Branch. 79/11/06. 2pp. 
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— 7913260898 IE Insp Repts SO-352/79-10 & 80-333/77-09 on 790924-23. No 
nonconp 1 lance noted. Major areas Inspected : uort activities 
It racords re concreting 6 ASMS cods programs. 

KCOAUOHYj R. U. Region li Ph 1 ladtlphia> Reactor Construction tt 

Engineering Support Branch. MATTIAfJ. Region 1j Philadelphia! 
Office of the Director. 79/11/07. 4pp. 


7912070144 Act receipt of 791031 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 80-332/79-07 Sc 
80-353/79-07. 

CARLSONcR. T. Region Ic Ph 1 lado Iph lai Reactor Construction St 

Engineering Support Branch. 79/11/19. Ip. 


“7912070151 Responds to NRC 790927 Itr re violations noted in IE Insp 
Repts 80-352/79-07 t< 30-383/79-07. Corrective actions: 

Specified repair procedure to meet pipe restraint spec & 
structural design rcqulramants. 

DOVER. V. a. Philadelphia Electric Co. 79/10/31. 3pp. 


79120902B9 Foruards IE Info Notice 79-27i "Steam Generator Tube 
Ruptures at Tuo PNR Plants." No response required, 

ORlEftiB.H. Region li Philadelphia. Office of the Director. 
79/11/16. ip. 


791S100140 Foruards IE Info Notice 79-20. "Overloading of Structural 
Elenents Due to Pipe Support Loads. " No response required. 

ORIER.B. H. Region 1. Philadelphia. Office of the Director. 
79/11/14. Ip. 


79122102S3 Responds to 790307 itr re FR Romano 790723 concern about 
blasting at rock quarrg near f ac i 1 i ties. Request being 
treated per iOCFR2, 206. Ef f ec ts of blastina at noarbg quarrg 
must be careful Ig o value ted . 

OOSBICHiL.V. Office of the Executive Director for Operations. 
79/10/12. Ip. 


— 7912210866 Foruards FR Romano 790723 Itr re blasting operation at rock 
quarrg near fa cllltiBS, Re quests comments. 

BCHWEIKER.R. B. Senate, 79/00/07. 2pp. 


DOCKET 30-394 HOPE CHEEK NUCLEAR STATION. UNIT 1 


A. Application/construction stage documents t< correspondence 


7918110264 Discusses NRC plans to use generic analgses to develop earlg 
verification program to resolve ATH3 issue for PWRs b BWRs. 

Success of program depends on industry response. Supports 
formation of ouners groups to provide nocBssarg info. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp, 


7912270567 Responds to NRC 791106 Itr transmitting acceptance criteria 
for Mark I long-term program. Limited addl testing uilll be 
conducted 6 schedule for containment analysis ulll bo 
provided after final resolution of criteria. 

MITTU.R.U. Public Service Electric t, Gas Co. of Neu Jersey. 
79/12/14. 2pp. 


7912100409 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No written response required. 

ORIER.B, H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7918110494 Forwards IE Info Notice 79-29. "Less of Nonsafaty-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required, 

oniER. B. H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


F. Sccurl tg. medical, emergency b fire protection plans 


7918040471 Foruards info re upgraded emergoncg plans to plants under 
const b OL review. App 1 Icanbs required to make certain 
emergency arrangements w/state b local organl rat ions b 
submit emergency plans per Reg Guide 1. 101. 

VASSALLOi D. 0, Division of Project Management. 79/11/81. 6pp. 


0. Adjudicatory correspondence 


7912030273 Forwards IE Bulletin 79-24. "Boron Loss From BUR Control 
Blades." No response required. 

CRIER. Q.H. Region 1, Philadelphia, Office of the Oirector. 
79/11/80, Ip. 


7912110043 Foruards comments on NUREO-051 1 . Draft GEIS reflects 
conscious b deliberate NRC policy to jeopardita public 
health b safety b thwart objectives of NEPA. 

KEPFORD.C. Environmental Coalition on Nuclear Power. 79/10/24. 

82pp. 


7918O6G904 Forwards IE Circular 79-84. "Proper Inotallation b Callbr of 
Gore Spray Pipe Break Detection Equipment on DURe. " No 
response required. 

ORIER.B. H. Region 1. Philadelphia, Office of the Diractor. 
79/11/26. ip. 


7918110079 Forwards IE Circular 79-83, "Motor Starters b Contactors 
Failed to Operate. “ No responso required. 

CRIER. B.H. Region 1, Philadelphia. Office of the Director. 
79/11/26. ip. 


H. General corrospondonce 


7912310848 Notifies of amondod rogulations Implemanting existing 
authority requiring CP holders to provide onsite, rent-free, 
exclusive use of ofc space b immediate facility access to 
NRC insp personnal. FR notice dtd 790016 encl. 

8TELLO. V. Office of Inspection b Enforcement. Office of tho 
Director. 79/11/20. 4pp, 


791S19G099 Forwards IE Bulletin 79-27. "Loss of Non-Claas IE 
Instrumentation b Control Power 8yt Bus During Operation. " 

No written response required. 

ORIEA.O. H. Region 1. Philadelphia. Office of the Director. 
79/11/30. ip. 


7912310241 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Nancompl lances. 10CFR21. " No action required. 

CRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7912190762 Forwards IE Bulletin 79-20. "Possible Malfunction of Namco 
Mattel EAIBO Limit Switches at Elevated Temps. " Uritten 
response required. 

CRIER. B. H. Region 1. Philadelphia, Office of the Director. 
79/18/07. Ip. 


7918800224 Foruards IE Info Notice 79-31, "Use of Incorrect Amplified 
Responee Spectra." No written response required. 

CRIER, a. H. Region 1. Philadelphia, Office of the Director. 
79/12/13. tp. 


U, Ccngresslonal/Executlvs Correspondence 


0. Inspection reports. IE Bulletins b correspondonee 


7912140267 Responds to IE Bulletin 79-23 ro potential failure of 
emergency diesel generator. Fu 1 1 load test of emorgoncy 
diesel generator to be carried out for not less than 24-h. 
MARTIN, T.J. Public Service Electric b Gas Co. of New Jersey. 
79/10/31. ip. 


7918170234 Responds to IE Bullebln 79-14, "Boismlc Analysis for As- 
Duitt Safety-Related Piping Sys. " Special insp for as-built 
configuration inappropriate due to early stages of const. 
In-process b final insp U review methods will be used. 

MARTIN, T. J. Public Service Electric b Gas Co. of Neu Jersey. 
79/11/01. 2pp. 


7912140889 Responds to IE Bulletin 79-14 re seismic analysis for 
safety-related piping sys. Insp for as-built configurations 
inappropr iato until sys piping completed. 

MARTIN, T.J. Public Bervlea Electric b Oas Co. of New Jersey. 
79/11/03. Ip. 


79JS0S0057 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves. " No response required. 

ORISR.B.H. Region Si Philadelphia, Office of the Dlroctor. 
79/11/16, Ip, 


7918810099 Responds to 790017 Itr re MC Beidts 790810 concern about 
siting of facility, NRC encourages power reactor siting In 
law population areas. 0scond NRC review of reactor before OL 
la granted to address safety b environ concerns. 

GDSBICKiL. V. Office of the Executive Director for Operations. 
79/10/12. 3pp. 


7912080890 Forwards IE Info Notice 79-27, . "Steam Generator Tube 
Ruptures at Two PWR Plants. Mo reaponao required. 

GRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7918100146 Forwards IE Info Notice 79-231 "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/11/16, Ip. 
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7912110464 Foruards IE Info Notice 79-29i "Loss oF NonjafetvRsletfftl 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response reiiulred. 

DRIER. D.H. Region 1> Philadelphia. Office of the Director. 
79/51/19. Ip. 


7913090207 Forwards IE Qullotin 79-26. “Dor on Loss From DWR Control 
Blades." No response required. 

DRIER. B.H. Region 1. Philadelphia, Office of the Director. 
79/11/20. Ip. 


7912060588 Forwards IE Circular 79-24. "Proper Installation 6 Callbr of 
Core Spray Pipe Break Detection Equipment on OURs. " No 
response required. 

GRlEfiiB.H. Region 1. Philadelphia. Qffiee of the Director. 

79/11/26. ip. 


7913110080 Forwards IE Circular 79-23. "Motor Starters tt Contactors 
Failed to Operate." No response required. 

DRIER.B.H. Region 1. Philadelphia. Offlca of the Director. 
79/11/26. Ip. 


7912190075 Forwards IE Qulletln 79-27. “Loss of Non-Class IE 
Instrumentation 6 Control Power Sys Dus During Operation. " 

No written rosponse required. 

DRIER. B. H. Region 1. Philadelphia. Office of the Director. 
79/11/30. ip. 


7912310244 Foruards IE Info Notice 79-30. "Reporting of Defects & 
Noncorepliances. 10CFR21. " No action required. 

DRIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


7912190765 Foruards IE Bulletin 79-28. "Poeslbls Malfunction of Nanco 
Model EAIBO Limit Suitches at Elevated Temps. " Uritten 
response required. 

DRIER. B.H. Region 1. Philadelphia. Office of the Director. 
79/12/07. Ip. 


7912280236 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

DRIER.B.H. Region 1. Philadelphia. Office of the Diractor, 
79/12/13. Ip. 


8. Reportable occurrences. LERs & related correspondence 


7912130486 Ack receipt of 790936 Interini deficiency rept re weld wire 
doeuxsentation. 

CARLSON. R. T. Region 1. Philadelphia, Reactor Construction t. 
Engineering Support Branch. 79/10/17. Ip. 


— 7912130464 Interim significant deficiency rept re weld wire 
doeu.mentatl on. Electrodes used in post-weld heat treated 
condition usre not properly tasted. Caused by discrepancy 
in procedures. Procedures will be revised by 600UB. 

MARTIN. T.J. Public Service Electric U Oat Co, of New Jersey. 
79/09/26, 3pp. 


DOCKET 50-355 HOPE CREEK NUCLEAR STATION. UNIT 2 


A. Applicatlon/constructl on stage documents 6 correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for HHRs I. DHRs. 

Success of program depends on. industry response. Supports 
fornatton of owners groups to. provide necessary info, 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912270567 Responds to NRC 791106 1 tr transtnltting eceaptance criteria 
far Mark I long-term program. Limited addl testing will be 
conducted it schedule far containment analysis will be 
provided after final resolution of criteria. 

HITTUi R. L. Public Service Electric. 6 Das Co. of New Jorseij. 

79/12/14. 2pp. 


F. Security, medical, emergency tc fire protection plans 


7912040471 Forwards Info re upgraded emergency plans to plants under 
conit 6 DL review. Appl icants required to make certain 
eaiargency arrangements w/state 6 local organ! labions 6 
sutetit tAtrgency plans per Rag Oulde 1. 101. 

VASSALLOi 0. 8. Division of Project Management. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


79l2t 10043 Forwards comments on NUREO-OSl 1 . Draft OEIB reflects 
conscious 6 deliberate NRC policy to jeopardize public 
health tc safety it thwart objectives of NEPA. 

KEPFORD, C. Environmental Coalition on Nuclear Power. 79/10/24. 
28pp. 


H. General corroepondence 


7912310245 Notifies of amended regulations Implementing esittlng 
authority requiring CP holders to provido onsite, rent-free, 
ecclusive use of ofc space Si immediate facility accats to 
NRC insp personnel. FR notice dtd 790016 end. 

STELLOiV. Office of Inspection b Enforcement. Office of the 
Director. 79/11/20, 4pp. 


Q. Inspection reports, IE OullatTns b correspondence 


7912140267 Responds to IE Dulletin 79-23 re potential failure of 
emergoncy dlasol g anera tor. Full load test of emergency 
diesel generator to be carried out for not less than 24-h. 
MARTIN. T.J. Public Service Electric b Gas Co. of New Jersey. 
79/10/31. Ip. 


7912170234 Reeponds to IE Bulletin 79-14, "Seismic Analysis for As- 
Bul It Bafety-Rclated Piping Sya. " Special insp for ai-bullt 
configuration inappropriate duo to early stages of const. 
In-process I. final Insp b roviau msthods will bs used, 

MARTIN. T. J. Public Sorvlco Electric b Gas Co. of New Jersey. 
79/11/01. 2pp. 


7912140289 Responds to IE Dulletin 79-14 re seismic analysis for 
safety-related piping sys. Insp for as-bullt configurations 
inappropriato until sys piping completed. 

MARTIN. T.J. Public Service Electric b Gas Co. of New Jersey. 
79/ll/OS. Ip. 


79120500S7 Forwards IE Circular 79-22. "Stroks Times for Powsr Qperetii 
Kslief Valves." No response required. 

GRIER. 0.H. Region 1( Philadelphia. Office of the Olreeter. 

79/11/16. Ip. 


7912050298 Forwards IE Info Notice 79-27. "Steam Generator Tube 
Ruptures at Two PWR Plants." No response required. 

GRIER. 0.H. Region 1. Philadelphia. Office of the Director, 
79/11/16. Ip. 


7912100146 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No. response required. 

GRIER, B.H. Region 1. Philadelphia. Office of the Director. 
79/11/16, ip. 


7912110466 Forwards IE Info Notice 79-29. "Loss of Nonsaf ity-Rsiated 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or rosponse required. 

GRIER, 0, H. Region 1. Philadelphia. Office of the Director. 
79/11/19. Ip. 


7912080287 Forwards IE Bulletin 79-26, "Boron Loss From SHR Control 
Blades. " No response required. 

GRIER, B.H. Raglan 1. Philadelphia. Office of the Director. 
79/11/20. Ip. 


7912060538 Forwards IE Circular 7?-24i "Proper Installation b Calltr of 
Core Bprey Pipe Break Detection Equipment on BHRs. " No 
responaa required, 

GRIER. B.H. Region 1. Philadelphia. Offlca of the Director. 

79/11/26, Ip. 


7912110080 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Felled to Operate. " No response required. 

DRIER.B.H. Region 1, Phi 1 ado iph la, Office of the Director, 
79/11/26. Ip. 


7912190078 Forwards TE Bullstin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Sys But During Operation. " 

No written response required. 

GRIER. B.H. Region 1, Phi 1 ads tph la, Office of the Diractor. 
79/11/30. Ip. 


7912310244 Forwards IE tnfe Notice 79-30, "Reporting of Defects & 
Noncomp tianc es, 10CFR21. " No action required. 

GRIER, B.H. Region 1, Phi lads Iphle. Office of the Director. 
79/12/06. 4pp. 
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7918190769 Forwardt tE Bullatln 79-S0i "Posilbla Malfunction of Namco 
Hodtl EA180 Limit Suitchei at Elevatsd Tempi." Uritten 
raspenic rtiiulred. 

CRIERiB. H. Region li Philadelphia) Qfflea of the Director. 
79/18/07. Ip. 


7918280836 Foryardi IE Info Notlco 79-31i "Use of Incorrect Amplified 
Reepanse Spectra.'* No written response required. 
frRIER)S. H. Region !> Philadelphia, Office of the Director. 
79/18/13, Ip. 


B. Reportable occurrences, LERs b related correepondcnce 


7918130496 Ack receipt of 7909S6 interim deficiency rept re ueld wire 
dacunentat 1 on. 

CAHLBONiR.T. Region 1, Ph lladelph ia. Reactor Construction b 

Cnglnearlng Support Branch. 79/10/17. Ip. 


'791S130464 Interim significant deficiency rept re weld wire 
documentation. Electrodes used in post-weld heat treated 
condition ware not properly tasted. Caused by discrepancy 
in procadurae. Procedural will be revised by BOOllB, 

HA.RTINrT. J. Public Service Electric b Oaa Co, of New Jereey, 
79/09/86. 3pp. 


DOCKET 30-396 UNIV. OF ILLINOIS LDPRA RESEARCH REACTOR 


F. Securltyt medical, emergency b fire protection plant 


7918180206 Forwards draft Reg Ouide 9. XX, “Std Format b Content for 
Clcentaa Physical Security Plan for Protection of SNM of 
Koderate bt Low Strategic SigniPicanca. " U/o end. 

REID. R, M. Operating Reactors Branch 4 <Pre 791030). 79/OB/88. 

app. 


DOCKET 90-397 UNJV, OF CALIFORNIA 


F. Securltyt medical, emergency b fire protection plans 


7918180206 Forwards draft Reg Oulda 9. XX, "Std Format b Content for 
Licansae Physical Security Plan for Protection of SNM of 
Moderate or Low Strategic Significance. “ N/o end. 

RErD,R.N. Operating fleactore Branch 4 <Pre 791030). 79/0B/22. 

2pp. 


DOCKET 90-350 WILLIAM H. ZIMMER NUCLEAR STATION. UNIT i 


A. Applicatlon/construction stage documents b correspondence 


7918110011 Forwards NRC position on status b applicability to pending 
OL appllcattans of results of TMI followup actions. Outl Ines 
addl short-term actions to be taken. 

VABSALLO.D. 0. Division of Project Management. 79/09/87. 41pp. 


7918110864 Dlscufsae NRC plans to use generic analyses to develop early 
verification program to resolve ATHB Issue for PWRs b BMRs. 

Success of program riapends oh industry response. Supports 
fornatlon of owners groups to provide necessary info, 

OENTONiH. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7918100418 Forwarde requeet for addl info for environ qualification of 
Clase IE instrumantablon b electrical equipment, Raquaste 
schgdule for response within seven days. Draft NRC interim 
position re environ qual 1 f Icatlons end. 

srOLZ, J, F. Light Water Reactors Branch 1. '79/11/09. 6pp. 


7912180323 Forwards proposed Revision .2 to Reg Ouide 1.97, 
"Instrumentation for Llght-Water-Cooled Nuclear Power Plante 
to Asseie Plant b Envlrone Conditions During b Following 
Accident." Requests comments. 

VAROA. a. A. Assistant Director for Light Water Reactors. 79/11/23. 
3pp. 


7918870170 Notification of 791814 meeting w/appllcants to discuss 
proposed Revision 8 to Reg ouide 1.97, "Inetrumentatlon for 
Light Water Cooled Nuclear Plants to Aseess Plant b Environs 
Conditions During b Following Accident." 

KIHTNER, L. L. Light Water Reactors Branch 1. 79/11/19, Ip. 


7913190934 Requests plant-wide field audit of installed electrical 
aquipffltnt b ays to determine conformance to separation 
epitarla, Request s response in IS daye. 

STOLZ.J.F. Light Water Reactori Branch 1, 79/11/30. Spp. 


7918810007 Summary of 791209 meeting w/util in Betheeda. MD re addl 
margin In facility to acommodate pool dynamic loade. 

PELTIER, I. A. Light Mater Reactors Branch I. 79/18/07. Spp. 


7912310356 Notificattan of BODIOS meeting w/utils in Bethssda.MO 
to discuss Info request ro adequacy of equipment 
qua] if Icat ion. 

UNOAHO, A. R. Power Systems Drancli. 79/18/11. 3pp. 


7912310262 Forwards request for addl info to continue review of 
application for OL. Includes request for info on second round 
questions b i'nservice pump b valve testing. Requests 
response by 800228. 

ST0L2,J. F. Light Water Reactors Branch 1. 79/12/12. IBpp. 


7918170303 Forwards comments on proposed Revision 2 to Reg Ouide 1.97. 
Ouide should allow e>-containmen t , post-ac cidont monitors on 
plants having secondary containment bldgs. Util will attend 
791214 meeting, 

FLVNN,d, D. Cincinnati Gas b Electric Co. 79/12/13. 4pp. 


7912270336 Responds to NRC 791130 Itr re separation of electrical 
equipment b sys.Utll commits to complying w/rcqulrements. 

FLYNN, 3.D. Cincinnati Gas b Electric Co. 79/12/21. Ip. 


F. Security, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b OL review. AppJ Icants required to make certain 
emergency arrangements w/state b local organi latlone b 
submit emergency plans per Reg Ouide 1. lOl. 

VASSALLOi D. B. Division of Project Management. 79/il/2l. 6pp. 


7912090391 Forwards Amend 101, Revision 8 to Industrial Security Plan. 
Plan withheld (ref 10CFR2,790). 

BORCHAHN, E. A. Cincinnati Gas b Electric Co. 79/11/29. 2pp. 


7918200438 Forwards draft emergency plan requested by NRC on 791106-00 
visit, 

BDROMANN, E. A. Cincinnati Gas b Electric Co. 79/12/17. 2pp. 


— 7918200440 Draft emergency plan. 

• Cincinnati Oas b Electric Co. 79/13/17. 156pp. 


0. Ad judicatory corr espondence 


7912180002 Interrogatories re Contention 13. Certificate of Svc end. 
FELDMAN, J.H. Miami Valley Power Project. 79/11/00, 4pp. 


7913130033 Memorandum b motion to continue evidentiary hearings until 
Congress either affirms statue of NRC or creates new 
regulatory agency charged u/granting OLs. Certificate of Svc 
end. 

FELDMAN, J. H Miami Va 1 ley Power Project. 79/11/10, 3pp. 


7918110361 Seventh set of Interrogatories re Intervenor Contention 13. 
Certificate of Svc end. 

WETTERHAHN, M. J. Cincinnati Oas b Electric Co. METTERHAHN, M. J. 
Conner, Maore b Corber 79/11/81. 0pp. 


7912110376 Response to intervener Miami Valley Power Project 
interrogatories re Contention 13, concerning delay In fuel 
loading da te. Cert 1 f ica te of Svc end. 

BOROMANN, E. A. Cincinnati Oas b Electric Co. 79/11/87. 24pp. 


7912130090 Objection to intervenor Miami Valley Power Project 791109 
interrogatories re Contention 13 b request for protective 
order. Requested info outside scope of issues determined by 
ASLB. Certi f Icate of Svc end. 

HETTERHAHM, M J. Cincinnati Oas & Electric Co. WETTER HAHN, M. J. 
Conner, Moore b Corber. 79/11/87. 4pp 


7912030436 Response to intervenor Miami Valley Pauer Project 
interrogatory re Contention 13. Interrogatory beyond 791001 
ASLB or d er. Certificate of Svc encl. 

BARTK,C.A. Hearing Branch 3. 79/11/2S. Spp. 


79122806BS Responds to FOIA request for Sargent b Lundy 1969 rept, 
"Economic Evaluation of Alternatives,” u/transmittal Itr b 
summary rept. Info withheld (ref FOIA Eiemption 4). 

CARR,vl.C. Division of Rules and Records. 79/12/81 2pp, 


K. Genera 1 correspondence 


7912170133 Responds to 790436 Itr re radiation exposure resulting from 
nuclear accidenti. Increase in radiation doses to persons 
living within 30-mlIe radius of THI-1 was !',( of that 
received from background sources. 

VAR0A,,8. A. Assistant Director for Light Water Reactors. 79/11/26, 

apP' 



198 


DOCKETED ITEMS 


— 791?170140 Requests Info re radiation doses in event of nuclear 
ac c tdent. Quest lone ability at procedural & e^iulpment change 
to correct TMI-type prop lens. 

WEINER. M, Affiliation Unknoun. 79/04/24. 2pp. 


7912170145 Reepondti to 790417 1 tr re radiation eipoeure roeulting from 
Tj11~2. Increase in radiation doses to persons living within 
SO-aiile radius was I'A of that received from backpround 
sources, l.tr to President Carter end. 

VAROA. 8. A. Assistant Director for Light Water Reactors. 79/11/24. 

□pp. 


7912190074 Responds to inquiry re safety of facility 6 disclosure of 
Reed rept (< hearings on Nil 1954 nuclear testings. Revi euis & 
hearings re non-TMI safety questions underway. TNI-related 
issues will be addressed In future hearings. Inquiry encl. 

VAR0A.8. A. Assistant Director for Light Mater Reactors. 79/lt/24. 
3pp, 


Q. Inspection reports. I£ Bulletins tt correspondence 


7912110439 Responds to IE Bulletin 79-23. Will perform 24 load tests 
during preoperat ional testing of emergency load generators. 
Problem described in Item 1 not applicable. 

OOROKANM.E. A. Cincinnati Oas t, Elactrie Co. 79/10/25. Ip. 


7912050113 Foruards IE Circular 79-22. “Stroke Times for Power Oparated 
Relief Valves. " No response required. 

KEPPLER. J, 0. Region 3. Chicago. Office of the Olrector. 79/11/14, 
Ip. 


7912100218 Foruards IE Info Notice 79-20. ''Overloading of Structural 
Elements Due to Pipe Support Loads. “ No response required. 

KEPPLER, J.O, Region 3. Chicago. Office of the Director. 79/11/14, 
ip. 


7912110647 Forwards IE Info Notice 79-29. “Loss of Nonsof ety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

KEPPLER. J.G, Region 3. Chicago. Office of the Director. 79/11/16, 
tp- 


7912050353 Foruards IE Oulletin 79—26. “Doron Loss From DWR Control 
Blades. '■ No response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/20, 
If- 


7912100423 Foruards IE Circular 79-24. "Proper installation t< Callbr of 
Core Spray Pipe Break Detection Equipment on DHRs. '' No 
written response required. 

KEPPLER. J.O, Region 3. Chicago. Office of the Director. 79/11/24. 
>P- 


7912140203 Foruards IE Circular 79-23. "Motor Btarters W Contactors 
Failed to Operate. " No written response required. 

KEPPLER. J.O. Region 3. Chicago. Office of the DireelDr, 79/11/26. 
Ip. 


7912110397 Notifies that NRC intends to routinely foruard to 
appropriate state public util regulatory groups 1. state atty 
general ofes eoplos of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director, 79/1 1/2B, 

>P. 


79I219Q2II Foruards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumontatlon !< Control Power Sys Dus During Operation. " 

Written response required. 

KEPPLER, J.O. Region 3. Chicago, Office of the Director. 79/11/30, 

Ip. 


7912140049 Foruards IE Info Notice 79-30, "Reporting of Defects & 

None omplIaniBS. iOCFR21 . " No action or response required. 

KEPPLER, J, 0, Region 3, Chicago, npfice of the Director. 79/12/06. 
Ip. 


7912200099 Foruards IE Bulletin 79-23, "Possible Malfunction of Namco 
Model EAiaO Limit Switches at Elevated Temps, " Action 
required. 

KEPPLER, J.O. Region 3. Chicago. Office of the Diraetor. 79/12/10. 
Ip- 


8. Reportable occurrences, LERs I, related correspondence 


7912180045 PN8-1 1 1-79-04: on 791119, New Richmond, OH. pal lee dispatcher 
received bomb throat from male caller. Plant evacuated. No 
device found tt no eiploslon occurred. 

CREEDfJ, R, f DONAHUE. J. F. Office of Inspection i< Enforcement. Office 
of the Director. 79/11/20, Ip, 


U. Congresslonal/Eiecuti ve Correspondence 


7912210071 Responds to V Dlerig Inquiry re transportation of fuel. 
Nuclear fuel arrives at fac i 1 i t y in line u/ear 1 ies t date of 
const c omp 1 e 1 1 on. ASLQ 790309 hearing determined no undue 
safety risk. 

OOSSICKiL. V. Office of the Executive Director for Operations. 
79/10/31. 3pp. 


—“7912210009 Notifies of V Diefig request for info re transportation sf 
11-235 to f oc i 11 ty. Request s comment. 

HUDDLESTON, W. D. Senate. 79/08/27. ip. 


DOCKET SO-360 DATTELLE MEMORIAL INST. CRITICAL FACILITV 


F. Security, medical, emergency b fire protection plana 


7912120204 Forwards draft Reg Ouide 5. XX. "Std Format b Content for 
Licensee Physical Security Plan for Protection of SNM of 
Moderate or Lew Strategic Significance." U/o and, 

REID, R.W. Operating Reactors Branch 4 (Pro 7910301. 79/08/22. 

2pp. 


DOCKET 30-361 BAN ONOFRE NUCLEAR STATION, UNIT 2 


A. App 1 Ication/constructlon stage documents b correspondence 


7912110011 Forwards NRC position on status b applicability to pending 
OL applications of results of THI followup ac t ions. Qutl inet 
addl short-term actions to be taken. 

VA8SALL0. D. D. Division of Project Management, 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATW8 issue for PWRs b BWRs. 

Success of program depends on Industry response. Supports 
forenation of owners groups to provide necessary Info, 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912110070 Forwards proposed Revision 2 to Reg Quids 1,97. 
"Instrumentation for Light Mater Coaled Nuclear Power Plants 
to Assess Plant b Environs Conditions During b Following 
Accident." Requests comment. 

VAROA.S. A, Assistant Diraetor for Light Water Reactors. . 79/11/23. 
3pp. 


7912190215 Ac k receipt of 790620 b 0027 Itri requesting withholding of 
slides of fuel structure design from public disclosure. 

Request grentsd (ref iOCFR2. 790). 

BAER.R. L. Light Water Reactors Branch 2. 79/12/05. 2pp. 


7912190791 Forwards questions re study. "Ropt of Evalualon of Mas 
Earthquake b Bite Ground Motion Parameters Associated u/ 

Offshore Zone of Deformation Facility." 

DEVINE. J.F. Interior. Dept, of, Oeologlcal Survey. 79/12/07. 4pp. 


7912270390 Forwards "Status Rept on Followup Actions Resulting From NHO 
Reviews re TMI-2 Incident" to comply u/NURE0-057a b to 
respond to NRC 790927 b 1109 Itrs. 

BASKIN, K.P. Southern California Edison Co. 79/12/19. 2pp. 


— 7912270397 "Status Ropt on Followup Actions Resulting From NRC Ravleut 
re TMI-2 Incident, " 

e Southern California Edison Co. « San Diego Oas It Electric Co. 
79/12/31, 79pp. 


7912280502 Advises that applicants are not willing to sign proposed 
mimorandun of agreement re potential Impact of transmission 
lines on cultural resources. 

BABKIN, K. P. Southern California Edison Co. 79/12/21. Ip. 


C. Utility Environmental Report (ER>, amends b correspondence 


7912200109 Forwards updated distribution list for environ rept aupplt b 
amends for facility. 

DUNCAN. M. Environmental Projects Branch 2. 79/12/06. 5pp. 


F. Security, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b OL review. Applicants required to make certain 
emergency arrangements w/state b local erganl latlons b 
submit emergency plans per Reg Ouide 1.101. 

VA8&ALL0, D. D. Division of Project Management, 79/11/21. 6pp. 
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7912180973 Foruiards addi info ra emargancg planning in retponsc to NRC 
791031 rfquagt.Addl copiei of respanaei re Units S (< 3 uill 
III transmitted u/Amend 17 of FSAR. Info is responsive to 
specific lueatlons & NRC overall action plan. 

SABKINtK.P. Bouthirn California Edison Co. 79/tS/lO. 33pp. 


7913310009 Forwards proprlstarg request for addl info to complete 
rtvlaie ef safeguards conttngencg plan. Details withheld 
(ref 10CFR2. 790). 

ZIEHANNtO.L. Operating Reactors Branch S. 79/18/11. Spp. 


C. Adjudicatory eorretpondance 


7913100333 Stipulation allowing estanslon until 791103 for applicant 
to reepond to intervenors Friends of tha Earth>Bt ali 791018 
lecond set of Interrogator its. Cert 1 flcate of 8vc and. 

PtOOTTpO. R. Southern California Edison Co. MHARTON<R.J. Friends of 
the Earth. PIOOTTpD. R. Chlckering *< Oregorg. 79/11/06. 4pp, 


7912130061 Stipulation re e>teneion until 791203 for applicant to 
antyer tntervenor second set of interrogatories. Certificate 
of five and, 

PIOOTTpD. R. Southern California Edison Co. PIOOTTpD. R. Chictering 
li Oregory. WHARTONpR. J. Friends of the Earth. 79/11/06. 4pp. 


7918090189 Notice of appearance of L Thorton on behalf of util. 
Certificate of Svc end. 

THORTON. L, Affiliation Unknown. 79/11/OB. 4pp. 


7912100314 Order approving applicants (i intervenors Friends of the 
£art.hiet al. stipulation for extension until 791303 to answer 
Intervenors' Interrogatories. 

BNITKpI.N. Atomic Safety and Lieeneing Board Panel. 79/11/36. ip. 


7918140142 Rasponea ti objections to 79101B second set of 

Interrogator i as. Answers Interrogatories 1-84. Verification of 
DR Plgott & Certificate of Bvc end, 

PIOQTTpD. R. Southern California Edison Co. PIOOTTpD. R. San Diego 
Oas tt Electric Co. PIODTT. 0. R. Chiekerlng 6 Oregorg. 79/13/03, 

94pp. 


O. Impaction reports. IE Bulletins 6 correspondence 


7918060010 Forwards IE Insp Repts 90-361/79-39 t< 90-368/79-34 on 
790904-07 1< 84-38. No noncompl lance noted. 

BPENCERpO. 8. Region 9. San Francisco. Reactor Construction fc 
Enginairlng Support Branch. 79/10/31. 3pp. 


— 7913060029 IE Insp Rapt 30-361/79-28 ti 90-362/79-34 on 790904-00 * 
24-36. No nancompllance noted, Major areas inspected: const 
activi tiaa. reactor pressure veseel & Internals. installation 
b protection of stainless steel piping. 

DODDS. R. T. Region 9. Ban Francisco. Reactor Conetructlon b 

Engineering Support Branch. PATE. R. J. Region 9. San Franclico. 
Office of the Director, 79/10/36. 4pp. 


7918100560 Forwards IE Info Notice 79-28. “Ovepload Ing of Structural 
Elamgnts Due to Pipe Support Loads, " No response required. 

EMOELKENi R. H. Region 3. San Francisco. Office of the Director. 
79/11/16. Ig. 


7918110917 Forwards IE Info Notice 79-39. "Loti of Noniafetg-Related 
Reactor Coolant Sys Instrumantatlan During Operation. “ No 
spacific action or response required, 

ENOELKENi R. H, Region 9. San Frandscoi Office of the Director. 
79/11/16. Ip. 


7918070033 Forwards IE Circular 79-84. "Proper Installation b Gallbr of 
Core Spray Pipe Break Detection Equipment on BMRe. " No 
rosponio required. 

ENOELREN. R . H. Region 9. Ban Francisco. Office of the Director. 
79/11/36. Ip. 


7912110878 Forwards IE Circular 79-83. "Motor Starters b Contactors 
Failed to Operate, " No retponae required. 

ENOELKENi R, H. Region 9. San Francisco. Office of the Director. 

79/11/86. Ip, 

7912110496 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state attg 
general ofcs eeples of escalated enforcement correspondence 
sent by hfiiC to licensees. 

ENOELKENi R. H. Region 9. San Francisco. Office of the Director. 

79/11/86. ip. 


7918130700 Aek receipt of 791031 Itr Informing NRC of steps taken to 
correct violation noted In IE iHsp Repts 90-361/79-32 b 
30-362/79-81. 

SPENCER. 0.6, Region 3. Sen Frandtco. Reactor Construction b 
Engineering Support Branch. 79/11/39. Ip. 


— 7912130704 Responds to NRC 791002 Itr re violations noted in IE Insp 
Repts 50-361/79-SS & 50-362/79-3 1 , Corree t ive actions: 
detailed review of all saf etg-re lated cable pulling 
calculations con due ted. 

ARENALi A. Southern California Edison Co. 79/10/31. 3pp. 


— 7913130707 Forwards IE Insp Repts 50-361/79-38 b 363/79-21 on 790813-31 
b notice of violation. 

SPENCER. 0. B. Region 3. San Francisco. Reactor Construction b 

Engineering Support Branch. 79/10/03. 3pp. 


— 7913130713 Notice of violation from insp on 790013-31. 

• Region 5, San Francisco. Office of the Director. 79/10/01. 
Ip. 


— 7912130723 IE Insp Repts 50-361/79-23 b 50-363/79-21 on 790B13-31. 
Noncomp 1 1 an c e noted: cable tension calculations for cable 
pull reviewed b found in error. 

PATE. R. J. Region S. San Francisco. Office of the Director. 
DODOS. R.T. Region 5. San Francisco. Reactor Construction b 

Engineering Support Branch. 79/10/01. Spp. 


791S190156 Forwards IE Bulletin 79-37. "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation." 

No written response required. 

ENOELKEN. R. H. Region 3. San Francisco. Qffice of the Director. 
79/11/30. Ip. 


7913310373 Forwards IE Info Notice 79-30. "Reporting of Defects b 
Noncomp 1 lane e s I 10CFR21 . " No action required. 

ENOELKEN. R. H. Region S. San Francisco. Office of the Director. 
79/12/06. 4pp, 


7918140476 Forwards reply to IE Bulletin 79-13 Revision i. "Cracking In 
Feedwater figs Piping. " 

SPENCER. 0. 3. Region 9. San Francisco. Reactor Construction b 

Engineering Support Branch. 79/12/07. Ip. 


"79121404B4 Responds to IE Qulletin 79-13. Rovis ion 1. “Cracking in 
Feedwater Sys Piping." Radiographic examinations performed 
on feedwater no t r le-to-p ip e welds in accordance w/ASME Code. 
Examinations revealed no cracking. 

BABKIN. K.P. Southern California Edison Co. 79/09/19. 4pp. 


7912300247 Forwards IE Bulletin 79— 2B. "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

ENOELKEN. R. H. Region 5. Ban Francisco. Office of the Director. 
79/12/07. Ip. 


7912230623 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required, 

ENOELKEN. R. H. Region 5. San Francisco. Dffice of the Director. 
79/12/13, Ip. 


8. Reportable occurronces. LERs b related correspondence 


79i31B0924 Forwards final deficiency rept re lack of qualification 
besting documentation for repaired powor cable. 

ARENAL. A. Southern California Edison Co. 79/13/13. Ip. 


“791S10OS29 Final deficiency rept re lack of qualification testing 
documentation for repaired power cab le. Discusses LSCA 
quel if cat ion testing of safety-related cable supplied by 
numeroua vendors. 

• Southern California Edison Co. 79/13/13. 4pp. 


7713190602 Forwards final deficiency rept re use of Incorrect mat! for 
retaining clip In thermal pressure relief devices on certain 
safety-related gate valves. 

ARENAL. A. Southern California Edison Co. 79/12/12. ip. 


— 7913190613 Final deficiency rept: carbon steel retaining ' cl ip was 
substituted for stainless steel clip in thermal pressure 
relief valves. Corroalen of clip could cause poppet stem to 
be expel led. Cause unsta ted . Pipe plug installed in bore, 

* Southern California Edison Co. 79/12/11. 3pp. 


7912200941 Forwards Interim deficiency rept re lack of documentation 
for measuring b testing equipment, 

ARENAL. A. Southern California Edison Co, 79/13/14. tp. 


—7912800544 Interim deficiency rept re lack of "as received" 
documentation for measuring b testing equipment recalibrated 
at vendor facilities. Procedures revised to strengthen 
eontro I of vendors performing ca libr sves. 
a Southern California Edison Co. 79/12/14. 3pp. 
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DOCKET SO-363 SAN QMOFRE NUCCEAH STATION. UNIT 3 


A. Ap p I lea t i on/construc tl on stage documents Zi correspondance 


7912110011 Forwards NKC position on status b applieahilittf to pending 
□L applications of results of TKI Followup actions. Out 1 inea 
addl stiort-torm. actions to he talen. 

VASSAL.LO. D, B. Division of Project Manageaant. 79/09/27. 41pp. 


79121 103&<l Discusses NKC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for Plffls b Bl/Ra. 

Success of program depends on industry response. Support s 
fornation of owners groups to provide necessary Info. 

DENTONaH R. Office of Nuclear Reactor Regulation. 79/10/17. Upp- 


7912190215 Act receipt of 790428 & OD27 I trs requesting withholding of 
slides of fuel structure design from public disclosure. 

Request granted (ref 10CFR2. 790). 

BAER.R. L. Light Ifater Reactors Branch 2. 79/12/05. 2pp. 


7912190791 Forwards questions re study. **Rept of Evaluason of Hoc 
Earthquake b Site Oround Motion Paraaeters Associated w/ 

Offshore >2006 of Defornation Facility." 

DEVINE. J. F. Interior. Dept, of I Oeoloylcal Survey. 79/12/07. 4pp. 


7912270390 Forwards "Status Rept on Follotiup Actions Resulting From ffflC 
Reviews re Tm-2 Incident" to comply W/NUREO-OS7B fc to 
respond to MRC 790927 b 1109 Itrs. 

BASKIN. K.P. Southern Califarnla Edison Co. 79/12/19. 2pp. 


—7912270397 "Status Rept on Followup Actions R« suiting Frees NRC Reviews 
re TMl-2 Incident. " 

* Southern California Edison Co. • San Diego Oas fc Electric Co. 
79/12/31. 79pp. 


79122B0502 Advisee that applicants are not willing to sign proposed 
memorandum of agreement re potential impact of transaission 
lines on cultural resources. 

DflSKIN.K. P. Southern California Edison Co. 79/12/21. Ip. 


C. Utility Environmental Report (ERl. amends b correspondence 


7912300109 Forwards updated distribution list for environ rept suppis b 
amends for facility. 

DUNCAN. M, Environmental Projects Branch 2. 79/12/06, 5pp. 


F. Security, msdical. emorgency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b QU revl eu. App 1 lean t s required to mate certain 
emergency arrangements w/state b local organiiations b 
submit emergency plans per Reg Cuide 1. 101. 

VASSALLO. D. D. Division of Project Management. 79/11/21. App, 


79121EDS72 Forwards addl info re emergency planning in response to WIC 
791031 request. Addl copies of responses re Units 2 b 3 will 
be transmitted w/Amend 17 of FEAR. Info Is responsive to 
specific questions b NRC overall action plan. 

DASKIN.K. P. Southern California Edison Co. 79/12/10. 33pp. 


791231(K)09 Forwards proprietary request for addl info to complete 
review of safeguards contingency plan. Details withheld 
<ref lOCFRa, 790), 

ZIErtANH. D.U Operating ReactorB Branch 2. 79/12/11. 2pp. 


G. Adjudicatory correspondence 


7912100353 Etipulation alloulng eitension until 791103 for applicant 
to respond to interveners Friends of the Earth. et al>79tOtB 
second set of interrogatories. Certificate of Sve end. 

PIOQTT.D.R, Eouthern Callforniia Edison Co. NKARTON.R. J. Friends of 
the Earth. PISDTT. D. R. Chictering b Gregory. 79/11/06. 4pp. 


7912130061 Stipulation re eitension until 791203 for applicant to 
answer intervenor second set of interrogatories. Certificate 
of Sve and. 

PIOQTT. D. R. Southern California Edison Co. PleOTT. D. R. Chictering 
b Sregory. WHARTON, R.J. Friends of the Earth. 79/11/06. 4pp. 


79120501S9 Notice of appearance of L Thorton on behalf of util. 
Certificate of Sve end. 

THORTDNi L. Affiliation Unknown. 79/tl/Oa. 4pp. 


7913100314 Order approving applicants b intervanors Friends of the 
Earth, ek al. stipulation for extension until 791203 to answer 
intervenors' interrogatories. 

9H1TH. I.W, Atomic Safety and Licensing Board Panel. 79/11/26. Ip. 


7912140142 Response b objections to 791010 second set of 

interrogatori es. Answers Interrogatories 1-64. Verification of 
DR Plgott b Certificate of Sve end. 

PIOOTT. D. R. Southern California Edison Co. PlCOTT. D. R, San Diess 
Oas b Electric Co. PIOOTT. D.R. Chictering b Qregory. 79/12/03. 
54pp. 


Q. Inspection reports. IE Bulletins b correspondence 


791204001 Q Forwarils IE Insp Repts SO-361/79-25 b 50-342/79-24 on 
790904-07 b 34-2S. Ha nonconpliance noted. 

SPENCER. 0. S. Region S. San Francisco. Reactor Construction b 

Engineering Support Branch. 79/10/31. 3pp. 


— 7912060025 IE Insp Hep fc SO-361/79-25 b 50-362/79-24 on 790904-00 b 
24— 28. No nonctimpl lance noted. Major areas inspected: const 
activities, reactor pressure vessel b internals, installation 
b protection of stainless steel piping. 

DODDS.R. T. Region. 5. San Francisco. Reactor Construction b 

Engineering Support Branch. PATE. R. J. Region S. Ban Francisco. 
Office of the Director, 79/10/26. 4pp. 


7912100200 Forwards IE Info Notice 79—20. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
EMSELKEN. R . H. Region 5. San Francisco. Office of the Director. 
79/11/16. ip. 


7912110517 Forkfards IE Info Notice 79-29. "Loss of Noncafety-Related 
Reactor Coolant 8ys Inctrumantatlon During Operation. " No 
specific action or response required. 

ENGELKEN. R. K Region 5. San Francisco. Office of the Director. 
79/11/16. Ip. 


7912070023 Forwards IE Circular 79—24. "Proper Installation b Calihr Of 
Core Epray Pipe Breat Detection Equipment on BWRs. ■ No 
response required. 

ENGELKEH. R. H. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912110272 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate. * No response required. 

ENGELHENiR. II. Region 5. San Francisco. Office of the Director, 
79/11/26. Ip. 


7912110496 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

ENGELKEN, R. H. Region 5. San Francisco. Office of the Director. 
79/11/26. Ip. 


7912130700 Act receipt of 791031 ! tr informing WIC of steps taken to 
correct violation noted in IE Insp Repts 50-361/79-22 b 
50-362/79-21. 

SPENCER. G. 6. Region 5. Ban Francisco. Reactor Construction b 

Engineering Support Branch. 79/11/29. Ip. 


7912130704 Responds to NSC 791002 Itr re violations noted In IE Insp 
Repts 50-361/79-22 b 30-362/79-21. Corrective actions; 
detailed review of ail safety-related cable pulling 
calculations conducted. 

ARENAL. A. Bouthern California Edison Co. 79/10/31. 3pp. 


— 7913130707 Forwards IE Insp Repts 50-361/79-22 b 362/79-21 on 790813-31 
b notice of violation. 

SPENCER. O. S. Region 5« San Francisco. Reactor Construction b 

Engineering Support Branch. 79/10/02. 2pp. 


— 7912130713 Notice of violation from insp on 790813-31. 

» Region 5. San Francisco. Office of the Director. 79/10/01. 

Ip. 


>7912130723 IE Insp Repts 50-361/79-22 b 50-362/79-21 on 790013-31. 
NoncompI iance nated:cahle tension calculations for cable 
pull reviewed & found in error. 

PATE. H. J. Region 5. Son Francisco. Office of the Director. 
DOdDS, R. T. Region S. San Francisco. Reactor Construction b 

Engineering Support Branch. 79/10/01. Spp. 


7912190196 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumantation b Control Power Bys Bus During Operation. * 

No written response required. 

ENCELKENpR.I 1 Region S> San Francisco. Office of the Director. 
79/11/30. ip. 


7912310273 Forwards IE Info Notice 79-30. "Reporting of Defect! b 
Noncoapl lances. 10CFR21. ** No action required. 

ENCCLKEN.H. H. Region S. Ban Francisco. Office of the Director. 
79/12/06. 4pp. 
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7912140476 p 0 rw«riti reply tro IE Bulletin 79-13 Revleion !< "Cracking In 
Feeiluetar aye Piping." 

&PENCER>0. a, Region S. San Franc i«co> Reactor Construction & 
Engineering Support Branch. 79/12/07. Ip, 


— 79121404Q4 Responds to IE Dulletin 79-13. Revi sion 1. "Cracking in 
FeeiTwater Syt Piping." Radiographic esaminations perforned 
on feedwater non li-to-p ipe uetds in accordance ui/ABME Code. 
Esaminations revealed no cracking. 

SA6KIN. K. P, Southern California Edison Co. 79/09/19. 4pp. 


7912200247 Forwards IE Bulletin 79-20, "Possible Malfunction of Natnco 
Model EAISO Limit Switches at Elevated Temps, “ Action 
radulred. 

CNCELKEM. R. H. Region 5, San Francisco, Office of the Director. 
79/12/07. Ip. 


7912200625 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Reopense Spectre." No written response required. 

EHOELKEN, H. H. Region 9, San Francisco, Office of the Director. 
79/12/13. ip. 


S. Reportable occurrences, LERs It related correspondence 


79121B0324 Forwerds final deficiency rept re lack of qualification 
tecting d 0 . 00*00 tat ion for repaired power cable. 

ARENALiA. Southern California Edison Co. 79/12/12. Ip. 


■7912IB0929 Final defleitncy rept re lack of qual If ieation testing 
documentation for repaired power cable, Di scusses LQCA 
qualifcation testing of safety-related cable supplied by 
nuMProui vendors. 

a Southern California Edison Co. 79/12/12. 4pp. 


7912190602 Forwards final deficiency rept re use of incorrect matl for 
retaining clip in thermal pressure relief devices on certain 
safety-ralatad gate valves. 

AREKALtA. Southern California Edison Co. 79/12/12. Ip, 


— 7912190619 Final dsflelancy rept; carbon steel retaining clip was 
substituted for stainless steel clip in thermal pressure 
relief valves. Corrosion of clip could causi poppet stem to 
be espelled. Cause unstated. Pipe plug Installed in bore. 

• Bouthern California Edison Co. 79/12/lt. 3pp. 


7912200941 Forwards interim deficiency rept re lack of documentation 
for measuring l> testing equipment. 

ARENALiA. Southern California Edison Co. 79/12/14. ip, 


”7912200344 Intsrlm deficiency rept re lack of "as received" 

d'ocumentatlon for measuring l< tasting equipment recalibrated 
at vendor fectl Ities, Procedures revised to strengthen 
control of vendors performing callbr sves. 

• Southern California Edison Co. 79/12/14. 3pp, 


DOCKET 30-363 FORKED RIVER NUCLEAR STATION, UNIT 1 

A. App 1 tcatlon/construetlon stage documents A correspondence 


79I2JID364 Dlscufses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PHRs A BHRs. 

Succeis of progrem depends on industry response, Supports 
forMtion of owners groups to provide neceseary info. 

DEMTON,H, R. Office of' Nuclear Reactor Regulation. 79/10/17. 3pp. 


F. Becurltyi medical, emergency A fire protection plans 


7918040471 Forwards info re upgraded emergency plans to plants under 
conet A DL review, Appl ieants required to mike certain 
amargeney arrangement! w/state A local organisations A 
aubmlt amargancy plant per Reg Ouide I, 101. 

VABSALLO, D. B. Oivlilon of Project Management. ■ 79/11/21. 6pp. 


H. OanaVal corraspondence 


7912190102 Responds to 790^09 Itr re continued const, Lessons learned 
from TMI will be , incorporated into design, Const suspendod 
***f®Farlly by util A will not rtiume for at least one yr. 
PENTONtRR. Office of Nuclear Reactor Regulation. 79/1 1/20. 2pp. ’ 


■7912190109 Notifies of concern over use of nuclear generation A 
Oferating similarities in design of TMI-2 A other nuclear 
uni te. Requests misting w/NRC to identify strategy to reduce 
probability of TMl-lneident at facility. 

BARBOUR, 9. H. Now Jeriey, State of,. 79/04/09, ip. 


Q. Inspection reports, IE Bulletins A correspondence 


7912180401 Responds to IE Dullolln 79-25, "Reaetop Trips at Turkey 
Point Units 3 A 4. ** No electrical equipment purchased w/ 
installed Westinghouse DFD relays. Uill request AE to 
identify type relays if BPO rolays selected. 

Flfd^HDCK, 1. R. Jersey Central Power A Light Co, 79/11/14. ip. 


7912090030 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No response requirad. 

GRIERiB.H. Region 1, Philadelphia, Office of the Director. 

79/1 1/16. ip. 


7912090250 Forwards IE Info Notice 79-27, "Steam Oenerator Tube 
Ruptures at Two PHR Plants.*' No response required. 

ORIEB, B.H. Region 1, Philadelphia, Office of the Director. 
79/11/16. tp. 


7912100122 Forwards IE Info Notice 79—20, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

DRIER, B. H. Region 1, Philadelphia, Office of the Direetor. 
79/11/16. ip. 


791211p411 Forwards IE Info Notice 79-29, "Loss of Nonsaf oty-Rolated 
Reactor Coolant Bys Instrumentation During Operation." No 
specdfic action or response required. 

DRIER, B. H. Region 1, Phi ladelph ia, Office of the Director. 
79/1,1/19. Ip. 


79120Sb239 Forwards IE Bulletin 79-26, "Boron Loss From DWR Control 
Blades." No reeponse required. 

DRIER, B.H. Region t, Philadelphia, Office of the Director. 
79/111/20. ip. 


7918060973 Forwards IE Circular 79-24, "Proper Installation A Callbr of 
Cora Spray Pipe Break Detection Equipment on DHRs. ■' No 
response raquired, 

ORI^«B.H. Region I, Philadelphia, Office of the Director. 

79/1:1/26. Ip. 


7918110047 Forwards IE Circular 79-23, "Motor Starters A Contactors 
Failed to Operate." Mo response required. 

DRI^RiB.hl. Region 1, Philadelphia, Office of the Director. 
79/11/26. Ip. 


7913310219 Forwards IE Info Notice 79—30, "Reporting of Defects A 
Noncompliances, 10CFR21.'' No action required. 

DRIER, B. H. Region 1, Philadelphia, Office of the Director. 
79/^2/06. 4pp. 


79121^0747 Forwards IE Bulletin 79-86, "Possible Malfunction of Natnco 
Modal EAiaO Litnlt Switches at Elevated Tempt." Nrlttan 
reedonee required. . 

DRIER, D.H. Region I, Philadelphia, Office of the Director. 
79/12/07. Ip. 


79123^0196 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Raeponce Spectra. " No written response required. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/18/13. Ip. 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 
— — 

A. Ap^i icat lon/construc t Ian stage documentt A correspondence 


7912110011 Forwarde NRC poeltion on etatus A applicability to pending 
OL applications of results of TNI Followup actions. Outlines 
addl short-term actions to be taken. 

VABSALLO, D. B. Division of Project Management. 79/09/27. 41pp. 


7912110864 Diacusees NRC plans to uea generic analytes to develop early 
verification program to resolve ATWB issue for PURs A BNRs. 

Success of program depends on industry response. Supports 
formetlon of owners groups to provide necessary info. 

DENTON, H. R. Office of Nuclear Reactor Ragulatlon. 79/10/17. 3pp. 


7918270167 Forwards proposed Revision 8 to Reg Oulde 1. 97, 
"Instrumentation for Light Mater Cooled Power Plants to 
Assess Plant A Environs Conditions During A Following 
Accident." Comments should be filed before 791214 meeting. 

VARDA, a. A. Assistant Direetor for Light Mater Reactors. 79/H/23. 

app. 


--7912270178 Value/impact statement of proposed Revision 2 to Rag Guide 
1.97, "Instrumentation for Light Mater Cooled Nuclear Power 
Plants to Assess Plant A Environs Conditions During A 
Following Accident." Revision should be issued. 

* Assistant Director for Light Meter Reactors. 79/10/15. 5pp. 
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— 791237Q17B Notification of 791214 mooting bj Zap p J i c ants to discuss 
pTopossd Fiovision 2 to flog Guide i 97. "Instrumentation for 
Light Uater Ctiolod rluclrar Plants to Assess Plant t tnvirons 
Conditions During Follouing Accident," 

KIMTNER, L 1.. Uiglit Water Reactors Dranch 5, 79/l!/l?. ip. 


C. Utility Environmental Report (ER). amends L correspondence 


791S170006 Acl. receipt of IE Insp Rept 50-364/79-16 on 791 023-26. No 
propri^barij info. 

CLAYTON, F.L. Alabama Pouer Co 71/11/27, Ip 

— 7912170010 Forwards IE Insp flept 50-364/79-16 on 791023-26. No 
none amp 1 iance noted, 

HURPHV, C.E. Region 2, Atlanta, Reactor Construction S, 

Enginearing Support Branch, 79/11/15 2pp, 


79I220009S Forwards IE Insp Ropts 70-0135/79-06 t 70-0364/79-09 on 
790305-0497 Si notice of v i o I at i on. Not i c c pf violation 
ulithheld <rpf lOCk^H2 790> ^ ./m 

MARTrNdW.G R& 3 itjn 1* H h i U*>d o i p l> i a . Safar|uards. Qra-nch. 79/10/01. 

2pp 


F Security* ntcdicale ^mers'finicy & fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const li (JL revi ew Ap p 1 if ant s required tu roatie certain 
caiergeiicy arraiipement s w/state t, local orp anl lati ons f< 
submit emergency plans par Reg Guide 1, 101. 

VASSALLO, D, D, Division of Project Hanagament. 79/11/21, 6pp. 


7912190SSO Forwards updated schedule fur fire protection mods, 
CLAYTON, F L. Alabama Power Co 79/12/12. 3pp. 


7912170016 IE Insp fiept 50-364/79-16 on 791023-26. No none omp 1 lance 

noted. Major areas inspoc ted : f ire stop installations ti case 
load forecast panel meeting, 

HUNT, H. D. Region 2, Atlanta, Office of the Director. 

BRYANT, J.C. Region 2, Atlanta, Reactor Construction t< 

Engineering Support Branch, 79/11/13, 3pp 


7912190371 Forwards IE DuUotin 79-27, 
Instrumentation t Control Potuar Sys 
No writtan response required, 
O'REILLVjvI P Region 2, Atlanta, 

79/11/30 Ip 


"Loss of Non-Class IE 
Bus During Operation- “ 

Office of bho Director. 


79123102B4 Forwards IE Info Notice 79-30, "Reporting of Defects ti 
Noncampliancos, 10CFR21. " No action requlrod. 

O'RE ILLV» J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. 5pp, 


H. General correspondence 


79I22BD401 Comments on NUREC-06 1 0; H s I aP reportable unusual events 
should be I'educcd tn scope to include only events 
consequential to public f, should be claarly defined. 

THRAHH. H. D Alaboma Power Co, 79/11/30, 2pp. 


7912190232 Foriuards change of address for c orrnsp ondenco dealing 
u/uttl Nell) ad g re 5 B i 1 967 Sandalwuod, Fort Co 1 1 ins, CO, 90526. 

H JELHFELT, D. C Oo I d b erg . F i o 1 limati 8, Letham, P. C. 79/11/26, 2pp. 


P. Operating license striga dncurr.cnts correspondence 


7912190556 Forwards adOl info re poser i pt ion of auto initiation of 
ausiliarij feedwater sys, in respanOE) to NRC 791210 request 
re Lessons Learned Task Torce rernmmnnda t i ons. 

CLAYTON. F L Alabama Power Co 79/12/14, 7pp, 


Q Inspection reporte. IE Bulletins /> c urreep ondonce 

7912070089 Forwards IE Insp Repts 50-340/79-32 8, 50-364/79-14 on 
790925-80. No noncomp I lanr. e noted 

LENIS.R C HuEjior, 2, lYfclaiita. lloactur Uparations Nuclear Support 

Driinch 79/10/22. L’pp 

-••7912070097 IE IH5|i Hapls 'iO- 34(3/ /9- J2 7, 3<.4/79-l4 on 790930-20. No 
noncompl ioncu noted Major ai uns inapet tad: operotsons review. 
LERsiopen iteiJis, IE ciicuIe-ts t, mgt meeting on Unit 2, 

HARDIN A P. , tlflAPFOnii.U H Region 8, Atlanta. IK f ice of the 

Director. MARTIN. H I) Region 2. Atlanta, Heactor QperatiO’ns 

Nuclear Support Drench V9/l()/19 4pp 


7912060097 Forwards IE Info Nolitc- 79-U’A, "Attempted D.inage tu New 
Fuel Assembltss “ No specific jctiuii or response required. 
O'HEtLLV, J P. Reg«nn 2, Alianta. Office of the Director. 
79/11/09 2pp 


7912100159 Forwards IE Info Notice 79';.’n. "Duer 1 oad ing pf Structural 
elements Dae to Pipe tiupport l.oai)!, " No response roquired, 

O'HEILLY. J P Region 2 Atl.inl.i, Uffice of the IHrisctor. 

79/11/16 ip 

7912110538 Forwards IF Tnfn No 1 1 1 e 79-29, "Lots of Nonsaf ely-Re la ted 
Reattar Coolant Sys Ins t rumen tat iun Ouririg Oppratlun " No 
specific action or response rtMiuired. 

O'flElULV.J P Region 2, All.rnl.a. Uffice of the Director. 

79/11/16 2pp 

7912060604 Forwards LE Circular 79-24, "Proper 1 no tal lat i on 6 (lellbr of 
Core Spray Pipe llreak Detectitin Equipment wn DWHs " Nit 
response required 

O 'REILLV. J. P Rogion 2. Atlanta, Uffice of the Dirnctor. 

79/ I I 786 Ip 


7912110113 Forwards IE Circular 79-23, "Motor Starters 8. Contactors 
Failed to aparots." No respenso required 

O'REILLY. J P Rogion 2> Atlanta. Office of the Dlroclor. 

79/11/26. ip 


7912200005 Forwards IE Bulletin 79-20, "Possible Malfunction of Nanca 
rtodel EAIBO Limit Switches .it Elevated Temps. " Action 
required. 

O'REILLY, v), P. Region 2. Atlanta, Office of the Director. 

79/12/07. 2pp. 

7912210170 Responds to IE Biillotin 79-25 re failure of Wosttnghou** BFO 
relays in safety-related sys, Westinghouso DFD/NDFD relays 
not used or planned for use. 

CLAYTON. F.L. Alabom.-i Power Co. 79/12/07. Ip 

7912210010 Ack receipt of IE Insp Repts 50-340/79-30 tr 50-364/79-10 on 
791106-09. No proprietary infii. 

CLAYTON. F.L, Alabama Power Co 79/12/10. Ip. 

—7912210016 Forwards IE Insp Repts 50-340/79-38 & 50-364/79-iB on 
791 106-09 No noncomp 1 lance noted. 

HURPHV. C.E. Region 2, Atlanta, Reactor Construction t 

Engineering Support Bra'nch. 79/11/29. 2pp. 

—7912210021 IE Insp Repts 50-340/79-30 *< 50-364/79-10 on 79U06-09.Nii 
noncompl lance noted. Major areas inspected: electrical cable 
ti terminations work !< work activities 6, employee concerns. 

OIBDONS, T. D, Region 3, Atlanta, Office of the Director. 

CQNLDNi T. E. Region 2, Atlanta, Reactor Construction t< 

Engineering Support Brandi 79/il/2S. 4pp, 

7912310015 Forwards response to IE Bulletin 79-lB, '‘Audibility ProbltB* 
Encountered on Evacuation of Personnel from High Noise 
Areas," Audibility check of plant omorgoncy evacuation alarm 
revealed numerous areas where alarm could not be heard. 

CLAYTON, F.L. Al.ibama Power Co, 79/12/12. 2pp. 


7912200365 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Hesponse Spectra," No written response required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Dtroctor. 

79/12/13, 2pp. 

79122B0115 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference. " No written response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director, 

79/12/20. 4pp. 


S, Reportable occurrences. LERs ?< related correspondence 


7912130422 RO; on 791 107, coo I Ing tower B fire resulted In reduction 
of Fire protection tank levels. Tanks A & B fell to 120,000 
gallons. Tank levels will bo returned to rain acceptable 
levels on 791 107 

HAIRSTON, H. G Alabama Power Co. 79/11/07, Ip. 


7912130621 RQ: WestinphDuse notified util of potential for P-4 
parniissive failures to remain unidentified during 
porfoTtnance of survei I lance tests. All info not evaluated. 
Details will be provided tn followup rept. 

HAIRSTON, W. G. Alabama Power Co, 79/11/00. 2pp. 


N. Antitrust correspondence 
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DOCKET 80-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Sacuritiji iFiBiiicalr atnergency !, fire protBcfcion plans 


79IS2809&9 NotiflBS that NRC guides & criteria cannot bo adequately 
Incorporated Into site emergency plan before 800101. Requests 
delay In submittal data for revised emergency plan until 
800131. 

HELLVtR.J. Oeorgia Poyer Co. 79/10/20. Ip. 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
ravlatil objectives. Provides guidance for improving licensee 
emergency preparedness t< assuring capability of offsite 
agencies to take appropriate emergency actions. 

CRIHEBiD.K. Emergency Preparedness Task Force. 79/11/23. 30pp. 


0 Adjudicatory correspondence 


791S060120 Order dismissing proceed tng. Intevenor Georgians Against 
nuclear Energy participation in proceeding terminated. 

ORDBSHAN# H. Atomic Safety and Licensing Doard Panel. 79/11/16. 
Spp. 


H. Cenoral correspondence 


791S100139 Raquests that RJ Kelly replace CF Whltmer as addressee for 
all correspondence, 

EHnENCPEROER« W. Georgia Payer Co. 79/08/22. ip. 


P. Operating license stage documents << correspondence 


7412180083 Forwards request for addl info about containment purge b 
vant sys ra util plans for unlimited purging. 

LAlNASiO. Plant Systems Dranch. 79/11/06. 3pp. 


741S1O01S9 Oiscifssos NRC 791101 meeting y/representattves of N8SB 
vendors fuel suppliers re diecusslon of respective 
portions of ECC8 evaluation models dealing y/fuel cladding 
swell Ing ti incidence of rup ture. Vondor responses end. 

EIGENHUr. 0. 0. Division of Operating Reactors, 79/11/09. 6Spp. 


--7912100255 Responds to NRC 791101 request re noncomp 1 lance of 
Nestlnghouse ECCS evaluation model under requirements 
of lOCFRSO App K. Evaluation of three fuel rod models 
indicates no safety problems for Usstinghouse plants. 
ANDERSON.T, M. Wostlnghouse Electric Corp, 79/11/02. 4pp. 


—7912100330 Responds to NRC 791101 request re ORNL cladding swelling 6 
ruiptura data. Review of analytical models 6 tests indicates 
compliance u/10CFfi30 App K. All QE specs for calculated peak 
cladding temp remain unchanged. 

EUCKHOLZiR. )i. General Electric Co. 79/12/07. 3pp. 


— 7912100107 Forwards response to NRC 791101 request re rod burst tost 
data. Concludes that data properly represented by fuel models 
used In vondor evaluation models b that analyses demonstrate 
all criteria of lOCPRSO. 46 satisfied. 

aUBLEr. 0. F. E»*on Nuclear Co., Inc. (sobs, of Ex»on Corp. >. 
79/U/02. 5pp. 


--79121O0496 Forwards addl info re evaluation of impact of NRC proposed 
rupture/b lockage model used in vendor evaluation model. 

No adverse Impact from new rupture burst data or use of NRC 
rupture/blockage model on licenning calculation results. 
aUBLEV.O.F. Exkon Nuclear Co., Inc. (subs, of Exxon Corp.), 
79/U/01. 2Spp. 


7912100022 Discusses issuance of Amend 17 to License DPR-64, which 
authorlied operation at 1007. payer. Max allowable fee already 
paid by util. No addl fee required. 

HILLER, W. □. License Fee Management Branch. 79/11/13. ip. 


— 7912100043 Forwards assessment of review costs for CP «< OL actions, to 
aid In fee determination. W/o end. 

BERKOWiH.N. Offiet of Nuclear Reactor Regulation. 79/10/30. Ip. 


—7912100066 Provides ACR8 prof manpower expenditure estimates for CP *< 
OL reviews. 

FRALEY. R.F. ACRS - Advisory Committee on Reactor Bafegoards, 
7B/11/01. Ip, 


— 7912100079 Requests info re ACR8 prof man-hrs expended on review of 
each reactor. Data for safety, environ 6 antitrust hearing . 
concerns should bo ine luded. Assoc iated travel should not be 
shown. f.' 

HILLERrW.O. License Fee Management Branch, 78/10/02. Ip. 


7912070497 Forwards Amend 13 to Liconsc NPF-S. safety evaluation I, 
notice of Issuence L availability. 

IPPOLITQ, T. A. Operating Reactors Branch 3 79/11/2,’!, 2pp 


— 7912070501 Amend 13 to License NPF-5, p ermi 1 1 ing continued operation h 
startup u/up to two vacuum br'eakors inoperable 6 w/three 
breakers Inoporable if remaining breakors arc operable at 
increased frequency 

IPPDLITO, T. A. Operating Reactors Branch 3 79/11/23 Spp 


— 7912070505 Safety evaluation supporting Amend 13 to License NPF-5. 
» Office of Nuclear Reactor Regulation. 79/11/23. Ip. 


— 7912070508 Notice of issuance U availability of Amend 13 to License 
NPF-5, 

IPPnL ITO, T. A. Operating Reactors Branch 3 79/H/23 2pp, 


7912180661 Forwards FR notice of issuance of Amend 13 to License NPF-5, 
« Operating Reactors Branch 3. 79/11/23, Ip. 


7912190343 Forwards request for addl info to complete review of 781201, 
790014 L 0909 requests for proposed Tech Specs changes re 
settlement of Class I structures. 

IPPOLITOi T, A. Op era t ing R eac tor s Branch 3, 79/11/27, 4pp. 


7912260131 Forwards safety evaluation of util request for change in 
Tech Specs re adjustment of average power range monitor 
se tpo Ints. 

LAINASiO. Plant Systems Branch 79/11/27. 2pp. 


—7912260164 Safety evalution limiting util Tech Bpec change request. 
Deviation from average power range monitor calibr procedures 
during full power inconsistent ui/I£EE 279. 

•* Plant Systems Branch 79/1 t/27 Spp. 


7912050150 Forwards Amend 4 to "Spent Fuel PO'Ol Mod," included as part 
of 790709 application for expansion of spent fuel storage. 

Prepared in response to NRC 791101 request. 

KELLY. R. J. Georgia Power Co 79/11/30. 2pp. 

— 7912050155 Amend 4 to "Spent Fuel Pool Hod, " design rept I, safety 
eva luat i on. 

» Georgia Power Co. 79/!I/30. 14pp 

7912050533 Commits to addl confirmatory condensation oscillation tests 
in, full-scale test facility, outlined in OE 791130 Itr re 
Mark 1 containment pro gram, Schudul e for submittal of plant 
unique analysis will bo provided Fallowing NRC resolution. 

KELLY, R.J. Georgia Power Co. 79/11/30. 2pp. 


7912190164 Requests payment of Class 1 f« III amend fees for review of 
790017 security personnel training l< qualification plan. 

DIGGS, R.M. License Foe Management Branch. 79/12/06, ip. 

7912140321 Forwards rept "Adequacy of Station Electric Distribution 
Sy s Voltag e " 

KELLY, R. J, Goorgia Pouior Co. 79/12/07, 2pp. 

— 7912140326 "Adequacy of Station Electric Distribution Bys Vol tago. " 
* Georgia Power Co 79/12/07. 8/pp- 


7912260083 Forwards criteria re electrical override/bypass for use in 
review of operating reac lors . Ha 1 nta I n>ng purge valves closed 
does not resolve NRC concern u/porgo valve circuitry, 

REID, n.W, Oper.-iting Reactors Branch 4. 79/12/1 1, 5pp, 


Q, Inspection reports, IE Bolletins S, corrcspotidence 


7912040007 Forwards re5pon,ie to 790702 Itr t, IE Bulletin 78-14 re 
verification of seismic analysis as modified by 790727,0015 
Ic 0907 Itrs.Ropt describes resolution of items in Unit 2 
program Veri Fication of unit analysis delayed W/o onel, 
UIDNERiH.A, Georgia Power Co. 79/lt/OB. Spp 


7912110055 Forwards 790921 response to IE Bulletin 79-19, 
"Packaging of Low-Level Radwaste for Transport 6 Burial. 
MIDNER,N.A. Georgia Power Co. 7971 1/08. Ip. 


7912060140 Forwards IE info Notice 79-12A, "Attempted Damage to New 
Fuel Assemblies. " No specific action or rccpoiise required. 

0 'REILLY, J. P. Region 2. Atlanta, Uffico of the Director. 
79/11709, 2pp, 


7912100184 Forwards IE Info Notice 79-28. "Uvorloading of Structural 
Elements Doe to Pipe Support Loads. " No response required. 
O'REILLY, J P, Region 2. Atlanta, Uffice of the Director. 
79/11/16 Ip, 
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7912110562 Forwarils IE Info Notice 79-29i "Loss of Nonsaf etg-Ralated 
Reactor Coolant Sys Instrymentati on During Qperatior. " No 
specific action or response required. 

O^REILLV) J. P. Region 2i Allantai Office of the Director. 
79/11/16. app. 


—791207044^0 LER 79-120/03L-0: on 79U 13. emergenc y diesel generator 
tripped' ujhi lo performing manual start. Caused by high engine 
crankcase pressure due to ejector fai lure. Engine ejector 
cleaned & reinstalled. 

NIX.R.T. Oeorgla Pouier Co. 79/11/29. 2pp. 


7912060617 Foruards IE Circular 79-24. "Proper Installation t Calibr of 
Core Spray Pipe Break Detection Equipaent on OMRs. " No 
response required. . j. 

O'REIU-V. J. P. Region 2. Atlanta. Office of the Diraetor. 

79/11/26. Ip. 


7912110149 Forwards IE Circular 79-23. "Motor Starters & Contactors 
Failed to Operate. " No response required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip 


7912190454 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrunentation L Control Power Sys Dus During Operation." 
Written response required. 

O'RElULY. J. P. Region S> Atlanta, Office of the Director. 
79/11/30. Ip. 


79121 1036Q Forwards LER 79-121/03L-0. 

HANRV. M. Deorgia Power Co. 79/11/30. Ip. 


7912110372 UER 79-121/03L-0: on 791 1 17, during return to foil power. an 

average planar linear heat generation rate of 11.96 noted. 

Rapid increase in local thermal parameters caused by burnup 
of local Xenon produced by rod withdrawals. 

COOOIN.C.L. Oeorgia Power Co. 79/11/30. 2pp. 


79121303B4 Forwards LER 79-13S/03L-0. 

HANRV. M. Oeorgia Power Co. 79/12/06. Ip. 


7912130392 LER 79-128/03L-0: on 791 128. drgwell H ti 0 concentration 

recorder became Inoperative. Caosad by broken recorder driva 
stri ng. String replaced & recorder returned to svc. 

NIX.n.T. Georgia Power Co. 79/12/06. 2pp. 


7912210177 Forwards corrected copy of 791130 Itr responding to IE 
Bulletin 79~ia. "Audibility Problems Encountered on 
Evacuation of Personnel from Hlgh-Noise Areas." 

WIDNER. H. A. Georgia Power Co. 79/ 12/OS. Ip. 


—7912210101 Corrected copy of response to IE Bulletin 79-18. "Audibility 
Problems Encountered on Evacuation of Personnel from Hlgh- 
Notse Areas." Requests addl 90 days to complete Installation 
of addl visual evacuation signals In identified areas. 

UIDNER. H. A. Oeorgia Power Co. 79/11/30. Ip. 


7912310301 Forwards IE Info Notice 79-30, "Reporting of Defects *. 
Nnncoflpliances, 10CFR21. " No action required. 

O'REILLVi J. P. Region 2. Atlanta, Office of the Director. 
79/12/06. 5pp. 


7912200030 Forwards IE Bulletin 79-28, "Possible Malfunction of Namco 
Kodel EA180 Limit Switches at Elevated Tamps." Action 
required. 

O'REILLY, J. P. Region 2, Aklanta, Office of the Director. 

79/12/07. 2pp. 

7912200404 Forwards lE Info Motlee 79-31, “Use of Incorrect Amplified 
Response Gpectra, " No written response required. 

O^REILLYt J. P. Region 2, Atlanta. Office of the Director. 

79/12/13. Spp. 

7912200141 Forwards IE Circular 79-85. "Shock Arrestor Strut Assembly 
Interference. •’ No written response required. 

□ 'REILLY. J.P. Region 2, Atlanta. Qffica of the Director. 

79/12/20. 4pp. 


R, Periodic operating reports & related correspondence 


7912310432 Revised monthly operating rept for Jul 1979. 
ALLEN. P. 8. Georgia Power Co. 79/00/08. ip. 


7912130394 Forwards LER 79-I27/03L-0. 

HANRY.M. Oeorgia Power Co. 79/12/06. Ip. 


—7912130400 LER 79-127/03L-0; on 791127, during HPCI steam line instrueint 
functional test h calibr. low side setpoint found above Tech 
Spec ma». Caused by setpoint drift. Instrument calibr fc 
replaced on 791205 due to regular drift problems. 

NtXiR.T. Georgia Power Co. 79/12/06. 2pp. 


7912130404 Forwards UER 79-124/03L-0. 

HANRY.M. Georgia Power Co. 79/12/06. Ip. 


—7912130400 LER 79-124/03L-0: on 791 120. torus-drywell vacuum braaker 
valve 3T48-F323E would not open. Cause unknown due to 
inaccessibility of velvo.UaWe will be inspected & repaired 
as necessary during ne>t cold shutdown. 

NIX.R.T. Georgia Power Co. 79/12/06. 2pp. 


7912130412 Forwards LER 79-123/03L-0. 

MANRY. H. Oeorgia Power Co. 79/12/06. Ip. 


—7912130421 LER 79-123/03L-0; on 791117, plant svc water pump 2P4I-C001B 
did not meet required flow. Pump declared Inoperable. limiting 
condition for operation os tabllshed. Caused by normal wear on 
Impellers *< seal rings. Pump rabuilt it returnad to eve. 

NIXrR.T. Georgia Power Co. 79/12/06. 2pp. 


7912140441 Forwards LER 79-122/03L-0. 

HANRY.M, Georgia Power Co. 79/12/07. Ip. 


“7912140440 LER 79-122/03L-0: on 791117.uhilB reactor at eteady state of 
operation, dc input breaker to 2R44-8003 tripped. Caueed by 
failure of email control relay at LPCl converter. Relay 
replaced. 

NIX.R.T. Oeorgia Power Co. 79/12/07. 2pp, 


— 7912310433 Revised monthly operating rept for Aug 1979. 
ALLEN. P. D. Oeorgia Power Co. 79/08/00. Ip. 


— 7912310434 Revised monthly operating rapt for Bapt 1979. 
JOHNSON. 0. L. Georgia Power Co. 79/10/24. Ip. 


7912180438 Forwards monthly operating rept for Nov 1979. 
HANRY.M. Georgia Power Co. 79/12/10. Ip. 


— 7918180443 Month Itf operating rept for Nov 1979. 

JOHNSON. O.L. Oeorgia Power Co. 79/18/10. 7pp. 


S. Reportable occurrencas, UERs h ralated c orraspandanca 



7912050440 Forwarde LER 79-119/03L-0. 

HANRY.M. Georgia power Co. 79/11/28. Ip. 


— ^7912050445 LER 79-119/03L-0;: on 791 113, dup Ing surveillance procedure 
HPN-3-35a4. average power range aionitor "F" inoperable w/ntne 
law power range eionitor inputs. Caueed by setpoint drift, 

Calibr performed. 

NIX.R.T. Georgia Power Co. 79/11/28. ip. 


7912070445 Forwards LER 79-I20/03L-0. 

MANRY, M. Georgia Power Co. 79/11/29. Ip. 


7912180635 Forwards LER 79-12S/03L-0. 

HANRY.M. Oeorgia Power Co. 79/12/12. Ip. 


—7912180642 LER 79-125/03L-0: on 791 1 14. during routine review Of privloue 
radueste discharges, discovered that on 791107. while at 0 HHt 
power. min required recirculation time not met on chemical 
waete eample tank A. Caused by clogged inlet itrainev. 

ROGERS. W. H. Georgia Power Co. 79/12/11. 3pp. 


7918260221 Forwards LER 79-i26/03L-0. 

HANRY.M. Oeorgia Powor Co. 79/12/14. Ip. 


—7912260224 LER 79-126/OaL-O: on 791121, during plant eve water pump 
operability tost, eve water pump failed to meet ABME Beetlon 
11 requirements. Caused by distortion of impeller by metal 
foraign objact.Pump rebuilt. 

NIX.R.T. Georgia Power Co. 79/12/14. 3pp. 


7912260265 Forwards LER 79-129/03L-0. 

MANRY. M. Georgia Power Co, 79/12/14. Ip. 


—7912260269 LER 79-ia9/03L-0; on 791 129. wh He parforming procedure 
H(yp-a-a303, HPCI pump rated flow, thermal overloadi of HPCJ 
ausitlary oil pump breaker tripped while HPCI turbine being 
decTeesad, Caused by personnel error. Thermal overloads reset. 
NIX.R.T. Georgia Powor Co. 79/12/14. Spp. 



DOCKETED ITEMS 


79iaai04AS PorunTils LER 79-130/03L-0. 

MANRYiH. Oaoriia Powar Co. 79/12/26. Ip. 


— 791Sal0463 LER 79~130/03U-0; on 791203i during roaetor loatsr level 
tniirvnent •functional test tc ealibri auitch 2B21-N042A found 
out of Tech Spec limit. Caused bg instrument drift. 

Instrument callbr (i tested. 

NIYjR.T. Oeorgia Power Co. 79/12/26. 2pp. 


DOCKET 90-367 BAItLY OENERATINO STATION 


A. Apgl Ication/construction stage documents & correspondence 


79I2I10S64 Discusses NRC plans to use generic analgses to develop earlg 
verification program to resolve ATU8 issue for PHRs 6 BURs. 

Success of program depends on Industrg response. Supports 
forAation of owners groups to provide necessarg info. 

DEKTDNiH.ft. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912170347 Forwards cooptrativa agreement between NRC It US Armg Corpe 
of Engineers re foundation review. 

COtDBERO. 8. C. Hearing Branch 2. FIN 8-6026. 79/11/13. Ip. 


7912190203 Lifts documents provided to 0 KubinskiiUS Armg Corps of 
Engineers I re revisw of pile foundation. 

HELLERiL. U. Division of Site Safetg b Environmental Anakgtls. 
79/12/04. 2pp. 


F. 8acurltg> medical, amargancg b fire protection plans 


7912040471 Forwards Info re upgraded emergencg plans to plants under 
const It OL review. App 1 icants required to make certain 
emergencg errengements w/stete b local organiiations b 
subeilt enargencg plans per Reg Ouide 1, 101. 

VADBALLOt D. B. Division of Project Manegement. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912060028 Requests halt of facilltg const due to location in urban 
area. Certificate of Bve end. 

SCQTTtW. J. IlUnols. State of. 79/11/13. 4pp. 


79121301S9 Forwards FR notice of opportunity for hearing on CR 
eitenalon b newspaper advertisement re notice of opportunity 
for public participation in proposed NRC licensing action. 
RUSEN8TE1N.L. 8. Operating Reactors Branch 4. 79/11/21. 3pp. 


•7912130163 Notice of opportunity for hearing on CP estenslon. Newspaper 
advertisements re notice of opportunity for public 
participation end. 

RUBENBTEINfL. 8. Operating Reactors Branch 4. 79/11/26. 6pp. 


•Q. I'nipoEtlon reportsi IE Bulletins ti correspondence 


7912260167 Forwards IE Insp Rept 30-367/79-04 on 791013. No 
nonconp llance noted, 

F:iOfiEl.LIi 0. Region 3i Chicago. Reactor Construction b Engineering 
Bupport Branch. 79/11/13. 2pp, 


— 79f22A0169 IE Insp Rept 30-367/79-04 on 791013. No noncompl lance noted. 
Major araai Inspected: project turnover. 

UABLONSKt) F, U, , PHILLIPS. H. 8. . KNOP.R.C. Regions. Chicago. 
Office of the Director. 79/11/07. 3pp. 


7912030140 Forwardi IE Circular 79-22. ’’Stroke Timet for Power Qpereted 
Relief Valvae. ’* No respohee required, 

KEPFEEfl. J. 0. Region 3. Chicago. Office of the Director. 79/11/16. 

Ip. 


7912100.233 Forwards IE Info Notice 79-20. "Overload ing of Structural 
Elementa Due to Pipe Support Loads. " No response required. 

KEPFLEfti J. 0. Region 3. Chicago. Office of the Director. 79/11/16, 

ip. 

79I21103S3 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Rolated 
Reactor Coolant Sys Instrumentation During Operation," No 
specific action or response required. 

KEEP LER I ^1. 0. Region 3. Chicago. Office of the Director, ,79/11/16. 

Ip. • 


7912030360 Forwards IE Bulletin 79-26. "Boron Lose From BWR Control 
Blmdaa. " No responee requirod, 

KEPPLERiJ.O. Region 3< Chicago. .Office of the Dtreetpr. 79/11/20,,,. 
Ip. 


79J210043B Foruiards IE Circular 79-24. ‘■’Proper installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BHRs. “ No 
written response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/86, 
Ip. 


7912110263 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate." Mo response require'd. 

KEPPLER, J.O. Region 3. Chicago. Office of the Director. 79/11/86. 
Ip. 


7912110431 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/il/2B. 
Ip. 


7912190229 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Ous During Operation." 

No written response required. 

KEPPLER, J.O. Region 3. Chicago. Office of the Director. 79/11/30. 
Ip. 


7912140090 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Nn-ncomplianees, 10CFR21. •' No action or response required. 

KEPPLERiJ.O. Region 3. Chicago. Office of the Director. 79/12/06. 
Ip. 


7912200130 Forwards IE Bulletin 79-20, "PO’Seible Malfunction of Nameo 
Medal EAIBO Limit Switches at Elevated Temps." Action 
required. 

KEPPLERiJ.O. Region 3. Chicago. Office of the Director. 79/12/10, 
Ip- 


R. Periodic operating reports b related correspondence 


7912030106 Forwards well charts for 791031-1 107, Bai 1 ly wells w/o 
recorders, pond 1 evels, pneumatic pressure transducere. water 
meter readings b USOS wells for 791107. 

BOHN.R.J, Northern Indiana Public Service Co. 79/H/16. 33pp. 


7912030104 Forwards well charts for 791024-31. Bailly wells w/o 
recorders, pond 1 evels. pneumat ic pressure transducers b water 
meter readings for 771031. 

BOHN.R.J. Northern Indiana Public Service Co. 79/11/21. 31pp. 


7912110364 Forwards well charts for 791107-15, Balllg walls w/o 
recorders for 791114. pond levels for 791114. pneumat! c 
pressure tranducers for 791114 & water meter readings for 
791115. 

BOHN.R.J. Northern Indiana Public Service Co. 79/11/86. 32pp. 


7912110834 Forwards well charts for 7911 15-23, Bail ly wells w/o 
recorders for 791183. pond level* for 791 183. pneumatic 
pressure tranducers for 791121 b water meter readings for 
791121. 

BDHNiR.J. Northern Indiana Public Service Co. 79/11/30. 38pp. 


7912140234 Forwards 791 123 -2S well charts b 791128 facility welle w/o 
recorders, pond levels, pneumatic pressure transducers b water 
meter readings. 

BOHN.R.J. northern Indiana Public Service Co. 79/12/07. 38pp. 


7912310466 Forwards well charts for 791 120-1203, Bailly wells w/o 
recorder*, pond Isvets. pneumatic pressure transducers, water 
meter reeding* b UBOB wells for 791205. 

BOHN.R.J. Northern Indiana Public Service Co. 79/12/14. 36pp. 


8. Reportable eccurrinccs. LERs & related correspondence 


7912140303 Ack receipt of 791103 Itr re poisible multiple consecutive 
actuation of safety-relief valves. Will review final rept on 
matter upon receipt. 

FIORELLI.O. Region 3. Chicago. Reactor Construction b Engineering 

Support Branch. 79/11/27. Ip. 


U, Congress ional/Executlve Correspondence 


7912200677 Respond* to 791022 request for NRC view* b opinion* re 
proposed leglelatlen to acquire addl lands for IN Dunes Natl 
Lakeshore Park. Proposed acqui li tion has no effect on 
Issuance or granting of facility parmits or licenses, 

OOBBICKtL. V. Office of the Executive Director for Dperatiane. 
79/10/23. 2pp. 


206 
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— 79123006E36 Responds to 79’1032 request for NRC vieus It opinions re 
proposed legislebiot) to acquire addl lends for IN Dunes Natl 
Lakeshore Park. Proposed acquisition has no effect on 
issuancB or granting of facility permits or licenses. 

OOSStCKi L. V. Office of the Esecutivs Director for Operations. 
79/10/25. 5pp. 


’7912200695 Requests NRC v i eus h opinions re proposed legislation to 
acquire sddi lands for IN Dunes Natl Lakeshore Park. 

FITHlANiF. J . BENJAMIN. A. House of Rep 79/10/32. 3pp, 


791S210002 Responiis to 790009 Itr re alleged failure of util to comply 
u/federal regulations on plant si t ing. General criterion re 
population levels uere me t . Regula t i ons uere not violated by 
facility siting near Bethlehem Steal plant. 

GDSSlCKi L. V. Office of the Ejccutive Director for Operations. 
79/10/29, 3pp 


DOCKET 50-360 ARKANSAS NUCLEAR ONE. UNIT 2 


F. Security, medical, emergency & fire protection plans 


7912100333 Notifies of delay in Plant Sys Branch Team 1 evaluations of 
facility fire protection sys. Outlines of assistance needed 
end. 

LAINAS. 0. Plant Systems Qranch 79/H/16. 3pp. 


7912200022 Discusses NRC 791109 meeting re emergency preparedness team 
revieui objectives Provides guidance for improving licensee 
emergency preparadness it assuring capability of offsite 
agencies to take appropriate emergency actions. 

GRIHES.B.H. Emergency Preparedness Task Force, 79/11/23, 30pp. 


7912270070 Foruards comments re revisions addl info needed ra 
facility safeguards contingency plan. Plan utthheld 
(ref 10CFR2. 790). W/o end. 

REtOiR.tf. Operating Reactors Branch 4, 79/12/10, 2pp. 


7913310231 Forwards results of preliminary revieui of facility emergency 
plan. Encourages continued uork u/state S. local 
representatives to improve emorgency preparedness. Emergency 
planning acceptance criteria end. 

REID<R.U. Operating Reactors Branch 4 (Pre 7906251. 79/13/17. 

i3pp. 


7913310471 Forwards draft emergency p 1 an* incorp orat in g recommendations 
of NURE0-057B It NLIREO-OU i 0. Emergency Planning Review 
Guidelines 1. Revision 1. re emergency planning acceptance 
criteria for licensed nuclear plants l< Reg Guide i. 101. 

TR IMDLE* 0. C. Arkansas Power 6 Light Co. 79/13/2S. 2pp, 


G Adjudicatory correspondence 


791211003B Confirms receipt of encl 790329 petition tn suspend OLs for 
all PMRs, Forwards Ffl notice Indicating that petition will bo 
treated in accordance ui/ 1 OCFR2 , 206. 

DENTON. H R. Office of Nuclear Reactor Regulation. 79/11/23. Ip, 


— 7915110126 Notice of request for action pursuant to lOCFRa. 206 ro 
Environ Coalition on Nuclear Pouier 790329 petition 
requesting suspension of all OLs For PWRs. 

flULLER, D, R. Office oF Nuclear Reactor Regulation, 79/H/20. 
38pp. 


I. Financial information 


7912050469 Forward s util statement of source of funds. fop Oct 1979- 
Oet 1979. 

LANGSTON. N. Arkansas Power 6 Light Co. 79/11/29, Ip. 


J. Insurance t< indemnity Information 


7912070307 Forwards surety bond to meet requirements re Prlc e-Anderson 
Act. 

HAFITOM.d, J, Arkansas Power 6 Light Co. 79/12/03. 3pp, 


P. Operating license stage documents 1. correspondence 


7911090248 "Buramary of Operating Experience W/Recircul at itig Steam 
Generators. " 

EISENHUT. D, 0. Division Of Oporallng Reactors. NllREO-0323. 
79/01/31. 89pp. 


7912100189 Discusses NRC 791101 mooting w/reprosentatives of N8SS 
vendors t< fuel suppliers re discussion of respective 
portions of ECCS evaluation models dealing u/fuel cladding 
swelling t< incidence of rupture. Vendor responses encl. 

EISENHUT. D. 0. Division of Operating Reactors. 79/11/09. 65pp. 


“-791210023S Responds to NRC 791101 request ro noncompl lance of 
Nestlnghouse ECC8 evaluation model under requirements 
of lOCFRSO App K. Evaloat 1 on of three fuel rod models 
indicates no safety problems for Nestlngliousc plants. 
ANDERSON. T. M Westinghousc Electric Corp, 79/11/02. 4pp. 


— 7912100330 Responds to NRC 791101 request re QRNL cladding swelling t 
rupture data. Review of analytical models 6 tests indicates 
compliance u/IOCFRSO App K.All OE specs for calculated peak 
cladding temp remain unchanged, 

BUCHHOLZ, R. H. General Electric Co. 79/12/07. 2pp. 


—7912100407 Forwards response to NRC 791101 request re rod burst test 
data Concludes that data properly represented by fuel models 
used in vendor evaluation models ti that analyses demonstrate 
all criteria of lOCFRSO, 46 satisfied. 

OWSLEV. 0. F. Exxon Nuclear Co.. Inc. isubs of Exxon Corp. >. 
79/11/02. 5pp. 


— 7912100496 Forwards addl info re evaluation of impact of NRC proposed 
rup ture/b 1 oc k ag e model used In vendor evaluation model. 

No adverse impact from new rupture burst data or use of NRC 
rupture/blockage model on licensing calculation results. 

OWSLEY. 0, F. Exxon Nuclear Co,. Inc. (subs, of Exxon Corp. >. 
79/11/04. 22pp. 


7912100022 Discusses issuance Of Amend 17 to License DPR-64iuhlch 
authorised operation at 100'/! power. Max allowable foe already 
paid by util. No addl fee required. 

MILLER. W.O. License Fee Management Branch. 79/11/13, Ip. 


— 7912100043 Forwards assessment of review costs for CP ti OL actions, la 
aid in fee do termination. W/o encl. 

DEftKQW. H, N, Office of Nuclear Reactor Regulation. 79/10/30. Ip. 


— 7912100066 Provides ACR3 prof manpower expenditure estimates for CPI. 
OL reviews. 

FRALEY. R.F. ACRS - Advisory Committee on Reactor Safeguards. 
70/11/01, Ip. 


--7912100079 Requests info re ACR9 prof man-hrs expended on review of 
each rnactor.Data for saf e ty. environ 6 antitrust hearing 
concerns should be i nc luded. Assoc ia ted travel should not be 
shown. 

MILLER. W, D. License Fee Management Branch, 70/10/03. ip. 


7912040187 Requests Tech Specs change re inadvertent actuation of 
containment spray . submi t ted as Class III amend. 

CAVANAUGH. W. Arkansas Power S. Light Co. 79/11/19. 2pp. 


--7912040195 Tech Specs Figure 3. 6-1 re containment internal pressure vs 
containment average air temp. 

* Arkansas Power it Light Co. 79/11/19. Ip, 


7912160198 Forwards request for addl info to complete evaluation of 
electrical overr ido/bypass aspects of containment purge sys. 
LAINAS. 0, Plant Systems Branch. 79/11/19. 2pp. 


7912040101 Responds to NRC 791004 Itr re schedules for completing 
licensing condl tlons. Tech Specs revision submitted 791127. 
Description of long-term mods & Tech Specs for surveillance 
requirements due 90 days before refueling outage. 

TRIMBLE, D. C, Arkansas Power 6 Light Co. 79/11/27. 2pp. 


7912070424 Requests change to License NPF— 6 Tech Specs, increasing trip 
setpoint by S3 psi. Class III amend fee ti affidavit encl, 

CAVANAUGH, H. Arkansas Power «( Light Co. 79/U/27. 2pp. 


— 7912070428 Proposed Tech Spec Table 2.2-1 for License NPF-6. Incrtaslftl 
trip Setpoint by 23 psi. 

« Arkansas Power it Light Co. 79/11/27. 2pp. 


7912040459 Forwards plot of projected operating eyclBSipor NRC request. 
One oversixed page available in Central Ptlas only. 

TRIMDLEiD. C. Arkansas Power ii Light Co. 79/J1/2B. Ip. 

7912120S34 Forwards request for addl Info to complete review of OA 
program. 

HAABB. W. P. Quality Assurance Branch. 79/12/05. 3pp. 
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7?iai3'02‘»9 Forwards ravUlon to 791120 Itr re implementation schedule 
for Lessons Learned Task Force short-term recommendations. 

(!«<tuests sipedlted concurrence u/method of compliance to 
MUHM-0S7B 

CAVANAUOHiU. Arkansas Power & Light Co. 79/12/05. Bapp. 


7912140227 Forwards revision of selected provisions of 791120 response 
to THI Lessons Learned Task Force recommendations. Sequential 
shutdouns preferred to concurrent. Implementation schedule 
enc 1. 

CAVANAUGH. W. Arkansas Power «< Light Co. 79/12/05. 21pp. 


7912200474 Notifies that processing & issuance of OL exceeded required 
fee. Since max fee paid.no other charges are forthcoming. 

HlLLERi H. □. License Fee Management Branch. 79/12/04. Ip. 


7912270119 Notifies of completion of util evaluation re mod to hot leg 
temp, measuring Instrumentation to accommodate anomalous hot 
log temp Indications. Mod not unreviewed safety question as 
defined in 10CFR50. 59. W/791 120 Itr re program criteria. 

(?AMM1LL> U. P. Assistant Director for Operating Reactor Projects (Pro 
791030. 79/12/07. Ip. 


7912170312 Forwards 8uppl I to startup rapt for period ending 791031. 
TRIHSLE, D. C. Arkansas Power 4 Light Co. 79/12/H. Ip. 


— 7912170315 Suppl 1 to startup rept for period ending 791031. 
* Arkansas Power 4 Light Co. 79/10/31. 49pp. 


79122B0414 Forwards revision to NRC 791104 Additional fiSort-Term 
Recommendatien 2. Endurance tests for auxiliary feedwater 
pumps aro shortened from 72-h to 40-h. 

SEIDiR. M. Operating Reactors Branch 4. 79/12/13. 4pp. 


7912210342 Discusses proposed shutdown to Implemenl; short-term items of 
NUftE0-0S7S. Shutdown schedule undergoing mod. Units 14 2 will 
be shut down 791231 4 800131. respectively 4 will not be 
restarted until items are implemented. 

CAVANAUGH. (4. Arkansas Power 4 Light Co. 79/12/17. 2pp. 


79)2240233 Forwards Pages' 81-47. 81-48. 81-Al 4 S1-A2 to 791211 suppl 
to startup rept. 

IRINDLE. D. C. Arkansas Power 4 Light Co. 79/12/17. Ip. 


— 79)2240241 Pages Sl-47. 81-48, 81-Al 4 81-42 to 791211 suppl to startup 
rept. 

» Arkansas Power 4 Light Co. 79/12/17. 4pp. 


79)2310454 Forwards four pages omitted from 791211 submittal of Suppl 1 
to 790913 startup rept. 

TRIHBLE.D. C. Arkansas Power 4 Light Co. 79/12/17. Ip. 


—7912310441 Four pages omitted from 791211 submittal of Suppl I to 
790913 startup rapt. 

» Arfcanias Power 4 Light Co. 79/12/17. 4pp. 


0. Inspection reports. IE Bulletins 4 correspondence 


79)2170134 Responds to IE Bulletin 79-23. "Potential Failure of 
Emergency Diesel Generator Field Exciter Transformer." 
Connections between low kVA rated transformers 4 high KVA 
rated emergency generators have not been made. 

TRIHBLE.D. C. Arkansas Power 4 Light Go. 79/10/05. 2pp. 


7912140233 Responds to IE Bulletin 79-13, "Cracking in Feedwater Sys 
Piping.'* Completed volumetric examination of noxile-to- 
transttlon piece 4 transition p 1 ece-to-piping welds on steam 
genarators. No cracks or code discontinuities identified. 

TRIHBLE.D. C. Arkansas Power 4 Light Co. 79/10/18. tp. 


7912050324 Forwards IE Insp Repts 50-313/79-21 4 50-348/79-20 on 
790909-1005 4 notice of violation. 

HAOSEK. 0. L. Region 4. Dallas, Reactor Operations Nuclear Support 

Branch. 79/10/23. 2pp. 


— 79IB0S0333 Notice of violation from Ihsp on 790909-1005, 

• Region 4. Dallas. Qfflca of the Director. 79/10/23. Ip. 


—7912030342 IE Insp Repts 50-313/79-21 4 50-368/79-20 on 790909-1005. 
Noncompliance noted; outdated Q lists. 

OOHNeON. U. 0. > WEBTERHAN. T. F. Region 4, Dallas, Office of the 
Director. 79/10/23. llpp, 


791SI40103 Forwards IE Bulletin 79-17, Revision 1, "Pipe Cracks in 
Stagnant Berated Mater Sys at PMR Plants, " Mrlttan response 
riRulrad. 

SEVFRITrK. V. Region 4. DaUas, Office of the Director. 79/10/29. 
Ip. 


7912120561 Forwards IE Bulletin 79-25, "Failures of Westinghouse BJ-I) 
Rolays in Safety-Related Sys." Action required. 

SEYFRlTiK. V. Region 4, Dallas, Office of the Director. 79/11/03. 
Ip- 

7912190033 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves. " No written response roquired. 

SEVFRIT.K. V. Region 4. Dallas. DFfice of the Director 79/11/16 
IP- 

7912120550 Forwards IE Bulletin 79-24, "Boron Loss From DWH Control 
Blades." No response rsquirod. 

SEVFRIT.K. V. Region 4. Dallas, Office of the Director, 79/11/20. 

Ip 

7912110467 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups 4 state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

SEVFftIT,K. V. Region 4, Dallas. Office of the Director 79/11/26. 
ip, 

7912190169 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation 4 Control , Power Sys Dos During Dperation. " 

Nrltken response required. 

SEYFR1T,K. V. Region 4, Dallas, Office of the Director, 79/11/30. 
Ip. 

7912070446 Responds to NRC Itr ro hot leg temp anomaly . Reactor vessel 
Internals Inspected on 791017 did not reveal cause of effect 
of temp switching anomaly. Desc ribes actions planned if test 
program results call for action criteria, 

TRIMBLE, D C, Arkansas Power 4 Light Co. 79/12/03. 13pp. 


— 7912070447 Post-insp restart testinil program. 

a Arkansas Power 4 Light Co. 79/12/03. 7pp. 


R. Periodic operating reports 4 related correspondence 


7912170196 Forwards monthly operating rept for Nov 1979. 
TRIMDLE,D. C. Arkansas Power 4 Light Co, 79/12/14. Ip. 


—7912170203 Monthly operating rept for Nov 1979. 

PENDERBRAFT.n, Arkansas Power 4 Light Co. 79/12/14. llpp. 


791227027B Forwards monthly operating rept correction for Nov 1979. 
TRIMBLE, D.C, Arkansas Power 4 Light Co. 79/12/17. Ip. 


—7912270282 Monthly operating ropt correction for Nov 1979. 
PENDERORAFT, R, Arkansas Power 4 Light Co. 79/12/14. Ip. 


S. Reportable occorronees, LERs 4 related correspondence 


7912310069 PNO-lV-79-009: on 791014, reporter Interviewed plant manager 
re repts of radioactive leakage instances: 790924, leakage 
past packing on two primary sys valves into bldg 4 791012, 
shutdown c ool Ing heat exchanger leak to sve wa ter sys. 

WESTERMAN, T, F. , MADBEN, 0, L. Region 4. Dallas. Office of the 
Director. 79/ 10/17. 1 p. 


79123100B4 PNO-IV-79-01 1 : on 791018, durl ng aurvelllanco testing, major 
bearing damage encountered in emergency diesel generator 2. 

Reactor shut down for examination of core Internals. 

Repairs will extend outage for undetermined period. 

HEBTERMAN, T. F, . MADSEN, O.L. Region 4, Dallas, Office of the 
Director. 79/10/10, Ip, 


7912170275 Forwards LER 79-0B7/00L-O 4 updated LER 79-039 /03X-1. 
TRIMBLE, D. C. Arkansas Power 4 Light Co. 79/12/06. Ip. 


—7912170279 LER 79~0B7/03L-0; on 791114, during Mods 5 operation, leakage 
discovered in socket weld on low pressure safety injection 
flow orifice valve. Caused by mechanical fatigue failure at 
weld. I'npoction sys out of sve 3-h during repair. 

PENDERORAFT, R, Arkansas Power 4 Light Co. 79/13/06, Ip. 


—7912170281 LER 79-039/03X-1 : on 790S27, during NRC audit of category E 
valve positions in Hade 3 opera t ion, low pressure safety 
injection discharge header valve 281-5091-3 found closed. 

Caused by operator error. Valve modified. 

SHIidELY, C. N. Arkansas Power 4 Light Co. 79/12/06. Ip. 


7912310383 Forwards LERs 79-0aB/O3L-O. 79-0a9/03L-0. 79-090/03L-0, 
79-09t/03L-0 4 79-092/03L-0. 

TRIMBLE, D. C, Arkansas Power 4 Light Co. 79/tS/21. Ip. 
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— 791S310394 LEft 79-08Q/O3L-0 pn 791 132. during Hoife 3 op erat 1 or>i eraergenc ij 
feeduiatsT floui control valve 2CV~102&-1 failed to close an 
demand fTom control roam. Caused by valve operator hydraulic 
pressure being loui. 5ys vented. 

SHIVELYtC.N. Arkansas Potuer b Light Co. 79/12/21. Ip. 


— 7912310393 LER 79-0Q9/03L-0 ; on 791 I24t during Mode 3 operationi emergency 
feedwater flow control valve 2CV-t025-l failed to close on 
demand from control room. Caused by trash in valve operator 
hydraulic sys ti hydraulic snubber out of adjustment. 

SHIVELV. C. H. Arkansas Power b Liyht Co. 79/12/51. tp. 


“'7912310399 UER 79-090/03L-0: on 79H25r during Mode 3 operation* emergenty 
feedwater flpu control valve 2CV-1029~1 failed to close on 
demand from control room. Caused by valve operator hydraulic 
sys boing low on fluid. Sgs filled. 

SHIVELY. C.N. Arkansas Power b Light Co. 79/12/21. Ip. 


— 7912310404 LEft 79-09i/03L-0: on 791 126. during Mode 3 operationi dissolved 
oxygen concentration of reactor coolant sys found greater 
than 0. 1 ppm hut less than 0. 2 ppm. Caused by targe RCS 
deboratlon. 

PENDERORAFTi H. Arkansas Power ti Light Co. 79/12/21. Ip. 


— 7912310409 LER 79-092/fa3L“0: on 791201 1 during Mode 2 operation, emergency 
feedwater flow control valve 2CV-1025-1 failed to close on 
demand from control room. Caused by lack of hydraulic 
pressure due to low fluid level In accumulator. 

SHIVELY.C.N. Arkansas Power b Light Co. 79/12/21. ip. 


DOCKET 50-369 WILLIAM B. MCCUIRE NUCLEAR STATION, UNIT 1 


A App 1 ication/c onstruc tion stage documents l< correspondence 


7900010339 Notifies of status of rept on reactor cavity annulus seal. 
Most PHR users remove ring during normal operation. Others 
store seal ring in raised position during normal operation. 

LAINAS. G. Plant Systems Branch CPre 791030J. 79/07/05, 7pp. 


7912110011 Forwards NRC position on status b applicability to pending 
□L applications of results of TMI fellowup actions. Out lines 
add! short-term actions to be taken. 

VABSALLO* D. B. Division of Project Management. 79/09/27. 4ipp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATW3 issue for PHRs b Btffls. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTOM, H. n. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070004 Reyuests distribution of enc 1 meaorandun to board 
notification svc lists. 

VAROAi S. A. Assistant Director for Light Hater Reactors, 79/11/00, 
3pp. 


7912110007 Forwards proposed Revision 2 to Reg Quide 1,97. 
“Instrumentation for Light Hater Coaled Nuclear Power Plants 
to Assess Plant fc Environ Conditions During b Following 
Accident. " Requests comment. 

VAROA, a, A. Assistant Director for Light Hater Reactors. 79/11/23. 
3pp. 


7912040S12 Requests that completion dates specified for CPPR-93 be 
estended to 801231 & CPPR-B4 to 020731. 

TH1E8> A. C. Duke Power Co. 79/11/30. 5pp. 


7915270092 Reeponds to 791103 i tr expressing concern re delays in 
licensing of fact 1 1 ties. Pol icy statement re adaptation of 
licensing procedures to include recommendations of THI task 
forces will be issued shortly. 

HENDRIE.J. H. Commission, 79/12/07, ip. 


7912310356 Notification of 800109 meeting u/utlls in Dethesda, MO 
to discuss info request re adequacy of equipment 
qualification. 

tlNOARDf A. R. Power Systems Branch. 79/12/H. 3pp, 


7912210151 Forwards proprietary b nonproprietary response to NRC 790911 
Itr po fuel assembly guide thimble tuba wear. App 1 Icatlon 
li affidavit for withholding proprietary Info end. Document 
withheld (ref 10CFR2. 790). 

PARKER, W.O. Duka Power Co, 79/12/14. 34pp. 


7912270352 Forwards addl info re steam generator level miaeurenint 
errors. In response to NRC 791015 request. Info pertains to 
laeaturlng , sys, ref leg heatup, water density changes, steam 
generator narrow range level 8, emergency procedures, 

PARKER, H.D. Duke Power Co. 79/12/18. 7pp. 


7912270327 Forwards response to NRC 791112 Ltr re environ qualif icatipn 
of reactor coolant temp detectors b containment pressure 
transmitters. Calculation results end. 

PARKER. W. 0, Duke Power Co. 79/12/19. 4pp. 


7912310460 Notifies of completion of review of procedures t, machinisss 
for routing b installing safety-related cables, in response 
to NRC 791130 request. Cab les are installed according to F8AR 
separation criteria. 

PARKER, W.O. Duke Power Co. 79/12/26. 2pp. 


F. Security, medical, emergency b fire protection plans 


7809290054 Summary of fire protection appeal meeting on 7B0414. 
Meeting Inconclusive, so official summary not prepared. 

BIRKEL, R. Light Hater Reactors Branch 2. 78/09/26, 2pp. 


7912040471 Forwards info re upgraded emergency plans to plants undsr 
const b OL review. App 1 Icants required to make certain 
amergency arrangements u/state b local organisations b 
submit emergency plans per Reg Guide 1.101. 

WASSALtO, D. B. Division of Project Management. 79/11/21. 6pp. 


7912210171 Forwards final version of "Fire Qualification Test on 
Silicone Foam Floor Penetrating Seals. 

PARKER, H. D. Duke Power Co. 79/12/14. Ip. 


I. Financial information 


7912270577 Forwards duplicate copies of util 790321 guarantee of 
retrospective premiums, in response to NRC 791210 request. 
WHITLEY, H.D. Duke Power Co. 79/12/20, Ip. 


— 791227O50S Raquests approved guarantee of payment of deferred preatuak 
for 1979. 

SALTZHAN, J, Antitrust b Indemnity Group. 79/12/10. Ip. 


P. Operating license stage documents b correspondence 


7912200574 Discusses separation of electrical equipment b sys at 
plants. Forwards procedures for conducting electrical 
separation field audit. 

BAER,R. L. Light Water Reactors Branch 2. 79/11/30. 4pp. 


Q. Inspection reports, IE Bulletins b correspondence 


7912040010 Responds to IE Bulletins 78-12,78-124 b 78-120 re weld aatl 
documentation. Info pertinent to McOolre Unit 8 reqctor, 
vessel included in RDM rept which was submitted on 791029. 

West tnghouse transmittal ltr enc 1. 

PARKER, W.O, Duke Power Co. 79/11/07. 2pp. 


—7912040014 Forwards rept "Weld Mat! Documentation of Eleven Reactor 
Proesure Vessels Fabricated by RDM for Mestinghouee, " in 
response to IE Bulletin 78-12. Comp late reeordt leareh made b 
no atypical weld mat! found. W/o end. 

ANDERSON, T. M. Uestlnghouse Electric Corp. , PHR Systems Dlv. 
79/10/29, ip. 


7912060128 Forwards IE Info Notice 79-l2A< “Attempted Danega to New 
Fuel Assemblies.'' No specific action or response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912100169 Forwards IE Info Notice 79-28, “Overloading of Structural 
Elements Due to Pipe Support Loads. “ No response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16, Ip. 


7912110545 Forwards IE Info Notice 79-29, "Loii of Noniaf ity-Related 
Reactor Coolant Sys Instrumentation During Operation. “ No 
specific action or response required, 

Q 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. 8pp, 


7912050518 Ack receipt of IE Ihsp Rept 50-369/79-38 on 791022-23. No 
proprietary 1 nf o. 

PARKER, H.D. Duke Power Co. 79/11/23, Ip, 


“7918030528 Foruardi IE Insp Rept 50-369/79-38 on 791082-23. No 
noncompl lance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Cenitruction b 
Engineering Bupport Branch. 79/11/05. 2pp. 



DOCKETED ITEMS 


209 


— ^791:8090332 IE Imp R#pt 80-369/79-38 on 791022-23. No none omp Hone b 
nafetd. Major ana tnapee tad : ttaam ganerator faeduatar line 
radtographij. 

CAOWLEYt S. R. Ragion 2i Atlanta. Offica of the Dlractor, 
HERDT.A.R. Ragion 2< Atlanta. Raactor Construction ti 

Englnaarlng Support Branch. 79/11/01. 3pp. 


7918060607 Forwards IE Circular 79-24. "Proper Inatallation & Callbr of 
Cora Spray Pipe Braat Datactlon Eq.ulpment on BMRa. '' No 
raaponaa required. , 

0'R£ll.Ly> J. P. Ragion 2. Atlanta. Dfflca of the Director. 

79/11/26. Ip. 


79l8tl0'134 Foruardt IE Circular 79-23. "Motor Startari 8. Contactors 
Fallad .to Cparata, " No responta required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


79ia<16CH82 Ack receipt of 791109 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-369/79-29. 

LEWI9.R.C. Region 2. Atlanta. Reactor Operations Nuclsar Support 

Branch. 79/11/28. Ip. 


— 7912060IBB Reeponds to NRC 791019 Itr re violations noted in IE Insp 
Rapt 80-369/79-29. Corrective actions: re-e«amlnod valve 
lineup ti verified that remaining valves correctly aligned. 

No proprietary info. 

PARKER. M.O. Duka Pouiar Co. 79/11/09. 2pp. 


--7912060192 Foruardt IE Insp Rapt 50-369/79-29 on 790816-23 fc notice of 
violation. 

LEWIS. R.C. Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch, 79/10/19. 2pp. 


8, fiaportablo occurrences. LERs t< related corTBspondenCB 


7911160464 Forwards Significant Deficiency Rept 369-370/79-10. 
PARKER, M O. Duka Power Co 79/11/03. Ip. 


7912050592 Forwards deficiency rept SD 369-370/79-11 re Westlnghouso 
7300 Series process I & C card technical problems. 

PARKER, M.O. Duke Power Co. 79/11/29. Ip. 


— 7912050S94 Deficiency rept. SD 369-370/79-11 re Westinghouse 7300 Series 
process comparator cord technical prob lems. Caused by design 
deficiencies. Insp of cards conducted b cards being rapalrad. 
Corrective actions to be completed by B00430. 

• Duka Power Co. 79/11/29. 7pp. 


79I20S0803 Suppl 1 to Deficiency Rept 369-370/79-06 re personnel air 
lock door seal probl »m. Submit s details on corrective 
actions ta ksn. Actions for Unit 1 will bs completed b 
personnel air lock door seals reinstalled by B00130. 

PARKER, M.O. Duke Power Co. 79/11/30. 10pp. 


7912190710 Significant Deficiency Rept 369-370/79-06. suppl re personnel 
air lock door seals. All penetrating bolt holes b holes 
deviating from perpendicular ra more than 3 iSegreas ware 
p logged, dr 1 lied b tapped, Action eorapleted by 900131, 

PARKER, M.O. Duke Power Co. 79/11/30. 2pp. 


— 7912190713 Shop Insp procedure for air lock doors, Revision 0. 
a H, J. Hoollay Co, 79/10/10. 0pp. 


DOCKET 80-370 WILLIAM B. MCGUIRE NUCLEAR STATION. UNIT 2 


— 7912060197 Notice of violation from Insp on 790816-23. 

a Region 2, Atlanta. Office of thi Director. 79/10/10. ip. 


— 7912060215 IE Insp Rept 50-369/79-29 on 790816-23. Noneorop 1 lance noted: 
failure to follow valve alignment procedure, 

WKITENER.H. L. , UOHNBDN. A. H. Region 2, Atlanta, Office of the 
Director. BURNETT. P. T. Region 2, Atlanta. Reactor Operations 
Nuclear Support Branch. 79/10/19. Spp. 


7918190386 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Tnstruaanta.tlon b Control Poutr Bys Bus During Operation. " 
Hrlttan raiponia required. 

Q'RElLLVtU. P. Ragion 2, Atlanta, Office of the Director. 
79/11/30. tp. 


7918310293 Forwards IE Info Nottca 79-30. "Reporting of Defects b 
NoncompllanceBi 10CFR21. " No action required. 

O'RElLLVi J. P. Raglan 2. Atlanta, Office of tha Director. 
79/18/06. Spp. 


7918200026 Forwards IE Bulletin 79-28. "Posslblt Malfunction of Nameo 
Modal EAIBO Limit Switches at Elevated Temps." Action 
required. 

O'REILLY.U. P. Region 2, Atlanta, Office of the Director. 
79/12/07. app. 


7912280139 Aek receipt of IE Insp Rspt 80-369/79-36 on 791009-11. No 
proprtatary Info. 

PARKERrW. 0. Duke Power Co. 79/12/13. Ip. 


—7918280163 Forwards IE Insp Rapt 50-369/79-36 on 791009-11. No 
noncamplianee noted. 

LEMlSfR.C. Ragion 2. Atlanta, Reactor Oparattens Nuclear 

Support Branch. 79/11/23. 2pp. 


— 7918200174 IE Insp Rapt 80-369/79-36 on 791009-11. No noneompi lance 
noted. Major areas Inspected: preoparational teet proceduree, 
coMpletid preoperatlpnat test package review b followup on 
prtvieus Insp flndtngi. 

DVERiJ.A. Region 2, Atlanta, Raactor Operations Nuclear Support 

Branch. DONAT, T.J., MOON. H. T. Ragion 2. Atlanta, Off lea of tha 
Dlractor. 79/11/23. 7pp. 


7918880377 Forwards IE Inilp Notice 79-31, "Ute of Ineorraet Amplified 
Raaponaa Spactra. " No written response required. 

O'REILLY, J. P, Region 2, Atlanta^ Office of the Director. 
79/18/13. Spp. 


7918280189 Forwards IE Circular 79-88, “Shock Arrestor Stryt Assembly 
Intar farenca. " No writ ten response required. 

O'REILLY, J. P. Region 8, Atlanta',' Office of the Director.; 
79/18/80.' 4pp. " 


A, Applies 1 1 on/c otii true t ion stage documents It correspondence 


7912110011 Forwards NRC position on status b applicability to pending 
OL applications of results of TMI followup actions. Outlines 
add! short-term actions to bs taken. 

VASBALLO, D. B. Division of Project Managemant. 79/09/27. 41pp. 


7912110264 Discusses' NRC plans to use gensrlc analyses to develop early 
verification program to resolve ATMS issue for PWRs b BHRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary Info. 

DENTON. H.R. Office of Nuclear Raactor Regulation. 79/10/17. 3pp. 


7912070004 Requests distribution of end memorandum to board 
notification sve liats. 

VAROAfB.A. Assistant Dlractor for Light Hater Reactors. 
Spp. 


79/1 t/OQ. 


7912110007 Forwards proposed Revision 2 to Reg Guido 1.97, 
"Instrumentation for Light Hater Cooled Nuclear Power Plants 
to Assess Plant b Environ Conditions During b Following 
Accident. " Requests comment. 

YAROArB. A. Assistant Director for Light Water Reactors. 79/11/23. 
3pp. 


7912040512 Requests that complatlon dates ipaclflsd for CPPR'83 be 
estandad to 801231 b CPPR-B4 to 820731. 

THIE8, A. C. Duke Power Co. 79/11/30. Spp. 


7912200874 Discusses separation of electrical equipment b sys at 
pi ante. Forwards procedures for conducting electrical 
separation field audit. 

BAERiR. U. Light Water Reactora Branch 8. 79/11/30. 4pp. 


7912270092 Raspondt to 791108 Itr eeprasslng concern re dalays In 
licensing of Pac H It Its. Po 1 icy statement re adaptation of 
Heansing proeedurea to include racommandatloins of THI taek 
forces will be issued shortly. 

HENDRIE. J. M. Commission. 79/12/07. Ip. 


7912210181 Forwards proprietary b nonproprlatary rtsponse to NRC 790911 
Itr ra fuel aasambly guide thimble tuba wear. Appl Icattoh 
b affidavit for withholding proprietary Info end. Doeunant 
withheld tref 10CFR2.790). 

PARKER, M.O. Duke Power Co. 79/12/14. 34pp. 


7912270352 Forwards addl Info re steam generator level meaeurement 
errors, in response to NRC 791018 raquest. Info pertains to 
maaiuring sys, ref lag heatup, water density chenges, steem 
generator narrow range level l< emergency precedures. 

PARKER, H. 0. Duke Power Co. 79/11^/18. 7pp. 

7912870327 Forwards response to NRO 791112 Itr re inviron quatlfication 
of reactor coolant temp detector^ b containment pressure 
transmitters. Calculation reaulta/ end. 

PARKER, W, a. Duke Power Co. 79/18/19. 4pp. 
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79123J04£»0 Notifies of Esmpletion of revieu of procedures &< mechanisms 
for routlnij ti installing safety-related cables, in response 
to NRC 79J130 request. Cable 5 are installed according to FSAR 
separation criteria 

PARKER. MO. Duke Power Co 77/13/36. 2pp. 


F Security, medical, emergency i< fire protection plans 


7a093'?0034 Summary of fire protection appeal moeting on 780414, 
Meeting inconc lus i ve. so official summary not prepared. 
aiRKEL.n. Light Water Reactors Dranch 3. 7B/09/S6, 2pp. 


7912040471 Foriuards info re upgraded emergency plans to plants under 
const !. OL rawiew, App 1 i can 1 5 required to make certain 
efliergency arrangements u/state it local org ani tat i ons & 
submit emergency plans per Reg Outdo 1, lOl, 

VASSALLO. D. 0. Division of Project Manaoement. 79/11/31. 6pp. 

7912310171 Forwards final version of “Fire Qualification Test on 
Silicone Foam’Floor Penetrating Seals " 

PARKER. W.O. Duke Power Co. 79/12/14. Ip 


I Financial information 


7912270577 Forwards duplicate copies of util 790321 guarantee of 
retrospective pTemiums. in response to NRC 791210 request. 
WHITLEY, H. B, Duke Polder Co 79/12/20. Ip. 


— 7912270SB5 Requests approved guarantee of payment of deferred premiums 
for 1979. 

SALTZtIAN. J. Antitrust U Indemnity Croup. 79/12/10. Ip. 


Q. Inspection reports. IE Bulletins t< c orrespondencB 


7912040010 Responds to IE Bulletins 70-12. 7S-12A tc 7B-12D re weld matl 
doc umentat ion. Info pertinent to McGuire Unit 2 reactor 
vessel included in RDM rept which was submitted on 791029. 
Westlngbouse transmittal Itr end. 

PARKER. H a. Duke Power Co, 79/11/07. 2pp. 


•7912040014 Forwards rept "Weld Matl Documentation of Eleven Reactor 
Pressure Vessels Fabricated by RDM for West inghouse. " in 
response to IE Duliotin 78 - 12, Comp I ele records search made b 
nn atypical weld matl found. W/o end. 

AHOERSOM.T. M. Westinghouse Electric Cerp. . I’Hd Systems Div. 
79/10/29. Ip, 


7912060128 Forwards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies, '■ No specific action or response required. 
O'REILLY. J. P, Region 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7912100169 Forwards JE Info Notice 79-28. ’’Overloading of Structural 
Elements Quo to Pipe Support Loads. " No response required. 

O'REILLY. J P, Region 2. Atlanta. Office of the Dtroctor. 

79/11/16 Ip 

7912110545 Forwards IE Info Notice 79-29. "Loss of Nonsaf oty-Rel ated 
Reactor Coolant Sys Instrumentation During Oparatlon. “ No 
specific action or response required. 

O'REILLY. J P. Region 2. Atlanta, Off ice of the Dlractor. 

79/11/16, 2pp 

7912110220 Act receipt of 791019 Itr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-370/79- 18. 

HURPHY.C E, Besion 2. Atlanta. Reactor Construction & Engineering 

Support Dranch. 79/11/23. Ip 


■7912110229 Responds to NRC 79092B Itr re violation noted in IE Ittsp 
Rept 30-370'/79-ie. Corrective act i ons: sketches made of 
electrical bracing on saf ety-rel abed motors b will be 
reviewed to assure adequacy. 

PARKER. W.O, Duke Power Co, 79/10/19. 2pp, 


— 7912110233 Forwards IE Insp Rept 50-370/79-10 on 790904-07 it notice of 
viol atlon, 

MURPHY. C, E. Region 2. Atlanta. Reactor Construction b 

Engineering Support Granch 79/09/29. 2pp. 


— 7912110238 Notice of violation from insp on 790904-07. 

• Region 2. Atlanta. Office of the Director, 79/09/27. Ip. 


— 7912110247 IE Insp Ropt 50-370/79-lQ on 790904-07. Noncomp 1 lance noted; 
mod to Safety-related motors u/o approved drawing. 

OIDBENS.T. D, I CDNLON, T. E. Region 3. Atlanta, Office of the 
Director. 79/09/27. 3pp. 


7912060607 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on DWRs. “ No 
response required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. ip. 


7912110134 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No response required. 

O'REILLY. J.P Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912190392 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power 5ys Dus During Operation." 
No written response required. 

0 'REILLY. J, P, Region 2. Atlanta, Office of the Director. 
79/11/30, Ip. 


7912310293 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompllances. 10CFR2i. " No action required. 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director. 
79/12/06, 5pp. 


7912200026 Forwards IE Dylletin 79-28, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps. " Action 
required. 

O'REILLY. J. P. Region 2. Atlanta, Office of tho Director, 

79/12/07, 2pp. 


7912200377 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/12/13, 2pp. 


79I22Q0129 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interf arenee. " No written response required, 

Q 'REILLY, x). P, Region 2. Atlanta, Office of the Director. 

79/12/20. 4pp. 


S. Reportable occorroncesi LERs b related correspondence 


7912050592 Forwards deficiency rept 8D 369-370/79-11 re Westinghouse 
7300 Series process I b C card technical problems. 

PARKER. W.D. Duke Power Co. 79/11/29. Ip, 


—7912050594 Deficiency ropt.SD 369-370/79-11 re Westinghouse 7300 Birlts 
process comparator card technical prob lams, Caused by design 
def letenc ies. Insp of cards cendueted b cards being repaired. 
Corrective actions to be completed by 800430. 
e Duke Power Co 79/11/29. 7pp. 


7912050503 Buppl i to Deficiency Rept 369-370/79-06 re personnel air 
lock door seal prob lem. Subml te details on corrective 
actions taken. Actions for Unit 1 will be completed b 
personnel air lock door seals reinstalled by 800130. 

PARKER, H.O. Duke Power Co. 79/11/30. 10pp. 


7912190710 Significant Deficiency Rept 369-370/79-06, suppl re persennel 
air lack door seals. All penetrating belt holes b hales 
deviating from perpend 1 cu I ar re more than 3 degrees wore 
p lugged. drl lied b tapped. Ac t Ion completed by 800131. 

PARKER. W.O. Duka Power Co. 79/11/30. app. 


■7912190713 Shop insp procedure for air lock doors, Revision 0. 
s W. J. Wool 1 ey Co. 79/10/10. 8pp. 


DOCKET 60-373 LASALLE COUNTY STATION. UNIT 1 


A. Application/constructlon stage documents b correspondence 


7912110011 Forwards NRC position on status b applicability to pending 
OL applications of results of TMI followup ac tlons. Outl ine t 
addl short-term actions to be taken. 

VASSALLO. 0. D, Division of Project Management. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to usa generic analyses to develop early 
verification program to resolve ATW8 Issue for PWRs b BWRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info.. 

DENTON. H, R. Office of Nuclear Reactor Regulation. 79/10/17. 3fp. 


7912070212 Forwards proposed Revision 2 to Reg Ouida U97. 
"Instrumentation for Light Mater Cooled Nuclear Power Plante 
to Assess Plant b Environs Conditions During b Following 
Accident." Requests comment. 

VAROA.B. A. Assistant Director for Light Water Reactors. 79/10/23. 
3pp. 
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791S'l?0417 Requests addl info for as-built piping analysis. Si te visit 
planned for discussion of revleu u/eng insor s. DRNU tiiill 
parform LaSalle revieiii. 

PARRi 0. D, Light Water Reactors Branch 3. 79/11/15. 3pp. 


7912040361 Foruiards plant steam bypass capacity shestst percent rated. 
Info provided to 6E for incorporation into NEI>Q-S470S. 

PEOPLESt D. L. Commonwealth Edison Co. 79/11/16. 200pp. 


7912370173 Notification of 791214 meeting ui/app 1 icants to discuss 
proposed Ravlsion 2 to Reg Guide 1. 97i "Instrumentation for 
Light Mater Coaled Nuclear Plants to Assess Plant ti Environs 
Conditions During tt Following Accident." 

KlNTNEn<L.L. Light Water Reactors Branch 1. 79/11/19. Ip. 


7912100313 Responds to NRC 791115 request re confirmatory piping 
analysis for fac 1 1 i ty. Forwards Info for RHR pipe line. Tima 
history responses for relative anchor motion t< DOE response 
spectra will be forwarded. M/o end. 

BELOEanOEj L. 0. Commonwealth Edison Co. 79/12/05. 2pp. 


7912310498 Notification of 791219 meeting & site visit u/utll to orient 
QRNL b Batteile-Columbus personnel w/facillty 6 to discuss 
NRC conPireiatory piping analysis. 

BCHlRNtAi A. Light Water Reactors Branch 3. 79/12/07. 3pp. 


7912210349 Forwards cover sheet for CE-l-Ai Rovi sion lOi inadvertently 
omitted from 791116 transmittal. 

NAliOHTOMi W. F. Commonwealth Edison Co. 79/12/13. 2pp. 


7912310343 Forwards revised pages to CE-l-A) "Comm Ed QA Program for 
Nuclear Generating Btationsi " Revision 11. 

OANECEK.R.F. Commonwealth Edison Co. 79/12/20. ip. 


hi. General correspondence 


7912280605 Discusses 791304 title change of manager of nuclear 
operations to vice p r e s i d e nt. Ur gan i la b j on structure not 
altered. Ho revision will be made to QA program topical rept 
CE-l-A until organization structure la del inea ted 
JANECEKiR.F. Commonwealth Edison Co. 79/12/19. ip. 


Q. Inspection reportsi IE Dullotins t correspondence 


7912070155 Forwards IE Insp Repts 50-373/79-34 ti 50-374/79-23 on 
791002-04. No noncompliance noted. 

FlORELLIiO. Region 3. Chicago.. Reactor Construction It Engineering 

Support Branch. 79/10/26 2pp. 


—7912070162 IE losp Repts 50-373/79-34 8, 30-374/79-34 on 791002-04. 
Noncomp I lance noted. Major areas inspected : nond estructive 
e > aminat i on s on RHR pipe welds of Unit 1 (< work activities 
re recirculation sys safe-end thermal sleeve mod. 

WILLIAtie.C. C. . BARRETT, P, A. . NEISLER.J.H. Regions. Chicago, 
Office of the Director. 79/10/34. 7pp 


7912100333 Forwards IE Insp Repts S0-373/79-3S «. 50-374/79-24 on 
791016-17. No noncomp I i ance noted, 

FIORELLIiS. Region 3, Chicago, Reactor Construction & Engineering 

Support Branch. 79/11/06. 2pp. 


— 7912180342 IE Insp Repts 50-373/79-35 «< 50-374/79-24 on 791016-17. No 
noncomp i lance noted. Major areas inspec ted; veri f i ed ASME 
certificates of authorization held by Ucenseo 6 contractors 
t( conducted review of previously reported items. 

LEEiE.M.K., NEISLER.J.H,, WILLIAMS, C. C. Regions. Chicago. 
Office of the Director. 79/ll/OS. 5pp. 


--791S310359 Revised pages to CE-l-A, "Comm Ed QA Program for Nuclear 
Denerating Stations," Revision 11. 

• Cammonuealth Edison Co. CE-l-A. 79/11/21. 16pp. 


F. Security, medical, emergency & fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const ti OU review. App 1 icants required to make certain 
energency arrangements w/state t< local organizations R 
submit emergency plans per Reg Ouide 1.101. 

VASSALLOi D. D. Division of Project Management. 79/11/21. 6pp. 


7912270060 Forwards request for addl info re emergency planning. 
Revised emergency plans Incorporating new requirements due 
within five wks. 

PARR.D. D. Light Water Reactors Branch 3. 79/12/07. 7pp. 


0. Adjudicatory correspondence 


7913260347 Denies 790021 request to institute proceedings to suspend or 
rtvoke CPs, 

DENTOMiH.R. Office of Nuclear Reactor Regulation. 79/12/04. 2pp. 


—7913260350 Director's denial of Citizens Against Nuclear Power 790021 
request under 10CFR2. 206 to suspend or revoke CPs. Suffic lent 
Info exists to establish conservative hydrodynamic loads it 
to evaluate facility response. 

DBNTONiH.R. Office of Nuclear Reactor Regulation. 79/12/04. 6pp. 


—7912360351 Bsnial of Citizens Against Nuclear Power 790821 request for 
suspension or revocation of CP, Buff Ic lent Info ssists to 
establish critiria for design b evaluation of Nark II 
containment sys. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/12/04. Ip. 


— 7912260354 Forwards 790821 petition to institute proceeding to suspend 
or revoki CP, 

KODNER, J.L. Committee for Application of Nuremberg Princlptas to 
tl8 Nuclear Power Production. 79/0B/21. Ip. 


—7912260355 Petition toinstltute proceedings to suspend or revoke CP. 
Util did not consider hydrodynamic loads that result from 
dynamic' affects of drywsll air (< stream forced into 
supproBslon pool during LDCA. 

000 OL, E. Commlttia for Application of Nuremberg Principles to US 
Nuclear Power Preduetlon. CAMPBELL, 8. E. Slnnlsslppi Alliance for 
the EraviTonment <8AFE). NAUMAN,0. Citizens United for Responsible 
. Energy. 79/oa/2l. 8pp. 



7912210150 Forwards IE Insp Rept 50-373/79-37 on 791017-!9. No 
noncomp liance noted. 

HE18HMAH, R. F. Region 3, Chicago, Reactor Oporatians Nuclear 

Support Branch, 79/11/08 2pp. 


— 7912210154 IE Insp Ropt 50-373/79-37 on 791017-19. No noncompHance 
noted. Major areas i nspec ted ; preoperat tonal test program tc 
followup on items of noncomp 1 lance. 

MAURA, F. A., STREETER, J. F. Region 3, Chicago, Office of the 
Director. 79/ll/OB, 4pp. 


7912050106 Forwards IE Circular 79-22, "fitroke Times for Power Operated 
Relief Valves. " No response required. 

KePPLER,U. Q, Region 3, Chicago, Office of the Director. 79/11/16. 
ip. 


7912100213 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

KEPPLER,J. 0. Region 3, Chicago. Office of the Director 79/11/16. 
Ip. 


7912110557 Forwards IE info Notice 79-29, "Loss of Nonsafely-Related 
Reactor Coolant Bys I ns trumen t a t ion During Operation." No 
specific action or response required. 

KEPPLER.J.Q. Region 3, Chicago, Office of the Director. 79/11/16. 
Ip. 


7912050344 Forwards IE Bulletin 79-26, "Boron Loss From DWR Control 
Blades. " No rosponse required. 

KEPPLER.J. 0, Region 3, Chicago, Office of the Director. 79/11/30. 
ip- 


7912100417 Forwards IE Circular 79-34, "Proper Installation L Callbr of 
Core Spray Pipe Break Detection Equipment on OMRs. “ No 
written response required. 

KEPPLERi J. 0. Region 3, Chtcizgo, Office of the Director. 79/11/26. 
ip. 


7912140187 Forwards IE Circular 79-33, "Motor Starters >( Contactors 
Failed to Operate." Ha written response required. 

HEPPUERiJ.O, Raglan 3, Chiengo, Office of the Director, 79/11/26. 

‘P- 


7912110393 Notifies that NRC intends to routinely forward to | 

appropriate state public util regulatory groups (< state atty , 

general ofes capias of escalated enforcement corraspondenca 
sent by NRC to licensees. 

KEPPLER,J. 0. Region s, Chicago, Office of the Director. 79/U/20. i 

ip. I 


7912190207 Forwards IE Bulletin 79-27, "Loss of Non-Clasp IE 
Instrumentation & Control Power Sys Bus During Operation.'* 

No written response required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/11/30. 
Ip. 
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7912140Q3i Foruarils IE Info Notice 79-30. "Reportina of Defects 6 
Noncoop Uances. lOCFFai. “ No action or response required. 

KEPPLERrJ. 0. Region 3i Ctiicago. Office of the Director. 79/12/06. 
Ip. 


7912210169 Responds to IE Bulletin 79-07. "Be i sole Stress Analysis nf 
Safety-Related Pipinj. " Fine saaple prableas. defined by NRC, 
completed, veri fying 5AP-PIYSIS code. Frequency t Modal 
participation factors agree w/NRC definitions. 

PEaPLESi D. L. CaneioTiiiiBalth Edison Co. 79/12/06. Ip. 


79122O0OB6 Forwards IE Bulletin 79-20. ’Possible Malfunction of Nanco 
Model EAIBO Liieit Switches at Elevated Tenps. ” Action 
required. 

KEPPLER. vl. 0. Roglon 3. Chicago. Office of the Director. 79/12/10. 
Ip. 

S. Reportable occurrences. LERa i related correspondence 


79120S0S0-1 Forwards supplenental info to deficiency rept re defects 
In ventilation stack. Meetly insp prograa initiated to 
ensure safety of structure. Transfer of fuel fron current 
location not prudent. 

DELGEORSEi L. 0. Cone anwea 1th Edison Co. 79/11 /SR. 3pp. 


7912260079 Acfc receipt of 791120 Inter is deficiency rept re vent stack. 
FIORELLI. 0. Region 3. Chicago. Reactor Construction & Engineering 

Support Branch. 79/12/07. Ip. 


DOCKET 50-374 LASALLE COUNTY STATION. UNIT 2 


A. Application/constructlon stage docuaents tt correspondence 


7912110011 Foruards NRC position on status tc applicability to pending 
OL applications of results of TNI followup actions. Du ti tnes 
addl short-tera actions to be taken. 

VA5SALLQ. D- B. Division of Project Hanagenent. 79/09/27. 41 pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification prograa to resolve ATMS issue for PlWs *i HHRs. 

Buccoss of prograei depends on industry response. Supports 
formation of owners groups to provide necessary Info. 

DENTON. H.B. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070212 Forwards proposed Revision 2 to Reg Ouide 1.97> 
"Instrumentation for Light Hater Cooled Nuclear Power Plants 
to Assess Plant & Environs Conditions During fa Fallowing 
Accident. ’ Requests coeunent. 

VAROA.a. A. Assistant Director for Light Mater Reactors, 79/10/23. 
3pp. 


7912190417 Requests addl info for as-built piping analysis. Sits visit 
plannad for discussion of review w/engineers. ORM. will 
perform LaSalle review. 

PARR.O. D. Light Hater Reactors Branch 3. 79/11/15. 3pp. 


7912040261 Foruiards plant steam bypass capacity sheets, percent rated. 
Info provided to OE for incorporation Into MEIXJ-2470B. 

PEOFLEB. D. L. Conmanwealth Edison Co. 79/11/16. 200pp. 


7912100313 Responds to NRC 791115 request re eonfiraatory piping 
analysis for fad 1 ity. Forwards Info for RW pipe line. Time 
history responses for relative anchor motion fa DBE response 
spectra will be forwarded. H/o end. 

DELOEORCE.L. 0. Conusonwealth Edison Co. 79/ 12/ OS. 2pp. 


7912310490 Notification of 791219 meeting fa site visit w/util to orient 
ORNL t< Battelle-Col umbus personnel w/facility ti to discuss 
NRC confirmatory piping analysis. 

BDUHHIAi A. Light Water Reactors Branch 3. 79/12/07. 3pp. 


7912210349 Forwards cover sheet for CEt 1-A. Revision 10. inadvertently 
omitted from 791116 transmittal, 

NAUOHTaN.M.F. Cemmonwaatth Edison Co. 79/12/13. 2pp. 


7912310348 Forwards rsvised pages to CE-l-A. "Comm Ed OA Program for 
Nuclear oenerating Stations. ’ Revision 11. 

JAhCCEKrR.F. Commonwealth Edison Co. 79/12/20. ip. 


—7912310339 Revised pages to CE-t-A. ’Comm Ed QA Program for Nuclear 
Oenerating Stations. ’ Revls ton 11. 

• Coimonwealth Edison Co. CE-l-A. 79/11/21. 16pp. 


F. Secuplty. medicati emergency l< fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const fa OL review. Applicants required to make certain 
emergency arrangements u/state fa local organl lations fa 
submit emergency plans per Reg Ouide 1. 101. 

VASSALLD. D. D. Division of Project Management. 79/11/21. 6pp. 


7912270060 Forwards request for addl info re emergency planning. 
Revised emergency plans incorporating new requirements due 
within five uks. 

PAHR.O. D. Light Mater Reactors Branch 3. 79/12/07. 7pp. 


O. Adjudicatory correspondence 


7911190S2B Testlmany re intervener Miami Valley Power Project 
Contention 17 on use of Kaouiool as fire barrier for cable 
trays. Certificate of 6vc end. 

HARRISON. 0. A. Division of gystema Safety. 79/10/30. 15pp. 


— 7911190530 Foruards June 1979 "Fire Protective Cable Tray Fir# Test* 
by M3 Abrams, witnessed by ND Cohn on 790606. 

COHN.N.B. Oage-Dabcoek Associates. Inc. 79/06/12. 6pp. 

7912260347 Denies 790821 request to Institute proceedings to suspend or 
revoke CPs. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/12/04. 2pp. 


— 7912260350 Director's denial of Citiiens Against Nuclear Power 790821 
request under 10CFH2. 206 to suspend or revoke CPe. Suf f Iclent 
info eiists to establish conservative hydrodynamic loads fa 
to evaluate facility response. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/12/04. 6pp. 


— 79122603SI Denial of Cltitens Against Nuclear Power 790021 request for 
suspension or revocation of CP. Buff ic lent Info exists to 
establish criteria for design fa evaluation of Mark II 
containment ays. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/12/04. Ip. 


— 7912260354 Forwards 790021 petition to institute proceeding to tuipanf 
or revoke CP. 

KODfCR.J. L. Committee for Application of Nuremberg Principles to 
ira Nuclear Power Production. 79/08/21, Ip, 


— 7912260355 Petition to institute proceedings to suspend or revoke CP. 
Util did not consider hydrodynamic loads that result from 
dynamic effects of drywsll air fa stream forced Into 
suppression pool during LDCA. 

OOODLiE. Committee for Application of Nuremberg Prlnciplai to US 
Nuclear Power Production. CAMPBELL. 8. E, Slnnlseippi Alliance for 
the Environment (SAFE). NAUMAN, 0. Cltiiene United for Reepanslble 
Energy. 79/00/21. 3pp. 


H. Oeneral correspondence 


79122B06OS Discusses 791204 title change of manager of nuclear 
operations to vice prasi dent. Organization etructura not 
altered. No revision will be made to QA program topical rept 
CE-l-A until organization structure ic delineated. 

JAhieCEK, R. P. Commonwealth Edison Co. 79/12/19. Ip. 


Q. Inspection reports. IE Bulletins fa correspondence 


7912070155 Forwards IE Insp Repts 50-373/79-34 fa 50-374/79-23 on 
791002-{M. No noneampllance noted. 

FIORELLI, 0. Region 3. Chicago. Reactor Construction fa Engineering 
Support Branch. 79/10/26. 2pp. 


—7912070162 IE Imp Rspts 50-373/79-34 fa 50-374/79-34 on 791002-04. 
Noneampllance noted. Major areas Inspected; nondestructive 
azamlnations on HHR pipe welds of Unit 1 fa work activities 
re recirculation syt safe-end thermal sleeve mod. 

HILLIAMO. C. C. , BARRETT. P. A. . NEIBLER.J.H, Regions. Chlcagot 
Office of the Director. 79/10/24. 7pp. 


7912180333 Forwards IE Insp Repts 50-373/79-33 fa 50-374/79-24 on 
791016-17. Mo noncompl lance noted. 

FIORELLI. 0. Region 3. Chicago, Reactor Construction fa Enginsering 

Support Branch. 79/11/06. 2pp. 


—7912100342 IE Insp Repts 50-373/79-33 fa 30-374/79-24 on 79101 6-17. No 
noneampllance noted. Major areas inspected; verified A8ME 
certificates of authorization held by lieinsse fa contractors 
fa conducted review of previously reported items. 

LEE.E.W.K., NEI8LER. J, H. , WILLIAMS, C. C. Region 3. Chlcagor 
Office of the Director. 79/li/OS. Spp. 
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Forw«ri(* IE Circular 79-3ai "Stroke Time* for Pouier Operatail 
Relief Velvet.*' No reipante required. 

KEPPLOii J. 0. Region 3, Chlcagoi Office of the Director. 79/11/16. 
tp- 


791S10Q313 Forwerdt IE Info Notice 79-38> "Overloading of Structural 
Eleaenti Due to Pipe Support Loadt. *' No reaponte required. 

KEPPLERiJ. Q. Region 3i Chlcagoi Office qf the Director. 79/11/16. 

tp- 


79121101157 Forward! IE Info Notice 79-29. "Lota of Noniafetg-Related 
Reactor Coolant Sya Inatrumentatlon During Operation. " No 
epaclflc action or responae required. 

KEPPLEAi J. 0. Region 3> Chicago. Office of the Director. 79/11/16. 
Ip. 


7912090344 Forward! IE Bulletin 79-26. “Boron Loan From BUR Control 
Bladei. " No reaponse required. 

KEPPLfR. tl. 0. Region 3. Chicago. Office of the Director. 79/11/20. 

Ip. 


7912100417 Forwerdi IE Circular 79-24. "Proper Installetion & Callbr of 
Cora Sprig Pipe Break Detection Equipment on DWRi, “ No 
written reipenie required. 

KEPPLERiJ. 0. Region 3. Chicago. Office of the Director. 79/11/26. 

Ip. 


7912140ia7 Forwerdt IE Circular 79-23, "Motor Starters t. Contactors 
Failed to Operate. " No written reaponte required. 

KEPPLERi J. 0. Region 3. Chicago. Office of the Director. 79/11/26. 
IP. 


7912110395 Notlflet that NRC intend! to routinelg forward to 
appropriate ttate public util regulatorg group! b etate attg 
ganaral ofcs copies of otealated enforcement correapondence 
sent bg NRC to llcenfeei. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/11/20. 

Ip- 


79I21902D7 Forwerdt IE Bulletin 79-27. "Loaa of Non-Claes IE 
rnstruaentatlon b Control Power Sga Bus During Operation.** 

No written raiponae required. 

KEPPLER. tl. 0. Region 3. Chicago. Office of the Director. 79/11/30. 
tp. 


7912140056 Forward! IE Info Notice 79-30. “Reporting of Defects b 
Noncospliancet. 10CFR21. *' No action or responae required. 

KEPPLER.J. e. Region 3. Chicago. Office of the Dir actor. 79/12/06. 
Ip. 


7912210169 Rtspondt to IE Bulletin 79-07. "Beiamic Btrase Analgaia of 
Safatg-Related Piping.'* Fine sample problema. defined bg hPIC. 
cemptitcd. verlfglng 8AP-PIY8IB coda. Frequancg b nodal 
participation factori agree ui/NRC definitions. 

PEOPLES. D.L. Commonwealth Edison Co. 79/12/06. Ip. 


7918200006 Forwards IE Bulletin 79-28. “Poaaihle Malfunction of Naneo 
Model EAIBO Limit Bwitchea at Elevated Temps. “ Action 
required. 

KEPPLER.J. 0. Region 3. Chicago. Office of the Director. 79/12/10. 
ip. 


8. Reportablo occurrence!. LERi b related correipondence 


7912090501 Forward! supplsmantal info to deficieneg rept re defects 
In ventilation stack. Weeklg Insp program inltiatod to 
ensure safatg of structure. Transfer of fuel from current 
location not prudent. 

DELOEOfiOEfL. 0. Commonwealth Edison Co. 79/tl/3B. 3pp. 


7918260079 Notifies that NRC will review final deficieneg rept re 
passible deficieneg In reactor containment structural eteel. 

FlDRELLI. 0. Region 3. Chicago. Reactor Construction b Engineering 
Support Branch, 79/12/07. Ip. 


7918260079 Aek receipt of 791120 interim deficieneg rept re vent stact. 
FIDRELLI.O. Region 3. Chicago. Reactor Conitructlen b Engineering 
Support Branch. 79/'12/07, Ip. 


DOCKET 50-373 NUCLEAR EXAMINATION REACTOR 
F. Sacuritg. medical, emargeneg b fire protection plans 


7912180206 Forward! draft Reg Ouide 9. XX. "Bid Format b Content for 
Llcmnite Phgiical Becuritg Plan for Protection of SNM of 
Modmrake or Low Strategic Bigniflcanee. “ U/o end. 

REIO.R. U. Operating Reactor! Branch 4 (Fro 791030). 79/00/82. 

2pp. 


DOCKET 50-376 NORTH COAST NUC PLANT 

A. Application/constructlon stage documents b correspondence 


7912310396 Notification of SOOIOQ meeting u/utils in Oethesda.MD 
to discuss info request re adequacy of equipment 
qualification. 

UNOAROiA. R. Power Bgstens Branch. 79/12/11. 3pp. 


DOCKET 50-3Sa WATERFORD OENERATINO STATION, UNIT 3 


A. Application/constructlon stage documents b correspondence 


7912110011 Forwards NRC position on status b applicability to pending 
CH- applications of results of THI followup actions. Dutllnos 
addl short-term actions to be taken. 

VASBALLO. D. B. Division of Project Management. 79/09/27. 41pp. 


7912110264 Discusses NHC plans to use generic analgses to develop early 
verification program to resolve ATUS Issue for PHRs b DURs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912120072 Notification of 79112B meeting u/utll b ANL in Taft.LA to 
discuss plant OL review b visit site. 

COTA.P. C. Environmental Projects Branch 1. 79/11/19. 4pp. 


7912210107 Summary of NRC Caseload Forecast Panel 790925 site visit re 
const progress. List of attendees end. 

BEfCDlCT. R. A. Light Hater Reactors Branch 2. 79/11/30. Bpp. 


7912190079 Requests survey of historic i cultural properties. Figure 
2.1-3 of environ rept Indicating applicants portion of 
property b sections of environ rept re cultural resource 
invest! gat ion end. 

REOAN.W.H. Assistant Director for Environmental Projects. 

79/12/06. ISpp. 


7912270274 Requests that action items submitted bg util on 791109 bo 
given Immediate attention. A1 so requests specific date for 
receipt of OL review schedule. 

ASWELL. O. L. Louisiana Power b Light Co. 79/12/27. Ip. 


F. Security, medical, emargeneg b fire protection plans 


7912040471 Forwards Info re upgraded emergency plans to plants under 
const tc OL review. Applicants required to make certain 
emergency arrangements w/stabe b local organiiattons b 
submit emergency plans per Reg Ouide 1. lOl. 

VAESALLO. D. 0. Division of Project Management. 79/11/81. 6pp. 


Q. Adjudicatory correspondence 


7912100326 Notice of appearance in proceed ing. Certi ficate of Sve end. 
OLASBPIEOEL. H. Louisiana Power b Light Co. OLABSPIEOEL.il. Shaw. 
Pittman. Potts b Trowbridge. 79/11/12. 3pp. 


7912170209 First interrogatories directed to intervenor LA Consumers 
League. Inc. per 79092S stipulation. Requests identification of 
statutes by title b citations to judicial decisions forming 
basis for Contention 3(d). Certi Ficate of Sve end. 

TROUBRIDCE, 0. F. , 0(-ASSPtECEL, H. Louisiana Power b Light Co. 
TROHBRIDOE. 0. F. Bhaw. Pittman, Potts b Trowbridge. 79/11/12. 4pp. 


7912170217 First interrogatories directed to joint Intsrvenors. per 
79092B stipulation. Reqoests Identification of geologic 
activities raised in Contention 23. as discussed in Saucier 
rapt. Car ti Ficate of Bve end. 

TRDHBRIDOE. 0. F. . OLASSPIEOEL, H. Louisiana Power b Light Co. 
TROHBRIDOE. C. F. Bhaw. Pittman. Potts b Trowbridge. 79/U/12. 6pp. 


7912070243 Interrogatories b requests for production of documents, 
directed to joint intervennrs Save Our Uetlands. Inc b 
Ogstershell Alliance. Inc. Requests basis supporting alleged 
design inefficiencies. 

HCOURREN. H. J. Hearing Branch 1. 79/11/13. 24pp. 


■791207024B Interrogatories b requests for production of documents 
directed to, LA Consumer League. Inc. Requests basis supporting 
alleged inadequacy of applicant emergency plan. Certificate 
of Bve end, 

MCOURREN.H. J. Hearing Branch 1. 79/11/13. 10pp. 
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791S20002? Submits i r ter !■ og stoT i e s prepared For u t i 1 . Re ques ts info re 
trattsskission linesi draft Qmergcntq plan i< evaluation oF 
impact of gasoline ahartage Foriuarding Itr entl. 

rnVirW.S M Louisiana Cotisuiner "s Loaguc. Inc. IflVIWO.S.M. Public 
Lau Utilities Group 7 ^/] 1/ 13 dpp. 

79122*0210 Foriuards i nt e r i oga tor i ea of LA Cciiisumer'a League for 
response bg util 

IRVING.S.M. Louisiana Consutrer's League. Inc, 79711/13. Ip. 

--7912260213 Int err o p ator 1 e s of LA Consumer’s League for response bg 
util. 

IRVINGpS. M Louisipina Consumer's League. Inc. 79/11719, 3pp. 


7912120343 Request for delaged filing of first set of interrogatories 
for applicant. Interroga tori e s not processed due to severe 
illness t< h usp ita 1 i lat 1 on. Cert i Flea te of Sve encl. 

JONES. L L. Ogstershell AlUanco. liic. JONES. L. L. Gillespie 6 
Jones. 79/11/33 4pp. 


-7912120352 First set of i ii ter r ogator i 0 s . See k 5 info re Contentions 
1. 2. B, 9. 12. 17 *1 19-22. 

JDNESrL. L Qqstershell Alliance. Inc. JDNES. L. L. Gillespio L 
Jones. 79/11/23 39pp. 


7912260103 Confirms 791129 telcon conveying licensee agreement not to 
object to LL Jones 791123 motion requesting delayed filing 
of i n terr 0 9 a tor i B s , JDtie s time fur filing addl THI-related 
contentions eitended to 79121G, Cer t i f icate of Bve encl. 

TROWBRIDGE. 0. F Sham. Pittman. Potts l< Troujbridge. 79/11/29. 2pp. 


7912130042 Ho objection to Joint Inter venors. Oy s t ershe 1 1 Alliance. Inc f< 
Save Our Wetlands. Inc 791123 request for delayed filing of 
interroga tor ies. Cer ti f i cate of Sve end. 

TROHORIDQE. Q. F Arkansas Pouer t. Light Co. TflOWBR I DOE. 0. F. Bhau. 
Pittman. PO'tts !< Trowbridge. 79/1 1/30. 3pp. 


7912190396 Grants Joint I iiteivenors. Oy s ter sh el J Alliance. Inc {< Sava Our 
Wetlands Inc. 791123 request for delayed filing of first set 
of interrogatories, 

WOLFE. S. J. Atomic Safety and Licensing Doard Panel. 79/12/03. ip. 


79122B0140 Objections to joint i ntorvenof s ' 791123 interrogatories re 
Contentions 0.9.21 !. 22 Interrogatories vague. Info is 
equally accessible to intervenors. Info requested outside 
scope of contentions Certificate of Sve encl. 

TROMDHIDOE. G. F. Louisiana Power t. Light Co. TRDWQR IDGE. 0. F, Bhau. 
Pittman. Potts h I r ouJhr 1 d g e. 79/12/06 4pp. 


H. General correspondence 


7912260096 Responds to 790402 request that const be halted in view of 
TMI accident Forwards HU(tEG-0S7Q, NURG-05D5 t NURG-0632. W/o 
one 1 

VAHOA. S A. Assistant Director for Light Water Reactors. 79/12/12. 
3pp. 


Q. Inspection reports. IE Qulletins L correspondence 


7912060561 Responds to 790030 Ur re IE Insp Ropt 30-382/79-09 
concerning allegations of former util empl oy ee. Rep t contains 
no proprietary info. 

ASWELL. D. L. Louisiana Power Light Co. 79/09/04. Ip. 


7912170362 Responds to IE [iulletin 79-14, Istallation of various safoty- 
rela ted/se 1 Sffilca 1 1 y supported piping sys in progress. 

ASUELL. U. L. Louisiana Power :(< Light Co. 79/10/16. ip. 


7912120196 Foruards IE Insp Rept 50-302/79-13 on 791010-12. Nn 
none empl i anc e noted 

MADSEM. 0. L Region A, Dallas. Reactor Uperations Nuclear Support 

Qranch. 79/10/25. 2pp. 


—7912120204 IE Insp Rept 50-382/79- IS on 771010-12, No noncomp 1 1 an CO 
noted. Major areas inspected : second corporate jisgt meeting 
& related preop erat 1 ona 1 activities. 

CONSTABLE. G. L. . STEWART. R. C, . HESTERMAN. T. F, Region 4. Dallaa. 
Office of the Director. 79/10/24. 6pp. 


7912030226 Forwards IE Insp Rept 50-382/79-12 on 770926-29. No 
noncompllancc noted. 

BEIDLE.W. C. Region 4. Dallas. Reactor Construction L Engineering 

Support Oi anrh. 79/10/26. 2pp. 


— 7912030220 IE Insp Rept 50-392/79-12 on 790926-2Q. No noncompliance 
noted. Major areas Inspected : eons t phase environ protection 
programs, aud 1 1 5 < imp I emen ta t i on of CP requirements 6 environ 
studies. 

EVERETT. R. J Region 4. Dallas. Fuel Facility L Materials Safety 

Branch. WILBORN.L,. SPITZDERO. D. B. Region 4. Dallas. Office of 
the Director. 79/10/22 6pp 


79120S0326 Forwards IE Insp Ropt 50-382/79-11 on 790917-21 & 24-23. No 
noncomp 1 lance noted. 

8EIDLE.W.C. Region 4. Dallas. Reactor Construction & Engineering 

Support Branch. 79/10/26. 2pp. 


—7912050331 IE Insp Rept 50-302/79-11 on 790917-2! S< 24-25, No 
noncompliance noted. Major areas inspec ted; cons t activltioe 
TC previous stop work order on concrete placement for dome 
of containment bldg. 

HALLiR.E. Region 4. Dallas. Reactor Construction & Engineering 

Support Oranch. CfiOSSMAN. H, A. . TAPIA. J. I. Region 4. Dallas. 
Office of the Director. 79/10/24. 6pp. 


7912170357 Responds to IE Bulletin 79-23. Generator «< epcitation 
transformer do not have common neutral . Required testing will 
be conducted prior to hot functional testing. 

ASWELL. D.L. Louisiana Power & Light Co. 79/11/06. Ip. 


7912100264 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required, 

SEVFRIT.K. V, Region 4. Dallas. Office of the Director, 79/11/16. 

IP 

7912110535 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
floactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

SEVFRITi K, V, Region 4. Dallas. Office of tho Uiroctor. 79/11/16. 

IP 

79121102B3 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operato. " No response required. 

SEVFRIT.K. V, Region 4. Dallas. Office of the Director. 79/11/26. 

Ip- 


7912110483 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups k state atty 
general ofes copies of escalated enforcoteont correspondence 
sent by NRC to licensees. 

SEVFRIT.K.V Region 4. Dallas. Office of tho Director, 79/11/26. 

IP 

7912100053 Forwards IE Circular 79-24. "Proper Installation b Caltbr cf 
Core Spray Pipe Break Detection Equipment on OWRs. " No 
written response required. 

BEVFRITiK. V. Region 4. Dallas. Office of the Director. 79/11/26. 

Ip. 


7912190181 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation 6 Control Power Sys Dos During Operation. " 

No written response required. 

BEVFRIT.K.V. Region 4. Dallas. Office of thu Director. 79/11/39. 
Ip, 


7912310265 Forwards IE Info Notice 79-30. "Reporting of Defects tt 
Noncomp 1 i anccsi 10CFR21 . " No action required. 

BEYFRIT.K, V. Region 4, Dallas. Dffleo of tho Director, 79/12/06. 

4pp. 

7912200219 Forwards IE Bulletin 79-28. "Posaible Malfunctiun of Nameo 
Model EAiaO Limit Bwttchos at Elevated Temps." Action 
required. 

SEYFRIT.K, V. Region A, Dallas. Office of the Director, 79/13/07. 

Ip- 

7912280509 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

BEYFRIT.K, V. Hogion 4. D.illas. Office of tho Director. 79/13/13. 

ip. 


S, Reportable occurrences. LERs ?< related correspondence 


79120701 SO Responds to 790020 Itr re 790800 deficiencies in concrete 
placement by Kogles Power Bve .8top work order issued 790817. 

Util will correct deficiencies to comply w/requirements. 

ASWELL. D. L. Louisiana Power 6 Light Co. 79/08/22. ip. 


7912070145 Notifies of delay in final deficiency repts re emergency 
diesel genera tors. defee tive shaft springs & roller pins. 

Manufac turer has ordered new mod assemblies for roller pins. 

Final rapt submitted by 000315. 

ASWELL. D. L Louisiana Power L Light Co. 79/10/31. 2pp. 
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79ia07O39'2 Deficieniy Rept 11 re suitthgear breaker position switch 
cperater defect. Rep lacement Installation opected in Dec. 

Final rapt to be submitted by 800331. 

ASHELLt D. L. Louisiana Power & Light Co 79/11/30. Ip. 


79ia07049S Discusses San Ono-Pro Units 2 t< 3 daficiency rept re use of 
high pressure injection pump vendor acceptance test results 
in small break LOCA analysis. Currently conducting small 
braai analysis at fac i 1 i ty. FSAR amend forthcoming. 

ASUELLi D. L. Louisiana Power Light Co. 79/12/03. Ip. 


MCKET 50-3B7 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 1 


A. App 1 Icatlon/eons true t i on stage documents & corrospondonce 


791S11D011 Forwards NRC position on status (< applicability to pending 
. OL applications of results of TMI followup ac t ions. Out 1 ines 
add! short-term actions to be taken 

VABSALLO. D. B. Olvlsian of Project Management. 79/09/27. 41pp. 


791S1102A4 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PHRs DWRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTOMi H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912050320 Forwards request for add! info for completion of QL 
app 1 1 c a t ion. Inc 1 udes question originated by URNL. 

P.ARH.O, D. Light Water Reactors Branch 3. 79/11/23, 21pp, 


7912060563 Forwards proposed Revision 2 to Reg Ouide l.97> 

"Instrumentation for Light Water Cooled Nuclear Power Plants 
to Assess Plant tt Environs Conditions During 6 Following 
Accident." U value Impact statement. 

VAROA.S. A. Assistant Director for Light Water Reactors. 79/11/23. 
3pp. 


— 7918060569 Draft I of Revision 2 to Reg Ouide 1.97, " InstTsimentation 

For Llght-Water-Cool ed Nuclear Power Plants to Assess Plant 
b Environs Conditions During b Following Accident. " Draft 3 
of AN9-4. 5 end. 

a Office of Standards Development. 79/10/15. 55pi>. 


7912270176 Notification of 791214 meeting w/applicants to discuss 
propusad Revision 8 to Reg Guide 1.97. "Instrumentation for 
Light Water Cooled Nuclear Plants to Assess Plant b Environs 
Conditions During b Following Accident " 

HINTNERiL.L. Light Water Reactors Uraneb i, 79/11/19. ip, 


7912880316 Advises of recently amended NRC regulations implementing 
eiisting authority to require onsite oft space tt immediate 
facility access. Requests addl ofc space. FH notice dtd 790016 
enc 1 . 

STELLO.V. Region 1. Philadelphia. Office of the Director. 
79/11/28. 4pp. 


7912I8O0DS Forwards supplemental hydrologic engineering questions re 
Pond Hill Reservoir evaluation. 

B1VIN3.M. S, Hydrology Meteorology Dranch, 79/11/30, 2pp. 


7912200649 Forwards request for addl Info needed to prepare draft 
envirun statement re Pond Hill reservoir, 

SELLS, D.E. Environmental Projects Dranch 2. 79/12/05. 3pp, 

7912800397 Forwards request for addl info re instrumentation b control 
sys to complete OU review. 

PARR. 0. D, Light Water Reactors Dranch 3. 79/12/11, 5pp. 

7912870845 Forwards response to NRC 791205 request for addl info ra 
Pond Hill reservoir Oversiio drawings available in Central 
Files only. 

CURTIS, N.U. Pennsylvania Power It Light Co. 79/12/17. 13pp 


O. Utility Environmental Report (ER>, amends 6, correspondence 


7912190777 Forwards updated distribution list for environ rept suppls b 
amends for facility. 

DUNCAN. H. Environmental Projects Dranch 2. 79/12/06. 5pp. 


F. Security, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b OL review. App 1 i cants required to make certain 
emergency arrangements ui/state b local organ! latlons b 
submit emergency plans per Rag Guide 1. 101. 

VASSALLOi D. B, Division of Project Management. 79/11/21. 6pp. 


G. Adjudicatory correspondence 


7912050207 Requests portions of past AOLD orders restricting intervener 
discovery ac c es s , s c he d u 1 i tig of prehearing conference within 
60 days to establish new discovery timetable b denial of NRt 
motion for Intervener dismissal 

HALLI GAN, T. J. Cltiiens Against Nuclear Dangers. 79/10/24, 5pp. 

7912180056 Requests to make limited appearance statement at licensing 
prehearing. 

C3ALA, 0. P. Affiliation Unknown 79/11/14 Ip. 

— 7912100050 Requests to make limited appearance statement at licensing 
prehearing. 

MITCHELL. R Affiliation Unknown, 79/1 1/13 Ip. 

7912060475 Requests to make limited appearance statement at licensing 
hoar ings. 

PULASKI. L.J Affili at ion Unknown. 79/11/19. Ip, 

7912170095 Response to ASLD 791030 order t. memorandum, Requests Issuance 
of protective order to relievo burden on intervenors b 
certification of questions re util abuse of discovery. 

Certificate of Sve end. 

KEPFQRD, C. Environmental Coalition on Nuclear Rower. 79/11/19. 

14pp, 

7712060470 Requests to make appearance statement at licensing 
hearings. 

THOM. W. T, Affiliatiun Unkneun 79/11/20 Ip 

7912100214 Requests to make limited appearance statement at licensing 
prehearing. 

BPALLONE.K,. SPALLONE, f) Af f 1 1 1 a 1 1 un Unknown. 79/11/26, Ip. 

7912190129 Forwards extra copies of NUFlEG-0322, draft NUnEQ-0564, NUREG/ 
CR-0436(0573 fc 0597 Environ Coalition on Nuclear Rower will 
be added to mailing list for proposed rules b monthly title 
list. 

CUTCHIN, J H. Hearing Dranch 3. 79/11/26. 3pp. 

7912110161 Requests to make limited appearance statement at licenoing 
pretieari ng 

SHULTZ.O.R ., SHULTZ. L D Af f i 1 1 a t i Oil •Unknown. 79/11/27 L'pp 


7912130246 Answer in opposition to interveonr Environ Coalition on 
Nuclear Rpuer motion for protective ur der. c ontalned in 
response to ASLD 791030 memor isnd um S, order , Urc|os rejection, 
per reasons set forth in ord er Cor t i f 1 c a to of Sve end. 

BILBERG, J. E, Pennsylvania Rower b Light Co 79/11/2/. 3pp. 


7912140539 Notifies th.at final ElSi will nnt be published until Apr 
198(J. 

RCIS.E.J. Heartfig Branch 3 79/12/05 Ip 


7912100173 Response to Intervonor Environ Cfiiilition on Nucle.ir Power 
79H 19 request for protective order U certification of 
ques t i ons. A1 1 requests should be denied for lack of evidence 
of bias Certificate of SIvc one I, 

REIB.E.J Hearing Dranch 3 79/12/05, 9pp 


79121B0201 Responds to ASLD 791030 mamorsndum & order on discovery 
motions requesting permission fcu borrow documents from RDM 
Necessary actions would not bo appi'iiprlatn Other stops have 
been taken to make info .ivai 1 .sb 1 e to intervenors. 

REIS. E.J. Hearing Dranch □ 79/ i S/05, 2pp, 


7912190157 Responds to 790731 1 tr re cuntinuing const of facility 
Oofore releases of radioactive liquids, impact will be 
evaluated b review made avaitatile to public. 

VARGA, S. A. Assistant Director fur Light Water Reoctors. 79/12/03 

2|ip. 


7912170262 Order denijtng Intervenor Environ Coalition on Nuclear Rower 
791119 requests for protective order t« for ret ons Idcration 
of ASLO 791030 memorandum S< order No basis for certification 
shown, Anuuiers to discovery requests due COlMlU 

DECHHDEFER , C. Atomic Safety and Licensing Board Panel. 79/12/06. 
9pp. 


7912270096 tlpposes extension to BOOilB for intervenor Environ Coalition 
on Nuclear Power to respond to applicant discovery requests. 

Nlll cause risk of delays in hearing sch ed ule. tlutl inc of 
discovery history b Certificate of Save encl. 

SILBERO.J, E, Shaw. Pittman, fotts b Trowbridge, 79/12/14. 5pp. 
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79isai00l4 Notifies that tE completed insp of MH Creasg allegations re 
□A deficiencies Ii found no substantiating evidence. Ma fc ter 
need not be ciamined in OL procedure. 

CUrCHIMpJ. M. Hearing Drench 3 79/ia«'17. 4pp, 


— 7'912210CH'7 Forwards IE Insp flepts 50-3B7/79-06 & 50-3aB/79-05 on 
790Sai-23 I 0SS7-C>30a, No non c omp 1 i anc « noted. 

CAaLSDHpR. T. Region 1, Philadelphia, Reactor Construction & 

Engineering Support Drench. 79/12/07. 3pp. 


—7912210034 IE Insp Ropts 50-3B7/79-0<i tc S0-3SB/ 79-05 on 790221-23 
(i 0537-0302. No non c omp 1 1 ance noted. Major areas inspected: 
allegations ra QA program made during 790129-31 prehearing 
conference. 

OAULO, R. H. ■ SMITH, n. H. Region I, Philadelphia. Office of the 
Director. HCOAUOUy, R. iJ. Region 1. Philadelphia, Reactor 

Construction S, Engineering Support Branch. 79/12/07. llpp. 


K. t/tilltg Final Safety Analysis Report (FSAR) t, amends 


79121203B4 Foruards Revision 13 to FSAR, subnl tted as Amend IB to OL 
application. 

CUftTtSjN. M. Pennsylvania Power t< Light Cp. 79/12/12. 2pp. 

— 7912120337 Revision 13 to FSAR, subrai tied as Amend IB to DL application. 
* Pennsy 1 van la Power 1, Light Co. 79/12/12. 400pp. 


P. Operating license stage documents b correspondence 


79121400S7 Notification of 791212 meeting u/utll U Pacific Northwest 
Labs to discuss NRC confirmatory piping analysis. 

PARR.O. D. Light Water Reactors Branch 3. 79/J2/03. 2pp. 


Q. Inspection reports, IE Bulletins & correspondence 


7912060194 Forwards IE Insp Repts 50-387/79-26 l< 50-300/79-14 on 
790730-0831. Kl-o noncompliance noted. 

CARLSDN.R.T. Region 1, Phi ladelp h la. Reactor Cons true t ion & 

Engineering Support Branch. 79/10/12. 2pp. 


—7912060200 IE Insp Repts 30-307/79-26 t. 50-388/79-14 on 790730-0831. No 
noncompllance noted. Major areas inspect ed : RCPB, Inst a Hat ion 
4c storage of safety-re lated components 4, reactor pressure 
vessel recirculation sys mod. 

OALLO.R.tl. Region 1. Philadelphia, Office of the Director. 
ftCOAUOHV. R. U. Region 1, Philadelphia, Reactor Construction b 

Engineering Support Branch. 79/10/11 12pp. 


7912050331 Forwards IE Insp Rept SO-307/79-27 on 790926-28. No 
noneoflp 1 lance noted. 

DHI>N1^R. E. J. Region 1, Philadelphia, Reactor Construction ti 

Engineering Support Branch. 79/10/24 2pp. 


— 79I20S0341 IE Insp Rept 50-387/79-27 on 790926-28. No noncompllance 
noted. Major aroas 1 nspec tod: praaperatione 1 test program, 
emergency standby power sys 4, followup on previous insp 
items. 

NICHOLAS, M.H. . CAPMTON.DL. Region 1, Philadelphia, Office of 
the Director. 79/10/22. 7pp. 


7912140575 RBsponds to IE Bulletin 79-14, “Seismic Analysis for 
As-Built Safety-Related Piping Sys.” Considers it 
Inappropriate to perform insp required on sys still under 
const. 

CURTISiN. U. Pennsylvania Power U Light Co. 79/11/02. Ip. 


7912050051 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves." No response required. 

GRIER, B.H. Region 1. Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912050295 Forwards IE Info Notice 79-27, "Steain Generator Tube 
Ruptures at Two PWR Plants. '' No response required. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912100145 Forwards IE Info Notice 79-26, “Overloading of Structural 
Elements Due to Pipe Support Loads. “ Ns response required. 
GRIER.D.H. Region 1, Philadelphia. Office of the Director. 
79/11/16. Ip. 


7912110461 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

CRIER. B.H. Region 1, Philadelphia. Office of the Director. 
79/11/19. Ip. 


7912050282 Forwards IE Bulletin 79-26, "Boron Loss From BUR Control 
Blades." No response required. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/11/20. Ip. 


7912260332 Aek receipt of 791102 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-3B7/79-85 b 
S0**368/7^“13 

ORIERiB.H. Region 1, Philadelphia, Office of the Director. 
79/11/23. Ip. 


— 7912260333 Responds to NRC 791012 Itr re violations noted in IE Insp 
Ropts S0-3B7/79-25 b 5O-30B/79-13. Corrective actions: 
regrading batch plant wash down area b rerouting effluents 
to controlled pathway where treated. 

CURTIS, N.W. Pennsylvania Power b Light Co. 79/11/02. 2pp. 


— 7912260335 Forwards IE Insp Repts 50-387/79-23 & 60-306/79-13 on 
790806-00 b notice of violation. 

SMITH, O.H. Region 1, Philadelphia, Fuel Facility b Materials 

Safety Branch. 79/10/12. 3pp. 


— 7912260337 Notice of violation from insp on 790006-00. 

« Region 1, Philadelphia, Office of the Director. 79/09/21. 
Ip. 

—7912260339 IE Insp Repts 50-387/79-25 b 50-300/79-13 on 790006-06. 
Noncompliance noted; fai lure to follow procedures re dusting 
b failure to control erosion/sed {mentation. 

SHANBAKY, M. M, I BORES, R.J., TERC, N. M. Region 1. Philadelphia. 
Office of the Director. 79/09/21. 7pp. 


7912060506 Forwards IE Circular 79-24, "Proper Installation b Calibr ol 
Core Spray Pipe Break Detection Equipment on BURs. " No 
response required. 

6RIER.B.K. Region 1, Philadelphia, Office of the Director. 
79/11/26. Ip. 


7912110077 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate," No response required. 

DRIER, B.H. Region I, Philadelphia, Office of the Director. 
79/il/26, Ip. 


7912190065 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sgs Dus During Operation. “ 

No written ruspunse required. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/11/30, ip. 


7912310242 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Nencompliances, 10CFR21. " No action required. 

DRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/12/06. 4pp. 


7912190763 Forwards IE Oullotin 79-28, "Possible Malfunction of Nance 
Model EA180 Limit Switches at Elevated Temps, " Written 
reeponee required, 

DRlERiD.H. Region 1, Philadelphia, Office of the Director. 
79/12/07, ip. 


7912200230 Forwards IE Info Notice 79-31. "Use of Incorrect Amplifiid 
Response Spectra." No written response required, 

ORIER.B.H. Region I, Philadelphia, Office of the Oirtetor. 
79/12/13, Ip. 


S. Reportable occurrences, LERs b related correspondence 


7912130335 Ack receipt of 791011 interim rept re potential 
dtficieneg in Amphenol connectors b Cutler Hammer £-30 
switches. 

CARLBON.R.T. Region li Philadelphia, Reactor Construction 6 

Engineering Support Branch. 79/10/22. 43pp. 


— 7912130347 Interim dofieioney rept re Amphenol connectors b Cutler 
Hammer E-30 swi tches. Evaluation of faulty switch michaniems 
will be submitted subsequent to OE b Bechtel evaluations. 

CURTIS, N.W. Pennsylvania Power b Light Co, 79/10/11. 2pp. 


7912040351 Forwards final deficiency rept re connector pin crimping 
defects on control panel Insert. 

CURTIBiN.W, Pennsylvania Power b Light Co. 79/11/28, 2pp. 


— 7912040353 Final deficiency rept re panel inserts wiring b device 
damage. Caused by manufacturing personnel error b crimping 
tool malfunction resulting from Inadequate QA. Connector pins 
repaired, reworked b tested. 

SieEBTA.J. > HDLLIN08HAW, H. Bechtel Power Corp. (subs, of Gechtel 
Corp. 1. 79/10/30. 40pp. 
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7 Intvrin daftciency rept re violation of separation criteria 

b kV switchgear. Problem may be generic. Pol louup rept 

ow. 

H. W. Pennsylvania Power ti Light Co. 79/11/2?. 2pp. 


h Interim deficiency rept re violation of separation criteria 
6 kV switchgear. Caused by failure to delineate or 
rata separation reiiulrenents re pro.)ect specs 
ng vendor wiring. Problem under review. 

M. tf. Pennsylvania Power b Light Co. 79/11/29. 2pp. 


F. Securityi medicali emergency b Fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b OL r evi ew. ftp p 1 1 cant 5 required to make certain 
emergency arrangements w/state b local or gani lations b 
submit emergency plans per Peg Cuide I. lOt. 

VASSALLO. D. n. Division of Project Management. 79/11/21. 6pp. 


0. Ad judicatory correspondence 


5 Interim deficiency rept re cable pulling ac ti vit ies. Requests 
on until 800301 to file final definitive rept. 

M. H. Pennsylvania Power b Light Co. 79/12/10. 2pp. 


B Forwards final deficiancy rapt re insulation damage to 
in Control Room Inserts 72C b 73C which are part of 
standby diesel generator controls. OE evaluation 

H. W. Pennsylvania Power b Light Co. 79/12/17. Ip. 


7912050207 Requests portions of past ASLO orders restricting intervonor 
discovery access > sched u ting of prehearing conference within 
60 days to establish new discovery timetable b denial of NRC 
motion for intervener dismissal. 

HALLIOftN, T. J. Citizens Against Nuclear Dangers. 79/10/24. 3pp. 

7912180056 Requests to make limitod appearance statement at licensing 
prehearing. 

CBALA. 0. P. Aff 1 Hat ion Unknown. 79/11/14. ip. 


300 Final deficiency rept re insulation damage to wiring in 
d 1 room Inserts 72C b 73C'Which are part of offsite 
by diesel generator controls. Caused by wire routing 
steel barrier severing conductor insulation, 
nnsylvania Power b Light Co. 79/12/17. 3pp. 


-388 BUSOUEHAKNA STEAM ELECTRIC STATION. UNIT 2 


afcl on/conitructlon stage documents b correspondence 


1 Forwards NRC position on status b applicability to pending 
Icatlons of results of TMI followup actions. Outl ines 
ort-tarsi actions to be taken. 

0>D. 9. Division of Project Management. 79/09/27. 41pp. 


4 Discusses NRC plans to use generic analyses to develop early 
ation program to resolve ATMS Issue for PNRs b BMRo. 

of program depends on industry response. Supports 
on of owners groups tn provide necessary info. 

H. FI. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


0 Forwards request for addl Info for completion of OL 
tton. Includes question originated by ORNL. 

D. Light Uatar Reactors Branch 3. 79/11/23. Slpp. 


3 Forwards proposed Revision 2 to Reg Ouldo 1. 97. 
mentation for Light Mater Cooled Nuclear Power Plants 
•s Plant b Environs Conditions During b Following 
t> " b value Impact statement, 

.A. Assistant Director for Light Hater Reactors. 79/11/23. 


B Advises of recently amended NRC regulations implementing 
g authority to require onsite ofc space b immediate 
y access. Requests addl ofc space. FR notice dtd 790816 

V. Region 1. Philadelphia, Office of the Director. 

B. 4pp. 


S Forwards supplemental hydrologic engineering questions re 
11 Reservoir evaluation, 

H. B, Hydrology Meteorology Branch. 79/11/30. 2pp. 


— 7912180038 Requests to make limited appearance statement at licensing 
prehearing . 

MITCHELL. R. Affil lation Unknown. 79/11/13, Ip, 

7912060475 Requests to make limited appearance statement at licensing 
hearings. 

PULASKI, L. J. Affi 1 lation Unknown. 79/ 11/19. Ip. 

7912170095 Response to ABLD 791030 order b memorandum, Requests issuance 
of protective order to relieve burden on interveners & 
certification of questions re util abuse of discovery. 

Certificate of Sve end. 

KEPFORDiC. Environmental Coalition on Nuclear Power. 79/11/19. 

14pp. 

7912060470 Requests to make appearance statement at licensing 
hearings. 

THOM, M. T. Affil iation Unknown, 79/11/20. ip. 

7912180214 Requests to make limited appearance statement at licensing 
prehearing. 

BPftLLONE,K, , SPAULONE, n. ftf f i I i a 1 1 an Un known, 79/11/26. Ip 

7912190129 Forwards extra copies of NURE'0-0322, draft NUREO-0584, NUREO/ 
CR-0456,0973 b 0597. Environ Coalition on Nuclear Power will 
be added to mailing list for proposed rules b monthly title 
list. 

CUTCHIN,d.M. Hearing Branch 3. 79/11/26. 3pp. 

7912110161 Requests to make limited appearance statement at licensing 
prehearing. 

SHULTZ, O.R., SHULTZ, L.n. Af fll iat ion Unknown. 79/11/27. 2pp. 

7912130246 Answer in opposition to intervener Environ Coalition on 
Nuclear Power motion for protective order, contained in 
response to ABUB 791030 memorandum b order. Urges rejection, 
per reasons set forth in order. Cert i fi cate of Bve end. 

61LBER0, J. E. Pennsylvania Power U Light Co. 79/11/27. 3pp. 


7912140539 Notifies that final £18 util not bo published until Apr 
1900. 

REIB, E, J. Hearing Branch 3, 79/12/05, Ip, 


9 Forwards request for add! info needed to prepare draft 
statement re Pond Hill reservoir. 

, E. Environmental Projects Branch 2, 79/12/05. Bpp. 


7 Forwards request for addl info re instrumentation b control 
coMflets OL review. 

D. Light Meter Reactors Branch 3, 79/12/11. 3pp. 


8 Forwards response to NRC 791203 request for addl info re 
II reservalr. Oyersiie drawings available in Central 
nly. 

N, H. Pennsylvania Power b Light Co. 79/12/17. 13pp. 


y Environmental Report lER), amands b corraspondenee 


7 Forwards updated distribution list for environ rept supple b 
for facility. 

M. Environmental Projects Branch 2. 79/12/06. 5pp. 


7912100173 Response to intervener Environ Cdalitlon on Nuclear Power 
791119 request for protective order b certification of 
quest ions . A1 1 requests should be dotiied for lack of evidence 
of b las. Certifi cate of Sve end. 

REIS, E. J. Hearing Branch 3. 79/12/05. 9pp, 


7912180201 Responds to ASLB 791030 memorandum b order on discovery 
motions requesting permission to barrow documents from PDR. 
Necessary actions would not be appropriate. 0th er steps have 
bean taken to make info available to intervonors. 

REIS, E. J. Hearing Branch 3. 79/12/03, 2pp. 


7912190157 Responds to 790731 Itr re continuing const of Facility. 
Before releases of radioactive 1 iqui dSr impact will bo 
evaluated b review mode available ta public. 

VAROA, B, A. Assistant Director for Light Mater Reactors. 79/IS/05. 
3pp. 


7912170262 Order denying intervener Environ Coalition on Nuclear Power 
791119 requests for pratective order b for reconsideration 
of A8LD 791030 memorandum b order, No basis for certification 
shown. Answers to discovery requests due BflOllQ. 

DECHHOEFER, C. Atonic Safety and Licensing Board Panel. 79/12/06. 
9pp. 
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77I2270096 U|iposD$ oTtL'nurii to for iiiterveiior Environ Coalitian 

on Nifcledr Pooior to roi^pund to applicant discoverij requests. 

Mill cause r»sk of delays in hearinq sphetitle Outline of 
discoverij Kistorij. ?- Certificate of tivc enc I 

SILSEHO.J E Shaii). Pittman. Potts !■ Irowliridqe 77/12/14 5pp. 


7912210014 Ndtiiies tf a t IL co.npletud insp il f MK Creasg allegations re 
QA deficiencies t- found nr. substantiating evidence. Ma tter 
need not be Biamincil in UL procedure 
CUTCHIN. J M Hearing Drone h 0 77/12/17 4pp, 


— 7912210019 Forusrds IE Insp Repts 5O-307/79-Oi f< 5O-3B0/79-O5 on 
790221-23 i« 0227-0302. No nnncotnp 1 i anc o noted. 

CARLSON, n T. Region 1. P}! ) I a d e 1 p h ia , Reactor Construction ti 

Engineering Support Branch. 79/12/07. 2pp. 


— 7912210024 IE Insp Repts !iO-3H7/ 79-06 t> 50-3BB/79-05 on 790221-23 
1. 0227-0302. Na none amp 1 i ante noted Major areas inspected: 
allegations re Qrt pT'ogram made during 790129-31 prehearing 
tonference 

CALLOrR. M , SMITH. Q.H Region 1, Philadelphia. Office a# the 

Director. MCQAUGHV, R H. Region 1. Philadelphia, Reactor 

Canstruction t. Engineering Support Branch. 79/12/07. llpp 


K Utiliig Final Safety Aralgsis Report CFBAR) 8, amends 


7912130394 Forwards Revision 13 to FSAR, sutiini 1 1 ud as Amend IQ to QL 
appl icatlon. 

CURTIS.N. M Pennsylvania Pouer !, Light Co. 79/12/12. 2pp. 

— 7912120337 Revision 13 to FEAR, submi tted as Amend IB to QL applicattun. 
» Pennsylvania Poucr !> Light Co 79/12/12 400pp. 


P. Operating license stage docuincnte E> correspondence 


7912140037 Notification of 791212 meeting iii/util 6 Pacific Northuest 
Labs to discuss NRC confirmatory piping analyslo. 

PARR. 3. D, Light Water Reactors Branch 3. 79/12/03. 2pp. 


0. Inspection reports. IE Bulletins 8< correspondence 


7912060194 Forwards IE Insp Repta 50-3B7/79-26 U 50-333/79-14 on 
790730-0031 No none omp 1 i anc e noted. 

CARLSON. B.T Region I. Philadelphia, Reactor Construction U 

Engineering Support Branch 79/10/12 Tpp 


— 7912060200 IE Insp Repts 50-3G7/79-26 «, 50-3B9/79-14 on 790730-0031 . No 
none omp 1 i anc e no t ed. M.i j or areas inspec t ed: HCPD. ins tal lat ion 
4. storage of safety-related compononts &• reactor pressure 
vessel recirculation sys mod 

OALLO, R. M Region 1, Philadelphia. Office of the Director, 
KCGAUOHY, R. M Region I, Philadelphia, Reactor Construe t Ion 4i 

Engineering Support Branch 79/10/11. 12pp. 


7912140275 Responds to IE nulletin 79-14. "Seismic Analysis for 
As-Ooilt Safety-Related Piping 5ys " Considers it 
inappropriate to perform insp required on sys still undor 
c oust 

CURVISiN W P ennsg 1 van i a Power t, Light Co 79/11/02. ip 


79120SO0S1 Forwards IE Circular 79-22, ‘'Stroke Times for Power Operated 
Relief Valves."' No response required 

CRIER, n.H. Region 1, Ph i ladolpfi i a, Office of the Director. 

79/11/16. Ip 


7912030295 Forwards IE Info Notice 79-27. "Stoam Generator Tube 
Ruptures at Tuo PiJR Plants “ Nn response required. 

CRIER, D.H. Region 1. Ph i ladclphia. Office of the Director. 
79/11/16. Ip 


7912100145 Forwards IE Info Ncitico 79-23. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required, 

CRIER. B.H Region I. Philadelphia, Office of the Director. 
79/11/16. ip. 


7912110461 Forwards IE Info Notice 79-29. "Lobs of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation,'' No 
specific action or response required. 

CRIER. B.H. Reginn 1, Philadelphia, Office of the Director. 
79/11/19. ip. 


79120302B2 Forwards IE Bulletin 79-26, '^Doron Loss From DWR Control 
Blades." Mo response required. 

CRIER/D.M. Region 1, Philadelphia, Office of the Director. 
79/11/20. Ip, 


7912260332 Ack receipt of 791102 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50— 3B7/79— 25 6 
50-3B8/79-13 

•GRIER. D.H. Region 1, Philadelphia. Office of the Director, 
79/11/23. Ip. 


7912260333 Responds to NRC 791012 Itr re violations noted in IE Irsp 

Repts S0-3B7/79-25 !, 50-38B/79-13, C orr ec 1 1 ve actions: 
regrading batch plant wash down area (< rerouting effluents 
to controlled pathway whore treated. 

CURTIS, N.W. Pennsylvania Power S< Light Co. 79/11/02, 2pp 


— 7912260335 Forwards IE Insp Repts 50-307/79-25 & 3O-30B/79-13 on 
790806-00 ti notice of violation. 

SMITH, Q.H. Region 1, Philadelphia, Fuel Facility St Materials 

Safety Branch , 79/ 10/12. 3pp 

— 7912260337 Notice of violation from insp on 790BO6-0B. 

» Region 1, Philadelphia, Office of the Director. 79/09/21. 
IP 

— 7912260339 IE Insp Repts 50-307/79-23 & 50-388/79-13 on 790306-00, 
Noncompllanco not ed: f a 1 1 ure to follow procedures re dusting 
6 failure to control er oslan/sed Imentation. 

BHANDAKY, M. M. , DOREBiR.J. , TERC, N. M. Region I, Philadelphia, 
Office of the Director. 79/09/21, 7pp. 


7912060586 Forwards IE Circular 79-24, "Proper Installation i Calitr of 
Core Spray Pipe Break Detection Equipment on BWRs. " No 
resp onsB required, 

GRIER. B.H. Region 1, Philadelphia, Office of the Director. 
79/11/26. Ip 


7912110077 Forwards IE Circular 79-23, "Motor Starters & Contactors 
Failed to Operate." No response required. 

GRIER, B.H. Region I, Philadelphia, Office of the Director. 
79/11/26. Ip, 


7912190065 Forwards IE Bulletin 79-27, "Lots of Non-Class IE 
Instrumentation 6 Control Power Sys Bus During Operatien. " 

No written response required. 

OniEfl.D.H, Region 1. Philadelphia, Office of the Director. 
79/11/30. Ip, 


7912310242 Forwards IE Info Notice 79-30, "Reporting of Defects 6 
Noncompl iancesi 10CFR21 , " No action required. 

GRIER, B.H. Region I, Philadelphia. Office of the Director. 
79/12/06. 4pp, 


7912190763 Forwards IE Bulletin 79-23, "Possible Malfunction of Msoto 
Model EA10O Limit Switches at Elevated Temps." Written 
rasp onsB required, 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/12/07, Ip. 


7912280230 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra, " No written response required. 

ORIER.B.H. Region 1, Philadelphia, Office of the Director. 
79/12/13, Ip. 


S. Reportable occurrences, LERs t< related correspondence 


7912130335 Ack receipt of 791011 Interim rept re potential 
deficiency in Amphenol connectors J< Cutler Hammer E-30 
sui tches. 

CARLSON, R.T. Region 1, Philadelphia, Reactor Construction l< 

Eng I neer ing Support Branch. 79/10/22. 43pp. 


— 7912130347 Interim deficiency rept re Amphenol connectors b Cutler 
Hammer E-30 oultches. Evaluation of faulty switch mechanlsns 
will be submitted subsequent to OE b Bechtel evaluations. 
CURTIS.N. W. Pennsylvania Power t, Light Co. 79/10/11. Bpp- 


7912040351 Forwards final deficiency rept re connector pin crimping 
defects on control panel Insert. 

CURTIS, N.W, Pennsylvania Power t. Light Co, 79/11/28. 8pp. 

— 7912040353 Final deficiency rept re panel inserts wiring b device 
damage. Caused by manuPac turing personnel error b crimping 
tool malfunction resulting from inadequate 8A. Connector pins 
repaired, reworked b tested. 

SISESTAiJ, , HDLLlNQSHAWi H. Bechtel Power Corp. tsubs. of Bechtel 
Corp. ). 79/10/30. 40pp, 


7912040S07 Interim deficiency rept re violation of separation crlterii 
for 4.16 kV switchgear. Problem may be generic. Followup rept 
to follow. 

CURTIS, N W, Pennsylvania Power b Light Co. 79/11/89. 2pp. 
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7918050306 Interim defltiencij Tept re violation of separation criteria 
for 4.16 tv syitchpear. Caused by failure to delineate or 
iniorporate separation requireaietits re project specs 
govern icij) vendor leiri ny. Prob lem under revieie. 

CURTIS. N. W. Pennsylvania Power ?< Light Co. 79/11/29. Spp. 


7918140865 Interim deficiency rept re cable pulling ac t i vi t i es. Fleques ts 
extension until 300301 to file final definitive rept. 

CURTIStN.li. Pennsylvania Power & Light Co, 79/18/10. 3pp. 


791S27029S Forwards final deficiency rept re insulation damage to 
wiring in Control Room Inserts 73C U 73C which are part of 
offsite standby diesel generator controls. GE evaluation 
• nc 1. 

CURTIS. N.U. Pennsylvania Power t. Light Co. 79/18/17, ip. 


--7918870300 Final deficiency rept re insulation damage to wiring in 
control room Inserts 78C t< 73C which are part of offsite 
standby diesel generator control s, Caused by wire routing 
over steel harrier severing conductor Insulation. 

* Pennsylvania Power h Light Co. 79/18/17. 3pp, 


P. Anti trust corraspondettce 


7912200267 Discovery rept for intervenor Fl (.it.ies Inteiisivo settlement 
negotiations ctinducted w/uti 1 , DQJ. MHC f< Orlando Util 
Comtni ss ion. Suf f i c i out likelihood of settlement w/Orlando to 
justify suspension of discovoiy 

JAHLON, R.A Florida Cities. .JADLQN, fi A Spiogol !< HcDiarmid 
79/11/20. Ip 


7912H0J45 Answer to FL Cities 79111* motion to lodge FERC 790803 
opinion re whether to conduct proceeding under Atomic Energy 
Act Section I03(al Does rot oppose lodging per NRC 790U23 
previous answer. 

DEUEYiL.S. Antitrust Division 79 / 12/06 ;lpp 


P. Operating license stage documents t. correspondence 


7912100243 Urges ojpodilious review J. safety evaiuatiori of RETIiAN 
reactor sys transient analysis cO'de List of intended uses of 
RETRAN enc t . 

UHRIO. R, E, Florida Power 8< Light Cti, 79/12/07. 3 pp. 


DOCKET 90-369 BT. LUCIE PLANT. UNIT 2 

A. App I icatlon/construct ion stage documents ti correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATW8 issue for PWRs t< BWHs. 

Euccess of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON. H.R. Office of Nuclear Reactor Regulation, 79/10/17, 3pp. 


F. Sacurlty. medleal, emergency «< fire protection plans 


7918040471 Forwards info re upgraded emergency plans to plants under 
conat & CL revi ew. Appl Icants required to make certain 
emergency arrangements w/state e. local organ! latl ons li 
submit emergency plans per Reg Guide 1, 101. 

VAS9ALL0. S. 0. Division of Project Management. 79/11/21. 6pp. 


G. Adjudicatory correspondence 


7918110043 Forwards comments on NUREO-031 1, Oraf t OEIB reflects 
coneeiaue 4. deliberate NRC policy to jeopardize public 
health 6 safety & thwart objectives of NEPA. 

KEPFORD. C. Environmental Coalition on Nuclear Power. 79/10/84 
S8pp. 


7918140177 Requests name S< affiliation of each individual visiting sys 
control ctr on 791211. Info should be received by 791806. 

Cartlflcate of 9vc end. 

BAUEERt H. A. Lowens tel n. Newman. Re i s. Axelrad ti Toll, 79/11/81. 4 pp, 


0. Inspection reports, IE Hulletins t, c orre spotidonco 


7912100260 Forwards IE Insp Repts 50-333/79-27 8i 50-389/79-17 on 
791002-04. No noncompliance noted. 

SUTHERLAND, J. T. Region 2. Atlanta. Fuel Facility Materials 
Safety Branch. 79/10/22. 2pp. 


“7912100274 IE Insp Repts 50-335/79-27 tr 50-389/79-17 on 791002-04. No 
noncompl lance noted. Major areas i nspec tod : mg t controls, 
environ monitoring stations L analytical measurements, 

Reflioii 2. Atlanta. Office nf the Director, 

Branch 79/10/19 ®‘3pp^' Facility e, Materials Safety 


7912060143 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
ru&l Assombllss. ” No specific dcbion or response requireit. 
O'REILLY, J, P. Region 2. Atlanta, Office of the Director, 
79/11/09. 2pp, 


7912310261 Forwards IE Insp Rept 50-369/79-19 on 791082-25, No 
none amp 1 i anc« noted. 

MURPHY, C^E Region 2, Atlanta, Reactor Construction b Englnoerlnn 

Support Branch. 79/11/09 2pp 






noted. Major areas inspec t ed ac 1 1 on on previous insp 
find logs, Independent insp of const activities b inspector 
followup items. 

^ Region l, Ph 1 1 ado I ph io. Office of the Director. 
unYANTf J, C Region Sf At]aTiia< Reactor ConstriictloTi 5< 

Engineering Support Branch, 79/11/08, -^pp 


^^^^270147 Notifies that intervenors will not present testimony of 
R Poil-ard of UCB at 791211 hearing. Forwards newspaper 
article treating 0 Brldenbaugh views re safety implications 
of power fai loros, Binto profiling testimony infeasible. 
HODBER.M.H. Hodder.M. H, 79/11/27, 2 pp 


—7918270150 First set of 1 nterrogatori es. Requests info re sys-wide power 
failures, off si te power fai lures, fa 1 lure to provide intertle 
w/OA Power Corp, test results b performance records. 

Certificate of Bve end. 

IIDDDER. M. H. Hodder. M. H. 79/11/27, 6pp, 


7912140527 Responds to IE Hulletin 79-23. Fa i lure of emergency diesel 
generator field exciter transformer precluded by absence of 
direct circuit between trans forme v S, generator neutral. FBAR 
re proopera ttonal testing scheduled for Mar 1960. 

UHRIO, R.E. Florida Power b Light Cii 79/11/13. ip. 


7912100161 Forwards IE Info Notice 79-20, "Uverload ing of Btructurd 
Elements Due to Pipe Support Loads." No response required 
0 'RE ILLY, U. P , Region 2, Atlanta, □tfice of the Diroctor. 


7913140062 Memorandum b order specifying Coral Gables, FL as location 
of evidentiary hearing re stability of applicant electrical 
.grid b adequacy of plant emergency power supplies. 

Dl&HOPi'C. J. Atomic Safety and Licensing Appeal Panel. 79/11/29. 
2pp. 


79121 10561 Forwards IE Info Notito 79-29. "Loss of Non Safety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response' required. 

O'REILLY, J. P, Region 8, Atlanta. Office of the Director 
79/ i 1/16, 2pp. 


7912190120 Responds to 791121 request for names b positions of ASLAB 
personnel intending to visit applicant sys control ctr on 
791211. JiC Farrar. R0 Salzman b HR Johnson will visit ctr, 
BISHOPiC.J, Atomic Bafety and Licensing Appeal Panel. 79/12/04. 


7912060616 Forwards IE Circular 79-24. ‘'Proper Inotallation b Callbr of 
Coro Spray Pipe Break Detection Equipment on DWRs, " Nil 
response required. 

O'REILLY, J. P, Region 2. Atlanta. Dffico of the Diroctor, 

7t / i 1 /So. 1 p 


7918190393 Responds to NRC 791109 Itr re violations noted in IE Insp 
Rapt 3O-3B9/79-10, Corrective ac t ions; Inl t la ted OC receipt 
i nap. 

CURIO. R.E. Florida Power b Light Co. 79/ll/2t. 3pp. 


7912110147 Forwards IE Circular 79-23, "Motor Btarters 
Failed to Operate. " No response required. 

0 'RE ILLY, J, P. Region 2. Atlanta. Office of thu Director 
Vr/ 1 1 /So. 1 p . 


Contactors 


79)8870098 Response to intervener interrogatories. Hats sys-wide b 
offsite power disturbances occurring within past 10 yrs. 

States reasoning for not interconnecting w/OA Power Co, 
Certificate of Bve end, 

PEAHSOM.a. F. Florida Power b Light Co. 79/12/07. 13pp.- 


7912110193 Acfc receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted in IE Itisp Rept 50-3B9/79-i/J. 

MURPHY, C.E. Region 2 , Atlanta, Reactor Construction b Engineering 

Support Branch. 79/11/26, Ip, s ‘ h 
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__79I2I|0I99 Responds to NRC 791012 Ur re violations noted in IE Insp 
Rapt 50-309/79-1*1. Corrective ac t i ons : uie I (t rod near Jjaso of 
safety injection pomp supports gathered It disposed of t not 
used in fabrication, 

UHRIOtR. E. Florida Pouer Light Co. 79/11/01. app. 


— 7918110203 Forwards IE Insp Rept SO-aa?/??-!^ on 79091 1-U It notice of 

violation. , « ^ • 

HURPHV, C.E Region 2 p Atlantap Reactor Construction Sp 

Engineering Support Branch. 79/10/12. 2pp. 


— 79t21tO’2lO Notice of violation from insp on 790911-14. 

• Region 2< Atlanta. Office of the Director. 79/10/12. Ip. 

—7912110214 IE Insp Rept 50-389/79-14 on 790911-14. None oeip Hence noted: 
control of weld electrodes. 

ECONOMP5«N. Region 2. Atlanta. Office of the Director. 

HESDT. A. R. Region 2. Atlanta. Reactor Construction i 

Engineering Support Branch. 79/10/12. 7pp. 


7912200136 Foruiar 
interference. •' 
O'REILLY. J. P. 
79/12/20. 4pp. 


ds IE Circular 79-25. "Shock Arrestor Strut Assembly 
Mo written response required. 

Region 2. Atlanta, Office of the Director. 


T. Hearing transcripts on non-antltrust matters 


7912210314 Forwards testimony of PH Baranouisky in response to AELAB 
Question 1 re station blackout. PH Daranauiskg will bs 
available as witness at hearings commencing on 791S11. 
aUMSTEAO. H. J, Hearlns Oratich 4. 79/11/09, ip. 


7912310324 Testimony of PH Daranowsky in rusponse to ASLAB Question Bi 

re station h laetout. Statement of professional qualifications 

RARANQHSK.Y.P. W, Prehablitstic Analysis Staff. 79/11/09. 9pp. 


7912200601 Transcript of 
FARRAR, M. , 8AL-ZMAN, R. , 


791211 hearing in Coral OablesiFL.Pp 1-142. 
JOHMSOM.R. Cummlialon. 79/12/11. 143pp. 


7912190447 Forwards IE Bulletin 79-27, "Loss of Mon-Class IE 
Instrumentation V Control Power ays Bus During Operation. “ 

Ho written response required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 

79/11/30. Ip. 

79121B0347 Ack receipt of 791121 Itr informing NfiC of steps taker to 
correct violations noted in IE Insp Rept 50-3B9/79— 10. 

HUfiPllViC.E. Region 2. Atlanta. Reactor Construction I. Engineering 

Support Branch. 79/12/05. Ip. 


7912200613 Transcript of 
FARRAR. M. . SALZMAN. R. , 


791212 hearing in Coral Oables.FL. Pp 143-394, 
JOHMSOM, R. Commission. 79/12/12. 252pp. 


7912200629 Transcript of 
FARRAR. H. . SALZMAN, R. . 


791213 hearing in Coral Oables.FL. Pp 399-744. 
JOHNSON, R. Commission. 79/12/13. 360pp. 


7912200907 Transcript of 
FARRAR. M., BAUZMAM, R. , 


791214 hearing in Coral 
JBHNBOMi R. Commission. 


Oablea.FL. Pp 743-5B6. 
79/12/14. 14lpp. 


■7912130357 Forwards IE Insp Rept 50-309/79-lB on 791009-12 b notice of 
violation 

HURPHV.C. E. Hegion 2. Atlanta, Reactor Conslructlon S< 

Engineering Support Branch. 79/11/09. 2pp. 


DOCKET 50-390 MATTS BAR NUCLEAR PLANT, UNIT 1 

A. App llcatlon/construc tion stage documents b correspondance 


__7<jj2ia0361 Notice of violation from Insp on 791009-12. 

• Region 2. Atlanta, Office of the Director. 79/10/31. Ip. 


—7912100367 IE Insp Rept 50-309/79-18 on 791009-12. Nonconpl iance noted; 
failure to procure protective coating natls as safety- 
related items 4 failure to initiate nonconformance rept b 
place discrepant mat! in hold area. 

LEMAHAN, J. J. Region 2. Atlanta, Office of the Director. 

CBNUDN.T.E. Region 2. Atlanta, Reactor Construction b 

EngineBTlng Support Branch 79/10/31. 5pp. 


7912110011 Forwards NRC position on status b applicability to 
DL applications of results of THI followup actions. Outlines 
addl short-term actions to be taken. 

VA9BALLO, D. B, Division of Project Management. 79/09/27. 


pending 


41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to rasolvo ATH9 issue for PHRs b BWRs. 

Boccess of program depends on industry response. Bupp arts 
formation of ounero groups to provide necessary 

DEMTONiH. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pg. 


7912310297 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Honcompliances. I0CFR21, '■ No action required. 

O'BEILLV. J, P. Region 2, Atlanta, Office of the Director. 
79/12/06. 5pp. 


7912200033 Forwards IE Bulletin V9-2Q. "Possible Malfunction of Nanico 
Model EA10O Limit Switches at Elevated Temps. * Action 
required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 

79/12/07. 2pp. 


7912110005 Forwards proposed Revision 2 to Reg Oulda 1.97. 

"lootrumentatlon for Light Hater Cooled Nuclear Power Plants 
to Assess Plant b Environs Conditions During b Follouilng 
Accident. " Requests comment. 

VARSAiB. A. Assistant Director for Light Water Reactors. 
3pp. 


79/11/83. 


7912130023 Notification of QOOllO meeting w/utll to discuss reporting 
level of util OA b manager b OA review of documents, 

SPRAOL, J. 0. Quality Assurance Branch. 79/12/05. ip. 


7912310067 Ack receipt of 791203 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Sept 50-309/79-20. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility b Materials 

Safety Branch, 79/12/07. ip. 


7912270356 Forwards addl info requested in 791029 Itr re qualification 
of resistance tomp detectors, field connections b remote 
hellDius sensing containment pressure transmibtore. Info to 
be incorporated into Amend 42 of FBAR. 

mills, L, H. Tennessee Valley Authority. 79/12/19, 7pp. 


— 7912310072 Responds to NRC 791153 Hr re violations noted in IE Insp 
Rept 50-389/79-20. Correct! ve act Ions ; qual if led person 
assigned to maintain daily log when environ control engineer 
not on site 

UHRIO, R. E. Florida Power b Light Co 79/12/03. 2pp. 


— 79123I0D76 Forwards IE Insp Rept 50-389/79-20 on 791101-02 b notice of 
violation. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility b Materials 

Safety Branch. 79/11/23, 2pp. 


F, Security, medical, eoiergency b fire protection plans 


'12040471 Forwards info re upgraded emergency plans to plants undir 
const b OL review. App I Icants required to make certain 
Bisersency arrangements w/state b local organ! latlons b 
submit emergency plans per Reg Guide 1.101. -jo/ii/at A 


Q. Inspection reports. IE Bulletins b correspondence 


— 7912310081 Notice nf violation from insp on 79Jl0'l-O2. 

a Region 2, Atlanta. Office of the Director. 79/11/23. Ip. 


“79123 !OO06 IE Insp Rept 50-389/79-20 on 791 101-02. None omp I iance noted: 
failure to maintain daily Jog of site surveillance, findings 
b environ protection activities. 

CUWJlNGHAfl, A. L, Region 2. Atlanta, Office of the Director. 
JENKINS. O.R. Region 2, Atlanta, Fuel Facility fc Materials 

Safety Branch. 79/11/83. 3pp 


79122BD402 Forwards IE Inf a Notice 79-31, "Uso of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLY. J.P. Region 2, Atlanta. Office of the Director. 

79/12/13. 2pp. 


79I20700S6 Forwards IE Insp 
790919-21. No noncamp I lance 
MimPHY.C, E. Region 8, 

Support Branch. 79/10/22. 


Repts 50-390/79-34 b 50-391/79-29 on 
noted. 

Atlanta. Reactor Construction b Engtnurinj 

app. 


—7912070067 IE Insp Repts 50-390/79-34 b 50-391/79-29 on 790919-21. W* 
noncompllanee noted. Major areas inspect ed: cond 1 felons adverae 
to quality reporting fc Implementation of nonconformance 

iRISHT.R.M. NRC Regional Offices. CANTRELL, F. S. Region 2. 

Afelanta, Reactor Construction b Engineering Support Branch. 
79/10/19. 3pp, 
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7912040449 F«TU«rd» auppl rasponao to IE Bollotlna 78-12. 70-12A It 
78-120 r* atypical uiold matl in rsactor preseure voaaal 
ufldt. Hpstinjhouso generic rept aubmttted 791029 covers 
plant*. Final response bg Q00129. 

HlLUBt L. H. Tannsssec Valleg Authoritg. 79/10/2B. 2pp. 


7?12ai00'93 Foruiard* IE Imp Repts 90-390/79-30 ti 50-391/79-32 on 
791016-19. No nonconipllance natod. 

MUflPHY< C. E. Region 3> Atlanta, fioaetor Construction U Engineering 

Support Branch. 79/11/09. 2pp. 


— 7912310100 IE Insp Ropts SO-390/79-3B «< 50-391/79-32 on 791016-19. No 
nonccispl lance noted. Major areas inspected: p Ipe support base 
plat* designs using concrete expansion anchor bolts it 
llcens** Idantlfied Items. 

VAtL18HiE.ll. Region 2. Atlanta. Office of the Director. 

HEflDT. A. R. Region 2. Atlanta. Reactor Construction & 

Engineer ing Support Branch. 79/11/09. 3pp. 


7912060163 Foruards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Afeentl les. " No specific action or response reiiulred. 
O'REILLY. iJ.F. Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp. 


7912110202 Forward* response to 790330 Itr b IE Bulletin 79-04 re Velan 
valve*. Correct weight valves Installed. Piping t supports 
revlauied using correct valve weights. 

HILLB. L. H. Tennessee Valleg Authoritg. 79/11/09. aOpp. 


7912070499 Forward* IE Info Notice 79-27. "Btoam Generator Tube 
Ruptures at Two PHR Plants. “ 

O'REILLY. J.P. Region 2. Atlanta. Office of the Dtrector. 
79/11/16. 14pp. 


7912100192 Forwards IE Info Notice 79-29. "Overloading of Structural 
Eleaienti Due to Pipe Support Loads," No response required. 
O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110979 Forwards IE Info Notice 79-29. "Loss of Nonsafetg-Relaled 
Reactor Coolant Sgs Instrumentation During Operation." No 
specific action or response required. 

O'REILLV.O. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912310307 Forwards IE Insp Rept 80-390/79-46 on 791031-1102. No 
noncompllance noted. 

LEWIS. R.C. Region 2. Atlanta. Reactor Operation* Nuclear Support 

Branch. 79/11/16. 2pp. 


— ^7912310318 IE Insp Rept 90-390/79-46 .on 791031-1102. No noneootpUance 
noted. Major areas Inspected: review of preoperational test 
proccdurte. review of new fuel receipt (. Insp b storage 
documentation. 

BELIBLE.O. A. , DONAT. T. J. Region 2. Atlanta. Office of the 
DirttCter. DANCE. H.C, Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch. 79/11/16. 9pp. 


7912060620 Forward* IE Circular 79-24, "Proper Installation b Callbr of 
Cora Bprag Pipe Break Detection Equipment on BUfls, " No 
reepons* required. 

O'REILLYi J. P. Region 2, Atlanta, Office of the Director. 

79/11/26, Ip. 


7912110197 Forward* IE Circular 79-23, "Motor Btarters fc Contactor* 
Failed to Operate." No response required. 

O'RElLLYf J.P. Region 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


7912060266 Ack receipt of 791023 Itr Informing NRC of etepe taken to 
correct violations noted in IE Intp Rept* 90-390/79-33 b 
80-391 /79-2B. 

mWPHY, C. E. Region 2, Atlanta. Reactor Conetruetion b Engineering 

Bupport Branch. 79/11/29. 2pp. 


— ^7912060207 Forward* IE Insp Rept 90-390/79-33 b 50-391/79-20 on 
790001-0907 b notice of violation. 

MORPHYrC.E. Region 2. Atlanta, Reactor Construction it 
Engineering Support Branch. 79/10/01. 2pp. 


— 7912060291 Notice of violation from Insp on 790001-0907. 

» Region 2, Atlanta, Office of the Director. 79/09/30, Ip. 


—7912060299 IE Insp Rept* 90-390/79-33 b 90-391/79-20 on 770B01-0907. 
None amp 1 lance noted; failure to follow procedures for ute^ of 
dVnaMonsiar in cable pulling. 

COCHRAN, B. J. , THOHAS.M, Region 2, Atlanta, Office of the 
Oireeter. CANTRELL, F. 8. Region 2, Atlanta, Reactor 

Construction b Engineering Support Branch. 79/09/30, 9pp. 


7912S00003 Supplements 790514 initial response to IE Dullottn 79-03 ro 
weld defects in pipe spools. H/o encl. 

HILLS, L. M. Tennessee Valley Authority. 79/11/29. Ip. 


7912190472 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation fc Control Power 8ys Bus During Operation." 
Written response required. 

O'REILLY. J. P. flegloti 2, Atlanta, Office of the Director. 
79/11/30. ip. 


7912310316 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncomp 1 1 ancee. 10CFR21. “ No action required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/12/06. 6pp. 


7912200060 Forwards IE DuUetin 79-2B, "Possible Malfunction of Naneo 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

D'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/07. 3pp. 


7912310000 Forwards final response to IE Bulletin 79-120. “Atypical 
Weld Natl In. Reactor Pressure Vessel Holds." Util has 
reviewed 791029 Hestlnghouae rept fc is satisfied that all 
specific vessel info required by bulletin Inc lulled. 

MILLS. C.N. Tennessee Valley Authority. 79/12/11. 2pp. 


7912290426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLY, J. P. Region '2, Atlanta. Office of the Director. 
79/12/13. 3pp. 


7912280180 Forwards IE Circular 79-23, "Shock Arrestor Strut Assembly 
Interference. " No written response required. 

D'RBILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/12/20. 4pp. 


R. Periodic operating reports fc related correspondence 


79121302S8 Forwards "Environ Radioactivity Leve Is. 1970. “ 
HILLS. L.H. Tennessee Valley Authority. 79/12/OS. Ip. 


”7912130260 "Environ Radioactivity Luvels. 1970. " 

* Tennessee Valley Authority. 79/11/30. 50pp. 


9, Reportable occurrences. LERs fc related correspondence 


7913200480 PNB-11-79-004: on 791016. 1 Icensee discovered that unknown 
individual placed 3/l6-inch iron wire around 490 volt ae 
bus to power distribution power in plant auiillary bldg. 

Touching wire could have damaged board fc caused Injury. 
DEBECKen.K., CANTRELL. F. S. Region 2, Atlanta, Office of the 
Director. 79/10/17. Ip, 


7912050913 Foruiarde first Interim deficiency rept re surface eracls in 
Loop 1 steam generator. 

MILLS, L.M, Tennessee Valley Authority, 79/11/23 Ip. 


— 79120S0916 Interim deficiency rept re surface cracks in Loop i steam 
generator. Cause not stated. Util & Mesttngheuse evaluating 
scope of required repair work. Westlnghouse requested to 
determine cause of cracks. 

« Tennessee Valley Authority. 79/11/23. Ip. 


7912050477 Third interim deficiency rept re diesel generator 
turbocharger lubrication. Insp of trubocharger on emergency 
di ese I generators incomplete. Fo 1 lowing completion of 
alignment fc mods, insp will be conducted. 

HILLS. L.H. Tennessee Valley Authority. 79/11/20. ip. 


79120504B4 Second interim deficiency rept re refueling laeter storage 
tank overflow line not fabricated to ASHE coda. Fo 1 lowing 
receipt fc evaluation of repair procedures, correc tive action 
statement will be prepared. 

MILLS, L-M. Tennessee Valley Authority. 79/11/29. ip. 


7912190620 Second Interim deficiency rapt re piles supporting essential 
raw cooling water pipe slab not driven to drawing specs, Pile 
load test will be conducted on existing piling. Next rept 
will be submitted by 800411. 

MILLS, L.H. Tennesaoe Valley Authority. 79/11/30. ip. 


7712170313 Forwards final deficiency rept re incorrectly performed 
presiurlier safety fc relief line blowdown analysis. 

MILLS. L.H. Tennessee Valley Authority.^ 79/12/07, Ip. 
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■791217031S Final del'lciuncg rispt re i nc Qrre< 1 1. ij performed pressuriier 
safety Ei relief line bloujSoien ana I ysi s Reanalys is revealed 
10 supports needing r edes i g nj one support needing relocation 
Zi need for addl supports 

• Tennessee Valley Auttiority 7y/l3/'07. Ip 


7912170317 Foruards final deficiency rept re RHH pump motor svc factor. 
KILLS. L. M. Tennessee Velley Authority. 79/12/07. Ip 


■7912170323 Final deficiency rept re eicessive svc factor on RHR pump 
motors Flou restrictions added in HHtt pump hot leg f< cold 
leg Injection headers to provide pressure drop necessary to 
prevent pump motor overloading. 

MILLS.L H. Tennessee Valley Authority. 79/12/07. Ip, 


7912170324 Sup p Icfflontel info re Ra5-50-390/79-25-0 I L 30-391/79-21-01 
re alignment bead lue 1 d s . Onau thor i i ed or undocumented 
alignment bead uields will be ronconformed !< depositioned in 
accordance ui/approved procedures. 

HILLS. L. M. Tennessee Valley Authority. 79/12/07. Ip. 

7912280581 Foruards first interim deficiency rept re control rod drop 
events. 

HILLS. L.M. Tennessee Valley Authority. 79/12/17. Ip. 

--79I22S0S90 First interim def icienty. Dropped rod accident analyses 
methodology affected nontonsorvativel g by pouar distribution 
& reactivity insertion prof 1 les. Ex tensive evaluatidii 
required to establish analytical safety margins, 

« Tennessee Valley Authority. 79/12/17. Ip. 

7912270480 Foruiards aopplemental response re cable terminations In 
junction boxes inside containment. 

HILLS. L. H. Tennessee Valley Authority. 79/12/18. Ip 

— 79122704B4 Supplemental response to deficiency rept re exception to 
commitment to replace cable terminations in junctions boxes 
inside containment u/splices for (llass IE circuits. 

Terminations preferable for resistance temp detectors, 

* Tennessee Valley Authority. 79/12/lD Ip 


OnCKET SO-391 WATTS DAR NUCLEAR PLANT. UNIT 2 


A. Appl 1 ca t ion/co’nstrue I i on stage documents & correspondence 


7912110011 Forwards NRC position on status t. applicability to pending 
OL applications of results of TMi followup ac t i ons. Ou 1 1 ines 
add] short-term actions to be taken. 

VASSALLO. D. a. Division of Project Hanagement. 79/09/27. 41pp 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PHRs 8< OHRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON.H.R, Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912110005 Forwards proposed Revision 2 to Reg Ouiile 1,97. 
"Instrumentation for Light Water Cooled Nuclear Power Plants 
to Assess Plant t< Envli’ons Conditions During ti following 
Accident." Requests comment. 

VARGA. S. A. Assistant Director for Light Water Reactors. 79/11/23. 
3pp. 


7912130023 Notification of SOOllO meeting u/utll to discuss reporting 
level of util OA !< manager L OA review of documents. 

SPRAULfJ.O. Quality Assurance Branch. 79/12/05. Ip. 


7912270356 Forwards addl info requested in 791029 1 tr re qualification 
of resistance temp de tec t ors. f i el d connections ti remote 
bollouis sensing containment pressure transmitters. Info to 
be Incorporated into Amend 42 of FSAft. 

MILLS. L. H, Tennessee Valley Aubhoriby. 79/12/19, 7pp, 


F. Security, medical, emergency tr fire protection plans 


7912040471 Forwards info re upgraded emergency plans to. plants under 
const & OL review. Ap p 1 Icants required to make certain 
emergency arrangements w/state h local organl latlons (< 
submit emergency plans per Reg Ouide 1. 101. 

VASSALLO. D. B. Division of Project Management. 79/11/21. 6pp. 


Q, Inspection reports. IE Bullelins t correspondence 


7912070056 Forwards IE Insp Repts 50-390/79-34 & 50-391/79-29 on 
790919-21. No noncomp I lane e noted. 

MtlRFHViC.E. Region 2. Atlanta. Reactor Construction (i Engineering 

Support Branch. 79/10/22. 2pp, 


--791207006V IE liisp Repts 50-390/79-34 *< 50-391/79-29 on 790919-21. M» 
n-oncomp I i anc o noted Major areas inspoc tod : e ond i t ions adverse 
to quality reporting & implementation of nonconformance 
repts. 

WRIGHT, R.W NRC Regional Officaa CANTRELL. F. B. Regions, 

Atlanta. Reactor Construction «. Engineering Support Branch. 
77/10/19 3pp, 


791204044B Forwards suppl response to IE Bulletins 70-12. 70-12A 6 
7B-12B TO atypical weld matl in reactor pressure vessel 
welds, WestinghousB generic rept submitted 791029 covers 
plants. Final response by 0OO12S. 

HILLS. L. M. Tennessee Valley Authority. 77/10/28. 2pp. 


7912310093 Forwards IE Insp Repts 50-390/79-38 l< 50-391/79-32 on 
791016-19. No noncDfsp 1 lance noted. 

MURPHY. C. E. Region 2. Atlanta. Reactor Construction t< Engineirlni 

Support Branch. 79/11/08, 2pp. 


— 7912310100 IE Insp Repts 50-390/79-30 6 50-391/79-32 on 79I016-t9.N» 
noncompi iance noted. Major areas inspected: p 1 pe support base 
plate designs using concrete expansion anchor bolts b 
licensee identified items. 

VALLlSHiE. J. Region 2. Atlanta. Office of the Director. 

KERDTiA R Region 2. Atlanta. Reactor Construction b 

Engineering Support Dranch. 79/11/00. 3pp, 


7912060163 Forwards IE Info Notice 79-12A, "Attempted Damage to Niu 
Fuel Assemblies. " No specific action or response required. 
O'REILLY. J. P, Region 2. Atlanta, Office of the Director. 
79/11/09. Spp, 


7912110202 Forwards response to 790330 I tr b IE Bulletin 79-04 T# Vilin 
val ves. Correct weight valves instal 1 cd. Piping b supports 
reviewed using correct valve weights. 

HILLS, L. M. Tennessee Valley Authority. 79/11/09. 80pp. 


7912070499 Forwards IE Info Notice 79-27, "Steam Generator Tub* 
Ruptures at Two PWR Plants." 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. 14pp. 


7912100192 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLY, J. P. Region 2, Atlanta, Office of the DlrBetor. 
79/11/16. Ip. 


7912110573 Forwards IE Info Notice 79-29. "Loss of Nonsaf ety-Rel*t«d 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

P'REILLVi J. p. Region 2, Atlanta, Office of the Director. 
79/11/16, 2pp. 


79120'60620 Forwards IE Circular 79-24, "Proper Installation b Calltr ef 
Core Spray Pipe Dreak Detection Equipment on BWRs. " No 
response required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 

79/11/26. ip. 


7912110157 Forwards IE Circular 79-23. "Motor Starters b Conlactbrl 
Failed to Operate." No response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/11/26, Ip. 


7912060266 Ack receipt of 791023 1 tr informing NRC of steps taken t« 
correct violations noted in IE Inap Repts 50-390/79-33 b 
SO-391/79-28. 

MURPHY. C.E. Region 2. Atlanta, Reactor Construction b EngineerSni 

Support Dranch. 79/11/29. 2pp. 


•7912060207 Forwards IE Insp Rept 50-390/79-33 b 30-391/79-00 on 
790001-0907 b notice of violation, 

MURPHY, C.E, Region 2, Atlanta. Reactor Construction b 

Engineering Support Branch. 79/10/01. 8pp. 


— 7912060291 Notice of violation front insp on 790001-0907. 

s Region 2. Atlanta, Office of the Director. 79/09/30. Ip. 


•7912060899 IE Insp Repts 50-390/79-33 b 50-391/79-88 on 790001-0907. 
Noncompi iance noted: fai lure to follow procedures for us* of 
dynamometer in cable pulling. 

COCHRAN, D. J. , THOMAS, M. Region 2, Atlanta, Office of the 
Director. CANTRELL, F, S, Region 2, Atlanta, Reactor 

Construction b Engineering Support Dranch. 79/09/30. 3pp. 


7912200003 Supplements 790514 initial response to IE Bulletin 79-03 te 
weld defects in pipe spools. W/o end. 

MILLS.L. M, Tennessee Valley Authority. 79/H/29. ip. 
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791S1^047B Forwards IS Bulletin 79-27t "Loss of Non-Class IE 
Inslrirmentatl on ii Control Power Sgs Bus During Operation. 

No written response required. 

D'BEILI-V. tf. P. Region 2, Atlantap Office of the Director. 
7*»/n/30 Ip. 

7918310316 Forwards IE Info Notice 79-30i "Reporting of Defects h 
Konecnpllanc es, 10CFR21. " No action required. 

O^REILLVi J. P. Region 2> Atlanta, Office of the Director. 
79/12/06. 6pp. 


7912300060 Forwards IE Bulletin 79-28, "Possible Malfunction of Nanco 
Modal EAISO Limit Switches at Elevated Temps," Action 
requlrad. 

O'REILLV. J. P. Region 2, Atlanta, Office of the Director. 

79/12/07. 3pp. 


7912310008. Forwards final response to IE Bulletin 7B-12B, "Atypical 
ITflld Matl in Raaetor Pressure Vessel Welds," Util has 
ravlaued 791029 Weatinghouse rept 1< Is satisfied that all 
specific vessel info required by bulletin included. 

HILLSjL.M. Tennessee Valley Authority, 79/12/11, 2gp. 


79I22B0A26 Forwards IE Info Notice 79-31, "Use of Incorroct Amplified 
Rasgonta Spectra.'" No written respanso required. 

O'REILLV. J. P. Region 2, Atlanta, Office of the Director. 
79/12/13. 3pp. 


7912280150 Forwards IE Circular 79-23, "Shock Arrestor Strut Assembly 
Intarf erence, " No written response required. 

O'REILLV. J. P. Region 2, Atlanta, Office of the Director, 

79/12/20. dpp. 


H. Parlodlc operating reports & related correspondence 


791213023B Foriuards "Environ Radioactivity Levels. 1978. " 
HILLS, U. H. Tennessee Valley Authority. 79/12/05. ip. 


>7912130268 “Environ Radioactivity Levels, 1978. " 
a Tennessee Valley Authority. 79/11/30. SOpp. 


B. Reportable occurrences, LERs t< related correspondence 


7912030SI3 Forwards first interim deficiency rept re surface cracks in 
Loop 1 steam generator. 

HILLS, L. M. Tennessee Valley Authority. 79/11/23, Ip. 

— 79120S0916 Intarlm deficiency rept re surface cracks in Loop 1 steom 
genarator. Cause not stated. Util t, Westinghouse evaluating 
leaps of required repair work. Westinghouse requested to 
detirmina cause of cracks. 

* Tennessee Valley Authority. 79/11/23. Ip. 


7912090477 Third interim deficiency rept re diesel generator 
turbocharger lubrication. Insp of trubocharger on omergeney 
diasel generators incomplete. Fol lowing completion of 
alignment 6 mods, Insp will be conducted. 

HILLS, L, H. Tennessee Valley Authority. 79/11/28. Ip. 


7912050484 Second interim deficiency rept re refueling water storage 
tank ovarflou line not fabricated to A8KE code. Fol laming 
receipt S, evaluation of repair procedures, corrective action 
statement will be prepared. 

HILLS, L.H. Tennessee Valley Authority, 79/11/29. Ip. 


7912190620 Second interim deficiency rept re piles supporting esaantial 
raw coaling water pipe slab not driven to drawing specs. Pile 
load task will be conducted on existing piling. Next rept 
will ba submitted by 800411. 

HILLS, L. H. Tennessee Valley Authority. 79/11/30. Ip. 


7912170313 Forwards final deficiency ropt re incorrectly performed 
preisurlier safety t< relief line tloudown analysis. 

HILLS, L.H. Tennessee Valley Authority, 79/12/07, Ip. 


— 7912170318 Final deficiency rept re incorrectly performed pressurirar 
safety It relief line' blowdown analyst s. Reanalysi s revealed 
10 supports needing redesign, one support needing relocation 
ti need for addl supports. 

• Tannessae Valley Authority. 79/12/07. Ip. 

7912170317 Forwards final dofieleney rept re RHR pump motor sve factor. 
MILLSrL. M. Tennessee Valley Authority. 79/12/07. Ip. 


— 7912170323 Final deftcipiicy rupt re ox<essive sve factor on UHH pump 
motors. Flow restrictions added in RHH pump hot leg t< cold 
leg injection headers tr provide pressure drdp necessary to 
prevent pump motor overloading 

HILLS. L.M. Tennessee Valle, j Authority. ■/9/L2/07. Ip 


7912170324 Supplemental info re nOs-50-39D/79-23-0 1 8< 50-391/79-21-01 
re alignment bead uel d s. IJnaut hot i led or undocumented 
alignment bead welds will be nonconformed S, deposltioned in 
accordance w/approved procedures 

MILLS, L.H. Tennessee '/alley Authority 79/12/07, Ip. 


7912280581 Forwards first interim deficiency rept re control rod drop 
events. 

MILLS, U. H. Tennessee Valley Authority. 79/12/17. Ip 


— 7912280590 First interim d ef Ic i ency . Drop ped rod accident analyses 
methodology af f ec ted ,f,onc onsorva t i vel y by power distribution 
& reactivity insertion p rof 1 i es. E i tens t ve evaluation 
required to sstabllsh analytical safety margins, 
a Tennossee Valley Authority. 79/12/17. Ip. 

7912270400 Forwards supplemental response re cable terminations in 
junction boxes inside containment. 

MILLS, L. M, Tennessee Valley Authority, 79/12/18. Ip 

— 7912270484 Supplemental response to deficiency rept re Biceptlo.n to 
commitment to replace cable terminations in junctions bores 
inside containment w/splices for Class IE circuits. 

Terminations preferable for resistance temp detectors. 

* Tennessee Valley Authority. 79/12/18. Ip. 


DDCWET SO-394 CALIFORNIA STATE POLVTECH COLLEGE REB. REACTOR 
F, Security, medical, emergency I, fire protection plans 


7912120206 Forwards draft Reg Ouide 5, XX, "Btd Format t< Content for 
Licensee Physical Security Plan for Protection of BNM of 
Moderate or Low Strategic Significance, " W/o end. 

REID,n W, Operating Reactors Branch 4 (Pre 791030k. 79/00/22. 

2pp. 


DOCKET 50-393 VIROIL C. SUMMER NUCLEAR STATION. UNIT t 
A, Appl i eat lon/c onstruct i on stage documents t< e orraspondenee 


7912110011 Forwards NRC position on status & applicability to pending 
OL applications of results of TMI followup ac t tons. DutI Ines 
addl short-term actions to be taken. 

VASSALLO, D. B. Division of Project Hanagement. 79/09/27. 4tpp, 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS Issue for PHRs 8, BHRs. 

Success of pTograih depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON, H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912030028 Summary of 791031 mooeting u/uti I, Ci Ibor t/Commonwsalth 
Associates l< BNL at facility re faml liar t lat i on w/factlity 
t< design Info for sItbssps in balanco-of-p lant piping sys. 
TIBBETTS, D. L, Light Water Reactors Branch 2, 79/11/15. 8pp. 


7912110136 Forwards proposed Revision 2 to Reg Ouide 1.97, 

"Instrumentation for Light Water Cooled Nuclear Power Plants 
to Assess Plant L Environs Conditions During S, Following 
Accident. " Requests comment. 

V ARC A, 8. A, Assistant Director for Light Mater Reactors. 79/11/23. 

3pp. 


7912140185 Summary of 791025 meetlTtg w/u til. Naval Research Lab. 
Westinghouse & Oi Ibort/Commonueal th to discuss seismic 
quaUflcatlon of electrical fc mechanical components. 

TIBBITTS, D. L. Light Hater Reactors Branch 2, 79/12/03. 7pp. 


0. Utility Environmental Report (ER), amends L correspondence 


7912270061 Forwards updated distribution list for environ repts & 
amands. 

DUNCAN. M. Environmental Projects Branch 2. 79/12/06. 8pp. 


F. Security, medical, emergency li fire protec tion plans 


7912040471 Forwards info re upgraded emergency plana to plants under 
const tc OL review, Appl Icants required to make certain 
emergency arrangements u/state & local orgatii lations 6 
submit emergency plans per Reg Ouide 1. 101. 

VASSAULO, D. B, Division of Project Management. 79/11/21. 6pp. 
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791£3103'86 Sumnarg of 791107 meetinfl u/util fc Oi Iber t/Com-nonuiea 1 th re 
discussion of requosb For info issued to util resulting from 
site visit for fire protection revieui. 

TIDBITTS>D. L. Light Hater Reactors Branch 2, 79/12/17. 6pp, 

79122101£ii Forwards Revision 4 to fire protection evaluation of fire 
haiards analysis rept. 

CREUS>E. H. South Carolina Electric ti Gas Co. 79/13/20. Ip. 

—7913210167 Revision 4 to fire protection evaluation of fire haiard 
analysis rept. 

• South Carolina Electric & Gas Co. 79/12/20. 41pp. 


0. Ad|udicotory correspondence 


7912130119 Request for dismissal of intervenor Q Dursey ti contentions 
due to failure to provide For discovery U abide by AELD 
orders. Certificate of Sve encl. 

CONNER.T. B. • RARER. R.li. South Carolina Electric fc Oas Co. 

CONNER. T.B. Connor. Moore gi Carter. 79/11/29. 10pp. 


7913210403 Motion to schedule B001S2 hearing on pending issues. Seols 
oiemptlon from FEB requirement If ASLB determines that 
Contention A-9 may not be subj to hearing prior to FES 
filing. Certificate of Sve encl. 

CONNER.T. S. South Carolina Electric & Gas Co. CONNER. T. 0. Conner. 
Koore gi Corber, 79/12/17. 7pp. 


7913260260 Response in opposition to applicant 791129 motion for 
dismissal of intervenor B Burseg content 1 ons. Urges that 
alternative relief requiring intervenor to submit summaries 
of proposed testimony be granted. Certificate of Sve end. 
GDLDBEIIO^S. C. Hearing Branch 2. 79/12/17. 7pp. 


K. Utility Final Safety Analysis Report <FSAR) t. amends 


7912030145 Forwards Amend 16 to FSAR. 

CREUSiE. H. South Carolina Electric b Oas Co. 79/11/30. 2pp. 


—7918030147 Amend 16 to FSAR. 

a South Carolina Electric 1< Gas Co. 79/11/30. 120pp. 


0. Inspection reports. IE Bulletins 6 correspondence 


791E070099 Forwards IE Insp Rept 50-395/79-29 on 790925-27. No 
nuncomp 1 lance noted. 

LEHIS.fl.C. Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/10/23. 3pp. 


—7912070105 IE Tnsp Rept 50-39S/79-29 on 790925-27. No noneomp 1 lance 
noted. Major areas inspected : prcoperatl onal test procedure, 
preoperatlanal test witnessing 1. previous Insp open Items. 

DONAT. T. J. Region 2. Atlanta. Office of the Director. 
BURNETTiP. T. Region 3. Atlanta. Roactor Operations Nuclear 

Support Branch. 79/10/17. 4pp. 


7912110049 Responds to iE Bulletin 79-14. Revision l.Suppl 2. re seismic 
analysis for piping sys. Piping sys design specs & procedures 
1 1 sted. Nalkdown insp checklist end. 

CREWS, E.H. South Carolina Electric 6 Oas Co. 79/10/30. 5pp. 


7912060159 Forwards IE Info Notice 79-13Ai "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
O'AEILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp. 


7912380153 Forwards IE tnsp Rept 30-395/79-31 on 79091 5-1012. No 
nonconp 1 lance noted, 

LEWIS. R.C. Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch. 79/11/14, 3pp. 

— 79132B0157 IE Insp Rept 50-395/79-31 on 790915-1012. No noncompliance 
noted. Major areas Inspec ted: preoperatlanal test procedure, 
inservice insp program. safety relation component receipt 
Insp (t follouup on open items, 

KELLOGG. P. J. , SKOUOS.J.L, Region 3. Atlanta. Office of the 
Director. 79/11/13. 6pp. 


7912100200 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'ReiLLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110568 Forwards IE Info Notice 79-89. "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action, or response required. 

O'REILLY. J. P, Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912110570 Forwards IE Info Notice 79-29. "Loss of Nonsaf aty-Relatid 
Reactor Coolant Gys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912310323 Forwards IE Insp Rept 50-395/79-32 on 791030-1 102. No 
noncompliance noted. 

MURPHY. C.E. Region 3. Atlanta. Reactor Construction (i Engtnesrlng 

Support Branch. 79/11/16. 3pp. 


— 7912310331 IE Insp Rept 50-395/79-32 on 791030-1102. No noncoop 1 Unee 
noted. Major areas Insp ec ted; safety-related electrical cable 
installation & BC records t. safety-related instrumentation 
Installation tc OC records. 

RUFF. A, B. Region 3. Atlanta. Dffiee of the Director, 

CQNLON.T.E. Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch. 79/11/16. 3pp. 


7912060619 Forwards IE Circular 79-24. "Proper Installation 6 Calllr af 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
response required. 

O'REILLY) J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110154 Forwards IE Circular 79-23. "Motor Starters & Contactors 
Failed to Operate." No response required. 

□ 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/26. Ip. 


7912100463 Act receipt of IE Insp Rept 50-395/79-33 on 791017, No 
proprietary info. 

UQHNSON.h. C. South Carolina Electric & Gas Co. 79/11/2S. Ip. 


—7912100464 Forwards IE Insp Rept 50-395/79-33 on 791017, No 
noncompl ionco noted. 

GUTMERLAND. J. T. Region 2. Atlanta. Fuel Facility tc Materials 
Safety Branch. 79/11/06. 3pp. 


—7912100467 IE Insp Rept 50-395/79-33 on 791017. No noncompUante n«lad. 
Major areas inspected: mgt meeting discussing IE insp program 
related to radiation protection & raduaste mgt fa brief plant 
tour. 

JENKINS. 0. R. , GIBSON, A. F. Region 2. Atlanta, Office of the 
Director. 79/11/03. 2pp. 


7912060581 Aeli receipt of 791115 Itr Informing NflC of steps taken to 
correct violations noted in IE Insp Rept 50-398/79-30. 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction fa Emgintsrini 
Support Branch. 79/11/29. Ip. 


— 7912060SS5 Responds to NRC 7910^4 Itr re violations noted in IE Imp 
Rept 50-395/79-30. Correct ivo actions: operating procedures 
being modlfiod per i0CFR21. (6) (31. Comp letlon by 791231. 

JDHNSQNiM. C. South Carolina Electric fa Gas Co. 79/11/15. 3pp. 


—7912060587 Forwards IE Insp Rapt 50-395/79-30 on 791001-04 fa notice of 
violation. 

MURPHY. C. E. Region 2. Atlanta. Reactor Construct! an & 
Engineering Support Branch. 79/10/24, 8pp, 


— 7918060SB9 Notice of violation from insp on 791001-04. 

tt Region 2. Atlanta. Office of the Director. 79/10/24. Ip. 


— 7912060S90 IE Insp Rapt 50-395/79-30 on 791001-04. Noncosspllance iv»t#4: 
appropriate procedures not developed to evaluate deviations, 
BURDETTE.T, E, , BROWNLEE, V. L. . BRYANT, J.C. Region 2, Atlanta, 
Office of the Director. 79/10/24. 6pp. 


7912190463 Forwards IE Bulletin 79-27. "Lose of Non-Class IE 
Instrumentation fa Control Power Sys Bus During Opsratson. " 
Written rosponee required, 

O'REILLY, J. P. Region 2, Atlanta. Office of the Dlrsctor. 
79/11/30. Ip. 


7912190464 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation fa Control Power Sys Bus During Operation." 
Written respanse required. 

a'REILLV, J. P. Region 2, Atlanta, Office of the Dlrsctor. 
79/11/30, Ip. 


7912310308 Forwards IE Info Notice 79-30, "Rsporting of Defects fa 
Noncompllancss, 10CFR21. " No action required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Dlrsctor. 

79/12/06. Spp, 


7912310310 Forwards IE Info Notice 79-30, "Reporting of Dafsets fa 
Noncompl lances, iacPR21. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Dlrsctor. 
79/12/06. Spp. 
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79l!taCH}0Sa Foruarils IE Bulletin 79-30. "Poeoibla Half unction of Nsnco 
Kodal EAIBO Lieilt Switches at Elevated Temps. “ Action 
required. 

Q'REILLVt J. P. Region S. Atlanta. Office of the Director. 

79/12/07. 2pp. 


7912200099 Forwards IE Bulletin 79-20. “Possible Kalfunction of Hanco 
Hadcl EAIBO Limit Ewitches at Elevated Tenps. “ Action 
required. 

Q'ilEILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/07. ip. 


7912200421 Forwards IE Info Notice 79-31. “Use of Incorrect Aaplified 
Response Spectra. “ No written response required. 

O'REILLY. J. P. Region 2. Atlanta. Offica of the Director. 

79/12/13. 2pp. 


7712280423 Forwards IE Info Notice 79-31. "Use of Incorrect Aaplified 
Response Spectra. ” No written rosponse required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/13. 2pp. 


79122S0t4& Forwards IE Circular 79-25. “Shock Arrestor Strut Assesbly 
Interference. " No written response required. 

O’nEILLY.U. P. Region 2. Atlanta. Office of tha Director. 

79/12/20, 4pp. 


S. Rsportabla occurrences. LERs it related correspondence 


7912130433 Intorla daficlencg rept re welded Hilti bolts on electrical 
support p lates. Re-ins p program fa engineering evaluation 
continuing. Final rept will be submitted bg Jan 1900. 

CREUa.E.H. South Carolina Electric & Oes Co. 79/11/01. Ip. 


79I207003& PNO-ll-7?-2fa: on 791107. media met u/6C legislature re const 
prictlcee. Areas of concern included undersize welds on 
socket welds fa use of carbon steel brushes. No decision made 
by licensee ro prase release. 

NARBM.R.J. . ALDERaON.C. Region 2. Atlanta. Office of tha Director. 
79/11/07. Ip. 


7912070012 PHO-II-79-29; on 791 107. Hestinghouse informed NRC of omiesion 
In test program re safety injection circuitry. No 
Vsstlnghousa test eilsts for operability of slave relays. 

J)tglon'4 will follow up in vendor insp program. 

VEfiSTER.E. H. Region 2. Atlanta. Office of the Director. 79/il/OS. 
Ip. 


79122004&2 PNO-tI-79-02M; on 791109. util reported that Schedule lAO 
itilnless steal spool pieces mfg by Southwest Fabrication fa 
Reldlng Co do not mset A8HE code requirements an socket weld 
size. 

BURDETTE, T. E. r BRYANT. J. C. Region 2. Atlanto. Offica of the 
Director. 79/11/09. ip. 


791213a9&0 Final deficiency rapt re design fa procurement of speed & 
transfer switchgear for component coaling pumps. sve weter 
puaps fa chargtng/safety injection pumps. Ollbert Assoclatssi 
Inc revised project mgt manual. 

{REUS. E. H. Bouth Carolina Electric fa Gas Co. 79/11/19. 2pp. 


7912l403£ia Final deficiency rept: on 791107. undetectable failure in 
engineered eafety features actuation sys occurred. Analysie 
Tiveslad ays ability to initiate safety injection could be 
lest under certain conditions. Plant procedures were revised. 
CREU9. E. H. South Carolina Electric & Oas Co. 79/12/03. 2pp. 


791214039S Final deficiency rept re design arror in Boniefaar pressure 
Tsslstant fa watertight doer units frame anchorage. Door 
fraats not yet Inutal led. Design mads will be provided fa 
doers will be installed by 000101. 

CREfaSiE. H. South Carolina Electric fa Oee Co, 79/12/09. 3pp. 


7912190963 Deficiency rept re undersize eocket welds. Util insp revealed 
undireiied socket wilds on both onsite fa ehop welde.Caueed 
kg Inadequate work by ueldere. ASf£ Inspectore. conet co fa 
Bsuthweet Fabricating fa Welding Co. Correctione underway. 

JOHNSON. H.C. South Carolina Electric fa Oas Co. 79/12/09. 4pp. 


7912200610 Final deficiency rept re IB automatic dampers in 
Vinttiatton eye associated w/12 caf sty-related fane. Collar 
holding control arm will be tack welded on to shaft. Limit 
switch sattings will be rechecked during startup, 

CREWS. E.H. South Carolina Electric fa Oas Co, 79/12/18. 3pp. 


79122B4S32 Interim deficiency rept re rod drop analyels. Weitinghouse 
notified NRC of deficiency on 791119. Meeting held by NRC fa 
We.sttnghouse, Forwards Weitinghouse 791115 Itr.Final rept 
will be lisusd when Weitinghouse relays corrective action. 

CREWS, E.H. South Carolina Electric fa Oas Co. 79/13/19. 2pp. 


— 7912200540 Confirms Westinghouse 791115 telephone notification rc rod 
drop analysis, 8AR analysis may not represent most limiting 
assumption for credible single fal lure. Forwards info 
identifying affected Itestinghouse plants. W/o ancl. 

ANDERSON. T. H. Uestinghouse Electric Corp. 79/11/15. 8pp. 


DOCKET 90-396 UHIV. OF VIRGINIA CAVALIER REACTOR 
F. Security, medical, emergency fa fire protection plans 


7913120206 Forwards draft Rag Guide S. XX. “Std Format fa Content for 
Licensee Physical Security Plan for Protection of Bfttl of 
Moderate or Low Strategic Significance.* M/o end. 

REID. n.W. Operating Reactors Branch 4 <Pr» 791030). 79/00/22. 

2pp. 


DOCKET 50-397 KPPS9 NUCLEAR PROJECT. UNIT 2 

A. Appllcat ion/construc t ion stage documents fa correspondence 


7912110011 Forwards HRC position on status fa appHcability to pending 
DL applications of results of TUI followup actions. GutLines 
addl short-term actions to be taken. 

VASSALLO) D. B. Division of Project Management. 79/09/27. 41pp. 


7912190279 “Rosults of Hardness Testing & Metallurgical Examination on 
Feedwater Pipe Welds at Washington Nuclear Project 2. “ 

BUEBS.M.E. Technimot Corp. NRC-09~77-l 36. 79/09/20. 3Spp. 


7912110364 Oiscussee NRC plans to use goneric analyses to develop early 
varlfication program to resolve ATW3 issue for PWRs fa OHRs. 

Success of program depends on Industry response. Supports 
formetion of owners groups to provide necessary info. 

DENT0N.H.R. Office of Nuc tear Reactor Regulation. 79/10/17. 3pp. 


7712130469 Responds to atop work order fa deficiency rept re sacrificial 
shield wal 1, Resunpti on of work is contingent upon 
reinspactions. quality records reviews fa comprehensive action 
plan. 

ENGELKEN. R. M. Region 5. San Francisco. Office of the Director. 
79/11/21. ip. 


7912040246 Requests maetlng on 791S07 re devatopment of safety relief 
valve load definition. 

RENBERCeR. D. L. Washington Public Power Supply System. 79/11/38. 
2pp. 


79120402S2 Dlscusoes 791003 eeetlng w/C Anderson re Mark 11 pool 
dynamic load tasks. tSeeiing on 771S07 will provide addl info 
on resolutions for safety relief valve load dof initlons. 

SuBmary of plant unique areas included. 

REHBERCER. D. L. Washington Public Power Supply System. 79/11/20. 
4pp. 


7912120332 Notification of 791205 naeting w/util in Dathesde.HD to 
discuss procedures for review by staff consultanta. 

LYKCH.H.O. Light Water Reactors Drench 4. 79/11/30. 3pp. 


7912120329 HatifJeatlon of 791207 meeting w/util in Oethesda.HO to 
discuss plant-unique safety relief valve load definition. 

LYNCH, M.D. Light Hater Remetors Branch 4. 79/11/30. 3pp. 


7918380566 Forwards XN-NF-103. “Water Content of Bel id Hat! by 
Electrolysis. “ re testing ooisture of low-hydrogen 
electrodes. 

RENBEROER, D. L. Washington Pub 1 ic Power Supply System. 79/13/20. 

2pp. 


— 791220GS71 “Water Content of Solid Hatl by Eloctroly si s. “ Revision 6 
to Procedure P69281 for testing moistura of low-hydrogen 
electrodes. 

* Ezxon Nuclear Co., Inc. (subs, of Exxon Corp.). XN-NF-103. 
79/Ol/tO. 13pp. 


C. Utility Environmental Report CER). amende fa eorrespondenea 


7912270069 Forwards updated dietributlon list for environ repts fa 
amends. 

DUNCAN. H. Environmental Projacts Branch 2. 79/12/06. 4pp. 


F. Security, medical, emergency fa fire protection plans 


7912040471 Porwarde info re upgraded emergency plans to plants under 
const fa OU review. Applicants required to make certain 
emergency arrangements w/«tat» fa local organiiations fa 
submit eaergency plans per Rag Guide 1.101. 

VABSALLOi D, 0, Division of Project Management. 79/11/81. 6pp. 
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0. Ad j udicatoi;y c nr re sp (indsnc e 


77120A00S9 Hemoranduffi etplaininj authority to establish ASLAS. ASUS 
791009 notice dismissing proceeding may not he revieuad 
on ASLAB initiative. Diroctor oF lyuclear Reactor Hegulations 
is Invested u/authority to determine terms of application. 

BISHOP. C. J. Atomic Safety and Licensing Appeal Panel. 79/11/14. 

12 pp. 


Q. Inspection reports. IE Bulletins Si correspondence 


79I210{12G3 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
ENGEi.KEN> R. H. Region S. San Francisco. Office of the Director 
79/ll/ifi. Ip. 


7912110522 Forwards IE Info Notice 79-29i "Loss of Nonsaf ety-Rela t ed 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

ENQELKEN. R. K. Region 5. San Francisco. Office of the Director. 
79/11/16. Ip 


7912070031 Forwards IE Circular 79-24. "Proper Installation t Catlbr of 
Core Spray Pipe Break Detection Equipment on DNRs. “ No 
response required. 

ENSELKEN. R. H. Region 3i San Francisco. Office of the Director. 
79/11/26 Ip 


7912110274 Forwards IE Circular 79-23. "Motor Starters li Contactors 
Failed to Operate.” No response required. 

ENQELKEN. R. H. Region S. San Francisco. Office of the Director. 
79/1 1/26. Ip. 


7912110500 Notifies that NRC intends to routinely forward to 
appropriate state public uti) regulatory groups & state atty 
general ofes copies of escalated enforcement corrospondence 
sent by NRC to licensees. 

ENQELKEN. R. H. Region 3. San Francisco. Office of the Director. 
79/11/26, Ip 


7912030204 Forwards Amend 1 to preservtce Insp program plan. consisting 
of drawing changes which reflect as-built condltiens 
Identified during ongoing preservice examinations tt program 
plan test changes. 

RENDERQER. D. L. Irloshlngton Public Power Supply System. 79/11/SQ. 
2 pp. 


•7912030207 Amend 1 to preservice insp program plan. cons I sting of 
drawing changes which reflect as— built conditions identified 
during ongoing preservice e>aminattans L program plan test 
Changes. 

«• Washington Public Power Supply System. 79/09/19. 77pp. 


7912190161 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation & Control Power Sys Dus During aperabion. " 

No written response required. 

ENQELKEN. R. H. Region S. San Francisco. Office of the Director 
79/11/30. Ip. 


791S310279 Forwards IE Info Notice 79-30. "Reporting of Defects Si 
Noncomp 1 i anccsi lOCFflBl . " No action required. 

ENQELKEN 1 R. H. Region 3. Ban Franc Iseoi Off ice of the Director. 
79/12/06, 4pfl, 


7712200292 Forwards IE Bulletin 79-26i "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

ENQELKEN. R H. Region 9. San Francisco, Office of the Director. 
79/12/07. ip. 


7912290626 Forwards IE Info Notice 79-31. “Use of Incorrect Amplified 
Response Spectra. " No written response required. 

ENQELKEN. R. H. Region 5i San Francisco. Office of tha Director. 
79/12/13. Ip 


S. Reportable occurrences. LERs 4i related c arrespondecic e 


7912190017 PNCl-V-79-10: issued two immediate action Itrs to util 
raquasting work stoppage re sacrificial shield wall 6 
certain pipe whip restraints due to improper worlmanshlp 6 
possible fradulent records. 

BISHORiT-. H, Region S. San Francisco. Office of the Director. 
79/11/21. 2pp. 


7912120413 Forwards final deficiency rept re EGGS pump ream flooding. 
RENUEROERi D, L. Washington Public Power Supply System. 79/11/30, 
ip 


--7912120416 Final deficiency fept re ECC 8 pump room f loading. Fuel poo] 
cooling sys is not designed to Seismic Category 1 or Class 
IE stds.Fucl pool cooling sys will be upgraded through 
re-analysis S> redesign to improve reliability. 

« Washington Public Power Supply System. 79/11/30. Ip. 


79122S0636 Ack receipt of 791130 Itr It final deficiency rept re spent 
fuel pool cooling sys. 

ENQELKEN. R. H. Region 5. San Francisco. Office of the DiTeetor, 
79/12/14. "Ip, 


— 79122B0642 Forwards final deficiency rept re spent fuel pool cooling 
sys. 

RENDERQERi D. L. Washington Public Power Supply System, 79/11/30. 
ip- 


— 7912200651 Final deficiency rept re spent fuel pool cooling sys. Bptnt 
fuel sys not designed to Seismic Category I stds. Cooling sys 
will be up graded. 

» Washington Public Powor Supply System. 79/11/30. Ip. 


DOCKET 50-399 MENDOCINO, UNIT 2 


Q. Inspection reports. IE Bulletins U correspondence 


7912060657 IE Insp Ropt 50-399/79-41,50-404/79-07 b 50-405/79-07 on 
79091B-21. No noncomp 1 lance noted. Major areas inspected: 
nonconformance re concrete operations (> activities re 
extended const delay. 

MCFARLAND. C. R. Region 2, Atlanta, Office of the Dtreebor. 
79/10/19. 5pp. 


DOCKET 30-400 SHEARDN HARRIS NUCLEAR POWER PLANTi UNIT 1 


A. Application/construction stage documents 6 correspondenes 


7912110264 Discusses NRC plans to use generic analyses to develO'p early 
verification program to resolve ATWS issue for PWRs & BWRs. 

Success of program depends on industry response, Supports 
formation of owners groups to provide necessary info. 

□ENTON, H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912120392 Forwards facility schedule info, updated to 791130 for PHR 
const & activities. 

MCDUFFIE, M, A, Carolina Power «i Light Co. 79/12/03. i3pp. 


7912120416 Notifies that util will provide design bases fO'P emergency 
SVC water intake channel in FSAR. 

MCDUFFIE, M. A. Carolina Power b Light Co. 79/12/06. ip. 


7912280S46 Advises of FSAR submittal by 6 OO 6 OI 1 as reported in encl 
781221 Itr. Submittal scheduled to support June 1963 OL 
issuance for Unit 1. Requests priority for NRC QL rsvleu. 

MCDUFFIE, M, A. Carolina Power *, Light Co, 79/12/19. Ip. 


•7912200555 Responds to NRC 761107 Itr asking util to identify all 
applications t< requests for review to be submitted to NRC 
prior to 611231. Will submit QU application in June 1960, 
including FSAR. 

MCDUFFIE, M. A. Carolina Power ti Light Co. 76/12/21. 2pp, 


7912270342 Forwards info re Harri s-Harne tt segment of offsite 
transmission line. identifying major environ features 
considered in selecting route for SCO kV line. 

MCDUFFIE, M. A. Carolina Power li Light Co. 79/12/21. 9pp. 


F. Security, medical, emergency & fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants undtr 
const ti OL review. Applicants required to make certain 
emergency arrangements w/state li local organ! latlons It 
submit emergency plans per Reg Guide i. 101. 

VA88ALL0. D. D. Division of Project Management. 79/11/21. 6 pp. 


0 . Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-OSl 1, Draft OEIS raflacts 
conscious It dellberato NRC policy to jeopardise public 
health It safety ti thwart objectives of NEPA. 

KEPFQRD, C. Environmental Coalition on Nuclear Power. 79/10/24. 

22 pp, 


7912120224 Supports Conservation Council of NC petition to halt 
fad 1 Ity const. 

EDOLEHAN.W. Kudxu Alliance. 79/11/07. Ip. 



DOCKETED ITEMS 


227 


7913170153 R*spnnaB In opposition to intorvanors 791105 patltion 
r*q.uotttnt reopenlnc) of record to consiaer odequecij of 
■vecuatlon p Ians, Intorvonor s mag initiate Commission action 
If readg to tear burden of proof . Certi fieate of Svc end. 
BARTHfC. A, Hearing Oranch 3. 79/12/11. dpp. 


7912310149 Opposition to intervener Conservation Council fo NC b Hake 
Envlrorj Inc 791105 petition to reopen record. ASLD lacks 
jurisdiction to grant pet it ion. Car t i flea te of Svc end. 

TROWBRIDGE. 0. F. Carolina Power b Light Co.' TROWQRIDOE. 0. F. Shaw. 
Pittman. Potts b Trowbridge. 79/12/14. 4pp. 


Q. Inspection reportsi IE Bulletins b corrospondenco 


79i20&0106 Forwards IE Info Notice 79~i2A. "Attempted Damage to Now 
Fuel Assemblies.'' No specific action or response required. 
O'REILLYi J. P, Region 2. Atlanta. Office of the Director. 
79/11/09. 2pp. 


7712050633 Act receipt of IE Insp Repte 50-400/79-20.50-401/79-20, 
30-402/79-19 b 50-403/79-19 on 790924-26. No proprietarg 
Info. 

IIMMERMAN. S. R. Carolina Power b Light Co. 79/U/15. ip. 


— 7912050636 Forwards IE Insp Repts 50-400/79-20,50-401/79-20. 
50-403/79-19 b 50-403/79-19 on 790924-26. No noncomp 1 lance 
noted, 

HURPMY.C. £. Region 2. Atlanta. Reactor Construction b 
Engineering Support Branch. 79/11/09. 2p. 


■7912050630 IE Insp Repts 50-400/79-20,50-401/79-20,50-402/79-19 b 
90-403/79-19 on 790924-26. Major areas inspected : steel 
structures b support s. weld Ing procedure specs b welding matl 
control. 

ECOftOMaS. N. Region 2. Atlanta. Office of the Director. 

KERDT. A. R. Region 2, Atlanta. Reactor Construction b 

Engineering Support Branch. 79/11/07. 6pp. 


79I31'00160 Forwards IE Info Notice 79-2Q, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
a'AEILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110540 Forwards IE Info Notice 79-29. "Loss of Nonsafatg-Relatod 
Reactor Coolant Sgs Instrumontotion During Operation." No 
specific action or rosponse required. 

O'REILUVr J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 2pp. 


7912170142 Supplements response to IE Bulletin 79-15. "Deep Draft Pump 
Deficiencies." Initial response provided 790910. Imps 
ulll be performed at vendor facilitg prior to shipping. 

HCDUFFIE.M. A. Carolina Power b Light Co. 79/11/21. Ip. 


7912170161 Supplements response to IE Bulletin 79-23. "Potential 
Failure of Emergencg Diesel Generator Field Exciter 
Transformer." Confirms that 24-h lood tost will bo performed 
as part of preoperatlonal tasting program. 

HCDUFFIErM. A. Carolina Power b Light Co. 79/11/21. Ip. 


791206060S Forwards IE Circular 79-24, "Proper Installation b Calihr of 
■Core Sprav Pipe Break Beteetton Equipment on DURs. " No 
response required. 

a 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 

79/11/26. Ip, 


7912110123 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No response required. 

a'RCILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/11/26. Ip. 


7912110306 AeV receipt of IE Insp Repts 50-400/79-22,50-401/79-32, 
50-402/79-21 b 50-403/79-21 on 791022-25.,No proprietarg 
Info. 

HDWE.F.U. Carolina Power b Light Co. 79/11/26, Ip. 


•7912110321 Forwards IE Insp Repts 50-400/79-22,50-401/79-22. 
ao-402/79-21 b 50-403/79-21 on 791022-25. No noncompliance 
ndbed. 

MURPHY. C.E. Region 2. Atlanta. Reactor Construction b 

Englnnerlng Support Branch. 79/11/15, 2pp. 


“7912110334 IE Insp Repts 50-400/79-22.50-401/79-22.50-402/79-21 b 
50-403/79-21 on 791022-25. No noncompHance noted, Major 
areas inspected: lakes. dams b canals. OA/QC controls b 
uort activities b structural eonertte quality records. 

LENAHAN. J. J. Region 2, Atlanta, Office of the Director, 

CONLONi T. E. Region 2. Atlanta. Reactor Construction b 

Engineering Support Oranch. 79/11/14. 4pp. 


7912190376 Forwards SE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation *' 
No written response required 

0 'REILLY, J. P. Region 2. Atlanta. Office of the Director, 
79/11/30. ip. 


7912310235 Forwards IE Info Notice 79-30. "Reporting of Defects b 
None orap 1 i ances, 10CFR21 . " No action required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/12/06, 5pp 


7912200006 Forwards !E Bulletin 79-2B. "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 

79/12/07. 2pp, 


7912230370 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

0 'REILLY, J. P. Region 2, Atlanta. Office of the Director. 

79/12/13, 2pp. 


7912280119 Forwards IE Circular 79-25. '’Shock Arrestor Strut Assoisbly 
Interference " Nn written response required. 

0 'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/12/20, 4pp, 


S. Rep or tab le occurrences. LERs b related c orrespon dance 


7912210051 PNa-II-79-0iai meet Ing conducted by il electricians w/loeal 
TVA station re mgt i'nahllltg to control toot theft, Locked 
boxes broken into at site U tools removed. 

□RADLEY, n. 0. , MCFARLAND, C.R. Region 2, Atlanta, Office of the 
Director. 79/10/24, Ip, 


7912060669 PNO-! 1-79-19: on 791029, util informed Region 2 that 
r e inf ore ament steel were emitted during placements of Class 
I concrete in Unit 1 containment shield wall b Unit 2 
reactor auxiliarg bldg shear wo 1 1. Invest i gat ion pending. 
BRADLEY, R. D, , BRYANT, J. C. Region 2. Atlanta, Office of the 
Director. 79/10/30. Ip. 


7912130506 Notifies NRC that final rapt re deflelentlea in proeuremant, 
fabrication b insp of engineered plates for concrete 
embedment & support of safety-related leads will he 
completed on 791231. Delays caused bg extensive rework. 

CHIANOI.N. J. Carolina Power b Light Co. 79/11/02. 2pp. 


7912130448 Interim deficiency rep t re omission of rebar in reactor 
auxiliary b Idg. Correc t ive action ulll be completed bg 

aooaoi. 

CHIANOI.N. J. Carolina Power b Light Co. 79/12/05. 2pp. 


— 7912130452 Ac k recBipt of NRC 791030 1 tr re placement of concrele 
omitting rebar. Caused by human error. Repairs on affected 
walls will commence after NRC approval of corrective action. 
JONES, J, A. Carolina Power & Light Co. 79/H/01. 6pp. 


•7912130461 Provides supplemental info to 791101 Itr re corrective 
actions following omission of rebar at two locations. 

Requests authorization to resume placement of concrete b 
approval of proposed correc t ive a.c t i on. 

JONES, J. A. Carolina Power b Light Co. 79/U/02. 2pp. 


— 7912130472 Notifies that pull test on test bars will be conducted 
791217 re engineering evaluation b repairs for reactor 
auxilliary bldg & containment b 1 d g. Requests approval of 
proposed repairs. 

JONES. J. A. Carolina Power b Light Co. 79/11/14. 2pp. 


7912200529 Interim deficiency rept re defective Seismic Class I hanger 
welds. Final rept will be forwarded on 800130. 

CHIANOI.N. J, Carolina Power b Light Co, 79/12/19, 2pp. 


DOCKET 50-401 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 2 


A. Appticatl'on/construetlon stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATH8 issue for PMRs b BHRs. 

Success of program depends on Industry response. Supports 
format ion of owners groups to provide necessary info. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912120398 Forwards facility schedule Info. updated to 791130 for PHR 
const b activities. 

MCDUFFIE.M. A. Carolina Power b Light Co, 79/13/00. 13pp. 
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7912T20416 Notifies that utU will provide 
SVC water Intake channel in FS^R. 
MCDUFFIE. M. A. Carolina Pouier t. Light Co, 


design bases 
79/12/06. 


for 

Ip 


emerj eneg 


7912170142 Supplements response to IE 
^ DeficlenelBs. " Initial response provided 

uilll be performed at vendor "le 


7913200346 Advlsos of FSAR submUfcal b g ^ ‘ 

701221 ItP Submittal scheduled to support June 1983 UL 

u»i, ........ ... ,.rc ol 

MCDUFFlEi M. A. Carolina Pouer te Light Co. »p 

— 77I22B059S Responds to NRC 761107 Itr asking dtil to ‘^entifg all 
applications 8. requests for review to be submitted 
prior to B11S31 Will submit OL application in Juns 1900* 

M»1Ff1e!'hT"' C arolina Power b Light Co. 7B/12/21. 2pp. 

7912270342 Forwards info re Harris-Hsrnett ““S'"*’';'! ‘ 

transmission line, Ident i fying major environ features 


considered in selecting route fo'' 500 VU 
MCBUFFIEi M. A. Carolina Power b Light Co. 79/ia/ii. 


9pp. 


7912170161 Supplements response to IE ^ul}***" 79-?3i “Potential 
Failure of Emergencg Diesel Generator Field Esclter 
Transformer," Confirms that 24-h load test will be performed • 

as part of preoperational P!;?®!;*™- ,o/ii/st Id 

MCDUFFIE. M. A. Carolina Power b Light Co. 79/11/21. ip. 


7912060609 Forwards JE. Ci''EU lar 79-24, _^Proper «■ 


Core Spray Pipe Break Detection Equipment on BWRs. 
response required. 

O'REILUV, J. P. Region 
79/11/26. Ip. 


Atlanta, Office of the Director. 


7912110123 Forwards IE Circular 79-23, “Motor Starters b Contectopt 
Failed to Operate." No response required. . , 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 




F. Socurltg. medical, emergency b fire pro tec tion^plans 


7912040471 Forwards Info re upgraded emergencg plans to plants under 
canst b OL review. Applicants required to make certain 
emergencg arrangomonts w/state b loea organiiat ions b 
submit emergency plans per Reg Guide i. 101. 70/II/31 Aeo 

VAS9ALLQ. 0. B. Division of Project Management. 79/11/21. opP- 


Q. Adjudicatorg correspondence 


7912110043 Forwards comments on NUREG-051 1. Draft 
conscious b deliberate NRC policy to jeopardiie 
health b safety b thwart objectives of NEPA. 
KEPFQRD, C. Environmental Coalition on Nuclear 
22pp. 


OEIS reflects 
public 

Power. 79/ 10/24. 


7912120224 Supports Conservation 
facility const. 

EDDLEMAN. M, Kudju Alliance. 


Counci 1 
79/11/07. 


of NC petition to 
Ip. 


halt 


79I21701S3 Response in opposition to Interveners 791109 petition 
requesting reopening of record to consider adequaev of 
evacuation plans. Inlorvenors may Initiate Commission action 
If ready to bear burden of proof. Certificate of Sve cncl. 

BARTH, C. A. Hearing Branch 3. 79/12/11. 4pp. 

7912310149 Opposition to intervanor Conservation Council fo NC b Wake 
Environ# Inc 791109 petition to reopen record. A3LD lacks 

.urladicllon to grant pet 1 1 ion. Cert i f ieate of Sve end. 

TBOHBRIDOE, 0. F. Carolina Power b Light Co. TflDHBRIDQE, 0. F. Shaw, 
Pittman. Potts b Trowbridge- 79/12/1-4. 4pp. 


Q. Inspection raports, IE Dulletins t: corraspondsne e 


7912060106 FoTwarda 
Fuel Assanbi les. " 
Q 'REILLY, d. P. 
79/11/09. 2pp. 


IE Info Notice 79-12A. “Attempted Damage to New 
No specific action or response required. 

Roglon 2. Atlanta. Office of the Dlraetor. 


7912090633 Ac k receipt of IE Insp Repts 50-400.'79 -20, SO-401/79-20, 
90-402/79-19 b 30-403/79-19 on 750924-26. Mo proprietary 

ZIMMERMAN# a. R. Carolina Power b Light Co. 79/11/15. Ip. 


— 79120S0636 Forwards IE Insp Repts 80-400/79-20,90-401/79-20, 
SO-402/79-19 b 90-403/79-19 on 790924-26. No noncompl lance 

MUflPHVjC.E. Region 2# Atlanta, Reactor Construction b 

Englnoorlng Support Branch. 79/il/09. 2p. 


— 791205063B £E Insp Repts 50-400/79-20i 50-401/79-20# 90-402/79-19 b 
50-403/79-19 an 790924-26. Major areas Inspsc tod; steel 
structures b supper ta, weld ing procedure specs b welding toati 

-COfl^TO 1 I 

ECONOMD3. N. Region 2# Atlanta, Office of the Director. 

HERDT. A. R. Region 2# Atlanta, Reactor Construction b 

Englnasrlng Support Branch. 79/11/07. 6pp. 


7912100160 Forwards IE Info Notice 79-26, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
O'REILLY# J. P. Region 2# Atlanta, Office of the Director. 
79/11/16. Ip. 


7912110540 Forwards IE Info Notlc* 79-29, “Loss of Nonsaf sty-Re 1 ated 
Reactor Coolant Sg 5 rnstrumantati on During Operation." No 
specific aetlo.n or response required. 

O'REIU-V, J.P. Region 2, Atlonta, Office of the Director. 
79/11/16. 2pp. 


7912110306 Ack receipt of IE Insp Rnpts 90-400/79-22,50-401/79-22# 
90-402/79-21 b 90-403/79-21 on 791022-29. No proprlotarg 

HOWE, P. W. Carolina Powei* b Light Co. 79/11/26. ip. 


-7912110321 Forwards IE Insp Repts 50-400/79-22, 90-401/79-22, 
90-402/79-21 b 90-403/79-21 on 791022-29. No noncomp I ianci 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction b 

r#in inearlnn BuDoort Dranch. 79/11/19. 2pp. 


-7912110334 IE Insp Ropts 80-400/79-22, SO-401/79-22, 50-402/79-21 L 
90-403/79-21 on 791022-25. No noncompl lance noted. Major 
areas Inspected: lakos, dams b canals, QA/QC controls b 
work activities b structural concrete quality records. 

LENAHAN# J. J. Roglon 2, Atlanta, Office of the Director. 

CONLON.T. E. Region 2, Atlanta, Reactor Construction b 

##.. 1 I •..# Riinfinr-t tlrar^ch, 79/11/14. 4pp. 


7912190376 Forwards IE Bulletin 79-27, “Loss of Non-Class IE 
Instrumentation b Control Pouier 8gs Dus During Opsratlon. 

No written response required. 

0 'REILLY, «J. P. Region 2. Atlanta, Office of the Director. 


fo / I 1 /on 


79123102D9 Forwards IE Info 
Noneamp 1 ianecs, 10CFR21. " 
O'REILLY, J.P. Region 2 
79/12/06. 9pp. 


Notice 79-30, “Reporting of Defects b 
No action required. 

# Atlanta, Office of the Director. 


7912200006 Forwards IE Bulletin 79-20, "Possible Melfunctlon of Nemce 
hDd»l EA10O Limit Suiitche* at EUvatad Ttmp*. " Action 

O'RElLLvi J. P, Region 2, Atlanta. Office of the Director, 
79/12/07. 2pp. 


7912230370 Forwards 
Response Spectra. 
O'REILLY, J.P. 
79/12/13. 2pp. 


IE Info Notice 79-31, "Use of Incorrect Amplified 
" No written response required. 

Region 2, Atlanta, Office of the Director. 


7912200119 Forwar 
Interference. " 
O'REILLY, J. P. 
79/12/20. 4pp. 


ds IE Circular 79-29, “Shock Arroetor Strut Assenlly 
No written response required. 

Roglon Si Atlanta, Office of the Director. 


8. Reportable octurronces, LERs b related 


912210091 PNO-1 1-79-013; meeting conducted bg il electricians w/locel 
TVA station re mgt inability to control tool theft. Locked 
bones brokon Into at site b tools romoved. n.*#,. „a 

BRADLEY, R. D. , MCFARLAND, C. R. Region 2, Atlanta, Office of the 


7912060669 PNO-ir-79-19: on 791029, util Informed Region 2 that 
reinforcement steel were omitted during plaetmente of Class 


I concrete In Unit I containment ehleld wall b Unit 2 
reactor auslllarg bldg shear wall. Inveitlgatlon pending. 
BRADLEY, R. D. , BRYANT, J. C, 

Director. 79/10/30. Ip. 


Region 2, Atlanta, Office of the 


7912130586 Notifies NRC 
fabrication b Insp of 
embedment b support of 
completed on 791231. De 
CHIANOI,N. J. Carolina 


that final rept re defleiencios in praeureaent’, 
engineered plates for concrete 
safety-related loads will be 
lays caused by estenslve rework. 

Power b Light Co. 79/11/02. 2pp. 
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79iaia044B Inttrlm deficlsncy rapt rs amlstien of rabar in reactor 
auxiliary bldg. Corrective action lelll be completed bg 
804301. 

CKlANQli N. 0. Carolina Power it Light Co. 79/13/09. 3pp. 


— 7912130492 Aek receipt of NRC 791030 Itr re placement o-f concrete 
omitting rebar. Caused bg human error. Repairs on affected 
ualle uilll commence after NRC approval of corrective action. 
\H3hlE8i J. A. Carolina Power ti Light Co. 79/11/01. App. 


-->7912130461 Provides supplemental info to 79110! Itr re corrective 
actions following omission of rebar at two locations. 

Rciuasts author! latlon to resume placement of concrete & 
approval of proposed corrective action. 

UOMEBrJ. A. Cerollna Power it Light Co. 79/11/02. 2pp. 


— 7912130478 Notifies that pull test on test bars will be conducted 
791817 re engineering evaluation Si repairs for reactor 
ausllllarg bldg ti containment bldg. Requests approval of 
proposed repairs. 

^IQNESfJ. A. Carolina Power & Light Co. 79/11/14. 2pp. 


7912280929 Interim deficlencg rept re defective Seismic Class I hanger 
welds. Pinal rept will be forwarded on 600130. 

CHIAKOtrN. >f. Carolina Power Sc Light Co. 79/12/19. app. 


DOCKET 90-402 BHEARON HARRIS NUCLEAR POWER PLANT. UNIT 3 
A. Application/eonstruction stag# documents t< correspondence 


7912110264 Discusses NRC plans to use generic analgses to develop earlg 
verification program to resolve ATHS issue for PHRs S< DWRs. 

Success of program depends on industrg response. Supports 
formation of owners groups to provide necetsarg Info. 

PENtONiH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912120392 Forwards facllltg schedule info» updated to 791130 for PHR 
const b activities. 

iHCnUPFlEiti. A. Caroline Power t< Light Co. 79/12/03. 13pp. 


7912120416 Notifies that util will provide design bases for amergeneg 
•VC water intake channel in F8AR. 

NCDUFFIE.H. A. Carol ina Power I. Light Co. 79/12/06. ip. 


7912280946 Advises of F9AR submittal bg 600601. as reported in and 
7B122I Itr. 9ubmittal scheduled to support June 1983 OL 
issuance for Unit 1. Requests priority for NRC OL review. 
HCDUFFIE.H. A. Carolina Power b Light Co. 79/12/19. Ip. 


— 79122S098S Responds to NRC 781107 Itr asking util to identlfg all 
applications U requests for review to be submitted to NRC 
prior to 811231. Will submit OL application in June 1980. 
Including F8AR. 

MCDUFFIE. M. A. Carolina Power b Light Co. 76/12/21. 2pp. 


791S370342 Forwards info re Harrls-Harnabt segment of offsite 
transmission line. identifying major environ features 
considered In selecting route for 900 k*/ line. 

HCDUFFIE.H. A. Caroline Power b Light Co. 79/18/21. 9pp. 


F. Security, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b at review, App I icants required to make certain 
emerganeg arrangements w/state b local organisations b 
submit emaraeney plans per Reg Sulde 1. 101. 

VAB8ALL0. D. a. Division of Project Management. 79/11/21. 6pp. 


4. Ad jtidtcatorg correspondence 


7912110043 Forwards comments on NUREO-0911. Draft OEIB reflects 
conscious b deliberate NRC policy to jeopardise public 
health b safety b thwart objectives of NEPA. 

KEPFORD.C, Environmental Coalition on Nuclear Power. 79/10/24. 

22pp. 


7912120324'Supports Conservation Council of NC petition to halt 
facility const. 

EDDLEHANiM. Kudsu Alliance. 79/11/07. Ip, 


7912170193 Response In opposition to Intervenors 791109 petition 
requesting rcopsning of rseord to consider adequacy of 
evacuation plans. Intervetiors may initiate Commission action 
If ready to bear burden of proof, Certificate of Sve end, 
BARTH.C.A, Hearing Branch 3. 79/i2/,ll. 4pp. 


7912310149 Opposition to intervenor Conservation Council fo NC b Wake 
Environ. Inc 791105 petition to reopen record. ASLD lacks 
jurisdiction to grant petition. Certificate of Sve end. 

TROWBRIDGE. 0. F. Carolina Power b Light Co TRDWBRIDOE. 0. F. Shaw. 
Pittman. Potts b Trowbridge. 79/12/14. 4pp. 


Q. Inspection reports. IE Bulletins b correspondence 


7912060106 Forwards IE Info Notice 79-12A. ’’Attempted Damage to Mew 
Fuel Assombl ies. " No specific action or response required. 
O'REILLVi J. P. Region 2. Atlanta. Office of the Olractor. 
79/11/09. 2pp. 


7912050633 Ack receipt of IE Insp Repti 50-400/79-80.90-401/79-20. 
SO-402/79-19 b SO-403/79-19 on 790984-26. No proprietary 
info. 

ZIMMERMAN. S. R. Caroline Power b Light Co. 79/11/15. Ip. 


— 7912050636 Forwards IE Insp Repts 30-400/79-20.50-401/79-20, 
30-402/79-19 b 50-403/79-19 on 790924-26. No noncompliance 
noted. 

MURPHV.C.E. Region 3. Atlanta. Reactor Construction b 

Engineering Support Branch. 79/11/09. 2p. 


—7912030638 IE Insp Repts 50-400/79-20,50-401/79-20,90-408/79-19 b 
50-403/79-19 on 790924-26. Major areas 1 nspoc ted; s tool 
structures b support s. weld Ing procedure specs b welding matl 
control . 

ECONOMOa.N. Region 2, Atlanta, Office of the Director. 

HERDTrA. R. Region 2. Atlanta, Reactor Construction b 

Engineering Support Branch. 79/11/07. 6pp. 


7912100160 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elsments Due to Pipe Support Loads. " Mo response required. 
O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110840 Forwards IE Info Notice 79-89, "Loss of Nonsaf ety-Related 
Reactor Coolant 8y s Instrumentation During Operation." No 
specific action or response required. 

0 'REILLY. J. P. Region 2, Atlanta. Office op the Director. 

79/H/i6. 2pp, 

t 

7912170142 Supplements response to IE Bulletin 79-13. “Deep Draft Pump 
Deficiencies." Initial response provided 790910. Insps 
will be performed at vendor facility prior to shipping. 

MCDUFFIE. M. A. Carolina Power b Light Co. 79/11/21. Ip. 


7912170161 Supplements response to IE Bulletin 79-83. “Potential 
Failure of Emergency Diesel Generator Field Exciter 
Transformer." Confirms that 24-h load test will be performed 
as part of preopsrat 1 onal testing program. 

MCDUFFIE. M. A. Carolina Power b Light Co. 79/11/21. Ip. 


7912060605 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Coro Spray Pipe Break Detection Equipment on BWRs. " No 
response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/11/26, ip. 


7912110123 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No response required. 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


7912110306 Ack receipt of IE Insp Repts 50-400/79-22. 50-401/79-22. 
50-402/79-21 b 50-403/79-21 on 791022-23. No proprietary 
Info. 

HOME.P.H. Carolina Power b Light Co, 79/11/26, Ip. 


— 791211032J Forwards IE Insp Repts 50-400/79-82,50-401/79-32. 
50-402/79-21 b 30-403/79-21 on 79t022-25. No noncompliance 
noted. 

MURPHY, C.E, Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/11/13. 2pp. 


—7912110334 IE Insp Repts 30-400/79-22,30-401/79-22.50-402/79-21 b 
30-403/79-21 on 791082-25. No noneompUanca noted.Major 
areas Inspected; lakes, dams b canals, OA/OC controls b 
work activities b structural concrete quality records. 

LENAHAM. J. J. Region 2, Atlanta, Office of the Director. 

CONLONiT-E. Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch. 79/11/14. 4pp. 

7912190376 Forwards IE Bulletin 79-27, "Loss of Non-CJass IE 
Instrumentation b Control Powar Bys Dus During Operation." 

No written response required. 

O'REILLY. O. P. Region 2, Atlanta, Office of the Director. 
79/11/30. ip. 
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791^310305 Forwards IE InPti Notice V'9-30, "Roportins af Defects 
NoncompUances. lOCI-Rai " No action required. 

□ 'nCILLVi J P Region a. Atlanta. Office of the Director. 

79/12/06. 5pp 


7912300006 Foriuarils IE Djlletin 79-2B. "Posaible Malfunction of Naitito 
Model EAieO Limit Switches at Elevated Temps." Action 
required . ^ 

O 'RE ILLV. J. P. Region 2. Atlanta. Office of the Director. 

79/12/07. 2pp. 

7912200370 forward s IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra " No written response required. 

□ 'BE ILLV. d-. P. Region 2. Atlanta, Office o.f the Director 

79/12/13. 2pp. 


79lS3a05‘)6 Advises of FSAR submittal bij 000601,38 reported in end 
7B122L Itr Submittal scheduled to support June 1983 OL 
issuance for Unit 1 . Requests priority for NRC QL review. 

MCDUFFIE. M. A. Carolina Power h Light Co. 79/12/19. Ip. 


—7912280555 Responds to NRC 7B1107 Itr asking util to identify all 
applications t< requests for review to be submitted to NRC 
prior to 811231. Will submit OL application in June 19B0. 
inc ludi ng FSAR. 

MCDUFFIE, M. A. Carolina Power {, Light Co, 7B/12/21. Sp p 


7912270342 Forwards info re Harr i s-Karne tt segment of offsite 
transmission I ine, iden t i f y Ing major environ fuatures 
considered in selecting route for SOU kV line. 

MCDUFFIE, M. A, Carolina Power ti Light Co. 79/12/21. 9pp- 


7912280119 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference. No written response required. 

D'BEILLV, J. P, Region 2, Atlanta, Office of the Director, 

79/13/20. 4pp. 

S Beportabla occurrences. LEfts S, related correspondence 


F, Security, medical, emergency 4< fire protection plana 


7912040471 Forwards info re upgraded emergency plans to plants under 
const U OL r Bview, Appl Icants required to make certain 
emergency arrangements u/state <« local organ! lations |i 
submit emergency plans per Reg Guide I, 101. 

VASBALLO, D. 0, Division of Project Management. 79/11/21. 6 pp. 


7912210051 PNQ-1 1 -79-01 3: itiBO t i ng conducted by 11 electricians u/Jucal 
TVA station re mgt Inability to control tool theft, Locked 


hoes broken into at site !( tools removed. 

DBAOLEV.R.O Region 3. Atlanta, Office of the Director, 

ip 


79/10/34. 


7912060669 PNO- 1 1-79-0 I 9: on 791029, util informed Region 2 that 
reinforcement steel omitted during placements of Class I 
concrete in Unit 1 containment shield wall U Unit 2 reactor 
auiillary bldg shear wall. 1 nves t igat i on pending. 

DRADLEVjR.D. Region 2. Atlanta, Office of the Director. 79/10/30, 
ip. 


e. Adjudicatory correspondence 


7912110043 Forwards comments on NURE0-03i 1. Draft OEIS reflects 
conscious t> deliberate NRC policy to jeopardize public 
health b safety 6 thwart objectives of NEPA, 

KEPFQRD. C. Environmental Coalition on Nuclear Power. 79/10/24. 
32pp. 


7912120224 Supports Conservation Council of NC petition to halt 
facility const. 

EDDLEMAN, W, Kudiu Alliance. 79/11/07. Ip. 


791213OS06 Notifies NRC that final rept re deficiencies In procuromsnt, 
fabrication 6 insp of engineered plates for concrete 
embedment 6 support of safety-related loads will be 
completed on 791231. Delay s caused by eitenslve rework. 

CHI ANQl , N. J. Carolina Power 6 Light Co. 79/11/02. 3pp. 


7912170153 Response in opposition to intervenors 791105 petition 
requesting reopening of record to consider adequacy of 
evacuation p Ians. Intervenors may Initiate Commlislon action 
if ready to hear burden of proof . Cert i fl cate of Bve end, 
DARTH.C.A. Hearing Dranch 3. 79/12/11. 4pp. 


7912130440 Interim deficiency rept re omission of rebar in reactor 
auxiliary b Idg . Corr ec t ive action will be completed by 
1100301. 

CHIANOI.N. J Carolina Power t< Light Co. 79/12/05. 2pp. 


7912310149 Opposition to intervener Conservation Council fo NC 6 Uaki 
Environ, Inc 791105 petition to reopen record. A 8 LD lacks 
jurisdiction to grant pel It Ion, Cert i flea te of Bve end. 

TRDWDRlDQEi 0. F, Carolina Power t< Light Co. 79/12/14. 4pp. 


— 7912130452 Ack receipt of NRC 79103D Itr re placement of conereta 
omitting rebar, Caused by human error. Repairs on affected 
walls will commence after NRC approval of corrective action. 
JONES, J. A. Carolina Power l< Light Co. 79/11/01. 6 pp. 


— 79I2I30461 Provides supplemental info to 791101 Hr re corrective 
actions following omlislon of rebar at two locations 
Requests authorization to resurtie placement of concrete 1. 
approval of proposed corrective action, 

JONES, J. A. Carolina Power !t Light Co. 79/11/02. 3pp. 


•7912130472 Notifies that pull tost on test bars will be conducted 
791217 re engineering evaluation 6 repairs for reactor 
auxlliiary bldg tc containment b 1 dg. Requests approval of 
proposed repairs 

JONES, J. A Carolina Power 6 Light Co. 79/11/14. 2pp. 


79132BD529 Interim deficiency rept re defective Seismic Class I hanger 
ualds. Final rept will be forwarded on 600130. 

CHIANDIiN. J, Carolina Power U Light Co, 79/12/19. 2pp. 


DOCKET 50-403 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 4 


A App 1 i cat i on/cons true t i on stage documents & correspondence 


7912110364 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PHRs l< BWRs. 

Success of program depends on industry response Supports 
formation of owners groups to pr^ovide necessary info, 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


79I21S0392 Forwards facility schedule info, updated to 791130 for PHR 
const l< activities. 

MCDUFFIE, M, A. Carolina Power 8 < Light Co. 79/12/03. lapp. 


7912130416 Notifies that util will provide design bases for emergency 
SVC water Intate channel in FSAR. 

MCDUFFIE. H. A, Carolina Power S< Light Co. 79/12/06. Ip. 


0. Inspection reports, IE DuUotlns & correspondence 


7913060106 Forwards IE Info Notice 79-12A. ’'Attempted Damage to Neu 
Fuel Assemblies," No specific action or response required. 
O'REILLV, J. P. Region 2, Atlanta, Office of the Director. 
79/l!/09, 2pp. 


79180S0633 Ack. receipt of IE Insp Repts 50-400/79-30,50-401/79-20. 
80-402/79-19 6 50-403/79-19 on 790924-26. No proprietary 
Info. 

ZIMMERMAN. S. R. Carolina Power 6 Light Co. 79/11/15. ip. 

— 7912050636 Forwards IE Insp Repts 50-400/79-20,50-401/79-30, 
SO-403/79-19 t< 50-403/79-19 on 790924-26. No noncompllanc* 
noted. 

MURPHV.C.E, Region 3, Atlanta. Reactor Construction 6 

Engineering Support Dranch. 79/11/09. 2p, 


— 7912050639 IE Insp Repts 50 - 400 / 79 - 30 , 50-401/79-20, 50-403/79-19 b 
50-403/79-19 on 790934-26. Major areas Inspec ted : steel 
structures 6 sup port s. weld ing procedure specs 6 welding matl 
control. 

ECONOMOS.N. Region 2, Atlanta. Office of the Director. 
79/11/07. 6 pp. 


7918100160 Forwards IE Info Notice 79-80, "Overloading oF Structural 
Elements Duo to Pipe Support Loads. " No response roqulrad, 
O'REILLV. J. P. Region 3, Atlanta, Office of the Director. 
79/11/16. Ip. 


7912110540 Forwards IE Info Notice 79-89, "Loss of Nonsaf Bty-HelaUd 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/11/16. 2pp 


7912170142 Bupplements response to IE Bulletin 79-15, "Deep Draft Peap 
Def ie isncles, " Initial response provided 790910. Insps 
will bo performed at vendor facility prior to shipping. 

MCDUFFIE. M. A. Carolina Power b Light Co. 79/11/21. Ip. 



DOCKETED ITEMS 


7912170)61 Supplements response to IE Bulletin 79-20. "Potential 
Failure of Ernergencgu Diesel Generator Field Exciter 
Traneformer. " Confirms that 24-h load test will be performed 
as part of preoperat i anal testing program. 

MCDUFFIE. M. A. Carolina Power tc Light Co. 79/11/21. Ip. 


791S0606Q5 Forwards IE Circular 79-B4. "Proper Installation S< Calibr of 
Core Spray Pipe Break Detection Equipment on DURs. " No 
response required. 

O'REILLV. J. P. Region 2. Atlanta. Office of the Director. 

79/M/S6. Ip. 


7913110)83 Forwards IE Circular 79-23. "Motor Starters {. Contactors 
Failed to Operate. •' No response required 

O'REILLV. J. P, Region 2. Atlanta. Office of the Director. 
79/11/E6 Ip. 


7913110306 Act receipt of IE Insp Repts 50-400/79-22.30-401/79-22. 
30-402/79-21 t< 30-403/79-21 on 791022-25. No proprietary 
Info. 

HOHE.P.M. Carolina Power L Light Co. 79/11/26. Ip. 


■7912110321 Forwards IE Insp Repts 50-400/79-22.30-401/79-22. 
30-402/79-21 k 50-403/79-21 on 791022-25. No noncompliance 
notail I 

HURPHV.C.E. Region 2. Atlanta. Reactor Construction & 

Engineering Support Dranch. 79/11/15. 2pp. 


— 7912110334 IE Insp Repts 50-400/79-22.30-401/79-22.30-402/79-21 ti 
30-403/79-21 on 791022-25. No noncomp I lance noted. Major 
areas inspected : lakes, dams 1< canals. OA/QC controls I. 
work activities structural concrete quality records. 

LEMAHAMi J. U. Region 2. Atlanta. Office of the Director. 
79/11/14, 4pp, 


7912190376 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrujqentatl on 8< Control Power Sys Dus During Operation." 
No written response required. 

O'REILl-Y. J. P. Region 2. Atlanta. Office of the Direclor. 
79/11/30. Ip. 


7912310239 Forwards IE Info Notice 79-30. "Reporting of Defects «< 
None omp 1 ian c e s. 10CFR2 1 , " No action required. 

O'fiEILLY. J. P, Region 2. Atlanta. Office of the Director. 
79/12/06. 5pp, 


7912200006 Forwards IE Dulletin 79-28. "Possible Malfunction of Namco 
Modal EAiaO Limit Switches at Elevated Temps." Action 
required. 

O^RElLLV. d. F, Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


7'912200370 Forwards IE Info Notice 79-31. "Use of Incorrect Ampllfietf 
Response Spectra." No written response required. 

O'REILLV. J, P. Region 2. Atlanta. Office of the Director. 
79/12/13. 2pp, 


7912280119 Forwards IE Circular 79-23. "Shock Arrestor Strut Assembly 
InterPerance. " No written response required. 

D'REtLLY. d, P. Region 2i Atlanta. Office of the Director. 
79/12/20, 4pp. 


8. Reportable occurrences, LERs & related corrospondene e 


7912210091 PNa-Il-79-013: meeting conducted by 11 electricians w/local 
TVA etation re mgt inability to control tool theft. Locked 
boies brokepi Into at site t< tools removed. 

BRADLEVtR. D, Region 2, Atlanta. Office of the Director. 79/10/24. 

Ip- 


7912060669 PNO-H-79-019: on 791029. util informed Region 2 that 
relnPareament steel omitted during placements of Class I 
concrete in Unit 1 containment shield wall I. Unit 2 reactor 
eurillarg bldg shear ual 1. Invest igation pending. 

BRADLEY. R. 0. Region 2, Atlanta, Office of the Director. 79/10/30. 
Ip. 


79I21309S6 NottPles NRC that final rept re deficiencies in proeuramont, 
fabrication L insp pf engineered plates for concrete 
enbedmant (t support of safety-related loads will be 
completad on 791231. Delays caused by extensive rework. 

CHIANOI.N. J. Carolina Power it Light Co. 79/11/02. 2pp. 


7918130448 Interim deficiency rept re omission of rebar in reactor 
auiitiary b Ldg. Correct ive action will be completed by 
800301. 

CHIANOI.N. J. Carolina Power *. Light Co. 79/12/05, 2pp. 


--7912130452 Ac k receipt of NtiC 791030 Itr re placement of concrete 
omitting rebar Caused by human orrur Repairs on affected 
walls will commence after NRC approval of corrective action. 
JONES, d. A Carolina Power it Light Co /9/!l/01, App 


— 7912130461 Provides supplemental info to 791101 Itr re corrective 
actions following omission of rebar at two locations. 

Requests author i la 1 1 on to resume placement of concrete & 
approv&I of proposed corrective action. ^ 

JONES. J A. Carolina Power tc Light Co. 79/11/02. 2pp 


—7912130472 Notifies that pull test on test bars will bo conducted 
791217 re engineering evaluation 6 repairs for reactor 
auiilliary bldg U containment bldg Requests approval of 
proposed repairs. 

J3NES. J, A. Carolina Power it Light Co. 79/11/14. 2pp 


79122B0S29 Interim deficiency rept re defective Seismic Class I hanger 
welds. Final rept will be for war ded on 800130. 

CHIANOI.N. J Carolina Power i Light Co. 79/18/19. 2pp. 


DOCKET 50-404 NORTH ANNA POWER STATION, UNIT 3 


A. Application/construction stage documents 6 correspondence 

7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PMRs BWRs. 

Success ef program depends en industry rosponso. SuppOT ts 

formation of owners groups to provide iiecessaru info 

DENTON. H.R. Office of Nuclear Reactor Regulation, 79/10/17. 3pp. 


F. Security, medical, emergency 8. fire protection plans 


7912040471 Forwards info re upgraded eraorgeney plans to plants under 
const {< OL rovl ew. App 1 lean ts required to make certain 
emergency arrangements w/statc it local organ! lati on* t« 
submit emergency plans per Reg Guide 1. 101. 

VA85ALL0. D, D, Division of Project Management. 79/H/2i, App, 


Q, Inspection reports. IE Dullotins 6 correspondence 


7912060651 Forwards IE Insp Repts 50-339/79-41,50-404/79-07 it 
50-405/79-07 on 790918-21 No none omp 1 i ance noted. 

MURPHY. C.E, Region 2. Atl.mta. Reactor Construction 6 Englnoerino 

Support Dranch. 79/10/22. 2pp 

—7912060657 IE Insp Repts 50-339/79-41,30-404/79-07 & 30-405/79-07 on 
790918-21. No noncompliance noted. Major areas inspected-, 
ncinconformancB re concrete operations 6 activities re 
extended const delay. 

MCFARLAND. C. n. Region 2. Atlanta. Office of the Director. 

DRVANT. d.C. Region 2. Atlanta, Reactor Conotruction S. 

Engineering Support Dranch 79/10/19, 5pp. 


7912100201 Forwards IE Info Notice 79-28, "Over I aad ing oF Structural 
Elements Due to Pipe Support Loads. " No respnnse required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip, 


7912110587 Forwards IE Info Notice 79-29, "Loss of Nonsa f ety-Helated 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLV. J.P Region 2. Atlanta. Office of the Director. 

79/H/16. 2pp. 


7912070007 Forwards IE Circular 79-84, "Proper Installation t> Calibr of 
Core Spray Pipe Break Detection Equipment on DUIRs. " No 
response required. 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110186 Forwards IE Circular 79-23, "Motor Starters *, Contactors 
Failed to Operate. " No response required. 

O'REILLY, J. P. Region 2. Atlanta. Offieo of the Director. 
79/11/86 ip 


7912190495 Forwards IG Dulletin 79-27, "Loss of Non-Class IE 
Instrumentation U Control Power Sys Bus During Operation. " 
No written response required. 

O'REILLY. J.P Region 2. Atlanta, Office of the Director. 
79/11/30, ip, 


7912310330 Forwards IE Info Notice 79-30. "Reporting of Defects It 
Noncomp 1 i ancesi 10CFR21 . " Mo action required, 

0 'REILLY, d. P. Region 2. Atlanta. Office o-f the Director. 
79/12/06. 5pp, 
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77iaa0O070 Forwards IE bulletin 79-an. “Passible Malfunetlon of Naieco 
Model EAIOO Limit Switches at Elevated Temps. " Action 
required. 

O'flElLLY. 0. P. Heginii Si Atlanta. Office of the Director. 
79/12/07. app. 


7912310353 Oesponds to IE Dulietin 79-oa( Flev i s Ion 2. "Pipe Support 
Base Plate Designs Using Concrete Eipanston Anchor Bolts." 

No pipe supports for Seisoic Category 1 sys attached to 
concrete block walls u/anchor bolts at facilities. 

BRCJHN. S, C. Virginia Electric & Power Co, 79/12/07. 3flp. 


7912280441 Forwards IE Info Notice 79-31. “Use of Incorrect Aaptified 
flBsponsa Spectra. “ No written response required. 

O'REILLV. J. P, Region 2. Atlanta. Office of the Director. 
79/ia/I3. 2 pp. 


7912280161 Forwards IE Circular 79-23. "Shock Arrestor Strut Asseably 
Inter feronc o, " No written response required. 

O'REILLV. U. P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


S. Reportable oecurrencos. LEKs 1. related correspondence 


7912200016 PNn-U-79-010: on 7?1015iutil announced that study has 
been coeimisioned to deteraine feasibility of converting 
facilities to coal fired units.due to uncertainty of U8 
commitnent to nuclear power. 

BRYANT. U.C.. MURPHY. C.E. Region 2. Atlanta, Office of the 
Director. 79/10/15. Ip. 


7912210330 Advises that work on outstanding iteas reported under 
lOCFASO. 33( e) 1. 10CFR21 have been suspended, pending 
completion of foasib 1 1 ity study resulting froa uncertainties 
re nuclear plants. Lists status of outstanding Iteas. 

BROmS C. Virginia Electric & Power Co. 79/10/30. 2pp. 


7912040349 Supplements 780810 final deficiency rept re puap suction & 
unstable flow. Pump suction oods acceptable. 

BROUtf. S. C. Virginia Electric & Power Co. 79/11/29. Bpp. 


7912200387 Ouppl to 7B0918 final deficiency rept re adverse varte] 
action at reclreulatian spray puap suction tt unstable flow 
into first stage impe 1 lor. New flat plate nod will be 
provided on recirculation spray puaps/cans. 

BROWN, a C. Virginia Electric «. Power Co 79/11/29. 2pp. 


7912280S41 Interirn deficiency rept concerning significant breakdoun in 
QC program re verification of calibr of Forney coopresslon 
testing nachine. Attempting to calibr Forney compression 
testing machine in range of O to 25.000 lbs. 

BROWN. S.C. Virginia Electric & Power Co. 79/12/20. 3pp. 


DDCKET SO-403 NORTH ANNA POWER STATION, UNIT 4 

A. App 1 ICO tl on/construc t ion stage documents <i correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PHfis A Dlffis. 

Success of program depends on industry response. Supper ts 
formation of owners groups to provide necessary info. 

DENTON, H.R. Office of Nuclear Reactur Regulation. 79/10/17, 3pp. 


F. Becurkty. medical, emergency & fire protoction plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & fM. rovlew. App 1 i cants required to make certain 
emergency arrangements w/state & Incal organiiations ti 
submit emergency plans per Reg Culdo 1. 101. 

V.%SSALl.Q> n. B. Olwision of Project Management. 79/11/21, 6pp. 


0. Adjudicatory carrospondonce 


7911300063 Forwards util 791023 Itr & check re NRC 791001 order 
Imposing civil p enal t ies. W/o end. 

STELLD. V. Office of Inspection Ir Enforcement. Office of the 
Director. 79/11/07. Ip. 


0. Inspection reports, IE Bulletins U correspondence 


79120606SI Forwards IE Insp Repts 50-339/79-41,50-404/79-07 ti 
50-403/79-07 on 790919-21. No tioncompliance noted. 

MURPIfYiC.E. Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch. 79/10/22. 2pp. 


— 7912060657 IE Insp Repts 50-339/79-41.50-404/79-07 b SO-40S/79-O7 on 
790910-81. No nonconipt lance noted, Major areas inspected: 
nonconforisance re concrete operations & activities re 
extended const delay. 

MCFARLAND. C.H. Region 2. Atlanta. Office of the Director. 
BRYANT, J.C. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch, 79/10/19. Spp. 


7912100201 Forwards IE Info Notice 79-20. "Overloading of Gtructural 
Elements Due to Pipe Support Loads. " No response required. 
0'REIU.y, J. P. Region 2. Atlanta. Office of the Director, 
79/11/16. Ip. 


79i21iOSD7 Forwards IE Info Notice 79-29. "Loss of Nonsef ety-Relatkd 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/H/16. 2pp. 


7911300140 Fei'wards IE Bulletin 79-26. “Boron Loss From BUR Control 
Blades. ° No response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Dlrsctor. 
79/11/80. 2pp. 


7912070007 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment an BWRs. '* No 
response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7912110106 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No response required. 

O'REILLV, J. P. Region 2. Atlanta, Office of the Director. 
79/11/26. Ip. 


7912190493 Forwards IE Bulletin 79-87. "Loss of Non-Class IE 
Instruesntation b Control Power Sys Bus During Operation. " 
Mo written response required. 

0'RElli.y, J.P. Region 2, Atlanta. Office of the Director. 
79/11/30, Ip. 


7912310330 Forwards IE Info Notice 79-30, "Reporting of Defect* b 
Noncompl lances. 10CFR21. “ No action required. 

0'REIU.V,J P. Region 2. Atlanta, Office of the Direntor. 
79/12/06, Spp. 


7912200070 Forwards IE Bulletin 79-2B, "Possible Malfunction of Naeco 
Model EAISO Llnlt Switches at Elevated Temps." Action 
roquired. 

O'nEItLY, J. P. Region 2, Atlanta. Office of the Director. 
79/12/07. 2pp. 


79123102S5 Responds to IE Bulletin 79-02. Revision 2, "Pips Support 
Base Plats Designs Using Concrete Expansion Anchor Bolts." 

No pipe supports for Seismic Category 1 sys attached to 
concrete block walls w/anchor bolts at Facilities. 

CnOWN.S. C. Virginia Electric b Power Co. 79/12/07. 3pp. 


7912280441 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. " No written response required, 

O'REILLY. U. P. Region 2, Atlanta, Office of the Director. 
79/12/13. 2pp. 


7912260161 Forwards IE Circular 79-25, “Shock Arrestor Strut Assenbly 
Interference." No written response required. 

O'REILLY. J.P. Region 3, Atlanta, Office of the Director. 
79/12/20. App. 


S. Reportable occurrences, LERs b related correspondence 


7912200016 PNO-1 1-79-010: on 791015, util announced that study has 
been commtsioned to deteraine feasibility of converting 
facilities to coal fired unltstdue to uncertainty of US 
cesueltment to nuclear power. 

BRYANT. J.C., MURPHY, C.E. Region 2, Atlanta, Office of the 
Director. 79/10/13. Ip. 


7912210330 Advises that work on outstanding Items rsported under 
10CFR50. 53(e> & 10CFR21 have been suspended, pending 
compIetlDn of feasibility study resulting from uncartaintles 
ra nuclear plants. Lists status of outstanding Items. 

BROWN.B.C. Virginia Electric fc Power Co. 79/10/30. 2pp. 


7912040349 Supplements 780818 final deficiency rept re pump suction 6 
unstable Flow. Pump suction mods acceptable. 

BROUN, S.C. Virginia Electric b Power Co. 79/11/29. 2pp. 
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7912800337 Suppl to 700318 final deficiencg ropt to adverse vortoj 
aetlan at r»c irculakion sprag pump auction & unstable flow 
into first staoo impel lor. Neui flat plate mod uill be 
provided on recirculation aprag pomps/cans. 

BROWNi S. C. Virginia Electric (< Pouer Co. 79/11/29. 2pp. 


7912200941 Interim deficiencg rept concerning significant breakdown in 
QC program re verification of calibr of Forneg compression 
testing machine. Attempting to calibr Forneg compression 
testing machine In range of 0 to 39i 000 Iba. 

BHDWMiG, C. Virginia Electric 8< Power Co. 79/12/20. 3pp. 


DOCKET S0-40A TUSKEGEE INST. RESEARCH REACTOR 
A. Application/constroctlon stage documents & correspondence 


7912040491 Notifies of tgpograph leal error on Page 4 of App AjTech 
Specs ra sefetg limits. Should read "reactor power level 
should not exceed 100 milliwatts, 

DVBCZAKjZ.M. Tuskegeo Inst. 79/11/19. Ip, 


F. Seeurltg. nedicali emergoneg (i fire protection plans 


791212020'6 Forwards draft Reg Guide 5. XX. "Std Format fc Content for 
Licensee Phgslcal Seeurltg Plan for Protection of SNM of 
Koderate or Lou Strategic Significance." N/o end. 

REIDtH. W. Operating Reactors Draneb 4 (Pro 791030). 79/00/22. 

app- 


DOCKET 30-407 UNIV. OF UTAH RESEARCH REACTOR 
F. SecuritV' medical, emergeneg (< fire protection plans 


79121S0SO6 Forwards draft Reg Guide 3. XX. "Btd Format fc Content for 
Licansee Phgsicsl Seeurltg Plan for Protection of SNH of 
Hoderat* or Lou Strategic Significance." N/o end. 

REJD.R.U. Operating Reactors Branch 4 (Pro 791030). 79/08/22. 

app. 


DOOIET 30-409 LA CROSSE BOILING HATER REACTOR 


D. NRC Draft/Firal Environmental Statements, suppls t< correspondence 


7912160270 Forwards addl goestions re updating of FEB for LACBMR. 
Deadline for comments Is 791216. Requests response if unable 
to oomplg w/deadline. 

BALLARD. R. L. Environmental Projects Branch 1. 79/11/16. 3pp. 


7912160569 Provides tochnlcal t< editorial comments on FES <NUnE0-0191 ). 
STE'ELEi T. A. Dairgland Power Cooperative. 79/12/14. 19pp. 

7912180977 Forwards responses to questions contained in NRC 791116 Itr 
re LAC0HRFE8. 

BTEELEj T. A. Dairgland Pousr Cooperative. 79/12/12. 13pp. 


— 7912100993 NPDES Permit Wl-0003239-2 issued to Dairgland Power 
Cooperative. 

HROEHMiT. A. Environmental Protection Agencg. 79/09/20. 19pp. 


— 7912100590 "Hussel Surveg of Thief Slough at Mile 670 on MS River Near 
Oenoir UI. 780921-22. " 

JOHNSTON.. 0. L. Dairgland Power Cooperative. 70/09/22. 20pp. 


F. Seeurltg* isedleal. emergeneg & fire protection plans 


7912200022 Discusses NRC 791109 meeting re emergeneg preparedness team 
review objec tlvss. Provides guidance for improving licensee 
esiergencu preparedness it assuring eapabllitg of offsite 
egancies to take appropriate emergeneg actions, 

OHIHESiB. K. Emergeneg Preparedness Task Force. 79/H/23. 30pp. 


79122000S7 Notifies that evaluation of fire protection program delaged 
until util provides required inf o. NRC Is preparing order to 
shutdown facilitg until- liquefaction issue is resolved. 

LAINAStB. Plant Sgstems Branch. 79/11/29. Ip. 


G. Adjudicatory correspondence 


7912030113 Findings of fact it conclusions of law on ASUB question re 
need for plant for next three grs. H/some exceptions 1< mods, 
adopts findings on same issue. balanced against EIA. 

Certificate of Bve end. 

HOODHEADf C, P. Hearing Branch 3. 79/11/05. tOpp. 


7912110363 Order approving intervener Coulee Region Enorgg Coalition 
Contentions 24.20.0.9. 19 t. 22 it rejecting Contention 6. 

Acceptable contentions listed in app • ,r,n 
BECHHDEFER. C, Atomic Safetg and Licensing Board Panel. 79/11/30. 
6pp. 


7912260020 I n tarrogator i e s suOmitted to intervenor Coulee Region Energy 
Coal I tlon. Inc ludes questions re alleged noncomp 1 lane e w/App 
I of Part 50 concerning LACDWR offgas emissions (. affected 
empl ogees. Cert i f icate of Sve end. 

UOODHEAD. C. P. Hearing Qranch 3 79/12/14, Bpp. 


P. Operating license stage documents U correspondence 


7912100189 Discusses NRC 791101 meeting w/ropresentat ivas of NSSB 
vendors fc fuel suppliers re discussion of respective 
portions of ECC8 evaluation models dealing u/fuel cladding 
swelling & incidence of rupture. Vendor responses end. 

EISENHUTi D. 0. Division of Operating Reactors. 79/11/09, 65pp 


— 7912100255 Responds to NRC 791101 request re nnneomp lianee of 
Hestingheuse ECCS evaluation model under requirements 
of 10CFR50 App K, Evaluation of three fuel rod models 
indicates no safety problems for Westlnghouse plants. 
ANDERSON. T.tl. Westinghause Elec trie Corp, 79/ 11/08, 4pp 


7912100330 Responds to NRC 791101 request re ORNL cladding swelling *< 

rupture data. Review of analytical models it tests indicates 
compliance u/10CFR50 App F A1 I QE specs for calculated peak 
cladding temp remain unchanged. 

DUCHHOLZ. R. K, General Electric Co. 79/12/07. 2pp, 


—7912100407 Forwards response to NRC 791101 request re rod burst tost 
da ta. Concludes that data properly represented bg fuel models 
used in vendor evaluation models t that analyses demonstrate 
all criteria of 10CFR50.46 satisfied. 

OHBLEVj 0, F. Eicon Nuclear Cn.. Inc. <8uhs. of Eccon Corp. ). 

79/11/02. 5pp. 

--7912100456 Forwards addl info re ovaluatioti of Impact of NRC proposed 
rupture/blockage model used in vendor evaluation model. 

No adverse impact from now rupture burst data or use of NIIC 
rupture/b lockage model on licensing calculation results. 

QWSLEV. 0. F. Eicon Nuclear Co.. Inc, (subs, of Exxon Corp. I. 
79/11/04, 22pp 


7912110025 Forwards updated lists of SEP topics not requiring site 
review duo to ongoing generic licensing activities outside 
BEP or because of inapplicability to facility. 

ZIEHANN. D, L, Operating Reactors Branch 2. 79/11/16. Cpp 

7912130407 Forwards Class III amend Pee in response to NRC 791101 Itr 
re proposed radiological effliiont Tech Specs. 

LINDER. F. Dairgland Power Cooperative, 79/11/21 Ip. 

7912130419 Forwards Class III amend fee for NUC review i< approval of 
1 i cense amend request. 

LINDER. F.W. Duke Power Co. 79/11/21. 2pp. 

7912060100 Summary of 791102 meeting w/utll re liquefaction potential 
at plant (SEP Topic II-4). a 

WETMOREpJ. S. Operoting Reactors Branch 2. 79/11/26. 4pp. 

7912050493 Advises that lieonseo conforms u/prov i sioiis of 40CFR190 by 
semiannual cal cula tlon . Method of calculation outlined in 
offsite dose calculation manual which was submitted In Aug 
1979. Manual uses OASPAR h LADTAP computor codes. 

LINDER. F. Oalryland Power Cooperative. 79/11/29, ip. 


7912100313 Forwai’ds Drawings 51 — 503674 Revision 21* 41-903775 Revision 
10 8c 41-503B2D Revision 7. in response to NRC 791009 Itr re 
SEP Topic 111-10 A concerning thermal overload protection. 

LINDER. F. Dalryland Power Cooperative, 79/11/29. 2pp. 


— 7912100321 "Wiring Diagram: Torb ine Bldg HCC. lA. 
» Sargent h Lundy* Inc. 77/0S/22. Ip. 


— 7912100324 "Schematic Control tlagram: A1 tornate Core Spray & Mtsc. 
e Sargent 8. Lundy. Ine. 78/09/02. Ip. 


— 7912100331 "Miring Diagram: MCA DC Valve 8. Diesel Pump lA. 
« Sargent t* Lundy. Inc. 77/03/05. Ip. 


7912110240 Forwards draft preliminary rept. "Proposed Measure to 
Mitigate Potential for Liquefaction at LACDWR Plant Bite 
Near Genoa. HI." In response to NRC 791102 request. 

LINDER. F. Oalryland Power Cooperative. 79/11/29, 2pp. 
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7912110246 Drdft preliniinarg rept< “Proposed Measure to Mitigate 
Potential for Liquefaction at LACOWfi Plant Site Near Oeanar 
MI. " 

» Dames Ji Moore. 79/ 11 /29. Upp, 


79121 1025S Forwards IE Circular 79-23i “Motor Starters Si Contactors 
Failed to Operate. '' No response required. 

KEPPLERi vl 0. Region 3r Chicagoi Office of the Director. 79/11/26 

Ip 


791SI00242 Ack receipt of NRC 791003 Itr ro certification S training 
of MRC staff nemters In radiation safety. Mill accept 
certification instead of util radiation safety course. 

LINDERfF. Dairyland Power Cooperative. 79/12/04. !p. 


7912110230 Provides justification It descriptions of differences from 
NRC short-term requirements presented in NUREO-057B. 

LINDERiF.U Duke Power Co. 79/12/06. Spp. 


7912160187 Submits descriptions L justifications for differences from 
NRC Lessons Learned Task Force short-term requirements 
presented in NUREQ-0579 Discusses performance testing for 
relief ti safety valves containment isolation. 

UNDER. F. Dairyland Power Cooperative. 79/12/06. Spp. 


791312036S Responds to NRC 791023 Itr re containment purging t. venting 
during normal operat i on. Manufac tur er A1 1 i s-Chalmcrs 
confirmed that valves uould close as designed under pressure 
differential conditions representative of accident. 

LINDER. F. Dairyland Power Cooperative. 79/12/07. 2pp. 


7913200427 Requests further amend to OL revising schedule for inservice 
testing of high pressure core spray pump s. a 1 1 arna t e core 
spray pump % high pressure svc water pump Pumps should be 
inspected during cold ehubdoun. not during operations. 

LINDER, F. Dairyland Power Cooperative. 79/13/07. 3pp. 


7912140416 Responds to NfiC 791016 Itr re concerns of C NicheUon. ACRE 
consultant. Cone ertis not applicable to util as reactor is 
DUR. not PUR. Analyses show HPCE capable of cooling core w/o 
assistance from LPCS. regard las s of reactor water level. 

LIMOERiF. Dairyland Power Cooperative. 79/12/11. 3pp, 

7912270380 Submits clarification or changes re util responses to short- 
term recommendations of TMI Lessons Learned Task Force. 

Includes info re transient analysis, inadequate core cooling 
t< vaiva testing. 

LINDER. F. Dairyland Po'wer Cooperative. 79/12/20. 3pp 

0. Inspection reports. IE Qulletins & correspondence 


7913050230 Forwards IE Insp Hept 50-409/79-19 on 791001-05. No 
noRCflfflp 1 i ance noted 

HEI8HMAN.fi. P Region 3, Chicago. Reactor Operations Nuclear 

Support Drench. 79/10/22. 2pp. 


7912110423 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups & state atty 
general ofes copies of escalated enforcement correspandenc e 
sent by NRC to licensees. 

KEPPLEfi.J. 0. Region 3, Chicago. Office of the Director. 79/ll/aB. 
Ip. 


7912190219 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation L Control Power Sys Dus During Operation. “ 

Uritten response required. 

KEPPLER. sJ. G. Region 3. Chicago, Office of the Director. 79/11/30. 
Ip. 


7912210174 Responds to IE Bulletin 79-25. “Failure of Westingbouse DFO 
Relays In Saf e ty -R o I a te d Sys. “ DPD relays not used at 
fac i 1 ity. 

LINDER. F. Dairyland Power Cooperative. 79/11/30. Ip. 


791214C082 Forwards IE Info Notice 79-30. "Reporting of Defects 8. 

None omp 1 ianc cs. 1 0CFR3 1 . “ No action or response required. 

KEPPLER. J. 0. Region 3. Chicago, Office of the Director. 79/12/06. 

Ip 


7912200112 Forwards IE Dulletin 79-20, "Possible Malfunction of Namco 
Model EAISO Limit Switches at Elevated Temps. " Action 
required 

WEPPLER.J. 0. Region 3, Chicago, Office of tho Director. 79/12/10. 

Ip. 


R. Periodic operating reports t< related correspondence 


7913110206 Forwards monthly operating ropt for Nov 1979. 
LINDER, F. Dairyland Power Cooperative. 79/13/06. ip. 


— 7912310209 Monthly operating rept for Nov 1979. 

GOODMAN, L. 3 Dairy land Power Cooperative. 79/12/04, 9pp 


S. Reportable occurrences, LERs !< related correspondence 


791212006B PNO-1 1 1-79-025: on 791 025, e a s ent i a 1 aves motor generator set 
tripped, resulting in tripping of Unit 3 reactor. Caused by 
slamming of esaentiai sves electrical panel door, 

CREED. J Region 3, Chicago, Office of the Director, 79/10/86. 

2pp. 


7912050331 IE Insp Rept 50-409/79-19 on 791001-05. No noncomp 1 i ance 
noted. Major areas i nspec te d : n,a int ac tivi ties, opera t i onal 
activities, followup actions to previous noncompl ianc e. IE 
bulletins. IE circulars b event repts, 

R IDSUAYi K . P. ■ DOVD, D, C. Region 3, Chicago. Office of the 
Director 79/10/19. Opp. 


7912130006 Responds to IE Bulletin 79-D2. "Ripe Support Dase Plate 
Designs Using Cdncrotc Eipansion Anchor Dolts. " Unscheduled 
cold shutdown permits insp of pipes support base plates in 
restricted areas. 

LINDERiF. Dairyland Power Cooper y tive . 79/10/24. 2pp. 

7913050123 Forwards TE Circular 79—22. "Stroke Times for Power Operated 
Relief Valves. " No rpspoiise required, 

KEPPLER, J. <5. Region 3, Chicago, Office of tho Director. 79/11/16. 
Ip 


7913100227 Forward s IE Info Notice 79-20, '‘Overloading of Structural 
Elements Due to Pipe Support Loads. “ No response requireil. 
itEPPLER, J. 0, Region 3, Chicago, Office of the Director, 79/11/16. 
ip. 


7913110576 Forwards IE Info Notice 79-29. '‘Loss of Nonsof ety-Melatod 
Reactor Coolant Hy s Instrumentation During aperation, " No 
specific action or response required. 

KEPPLERiJ. 0. Region 3, Chicago. Office of the Director, 79/11/16. 
ip. 


''Boron Loss From DWH Control 


79130S0372 Forwards IE Ilullettn 79-26, 

Blades." Response required, 

KEPPLER,U. 8. Region 3, Chicago. Office of tho Director 
IP 


7912100429 Forwards IE Circular 79-24, "Proper Installation «, Callbr of 
Core Spray Pipe Draak Detection Equipment on DWRs. " No 
written response required. 

KEPPLER, d, 0. Region 3, Chicago, Office of the Director. 79/11/26. 


7912040418 Forwards LER 79-0 1 7/0 1 T-0. 

LINDER, F. Dairyland Power Cooporative 79/11/27. ilpp- 


—7912040423 UER 79-017/01T-0: on 791 109. rea t tor vessel cooled down at 
rate esceeding Tech Specs during reactor scram. Caused by 
turbine governor problem resulting in power to flow scram. 

Turbine governor syq inspected it flushed, 

GDODHAN, L. S Dairyland Powor Cooperative. 79/11/27. Ip. 


79121702B7 Forwards Special Rept 79-03 re sampling t< analysis resulting 
from, thermal power changes greater than 15’/., 

LINDER, F.W. Duke Power Co, 79/12/07, 2pp, 


-••7912170209 Special Rept 79-03: on 790920 S< 1 109. rcac tor thermal power 
changed by more than IS'/, of rated thermal power tuithin 1-h 
during Operational Condition 1 or 2. Caused by scram solenoid 
burnout. Samp 1 1 ng b analysis data end. 

» Duka Power Co. 79/12/07 6pp 


7912200568 Forwards Special Rept 79-03 re reactor scrams on 790980 !t 
1109. 

LINDER, F. Dairyland Power Cooperative. 79/12/07. 8pp, 


— 7912300571 Special Rept 79-03: reac tor scram on 790920, due to scrara 
solenoid burn out. caused by failed seal in upper control rod 
drive mechanism. Scram on 791109, due to restricted freedom 
of movement of turbine governor initial pressure regulator. 

» Dairyland Power Cooperative. 79/12/07. 6pp. 


7912280464 RO 79-10: on 791214, manufacturer notified that containment 
Isola t Ion dampers require repositioning to ensure quick 
closure at max containment vessel pressure, Dampers 
r epo s t t 1 oned . Conta i nment bldg vented continuously. 

LINDER. F. Dairyland Power Cooperative. 79/12/18, Bpp, 
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7V12270186 fl*»pon<)i to NFIC 770925 request for addl info re loss of 
effiltt pouor or 710120 . Provides details of seven complete 
ofliite pouer 1 osies. Fac i 1 Ity does not have eapabilitg of 
sustaining power during partial loss of offsite power. 

UIHDER. F. W. Oalryland Power Cooperative. 77/12/21. spp. 


7912060580 Forwards IE Circular 79-24, ‘'Proper 
Core Spray Pipe Break Detection Equipment on 
response required. 

ORIEfi.n.H. Region 1, Philadelphia, Office 

79/11/26. Ip. 


Installation 1< Calibr 
DURs. “ No 

of the Director. 


of 


79IM10497 Forwards LER 79-019/01T-0. 
LJHDERtF, Dalryland Power Cooperative, 


79/12/26. 2pp. 


7912310504 LER 79-019/01T-0; on 79l223i period ic leakage rate teat for 

eaergencu airlock did not meet type B test criteria 
tpeclflad by Tech apace. Caused by flattened 0 rings & shaft 
packaging In shaft seal. Beal replaced. 

ODODHAN, L. fi. Dalryland Power Cooperative. 79/12/26. 3pp. 


7912110064 Forwards IE Circular 79-23, "Motor Starters 
Failed to aperato. " No response required. 

ORIERiD.H. Region 1, Philadelphia, Office of the 
79/11/26, Ip. 


!< Contactors 
Director. 


7912190041 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation 8< Control Power Sys Bus During Operation. " 

No written response required. 

GRIER, H. H. Region 1, Philadelphia. Office of the Director. 

79/11/30. Ip. 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 
A. Applleatlon/constructlon stage documents l< correspondence 


7912110264 Dl« 
varlf tcatlon 
eucceis of p 
fernitton of 
DENTON, H. R. 


cusses NRC plans to uso generic analyses to develfl 
program to resolve ATMS issue for PWfis fc DHRs. 
rogpam depends on Industry response. Bupports 
owners groups to provide necessary info. 

Office of Nuclear Reactor Regulation. 79/10/17. 


P 


early 


3pp. 


7912270324 Advises that FBAR l< OL application will be submitted in Jul 
19S1, bssad on fuel load date of Mar 19B4 Ji commercial 
oparatton date of Oct 1904. , 

HHaDErO. K. Niagara Mohawk Power Corp. 79/12/17. ip. 


F. Bfcurltvi, msdlcali emergency & fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const It OL review. Applicants required to make certain 
lAergancy arrangements w/state t< local organisations t< 
submit imsrgancy plans per Reg Guide 1.101. 

VABGALLOj D. B. Blvlsion of Project Management. 79/11/81. 6pp. 


Q. Inspection reports, IE Bulletins fc correspondence 


79121402S2 Responds to IE Bulletin 79-23, "Potential Failure of 
Hmergency Diesel Generator Field Exciter Transformer. " No 
common eonnactions between control power transformer *< 
gantrator netoral. , , , 

RllODE, 0. K. Niagara Mohawk Power Corp. 79/11/01. Ip. 


7912310232 Forwards IE Info Notice 79-30, "Reporting of Dofacts & 

Noncompliantes,10CFR21‘' No action required 

GRIER, B.H. Region 1. Philadelphia. Dffico of the Director. 
79/12/06. 4pp. 


79121907S6 Forwards IE Bulletin 79-29, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Tamps." Written 
response required. 

GRIER, B.H. Region 1, Philadalphis 
79/12/07. Ip. 


Office of the Director. 


7918260212 Forwards IE Info Notice 79-31, "Use of 
Response Spectra." No written response risqulred. 
GRIER, B.H. Region 1, Philadelphia, Office of 
79/18/13. Ip. 


Incorrect Amplified 
the Director. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 
A App i Icat 1 on/construc 1 1 on stage documents & correspondence 


912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PHRs fc BWRs. 

Success of program depends on Industrij responso. Supports 
formation of owners groups to provide noressary 


79122B0473 Confirms Info requested during 791210 tele on. Present 
schedule for fuel loading >5 031231 {< FBAR will be submitted 
by Uul 1901. 

WOOLEVERi E. vj. Duquesne Light Co, 79/12/20. Ip 


7912800449 Forwards IE Insp 
neneompl lance noted. 
CARL6DN, R. T Region 1, 
Engineering Support Branc 


Rept 50-410/79-07 on 791009-12. No 

Philadelphia. Reactor Construction 
h. 79/11/08. 2pp. 


& 


7913200457 IE Insp Rept 50-410/79-07 on 791009-18. No nontompliance 

noted. Major areas inspactod: electrical procedures fc 
Instructions, downcomer installation 8, records, aud I ts fc 
OE safaty relief valve status, ^ , 

KCOAUOHYtR. M. Region 1, ladelph la, Reac tor = ^ 

Enttlnti^rlTip Suppoi^t Branch. CERNEjA. C. # F1NKEL»A. E. Region » 
Philadelphia, Office of the Director. 79/11/01. 9pp. 


7912050044 Forwards IE Circular 79-28, 
Rails# Valves." No response required. 
CRIER, B.H. Region 1, Philadelphia, 
79/11/16 Ip. 


"Stroke Times for Power Operated 
Office of the Director, 


F. Security, medical, emergency 6 fire protection plans 


'912040471 Forwards info re upgraded emergency plans tn plants under 
const t OL review, Ap(i 1 icants required to moke certain 
emergency arrangements u/state tt local organ ix at ions 
submit emergency plana per Reg Guide 1. 101, 


itACBAi I n. n n 




fi n fk ■ n p t? Ha n DT 


Tta / 1 1 /nt 


Q. Inspection roportsj IE Bulletins cotrospondenco 


7912170102 Updates 790020 response to IE Rullotln 79-t?, Cracks 

in Stagnant Dorated Water Sya at PWR Plants." Insp of welds 
will not be completed within required 90-day period due to 
difficulty in removing concrete slabs. 

WERLING,J. A. Duquesne Light Co. 79/10/29-, 2pp. 


7918050271 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PWR Plants. " No response required, 

ORIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/41/16. Ip. 


7912050029 Forwards IE Circular 79-22, 
Relief Valves, " No response required. 
GRIER-D.H. Region 1. Philadelphia. 
79/11/16. ip. 


"Stroke Times for Power Operated 
Office of the Director. 


791S1Q0133 Forwards IE 
Elenertts Due to Pipe 
CRIER. B.H. Region 
79/11/16. Ip. 


Info Notice 79-80, "Overloading of Structural 
Support Loads. " No response required, 
i, Philadelphia, Office of the Director. 


7918050241 Forwards IE Info Notice 79-27, "Steam Generator Tube 
Ruptures at Two PWR Plants." No response required. 

GRIER, D.K. Region I, Philadelphia, Office of the Director. 
79/11/16. Ip. 


7912110446 Forwards IE Info Notice 79-29, "Loss 
Reactor Coolant 8ys Instrumontatl on During Op 
specific action or response required. 
OftlERtB.H. Region 1, Ph i ladelph la. Office 
79/li/19. ip. 


of Nonsaf ety-Rolated 
erat 1 on. “ No 

of the Director. 


7918090261 Forwards IE 
Blades. '* No respenae 
CRIER, B. H. Region 
79/11/80. ip. 


Bulletin 79-26, "Doron Loss From BHR Control 
required. 

I, Philadelphia, Office of the Director. 


7912100117 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Bupport Loads." No response required. 

ORIER, B.H. Region I, Philadelphia, Office nf the Director. 
79/11/16. Ip. 

7912110405 Forwards IE Info Notice 79-29, “Lose of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation.'* No 
specific action or response required. 

GRIER, B.H Region tr Philadelphia, Office of the Director. 

79/11/19. Ip. 
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7912090333 FoTuards IE Bulletin 79-2i>< "Doran Lo&s From DWR Control 
Dlades. “ No response required. 

GRIER<B.K Region 1> Phi l.odelph i a< Office of the Director, 
79/11/20. Ip. 


7912060970 Foruards IE Circular 79-24> “Proper Installation & Calibr of 
Core Spray Pipe Break Detection Equipment on BHFIs. " Mo 
response required. 

GRIER,£.H. Region !■ Philadelphia, Office of the Director. 

79/11/26. ip. 


79l21l00d4 Forwards IE Circular 79-23, "Motor Starters & Contactors 
Failed to Operate. " No response required. 

GRIERtD.H Region I. Philadelphia, Office of the Director. 
79/11/26. ip. 


Q. Inspection reports, IE Bulletins 6 correspondence 


7912040130 Responds to IE Bulletins 7B-12> 78-12A t< 7B-t2E ro ueld aiU 
documentation. Info pertinent to Catauba Unit 1 reactor 
vessel Included in RDM rapt which was submitted 791029. 

HestinghousB transmittal Itr end. 

PARKER* H.O. Duku Power Co. 79/11/07. Ip. 


— 791204O13B Forwards rept "Neld Matl Oocumentation of Eltven flaactor 
Pressure Vessels Fabricated bg RDM for Uestinghousoi “ in 
response to IE Bulletin 76-12. Complete records search made 
no atypical weld matl found. 

ANDERSON, T. M. Nestinghouse Electric Corp. , PNR Sgsteisl Div. 
79/10/29. Ip. 


7912190022 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation & Control Power Sgs Bus During Operation." 

Ro urittan response required. 

GRIER. DR Region 1, P h 1 la d e Ip h i a , Office of the Director. 
79/11/30. Ip. 


7912310311 Forwards IE Info Notice 79*30, "Reporting of Defects 6 
Ndncompl lances, 10CFR2I. " No action roquired. 

ORIER,B.H. Region 1, Philadelphia, Office of the Director. 
79/12/06. Ip. 


7912190744 Forwards IE Bultotin 79-28, "Possible Malfunction of Namco 
Model EAI0O Limit Switches at Elevated Temps." Ifrittan 
responee required. 

ORIER.B.H. Region I, Philadelphia, Office of the Director. 
79/12/07. Ip. 


7912290193 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

ORIER.B.H. Region 1, Ph 1 Uda 1 phla. Office of the Director. 
79/12/13 Ip. 


7912O6012B Foruerds IE Info Notice 79-12A, "Attempted Oamago to N»u 
Fuel Assomblles. “ No specific action or response required. 

D 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912100169 Foruards IE Info Notice 79-20, "Overloading of Btruetural 
Elements Due to Pipe Support Loads." No respanse required, 

0 'REILLY, J, P. Region 2« Atlanta, Office of the Director. 
79/11/16. Ip. 


7912110545 Forwards lE Info Notice 79-29, "Loss of Noniaf etg-R*latf4 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or responso required. 

0 'REILLY, J. P, Region 2* Atiante, Office of the Director. 
79/11/16, 2pp. 


7912060607 Forwards IE Circular 79-24, "Proper Installation t Celibr of 
Core Spray Pipe Break Detection Equipment on BURa. " No 
response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


B. Reportahle occurrences, LERs 4, related correspondence 


7912140042 Ac k receipt of 791009 Itr forwarding final deficiency rept 
re safety-related piping. 

CARLSON,R.T. Region 1, Philadelphia, Reactor Construction t, 

EnginDsrlng Support Branch. 79/10/J7. Ip. 


7912310206 Ac k receipt of 791019 Itr forwarding Final Significant 
Deficiency Rept 7B-D3 re reactor containment liner overlay 
pad fillet weld crack. 

CARLBONtR.T. Region 1, Phi lad elph la, Reactor Conetructlon 4, 

Engineering Support Branch, 79/11/15. Ip. 


7912110134 Forwards IE Circular 79-12, "Motor Starters & Contactor! 
Failed to Operate." No rosponse required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26, Ip. 


7912190392 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation h Control Power Sys Bus During Dpiratlon. " 
No written response required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/11/30. Ip. 


7912100161 Ack receipt of IE Insp Repts 50-413/79-19 4c 50-414/77-19 
on 791009-12, No proprietary Info. 

PARKER, M.O. Duke Power Co. 79/12/.0S, Ip. 


7912110340 Forwards Final Deficiency Rept 79-03 rc crane wall 
reinforcing bars omitted from concrete placement. 

WOOLEVER. E. J. Deque srve Light Co. 79/12/05. 3pp. 


— 7912110353 Final Deficiency Rept 79-03 re steel reinforcing bars 
missing from concrete wa 1 1 . Concrete bars will be removed t, 
rebuilt. ProceduroB developed 4, revised to implement Insp. 
e Duquesne Light Co. 79/12/05. 3pp. 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


A, AppUcation/construct 1 an stage documents & correspondence 


7912110011 Foruards NRC position on status it applic eb tl 1 ty to pending 
OL applications of results of TMI followup ac t Ions. Out 1 ines 
addl short-term actions to be taken. 

VASSALLO, D. B. Division of Project Management. 79/09/27. 41pp. 


F. Security, medical, emergency 4, fire protection plana 


7912040471 Forwards info pe upgraded emergency plans to plants under 
const 4< QL review. App 1 leant s required to make certain 
emergency arrangements w/state & local organl cations & 
submit emergency plans per Reg Guide 1.101. 

VASSALLO, D. D. Division of Project Management. 79/11/21. 6pp. 


I. Financial information 


“7912180166 Forwards IE Insp Repts 50-413/79-19 fa 50-414/79-19 on 
791009-12. No noncompi lance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction fa 
Engineering Support Branch. 79/11/08. 2pp. 


7912100174 IE Insp repts 50-413/79-19 fa 30-414/79-19 on 791009-12. Ho 
noncompliancs noted. Major areas inspected: safety-related 
4160-VDlt switchgear, 600-volt load ctr fa 600 motor control 
ctr installation fa quality records. 

WALTERS, D.K. Region 2, Atlanta. Office of the Dlraeter. 

CONLON, T. E. Region 2, Atlanta, Reactor Construction fa Englnesrlni 

Support Branch. 79/11/08. 4pp. 


7912310293 Forwards IE Info Notice 79-30, "Reporting of Dtfeets fa 
Noncofflp llancas, 10CPR2t. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Off tea of the Director. 
79/12/06. 8pp. 


7912200026 Forwards IE Bulletin 79-28, "Possible Malfunction of Namo 
Model EA180 Limit Switches at Elevated Tamps." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/07. 2pp. 


7912260377 Forwards IE Info Notice 79-31, "Use of Incorrect Ampllfifl 
Response Spectra," No written response required. 

O'REILLY, J. P. ( Region 2, Atlanta, Office of the Director. 
79/12/13, 2pp. 


791228012? Forwards IE Circular 79-25, "Shock Arrestor Strut Asssmtlg 
7912270S77 Forwards duplicate copies of util 790321 guarantee of Interference." No written response required. 

retrospective premiums, in response to NRC 791210 request. O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

WHITLEY.H.D- Duke Power Co. 79/12/20. Ip. 79/12/20. 4pp. 


—7912270985 Reques ts approved guarantee of payment of deferred premiums 
for 1979, 

SALTZMAN, J. Antitrust fa Indemnity Croup. 79/12/10. Ip. 
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0 . fiiport*bl« oeeurr«nees, LERs b relatsd cappespondenee 

•7^13160883 Forward* final deflciancg pept pe defielant maid in *t#a« 
ginarator lower lateral *upport b overslia drawing of 
raactor tldg. 

PJWiKSfliH.O. Duka Power Co. 79/13/13. Ip. 


...'-7913180993 Final deficiency repl re deficient weld in steam genarator 
lowar lateral support. In June t979ipinhola diseovarad In 
weld preparation area.Helnsp showed three addl reyectable 
Indications. Part returned for repair. 

* Duke Power Co. 79/13/13. Spp. 


7'9J83104a9 Forwards Significant Daficianey Rapt IE-79-09“8DD~413/414 re 
unqualified main steam power operated relief valves. 

PARMER. M.O. Duka Power Co. 79/13/3A. Ip. 


-—7918310493 flignlficant Daficianey Rapt IE-79-08-8DD-413/414. Main steam 
power operated relief valves not qualiftad for aspectad 
environ reeulting from feedwater or steam line break. Valves 
will be qualified, 
a Duka Power Co. 79/18/86. ip. 


docket 90-414 CATAWBA NUCLEAR STATION. UNIT S 
A. Appllcatlon/constructlon stage documents b correspondence 


7913110011 Forwards NRC position on statue b appliceb t 1 ity to pending 
OL application* of results of THt followup actions. Outline* 
addl short-term actions to be taken. 

VASBALLOi 0. B. Division of Project Management. 79/09/87. 41pp. 


7918110264 Dlecusets NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PMR* b HWRs. 

Buccess of program depend* on industry response. Support* 
lermation of owner* group* to provide necessary info. 

DENTON.H. R. Office of Nuclear Raactor Regulation. 79/10/17. 3pp. 


7911270467 Forward* ’‘Discussion* of TMI Lessons Learned Short-Term 
Requirements" providing addl e lerlf Icatlons of NRC 
requirements for pending OL applicants. 

VA&BALLQr 0. 8. Division of Project Management. 79/11/09. Spp. 


F. flecMrity. medicel. emergency b fire protection plana 


7912040471 Forwards info re upgraded emergency plan* to plants under 
const A OL revltw. Applicants rsquired to make certain 
anirgencv arrangements w/itats b local organiiatlons b 
submit enargeney plans per Reg Quids 1.101. 

VAaSALLOi 0, 8. Division of Project Management. 79/11/81. 6pp. 


1. Financial information 


7912270977 Forwards duplicate cop lee of util 790381 guarantee of 
retrospective premiums/ In response to NRC 791810 request, 
WHITLEY. H. D. Duke Powsr Co, 79/18/80. Ip. 


— 7912270360 Requests approved guarantee of payment of deferred premium* 
for 1979. 

BALTZKAN. J. Antitrust b Indemnity Croup. 79/18/10. Ip. 


Q, Intpectlon reports. IE Bulletins b correspondence 


7918040130 Respond* to IE Bulletins 78-18,78-184 b 7B-1SB re weld matl 
documentation. Info pertinent to Catawba Unit i reactor 
vestal Included in RDM rapt which was submitted 791089. 

Hestlnghowst transmittal Itr end. 

PMKER/W.O. Duke Power Co. 79/11/07. Ip. 


■' — 7912040136 Forward* rept "Wold Matl Documentation of Eleven Reactor 
Prosawra Vaieels Fabricated by RDM for Westinghouso, “ in 
rasponte to !E Bulletin 78-18. Complete records search made 
b no atypical weld matl found. 

ANDERSON, T. M. Uettlnghouse Electric Corp. > PWfl System* Dlv. 
79/10/29. Ip. • 

7912060128 Forward* IE Info Notice 79-lBA. "Attempted Oemage to New 
Foil AsstmbHei. " No specific action or response required, 

O'REILLYr J. P. Region 8, Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912100169 Forward* IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loads, " No response required. 
D'HEILL.V. J. P. Region 8, Atlanta, Office of the Director. 
79/11/16. Ip. 


7918110545 Forwards IE Info Notice 79-29. “Loss of Nonsafety-Ro lated 
Reactor Coolant Bys Instrumentation During Operation, " No 
specific action or response required. 

O'REILLY, J. P, Region 2, Atlanta, Office of the Director. 

79/11/16. 2pp 

7912060607 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BWRs. " No 
response required. 

0 'REILLY, -J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip, 


7912110134 Forwards IE Circular 79-12, "Motor Starters b Contactors 
Failed to Operate." No rasponso required. 

O'REILLY, J P. Region 2. Atlanta. Office of the Director. 
79/U/26, Ip. 

7912190392 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dub During Operation." 

Mo written response required. 

O'REILLY, \l. P. Region 2. Atlanta. Office of the Director. 
79/11/30, Ip. 

7912190161 Ack receipt of IE Insp Repts 30-413/79-19 b 30-414/79-19 
on 791009-12. No proprietary info. 

PARKER, W. a. Duke Power Co. 79/12/05, Ip. 


— 7912180166 Forwards IE Insp Repts 50-413/79-19 b 50-414/79-19 on 
79l009-i2.No noncomp Uance noted. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch. 79/ll/OS. 3pp. 


79121B0174 IE Insp repts 90-413/79-19 b 50-414/79-19 oil 791009-12. No 
noncompUanca noted. Major areas inspec tod ; safe ty-related 
4160-volt suiltchgear, 600-volt load ctr b 600 motor control 
ctr installation b quality racorda. 

WALTERS, D. M, Region 2. Atlanta. Office of the Director. 

CONLQN.T. E. Region 2, Atlanta. Reactor Construction b Engineering 

Support Branch. 79/11/00, 4pp. 

7912310293 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompllances, 10CFR2I. " No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/06, Spp. 


7912200086 Forwards IE Bulletin 79-20. "Possible Malfunction of Nameo 
Model EAiaO Limit Switches at Elevated Temps." Action 
required. 

0 'REILLY, vl. P. Ragion 2, Atlanta, Office of the Director. 

79/12/07, 2pp. 

7912800377 Forwards IE Info Notice 79-31, "Use of Incorrect AoipIlPied 
Response Spectra." No written response required, 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 
79/18/13. Spp. 

7918800129 Forwards IE Circular 79-29. "Shock Arrestor Strut Assembly 
Interferance. " No written rosponao required. 

O'REILLY, -Ji. P. Region 2, Atlanta, Office of the Director. 

79/12/80. 4pp. 


S. Reportable occurrences, LERs b related correspondence 


7912180580 Forwards Pinal dsficiency rept re deficient weld in steam 
generator lower lateral support b overilie drawing of 
reactor bldg. 

PARKERiW.O. Duke Power Co. 79/12/13. Ip- 


—7912180593 Final deficiency rept re deficient weld in steam generator 
lower lateral support. In June 1979, pinhole discovered in 
weld preparation area.Relnsp showed threa addl rejectable 
Indication*. Part returned for repair. 

« Duka Power Co. 79/18/13. Spp. 


7918310409 Forward* Significant Deficiency Rept IE-79-03-8DD-413/414 ro ■ 
unqualified main steam power operated relief valves. 

PARKER.W.O. Duke Power Co. 79/12/36. Ip. 


— 7912310493 Bignificant Deficiency Rept IE-79-09-BDD-4l3/4l4.Maln steam 
power operated relief valves not qualified for enpecteit 
environ resulting from feedwater or steam line break. Valve* 
will be qual i fled, 
e Duke Power Co. 79/18/86. ip. 
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DOCKET SO-416 -GRAND QULF NUCLEAR STAriON, UNIT 1 


A. Appl ica tion/ tons true t i un staje dotumonts b correspondancB 


T^lSllOOll Foruards NRC position on status b app I tcabi 1 1 ti^ to pending 
OL applications dF ruaults of TMI fsllouup a c tions. Outl ines 
addl shorb-term actions to be taken, 

VASSAULO. D, 0 . Division of Project Management, 79/09/27. 41pp. 


7912110264 Discusses NRC plans bo uso generic analgses to develop esrlg 
verification program to resolve ATNil issue for PWRs b DURs. 

Success of program depends on industry response. Supports 

formation of ouners groups to provide necessary info 

DEMTDNiH, R, Office of Nuclaar Reactor Regulation. 79/10/17. Upp. 


7912110291 Notification of 600103 meeting w/util < ANLi INEL b Savannah 
River Lab in Port OibsoniHS to familiarije natl lab FSAR 
revleuers ui/fac 1 1 i t y . 

HOUGHTONi T. C, Light Water Reactors Branch 2. 79/11/27. 3pp. 


791SI30127 Sumraarg of 791116 meeting ui/utll b OE in BethesdaiMD re 
discussion of connector r egulrement s for pouer generation 
control complei. 

HOUGHTONiT. C Light Water Reactors Branch 3 . 79/11/29. Spp, 


791S100130 Notification of 771212 meeting b site visit u/5ta te of MS 
representatives to -discuss NPDES b plant transmission line 
impacts on biota. 

COTAiP, C. Environmental Projects Branch i. 79/11/30. 2pp. 


7912100310 Foriuords initial questions re FSAR in roapoTtse to 791H5 
d i scuss ion, Roque sts NRC assistance in obtaining ansuiers to 
all questions. 

TAVLQRi 7. M. E. l.du Pont de Nemours b Co, p Inc. 79/11/30. 9pp. 


7712130039 Extends Invitation to attend 791013 site visit re environ 
revieu of OL application. 

REOANrW. H, Assistant Oirector for Environmental Projects. 

79/12/03. 3pp. 


771221'0416 Forwards facitltg site maps b requests Info re endangered 
plant b animal species In area. 

QALLAR0> R. L. Division of Site Safety b Envl ronmental Analysis. 
79/12/17. 0pp. 


C. Utility Environmental Report lERIi amends b correspondence 


7912030193 Poruiards Amend 2 to environ repb, 

STAMPLEV. N. L. Mississippi Power b Light Co. 79/11/30, 3pp. 


— 7912030194 Amend 3 to environ rept, 

STAMPLEV. N, L, Mississippi Power b Light Co. 79/11/30. 39pp. 


7912100339 Forwards affidavit of sve for distribution of Amend 2 to 
final environ rept in response to 780627 request. 

OALEiL.F. Mississippi Power b Light Co. 79/12/04. 2pp. 


F. Securitiji medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b OL r e vi ew. App 1 i c a nts required to mate certain 
emergency arrangemonts w/state b local organ! lations b 
submit emergency plans per Reg Guide 1. 101. 

VASSALLQ, D, B, Division of Project Management. 79/11/21. 6pp. 


79122100B4 Summary of 791130 meeting ui/uti is b Bechtel in Bethesda.HO 
T* current NRC position on fire protection criteria, 

HOUGHTON, T. C. Light Mater Reactors Branch 2. 79/12/09. App, 


0, Adjudicatory correspondence 


7912120361 Requests that DDJ be asked to reconsider recommendations to 
show cause for compliance w/lieense eondl t ions, i n light of 
new Info. Forwards settlement agreement between interveners 
b other supporting documentation 

CONNERiT.B. Conner. Moore b Corber. 79/12/10. 190pp. 


H. General correspondence 


7712190S99 Forwards affidavit of sve for distribution of Amend 34 per 
NRC 7B0627 Itr. 

DALE,i-.F. Mississippi Power b Light Co, 79/12/10. 2pp. 


K. Utility Final Safety Analysis Report (FSAR) b amends 


7912060497 Forwards Amend 34 to FSAR, submitted as amend to OL 
app 1 1 ca 1 1 on. A1 so forwards three oversixe drawings. 

Af f Idavl t end. 

STAMPLEV, N. L. Mississippi Power b Light Co. 79/11/30. 3pp. 


— 7912060500 Amend 34 to FSAR, submitted as amend to OL app 1 icatloen. 
« Mississippi Power b Light Co. 79/11/30. SOOpp. 


7912310401 Forwards Amend 35 to FSAR, const! tuting Amend 39 to 
application for QL. 

STAMPLEV, N. L, Mississippi Power b Light Co. 79/12/28, Spp, 


— 7912310400 Amend 35 to FSAR consisting of responses to second round 
questions & miscellaneous refinements of design info. 

* Mississippi Power b Light Co. 79/12/23, 60pp. 


Q. Inspection reports, IE Bulletins b correspondence 


7912050386 Forwards IE Insp Ropts 50--4 16/79-24 b 80-417/79-24 on 
790926-2B. No noncomp 1 iancs noted. 

MURPHY. C.E, Region 2. Atlanta, Reactor Construction 6 Engineering 

Support Branch. 79/10/23. 2pp. 


-7912050394 IE Insp Repts 50-416/79-24 b 50-417/79-24 on 790926-28, K# 
none ompl ianco noted. Major aroas inspected; QC program, const 
progress, IE bulletin followup b licensee followup of 
licensee Identified items. 

BRYANT, O.C. Region 2, Atlanta, Reactor Construction b 
Engineering Support Branch. RAUSCH, 0. K. Region 2> Atlania, 
Office of the Director. 79/10/23, 4pp, 


7912050562 Forwards IE Insp Repts 50-416/79-22 b 50-417/79-22 en 
79092S-2B. No noncomp 1 iance noted. 

MURPHV.C. E, Region 2, Atlanta, Reactor Construction b Engln«trln| 
Support Branch. 79/10/24, 2pp. 


—7912050596 IE Insp Repts 50-416/79-22 b 50-417/79-22 on 790925-23, H4 
noncomp I lance noted. Major areas inspected: instrumentation 
uorktwork activities b quality records. 

CQNUDN, T. E. Region 2, Atlanta, Reactor Construction b 
Engineering Support Branch. GIBBONS, T.D. Region 2, Atlanta, 
Office of the Director. 79/10/23, 4pp. 


7912050616 Forwards IE Insp Repts 50-416/79-23 b 30-417/79-23 on 
790985-23. No noncomp 1 lance noted. 

MURFHYtC. E, Region 2, Atlanta, Reactor Construction b Enginaerdnt 
Support Branch. 79/10/84, 2pp. 


—7918050618 IE Insp Repts 40-416/79-83 b 50-417/79-23 on 790985-2.0. No 
noncomp I lance noted. Major areas Inspected ; safety-related 
pipe welding b insp activities b safety relief valve 
radiographic film revieu. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction b 
Engineering Support Branch. VAN DDORN, P. K. Region 3 , Atlanta, 
Office of the Director. 79/10/23, Spp. 


7912050003 Forwards IE Insp Repts 50-416/79-25 b SO-417/79-23 on 
791003-03. No noncomp 1 iance noted. 

HURPHV, C. E. Region 2, Atlanta, Reactor Construction b Enginterlnf 

Support Branch. 79/10/83. 2pp. 


—7912030089 IE Insp Repts 30-416/79-83 b 50-417/79-85 on 791003-05. No 
noncofflpl iancs noted. Major areas inspected; pipe support 
plate designs using concrete expansion anchor bolts 
(IE Bulletin 79-02). 

VALLISH, E. 0, Region 2, Atlanta, Office of the Director. 

HERDT, A. R. Region 2, Atlanta, Reactor Construction b 
Engineering Support Branch. 79/10/85. Spp, 


7912060136 Forwards IE Info Notice 79-18A, "Attempted Damage to New 
Fuel Assemblies.’' No specific action or response required. 
O'REILLY, vf, P. Region 2, Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912100185 Forwards IE Info Notice 79-20, "Overloading of Btructural 
Elaments Due to Pipe Support Loads. " No response required, 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16, ip. 


7912110566 Forwards IE Info Notice 79-89, "Loss of Nonsaf ety-Reloted 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. 2pp. 
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791SO<iObie Forward* IE Circular 79-S4. "Proper Installation ti Calibr of 
Core Spray Pipe Break Detection Equipment on BUR*. “ No 
rssponss required. 

O'HEILLVi J. P. Region 3i rttlsnta, Office of the Director. 

79/11/26. ip. 


7912110153 Forward* IE Circular 79-23i "Motor Starter* l< Contactors 
Failed! to Operate.” No response required. 

O'REILLVi J. P. Region 2i Atlantai Office of the Director, 
79/11/26. Ip. 


7912060258 Forward* IE Insp Rept SO-416/79-27 on 791003-04. No 
noncoeiplianc e noted. 

D 'REILLVi J. P. Region Si Atlantai Office of the Director. 
79/1 1/2B. 2pp. 


— 7912060260 IE Insp Rept SO-416/77-27 on 791003-04. No none omp 1 lane e 
noted. Major areas Inspected: Insp program for facility 
during pr eoperational 6 startup testing. 

UAQNERi A. 0. Region Si Atlantai Office of the Director. 
KCLLOOOiP. J. Region Si Atlantai Reactor Operations Nuclear 

Support Branch. 79/11/21, 3pp. 


7912190437 Forward* IE Bulletin 79-S7i "Loss of Non-Class IE 
Indtrunentatlon ti Control Power Sgs Dus During Operation.” 
Hrittan response required. 

O^REILLV. kI. P. Region Si Atlanta. Office of the Director. 
79/11/30. ip. 


79.12310306 Forward* IE Info Notice 79-30. "Reporting of Defects 6 
NonconpllanceSi lOCFRSl. " No action required. 

O^REILLV, J.P. Region S. Atlanta. Office of the Director. 
79/12/06. Spp. 


7912200049 Forward* IE Bulletin 79-28. "Possible Malfunction of Naetco 
Modal EA10D Limit Sultchas at Elevatad Temps." Action 
required. 

O'SEILLYi J. P. Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


791SSBD416 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Raeponse Spectra." No written response required. 
a'PElLL/i 0. P. Region 2. Atlanta. Office of the Director. 
79/12/13. 2pp. 


791SS8D144 Forwards IE Circular 79-29. "Shock Arrestor Strut Assembly 
Interference." No written response required. 

O'REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


8. Reportable occurrences. LERs & related correspondence 


79131S0824 Interim deficiency rept re failure of Type L2 auxiliary 
switch assembly in 4.16 kV switchgear. Switch assembly 
returned to equipment suppl ler. Oould Electric Sys. for 
ana lyi 1 s. Resolution expected by B0022B, 

CALEiL.F. Mississippi Power 6 Light Co. 79/11/01. ip. 


7912I3D52D Forwards Final Deficiency Rept 79-OB. 

DALE.L.F. Mississippi Power 6 Light Co. 79/11/02. ip. 


—7912130332 Final Deficiency Rept 79-OB ra failure of solid-state trip 
davicet in low voltage power circuit breaker. Causa d bg 
dafactlva astambly of printed circuit boards supplied by 
Oould-Sreun Boyer 1 Switchgear Dlv. 

• Hissistlppi Power tc Light Co. 79/11/02. 2PP. 


79I21BO094 Confirms verbal rept re noncomp 1 lance to specs for nuclear 
valves. Caused by error In computer program. developed by 
Bubcontraetor. Al 1 reported frequencies will ba re-analyxed. 
NliEHAUa.F. W. Uilliam Powell Co. 79/11/12. 2pp. 


7912190603 First interim deficloney rept re Rosemount Model 510 master 
6 slave trip uni ts. Resul t* of investigation will be 
Bubnlttad by B00131. 

CALE.L. F. Mississippi Power 6 Light Co. 78/11/2B. tp. 


7912190611 Interim deficiency rept re cracked control device assemblies 
on 4.16 kV switchgear. 6. 9 kV switchgear 6 430 volt l oad 
etna. Odu^d-ITE conducting life testing of devices. Final rapt 
Hill be SUhinltted by 600125. 

DALE.L.F, Mississippi Power 6 Light Co. 79/11/30. Ip. 


7912190633 Interim deficiency rept re improper drawings supplied by OE. 
All tarnlnatlon cabinet panels being reviewed against 
as— shipped drawing*. Find Ings will be submitted by BOOHS. 

DALE.L.F. Hlftlttlppl Power & Light Co. 79/11/30. ip. 


7912190702 Final deficiency rept re use of inadequately supported long 
terminal strip in junction boxes on electrical penetration 
assemblias for containment bldg. ’Proceduro to Brace CRISI- 
Terminal Blocks for Electrical Penotra t i on. " issued. 

DALE.L.F. Mississippi Power U Light Co. 79/12/03. 2pp. 


DOCKET 30-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Appl icat 1 on/c onstruction stage documents 6 correspondence 


7912110011 Forwards NRC position on status fc app Ucah I 1 i ty to pending 
□L applications of results of TMI followup ac tions. Outl ines 
addl short-term actions to bo taken. 

VASBALLOi D. D, Division of Project Management. 79/09/27. 4lpp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PWRs 6 DHRs. 

Success of program depends on industry re sponse. Supports 
formatiejn of owners groups to provide necessary info, 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp, 


7912110251 Notification of 600103 meeting w/ut i 1. ANL. INEL 6 Savannah 
River Lab in Port Olbson.MS to famillariie natl lab FBAR 
reviewers w/f ac i 1 i ty. 

HOUGHTON. T. C. Light Hater Reactors Branch 2. 79/11/29, 3pp. 


7912130127 Summary of 791116 meeting w/uti 1 6 OE in Hothcsda.MO ro 
discussion of connector requirements for power generation 
control c ample i. 

HOUGHTON. T. C. Light Hater Reactors Branch 2. 79/11/29. Spp. 


7912100130 Notification of 791212 meeting 6 site visit w/etate of MS 
representatives to discuss NPOES L plant transmission line 
Impacts on biota. 

CQTAi P. C. Environmental Projects Branch 1. 79/11/30, 2pp. 


7912100310 Forwards initial questions re F5AR In response to 79111S 
d Iscussion. Request s NRC assistance in obtaining answers to 
all ques 1 1 ons. 

TAYLOR. T.M. £, 1. du Pont do Nemours 6 Co,. Inc. 79/11/30. 9pp. 


7912130059 Extends Invitation to attend 791013 site visit re environ 
review of OL application. 

REOAN.H. H. Assistant Director for Environmental Projects. 

79/12/03. Spp. 


7912210416 Forwards facility site maps 6 requests info re endangered 
plant 6 animal species in area, 

DALLARD.R. L. Division of Site Safety L Environmental Analysis. 
77/12/17. Bpp, 


C. Utility Environmental Report <ER>. amends & correspondence 


7912030193 Forwards Amend 2 to environ rept. 

8T AMPLE Y. N, L. Mississippi Power 6 Light Co. 79/11/30. Opp. 


--7912030194 Amend 2 to environ rapt. 

STAMPLEY, N. L. Mississippi Power 8c Light Co. 79/11/30 . 39pp. 


7912100339 Forwards affidavit of sve for distribution of Amend S to 
final environ rept in response to 780627 request, 

DALE.L.F. Mississippi Power & Light Co. 79/12/04. 2pp. 


F. Becorlty. medical, emergency 6 fire protection plans 


7912040471 Forward* info ra upgraded omergenty plans to plant* under 
const 8i OL review. App I lean ts roquirad to make certain 
emergency arrangements w/state local organiiat ions 6 
submit emergency plan* per Reg Guide i. 101. 

VAB5ALLO. D. D. Division of Project Management. 79/11/21. 6pp, 


7912210084 Bummary of 791130 meeting w/util* 8< Bochtel lit Bethesda.MD 
ro current NRC position on fire protection criteria. 

HOUGHTON. T. C. Light Hator Reactors Branch 2. 79/12/05. 4pp. 


0. Ad judicatory correspondence 


7912120361 Requests that DGJ be asked to reconsider recommendations to 
show cause for compliance w/license eond Itlons. i n light of 
new Inf 0 . Forward* settlement agreement between Intarvenors 
6 other supporting documentation. 

CONNER. T.D. Conner. Mnore *. Corbor. 79/12/10, iSOpp. 
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H. General c orrcsp'Ondence 


7912190555 Forwards affidavit of avc for distribution of Amend 3A par 
NRC 780627 Itr 

DALEi U. F Mississippi Pouer 8i Light Co. 79/12710. 2pp. 


K. Utllitij Final Safety Analysis neport < FSAR ) & amends 


7912060497 Forwards Amend 34 to FSAHi subml t tod as amend to OL 
app 1 icat ion. A1 so Poruards three oversira drouings. 

Affidavit end. 

STAKPLEYi K. L. Hississippi Pouier li Light Co. 79/11/30. 3pp. 


— 7912060SOO Amend 34 to FSAR. subni tted as amend to OL appl lea t ioon. 
• Mississippi Power it Light Co. 79/11/30. 500pp. 


7912310401 Forwards Amend 35 to FSAR. constituting Amend 35 bo 
application for OL. 

STAtIFLEY. N. L. Hississippi Po'uger Ic Light Co. 79/12/20. 3pp. 


— 7912310400 Amend 35 to FSAR consisting of responses to second round 
questions U miscel latteous refinements of design info, 

• Mississippi Power {• Light Co. 79/12/20. 60pp. 


Q. Inspection reports. IE Qulletins li correspondence 


7912050306 Forirards IE Insp Hepts 50-416/79-24 it 50-417/79-24 on 
790926-20. No noncomp liance noted, 

MURPHY.C. E. Region 2. Atlanta. Reactor Construction ti Engineering 

Support Branch. 79/10/33. 2pp. 


— 79120S0394 IE Insp Ropts 50-414/79-24 6 50-417/79-24 on 790926-28, No 
nonconpl lance noted. Major areas inspected: OC program, const 
progress. IE bulletin followup & licensee followup of 
licensee Identified items. 

BRYANT. J. C. Region 2. Atlanta. Reactor Construction Ic 
Engineering Support Rranch. RAUecil. J. K. Region 2. Atlanta. 
Office of the Director. 79/10/23, 4pp. 


7912080562 Forwards IE Insp Repts 50-416/79-22 1. 50-417/79-22 on 
79092S-2Q, No nancomp 1 lance noted. 

MURPHY.C. E. Region 2. Atlanta. Reactor Construction & Enolneerlng 

Support Branch. 79/10/24. 2pp. 


— 7912050596 IE Insp Ropts 00-416/79-22 6 50-41.7/79-22 on 790925-20, No 
noncompl ianee noted. Major areas inspected : i nstromentation 
work. work activities 1< quality records. 

CONLON.T. E, Region 2. Atlanta. Reactor Construction ti 

Engineering Support Branch. GIBBONS. T.D. Region 2. Atlanta. 
Office of the Director. 79/10/23, 4pp. 


7912050416 Forwards IE Insp Repts 50-416/79-23 U SO-417/79-23 on 
790925-28. No none offlp 1 lance noted. 

MURPHY.C. E. Region 2. Atlanta. Reactor Construction 6 Engineering 
Support Branch. 79/10/24. 2pp. 


-7912050610 IE Insp Repts 40-416/79-23 l< 50-417/79-23 on 79092S-2B, No 
noncomp] lance noted. Major areas Inspec ted: safety— related 
pipe welding Ic insp activities 6 safety relief valve 
radiographic film review. 

HERDTi A. R. Region 2. Atlanta. Reactor Construction U 
Engineering Support Branch. VAN DOORN, P. K. Region 2. Atlanta. 
Office of the Director. 79/10/23, 8pp. 


79120SOOB3 Forwards IE Insp Repts 50-416/79-25 Ic 50-417/79-25 on 
791003-05, No nancomp 1 lance noted. 

MURPHY. C, E. Region 2. Atlanta. Reactor Construction & Engineering 
Support Branch. 79/10/25. 2pp. 


•7912050099 IE Insp Repts 50-416/79-25 Ic 50-417/79-25 on 791003-05. No 
noncoAipl ian c e noted. Major areas inspected: p ip a support 
plate designs using concrete erpanslon anchor holts 
(IE Bulletin 79-02). 

VALLIBHi E. J. Region 2. Atlanta. Office of the Director, 

HERDT. A. R. Region 2. Atlanta. Reactor Construction Ic 
Engineering Support Branch. 79/10/25, 3pp. 


79120401S6 Forwards IE Info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies.'* No specific action or response required. 
O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/11/09. 2pp. 


7912100105 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pips Support Loads. “ No response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 

79/U/i6. ip. 


7912110566 Forwards IE Info Notice 79-29, "Lots of Nonsaf sty-Relatsd 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/14. 2pp. 


7912060618 Forwards IE Circular 79-24, "Proper Installation li Callbr 
Core Spray Pipe Break Detection Equipment on BHRs. " No ^1 

response required. 

□ ‘REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110153 Forwards IE Circular 79-23, "Motor Starters I. Contactors 
Failed to Operate." No response required, 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
77/11/26. Ip. 


7912190459 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation I. Control Power Sys Dus During Operation." 
No written response required. 

0 'REILLY, J. P. Region 3, Atlanta, Office of the Director. 
79/11/30, Ip. 


7912310306 Forwards IE Info Notice 79—30, "Reporting of Defects L 
Noncompliances, 10CFR21. “ No action required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. Spp. 


7912200049 Forwards IE Bulletin 79-28, "Possible Malfunction of Neace 
Model EA10O Limit Switches at Elevated Temps, " Action 
required. 

O'REILLY. J, P, Region 2. Atlanta, Office of the Director. 
79/12/07. 2pp. 


79122B0416 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Reeponse Spectra, " No written response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/12/13. 2pp. 


7912200144 Forwards IE Circular 79-25, "Shock Arrestor Strut Asseably 
Ititerference. " No written response required. 

O'REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/12/20. 4pp. 


8. Reportable occurrences. LERt 6 related correspondence 


7912130S24 Interim deficiency rept re failure of Type L2 ausillery 
switch assembly in 4.16 kV switchgear. Switch assembly 
returned: to equipment supp 1 ler, Oould Electric Sys, for 
analysis. Resolution e spec ted by 800820, 

DALE.L.F. Mississippi Power Ic Light Co. 79/il/Ol. tp. 


7912130520 Forwards Final Deficiency Rept 79-00. 

DALEiL. F. Kisslssippi Power Ic Light Co. 79/ii/02, Ip. 


—7912130538 Final Deficiency Rept 79-00 re failure of solid-state trip 
devices in lew voltage power circuit breaker. Caused by 
defective assembly of printed circuit boards supplied by 
Oould-Brown Boverl Switchgear Dlv. 

* Mississippi Power Ic Light Co. 79/11/02. 2PP, 


79121B0054 Confirms verbal rept re noncompl iance to specs for nucleir 
va 1 ves, Ca use d by error in computer program. developed by 
subcontractor. A1 1 reported frequencies will he re-ana lysed. 
NIEHAUB.P.W. Hllllani Powell Co. 79/11/12. Spp. 


7912190403 First interim deficiency rept re Rosemount Model 310 masltr 
t> slave trip units. Results of investigation will be 
submitted by 800131. 

DALE.L.F. Mississippi Power Ic Light Co, 70/11/20. ip. 


7912190411 Interim deficiency rept re cracked control device asseatlMf 
on 4.16 kV siiiltchgear,6.9 kV switchgear It 400 volt load 
etrs. Oould-ITE conducting life testing of devices. Final rept 
will be eubmi t bed b y 000185. 

DALE.L.F. Mississippi Power Ic Light Co. 79/11/30. Ip. 


7912190433 Interim deficiency rept re improper drawings supplied by oP- 
All termtnablpn cabinet panels being reviewed against 
as-shipped drawings. Findings will be submitted by 000115. 

DALE.L.F, Mississippi Power Ic Light Co. 79/ 1 1/30. Ip. 


7912190702 Final deficiency rept re use of inadequately supported lonf 
terminal strip In junction boxes on electrical penetration 
assemblies for containmint bldg. "Procedure to Brace CR191- 
Tsrmlnal Blocks for Electrical Penetration." Issued. 

DALE.L.F, Mifsiseippi Power Ic Light Co. 79/12/03. 2pp. 
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DOCKET SO-4S3 MILLSTONE NUCLEAR POMER STATION. UNIT 3 
A. Applicati an/toni truction stage documents & correspondence 


791S1103S4 Discusses NRC plans to use generic analyses to develop early 
VerlflcAtian progrsn to resolve ATMS issue for PMRs b DWRs. 

Sbccssb of prograa depends on industry response. Supports 
foreatlDTi of owners groups to provide necessary info. 

IIENTOM. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7918140SS7 Responds to IE Bulletin 79-14 re saisfsic analysis for 
lafety-ralatsd piping sys. Reqtuested insp cannot be carried 
out as piping erection not conplete on any safety-related 
sys. 

C0UN9fL> M. 0. • PEE>U. F. Northeast Nuclear Energy Co. (subs, of 
Northeast Utilities). 79/11/06. 3pp. 


7918310380 Cites Inedeyuatc rate relief & reduced cash requirements as 
reason For not amending const conpletion dates from 19BA to 
1984. 

COUHSILiU. «. Northeast Utilities. 79/18/19. Ip. 


F. Securltyi medical, emergency b fire protection plans 


7918040471 Forwards info re upgraded emergency plans to plants under 
const It OL review. Applicants required to make certain 
'tasrgsncv arrangements w/state b local organitatlons b 
subalt saergtncy plans per Reg Ouide 1. lOt. 

VASBAIXO. B. B. Division of Project Hanagament. 79/11/21. &pp. 


O. Inspection reports. IE Bulletins b correspondence 


7912300381 Forwards IE Insp Rapt 30-483/79-08 on 790984-86. No 
noncoaptlanea noted, 

CAfiL8aN< n. T. Region 1. Philadelphia. Reactor Construction b 
Enginearlng Support Branch. 79/10/86. Spp. 


•7913800986 IE Insp Rapt 50-483/79-08 on 790984-86. No noncompliance 
noted. Hajer areas Inspected: progress on installation 
arectlon b welding on primary containment steel structures, 
iupports b penetrations. 

TRIPP. L.E. Region 1. Phlladelphlai Reactor Construction b 
Englnaerlng Support Branch. SANDERS. W. F. Raglon 1> 

Phi laid elpMa. Office of the Director. 79/10/83. Spp. 


7918140397 Responds to IE Bulletin 79-84. "Frozen Lines. " Applicant has 
revlisiad freeze protection design criteria b considers them 
adequate. 

COt^SlL. 14. 0. Northeast Nuclear Energy Co. (subs, of Northeast 
Utllltleel. 79/10/89. 8pp. 


7913140022 Responds to IE Bulletin 79-83 re potential failure of 
emergenev diesel generator. Investigation indicates that 
type of failure described cannot occur at facility. 

COUNSIL. U. 0. Northaast Nuclear Energy Co. (subs, of Northeast 
Utllltlas). 79/10/30. ip. 


7918030039 Forwards IE Circular 79-82. "Btroka Times for Power Operated 
Relief Valves. " No reeponse required. 

«RIER>B. H. Region 1. Philadelphia. Office of the Director. 
79/11/16. ip. 


7913090266 Forwards IE Info Notice 79-87. "Steam Oenerator Tube 
Ruptures et Two PNR Plants. " No response required. 

ORlERt B. H. Region 1. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7913100131 Forwards IE Info Notice 79-38. "Overloading of Structural 
Elemente Due to Pipe Support Loada. " No response required. 
CRIERrB.H. Region i. Philadelphia. Office of the Director. 
79/11/16. Ip. 


7918110423 Forwards IE Info Notice 79-89. "Loss of Nonaafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or responsa required. 

DRIER. B.H. Region i. Philadelphia. Office of the Director. 
79/11/19. Ip. 


7918090899 Forwards IE Bulletin 79-86, "Boron Loss Frooi BMR Control 
Blade*. " No response required. 

ORIER.B. H. Region 1. Philadelphia. Office of the Director. 
79/11/20. Ip. 


7918060979 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Bpray Pipe Break Detection Equipment on BURs. " No 
raaponea required. 

ORIER.B. H. Region 1. Philadelphia.. Office of the Director. 
79/11/26. Ip. 


7918110060 Forwards IE Circular 79-23. "Hotor Starters b Contactors 
Failed to Operate. " No response required, 

CRIER.B. H. Region i, Philadelphia. Office of the Director. 
79/11/86. Ip. 


7912190039 Forwards IE Bollolin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Pouer Bys Ous During Operation." 
Mrltten response required. 

GRIER. D.H. Region 1. Phi ladelph la. Office of bho Director. 
79/11/30. Ip. 


7918310836 Forwards JE Info Notice 79-30. "Reporting of Defscts b 
Noneompllances. 10CFR21. " No action required. 

ORIER.B. H. Region 1. Philadelphia, Office of the Director. 
79/18/06. 4pp. 


791S1907S4 Forwards IE Bulletin 79-28. "Possible Malfunction of Mamco 
Model EAIQO Lloitt Switches at Elevated Temps." Written 
response required. 

ORIER.B. H. Region 1. Philadelphia. Office of the Director. 
79/12/07. ip. 


7912300207 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Responsa Bpeetra. " Ho urlttsn response required, 

DRIER, B.H. Region 1> Philadelphia, Office of the Director. 
79/18/13. ip. 


DOCKET 30-484 ALVIN M. VOOTLE NUCLEAR PLANT, UNIT 1 


A. Applicatlon/eonstruetion stage documents b correspondence 


7912110264 Oiscussss NRC plans to Use generic analyses to develop early 
verification program to resolve ATMS issue for PHRs b OMRs. 

Buecass of program depends an Industry response. Supports 
formation of ounsrs groups to provide necessary info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. Spp. 


7918040449 Informs NRC of two developmants which may relate to various 
raqussts b communications from Oaorglans Against Nuclear 
Energy. Current territorial generation espanston plan for 
maetlng load forecast end. 

EHRENSPEROER, M. Oeopgla Power Co. 79/11/87. 13pp. 


7912200090 Forwards review of foundation const b water control 
meaeuras. Addl info necessary for revleui of foundation 
safety. 

RUBENBTEIN. U. 8. Light Meter Reactors Branch 4. 79/18/06. 7pp. 


—791880^096 Forwards trip rapt re insp of eroded foundations. Identifies 
b lists areas affected by eras! on. Attendance list b rept on 
eroeion problems sncl. 

THOMPSON. 0. 0. Division of Bite Safety b Envtronmantal Analysis. 
79/18/06. 9pp. 


7918140236 Forwards meterolagical data. Includ Ing joint frequency tables 
for intermittent periods between 1972-1 979. summary of 
accident X/Q valuae b two plots of X/Q values. 

EHREN8PER0ER. M. Oeorgla Power Co. 79/18/07. ip. 


—7913140382 Joint frequency tables of wind speed b direction for temp 
difference for intermittent periods between 1973-1979. 
euiMiary of accident X/0 values b two plots of X/Q values. 

» Georgia Power Co. 79/13/07. IBpp. 


7918810006 Forwards safaty evaluation of erosion problams at facility 
b roqueat for addl info. Response requested within seven 
days, 

RUSENSTEIN. L. 8. Light Mater Reactors Branch 4. 79/18/10. 2pp. 


— 791SS10009 Safety evaluation of site erosion problems. Requests addl 
info, 

e Office of Nucltar Reactor Regulation. 79/tS/lO. 6pp. 


791S2B04B5 Requests NRC approval of use of ABME Bectlon III Cods Case 
N-24S. "Metis Certification. " List of all sys using matls 
in cods case will bt incorporatsd into F8AR. 

ENRENBPEROER.W. Oeorgla Power Co. 79/18/lB. Ip. 


B. Utility Prelleiinary Safety Analysis Report, amends 


7918310340 Forwards BuppI 7 to 'PBAR, submitted as suppl to application 
for CP b at. 

EHRENSPEROER.M. Oaorgla Powsr Co. 79/12/LO. Ip. 


— 7918810344 Buppl 7 to PBAR. 

EHRENSPEROER. M. Oeorgla Power Co. 79/13/06. IDpp. 
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F. Securltijit niedicali eoiiTgencij fire protection plans 


7912040^71 Foruards info re upgraded emergency plans to plants under 
const i QL revteu. Applicants required to mate certain 
eaiargenctj arranaements L'/stato & local organ! lations 8< 
submit emergency plans per Reg Oulde 1. 101. 

VASBALLOi 0. 0. Division of Project Management, 79'/ll/21. ipp- 


0. Adjudicatory corTCSpond enco 


7912270418 Requests opportunity be given to eiarnlne te comment O'H any 
addl Info re Oeorglans Against Nuclear Energy petition. 

Inquires whether info in WE Ehrespergar 791127 Itr is being 
considered in relation to docket. 

FLACKjO, Myeri Bai/mani Stroup t Flack. 79/12/lB. ip. 


0. Inspection reports. IE Bulletins b correspond erice 


791206014B Foruards !E Info Notice 79-12Ap "Attempted Damage to Neu 
Fuel Assemblies.” No specific action or response required. 
a'RElLl.y. J. P. Region 2. Atlanta. Office of the Diroetor. 
79/1J/D9. 2pp. 


7912100104 Forwards IE Info .Notice 79“2a. "Overloading of Structural 
Elements Due to Pipe Support Loads. “ No response required. 
O'REILLY. J. P. Region 3, Atlanta. Office of the Director. 
79/11/tIi. Ip. 


7912110562 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Re laled 
Reactor Coolant Sys Instrumentation During aperatlon. " No 
spociflc action or response required. 

O'REILLY. J. P. Regisn 2. Atlanta. Office of the Director. 
79/lt/i6. 2pp, 


7912060617 Forwards IE Circular 79-24. "Proper Instollation 6 Calibr of 
Core Spray Pipe Break Detection Equipment on CWRs. " No 
response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/'ll/26. Ip. 


7912110149 Forwards IE Circular 79-22. "Motor Starters & Contactors 
Failed to Operate." No response required. 

D'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/UY26. ip. 


7912190449 Forwards IE Dullotin 79-27. "Loss of Non-Claes IE 
Instrumentation & Control Power Sys Bus During Operation." 
No written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip, 


7912310301 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Nniscemp 1 lane esi 10CFA21. " No action required. 

O'REILLY, J.P. Region 2. Atlanta, Office of the Director. 
79/12/06. Spp. 


7912200038 Forwards IE Bulletin 79-28, "Possible Malfunction of Namco 
Model EA180 Limit Suitches at Elevated Temps." Action 
required. 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 

79/12/07. 2pp. 


7912230404 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 

79/12/13. 2pp. 


7912280141 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference." Mo written response required. 

O 'REILLY. J. P. Region 2. Atlanta, Office of the Director. 

79/12/20 4pp. 


8. Reportable occurrences. LERs b related correspondence 


7912200471 PND-n-79-038: on 791115, util & inspector at site reported 
surface run off duo to heavy rain-damaged eicavation b 
backfill slopes around power block area. 

HUNT. D. . CANTRELL, R. S. Region 2. Atlanta. Office of the Director. 
79/11/IS. Ip. 


7912170301 Interim deficiency rept re tfewaterlng b eroeion of backfill. 
Responses to NRC confirmation of action b confirmation of 
concurrence provide current status of ova 1 uation, Fol I ouiup 
rapt will be provided by 800115. 

DUTTON I D, Oeorgia Power Co. 79/12/10. 2pp. 


DOCKET 60-425 ALVIN W, VOOTLE NUCLEAR PLANT, UNIT 2 


A. App 1 lest ion/c one true 1 1 on stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop iarlg 
verification program to resolve ATUS issue for PWRs b BWRs, 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON. H, R. Office of Nuclear Reactor Hagulatlon. 79/10/17. 3pp, 


7912040443 Informs NRC of two developments which may relate t» varieui 
requests b communications from Georgians Against Nuclear 
Energy. Current territorial generation expansion plan for 
meeting load forecast and. 

EHRENSPEROER, U. Oeorgia Power Co. 79/11/27. 13pp, 


7912200090 Forwards review of foundation const b water control 
measures. Addl info necessary for review of foundation 
safety. 

RUBENSTEIN. L. S. Light Nater Reactors Branch 4. 79/12/06. 7pp. 


"7912200096 Forwards trip rept re Insp of eroded foundatioliS. Identiflll 
b lists areas affected by erosion. Abtendanco list b rapt on 
erosion problems end. 

THOMPSON, □. Q. Division of Site Safety b Environmental Analycts, 
79/12/06. 9pp. 


7912140236 Forwards meterol oglcal dota, inc lud Ing joint frequency tiblis 
for Intermittent periods between 1972-1979, summary of 
accident X/Q values b two plots of X/O values. 

EHRENSPEROER, W. Georgia Power Co. 79/12/07. ip. 


—7912140382 Joint frequency tables of wind speed b direction for tee; 
dlf f erenc e for intermittent per iod e between 1 972-! 979, 
summary of accident X/Q values b two plots of X/Q values. 

» Oeorgia Power Co. 79/12/07. 18pp. 


7912210006 Forwards safety evaluation of erosion problems at facilltg 
b request for addl info. Response roquested within seven 
days. 

IIUBENBTEIN, L. 8. Light Water Reactors Branch 4. 79/12/10. 2pp. 


— 7912210009 Safety evaluation of site orosion prob lems. Requests addl 
info. 

s Office of Nuclear Reactor Regulation. 79/12/10. 6pp. 


79122B0485 Requests NRC approval of use of A6ME Section 111 Code Caee 
N-242. "Metis Certification." List of all sys using metis 
in code case will be incorporated Into FSAR. 

EHRENSPEROER. U. Georgia Power Co. 79/12/18. Ip. 


B. Utility Preliminary Safety Analysis Report, amends 


7912210340 Forwards Buppl 7 to P8AR, subml t ted as suppl to application 
for CP b OL. 

EHRENSPEROER, W. Georgia Power Co. 79/12/tO, ip. 


--79I2210344 Suppl 7 to PSAR. 

EHRENSPEROER, U. Georgia Power Co. 79/12/06. ISpp. 


F. Security, medicaii emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b 01. review. Applicants required to make certain 
emergency arrangements w/state b local nrgeni latlons b 
submit omergency plans per Reg Guide 1. 101. 

VAB8ALLO. D. B. Division nf Project Management. 79/11/21, 6pp. 


0. Adjudicatory corresponiienco 


7912270418 Requests opportunity be given to examine b comment on any 
add! info re Georgians Against Nuclear Energy petition. 

Inquires whether Info in WE Ehrespergar 791127 Itr Is being 
conaiderad in relation to docket, 

FUACK.O. Myor, Bauman, Stroup b Flack. 79/12/18. ip. 


Q. Inspection reports, IE Bulletins b correspondence 


7912060148 Forwards IE Info Notice 79-12A, "Attamptid Damag* to Hsu 
Fuel Assemblies." No specific action or responie required. 
O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/H/09. 2pp. 
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791S100tB4 Foruarits IE Info Kotico 79-'S6< "Overloading of Structural 
Elomtntf Due to Pipe Support Loads." No roaponse required. 

Q 'REILLY> J. P. Region 3< Atlanta< Office of the Director, 
79/1171A. tp. 


791211094)3 Foruards IE Info Notice 79'-29i "Loss of Nonsa fetg-Rolated 
Reactor Coolant Sgs Instrumentation During Operation." No 
spaclflc action or response required. 

O'^REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/11/lA. 2pp. 


7912060^17 Foruards IE Circular 79-S4, "Proper Inn tal la t ion & Callbr of 
Core Sprag Pipe Break Detection Equipment on QNRs. " No 
reoponse required. 

O'REILLV. J. P. Region 2, Atlanta, Office of the Director. 

79/11726. Ip. 


7912110149 Foruards IE Circular 79-23, “Motor Starters U Contactors 
Failed to Operate. " No response required. 

D'REILUY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


7912190449 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Pouter Sgs Dus During Operation." 
Ko written response required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/11/00. Ip, 


7912310301 Forwards IE Info Notice 79-30, "Reporting of Defects b 
NoneoniplIancHS, 10CFR21. " No action required. 

O'REILLY. J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. Spp. 


791220003S Forwards IE Bulletin 79-26, "Possible Malfunction of Namco 
Model EA160 Limit Switches at Elevated Temps." Action 
required. 

O'REILLy. ^f. P. Region 2, Atlanta, Office of the Director. 
79/12/07. 2pp. 


79I22S0404 Forwards IE Info Notice 79-31, "use of Incorrect Amplified 
Response Spectra. " No written response required. 

O'nSILLVt 0. P. Region 2, Atlanta, Office of the Director. 

79/12/13. 2pp. 


79122S0L41 Forwards IE Circular 79-23, "Shock Arrestor Strut Assemblg 
Interference. " No written response required. 

O'RErLLY.O. P. Region 2, Atlanta, Office of the Director. 
79/12/20. 4pp. 


9. Reporteble occurrences, LERs b related correspondence 


7912200471 F6E0-1 1-79-032; on 79111S, util b Inspector at site reported 
surface run off due to heavy rain-damaged excavation b 
backfill slopes around power block area. 

HUNT.D.. CANTRELL,R.6. Region 2, Atlanta, Office of the Director. 
79/1 1/iS. Ip. 


7912170301 I'nieriffl deficiency ropt re dewatering b erosion of backfill. 
Rssp-onsos to NRC confirmation of action b confirmation of 
concurrence provide current status of evaluation. Followup 
rapi will be provided bg BOOHS. 

DUTTON. D. Oeorgla Power Co. 79/12/10. 2pp. 


DOCKET SO-426 ALVIN H. UOOTLE NUCLEAR PLANT, UNIT 3 


A. App licotion/construction stage documents b correspondence 


7912200090 Foruards ravteu of foundation const b water control 
cssasures, AddX Info necessarg for review of foundation 
safotg. 

RUBENSTEINjL. 8. Light Mater Reactore Branch 4. 79/12/06. 7pp. 


"7912200096 Forwards trip rept re insp of eroded foundations. Identlf tea 
. b lists areas affected bg erosion. Attendance list b rept on 
erosion problems end. 

ThiDMPSClN' O. 0. Division of Bite Eafetg b Envlroninental Analysis, 
79/12/06. 9pp. 


DOCKET 50-427 ALVIN W. VOOTUE NUCLEAR PLANT, UNIT 4 


A. Applicatlon/conitructten stage documents b correspondence 


7912200090 Forwards review of foundation const b water control 
eitatures. Add 1 info ne.cessarg for review of foundation 
safety. 

RUaENBTEIN.L. 8. Light Mater Reactors Branch 4. 79/12/06. 7pp. 


— 7912200096 Forwards trip rept re insp of eroded f ounda t ions. I donti f ios 
b lists areas affected by eros i on. At tendance list & rept on 
erosion problems end. 

THOMPSON, O. 0. Division of Site Safety b Environmental Analysis. 
79/12/06. 9pp. 


DOCKET 50-433 UC-SANTA BARBARA RESEARCH REACTOR 


F. Sscurltgi medical, emergency b fire protection plans 


7912120206 Forwards draft Reg Ouide 3. XX, "Btd Format b Content for 
Licensee Physical Security Plan for Protection of 8NM of 
Hoderate or Low Strategic Significance," M/o en-cl, 

REID.fl. W. Operating Reactors Branch 4 (Pre 7910301. 79/00/22. 

2pp. 


DOCKET BTN-SO-437 FLOATINO NUCLEAR PLANT 


A. Application/construction stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PMRs b BMRs, 

Success of program depends on industry re sponse. Supports 
format ion of ouinci's groups to provide necessary Info. 

DENTON, H.R. Office of Nuclear Reactor Regulation, 79/10/17. 3pp. 


7912070004 Requests distribution of one 1 memorandum to board 
not if 1 cation sve lists. 

VAROA, B. A. Assistant Director far Light Mater Reactors. 79/it/OB. 
3pp. 


D. Inspection reports, IE Bulletins b correspondence 


7912100100 Forwards IE Info Notice 79-28, "Dverloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 
O'REILLY, J. P. Region 2, Atlanta, Office of the Oirectur. 
79/11/16. ip. 


7912110590 Forwards IE Info Notice 79-29. "Loss of Nonsafoty-Related 
Reactor Coolant Sys Instrumontat i on During Operation." No 
spsdflc action or response required. 

□ ‘REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. app. 


7912070013 Forwards IE Circular 79-24. "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on OMRs," No 
responau required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. Ip. 


7912110192 Forwards IE Circular 79-23, "Motor Startaro & Contactors 
Failed to Oporato. " No respunso required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26. Ip. 


7912190500 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power 6ys Dus During Operation. " 
No written response required. 

O'REILLY, J. P, Region 2, Atlanta. Office of the Director. 
79/11/30. ip. 


7912310552 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncamp I lances, 10CFR21. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/18/06, 4pp. 


7912200079 Forwards IE Bulletin 79-20. "Possible Malfunction of Namco 
Model EA180 Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J. P. Region 2i Atlanta, Office of the Director. 
79/12/07. Ip. 


79122B0450 Forwards TE Info Notice 79-31, "Use of Incorrect Amplified 
Rosponsa Spectra." No written response required. 

O'REILLY, P, Region 2, Atlanta, Office of the Director. 
79/18/13. 2pp. 


79132B0164 Forwards T£ Circular 79-29, "Shock Arrestor Strut Assembly 
Interference." No written response required. 

0 'REILLY, J. P, Region 2, Atlanta, Office of tha Director. 
79/12/20. 4pp. 
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T. Hearing transcripts on non-an t i trus t mattors 


7912030031 Transcript of Subcommittee on Floating Nuclear Plant 791117 
meeting in Los Ange 1 es. CA. Pp. 1-229. Praaentation. “Thermal 
Evaluation of FNP Core Ladle During PostulatotS Core Melt)'' 
bg UT Pratt 6 RO Sasser end. 

• ACRS - Advisory Committee on Reactor Safeguards. 79/11/17. 

310pp. 


U. Congressionai/Eiscutive Correspondence 


79122101h4 Responds to 79090i> Itr re B Peters 790a0& reituest for info 
concerning mfg of floating nuclear plants bg DPS. NRC has not 
made final decision re granting of mfg license to OPS. 

Fnruiards FES Ji safetg aval ua 1 1 on. W/o end. 

GOSSICK>L.V. Office of the Executive Director for Operations. 
79/10/12. 4pp. 


— 7912210178 Foroards 9 Peters Itr re NRC decision to issue license for 
const of floating nuclear plants. Requests comment. 

PRVOR.D. Senate. 79/09/06. Ip. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT. UNIT 1 


A. AppLication/consbruction stage documents U correspondence 


7912110011 Foruards NRC position on status & applicability to pending 
DL applications of results of TMI folloiuup ac t ions. Du 1 1 ines 
addl ehort-term actions to be taken. 

VASSALLO, D, B. Division of Project Hanagement. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification propram to resolve ATHS issue for PHRs t BHRs, 

Success of program depends on industry resp onse. Supports 
formation of owners groups to provide necessary info. 

DENTON) H. H. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912130521 Forwards updated proprietary elec trica I > Instrumentation b 
control drawing s. Aff idavit one 1. Drawings withheld (ref 
10CFft2. 7901. 

HILLS) L. H. Tennessee Valley Authori ty. 79/11/30. 8pp. 


79120S0071 Responds to NRC 791 02S Itr re design adequacy of BttU nuclear 
steam supply sys utiliiing once-through steam generators. 

Based on review of overcoollng event consequences) concludes 
continued const j ustif 1 ed. CPa should not be changed. 

HILLS.L.fl. Tennessee Valley Authority. 79/12/03. lOOpp. 


7912130023 Notification of 600110 meeting u/utll to discuss reporting 
level of util QA (< manager U QA review of documents. 

SPRAUL.J. 0. Quality Assurance Drench. 79/12/05. Ip. 


7912260309 Requests info re senstti vity-to-feedwatar transients be 
forwarded to TMI-1 Board, 

VOLLMER) R. H. Assistant Director for Systematic Evaluation Program 
(Pro 791030). 79/12/03. 3pp. 


"7912260315 Responds to request re design adequacy of BbN NfiSB utilizing 
onc»-through-s team genarators (Bellefonte Nuclear Plant). 

Response requested by 791203. Nec essary sys mods considered 
as part of poSt~TMl-2 effort. 

DENTGN.H. ft. Office of Nuclear Reactor Regulation. 79/10/25. 4pp. 


"7912260346 "Primary Sys Perturbations Induced by Once-Through Steam 
Oencretors. " Feedwater transient summery end. 

« Office of Nuclear Reactor Regulation. 79/10/25. 8pp. 


79122Q049S Proposes changs to 761003 fuel surveillanca program for 
Hark C fuel assembly design. One precharacteri ted fuel 
assembly will be in Region If two In Region 2 (< three In 
Region 3. 

HILLS) L.H. Tennessee Valley Authority. 79/12/19. 2pp. 


C. Utility Environmental Report lERli amends & correspondence 


7912190773 Forwards updated distribution list for environ rept suppls 6 
amends for facility. 

DUNCANfd, Environmental Projects Branch 2. 79/12/06, 3pp, 


F. fieeurltyi medical) emergency fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const 6 OL review. Appl leant! required to make certain 
emergency arrangements w/state ti local organ! latlons b 
submit emergency plans per Reg Oudde 1. lOi. 

VASBAULO) D, B. Division of Project Hanagament. 79/11/21, 6pp. 


Q. Inspection reports) IE Bulletins ti correspondence 


7912200617 Forwards IE Insp Bepts 50-438/ 79-24 6 30-439/79-24 on 
791010-12. No noncompl iancs noted. 

HURPHV) C. £. Region Si Atlanta) Reactor Construction & Engineering 
Support Branch, 79/11/03. 2pp. 


—7912200621 IE Insp Repts 30-430/79-24 «i 50-439/79-24 on 791010-12. No 
noncompliance noted. Major areas Inspected: installation tc 
quality records for safety-related electrical cables 6 
switchgear. 

CONLON) T. E. Region Si Atlanta) Office of the Director. 

79/10/31. 3pp. 


7912060163 Forwards IE Info Notice 79-12A) "Attempted Damage to New 
Fuel Assemblies. " No specific action or response required. 

0 'REILLY) J. P. Region 2) Atlanta) Office of the Director. 
79/11/09. 3pp. 


7912310270 Forwards IE Insp Repts 50-430/79-25 Ii 50-439/79-25 on 
791016-19 I) notice of violation. 

HURPHVfC.E. Region 2i Atlanta, Reactor Construction ti Engineering 
Support Branch. 79/11/13. 2pp. 


— 7912310276 Notice of violation from Insp on 791016-19. 

« Region 2) Atlanta) Office of the Olrtctor. 79/11/09. tp. 


--79123102B7 IE Insp Repts 50-438/79-25 & 50-439/79-25 on 791016-19. 
Noncampliance noted: fai lure to follow pipe storage procedure 
requirements tc use of unauthorized tape on gas purge drums. 
ECONOHOaiN. Region 2. Atlanta) Office of the Olrtctor. 

HERDTfA. R. Region 2> Atlanta) Reactor Construction & 

Enginoering Bupport Branch. 79/11/09. 8pp. 


791207049? Forwards IE Info Notice 79-27) "Steam Denarator Tube 
Ruptures at Two PNR Plants. " 

□ 'REILLY) J. P. Region 2i Atlanta) Office of the Director. 
79/11/16. 14pp. 


7912100192 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

0 'REILLY) J. P. Region 2> Atlanta) Office of the Director. 
79/11/16. ip. 


7912110575 Forwards IE Info Notice 79-29i "Loss of Noniaf ety-Rfriatld 
Reactor Coolant Bys Instrumentation During Operation. " No 
specific action or response required. 

0 'REILLY) J. P, Region 2) Atlanta) Office of the Director. 
79/ii/l6. 2pp. 


7912060620 Forwards IE Circular 79-24) "Proper Installation l< Callbr of 
Core Bpray Pipe Break Detection Equipment on DURs. " No 
response required. 

O'REILLY) J. P. . Region 2) Atlanta) Office of the Director. 

79/11/26. ip. 


7912110157 Forwards IE Circular 79-23. "Motor Btarters «. Contactore 
palled to Operate." No response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/M/26. Ip. 


7912200003 Supplements 790514 initial response to IE Bulletin 79-03 re 
weld defects In pipe spools, W/o end. 

HILL8.L.H. Tennessee Valley Authority. 79/ti/29. ip. 


7912190478 Forwards IE Bulletin 79-87. "Lost of Non-Class IE 
Instrumentation tc Control Power Sys Bus During Operation. " 
No written response required. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/30. ip. 


79123103i6 Forwards IE Info Notice 79-30. "Reporting of Defects «i 
Noncompl lancesi 10CFR21. " No action required, 

0 'REILLY) J. P, Region 2. Atlantai Office of the Director. 
79/12/06. 6pp. 


7912200060 Forwerds IE Bulletin 79-28, "Possible Malfunction of Naiico 
Model EAieo Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J.P. Region 2. Atlanta, Office of the Director. 

79/12/07. 3pp. 


7912280426 Forwards IE Info Notice 79-31, "Use of Incorrect AmpUfled 
Response Spectra." No written response required, 

O'REILLY) J. P. Region 3i Atlanta) Office of the Director. 
79/12/13. 3pp. 
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7912380180 Fi»ruafil» IE Circular 79-38, "Shocli Arr»»tor Strut Atsemblu 
Infewrfaranca. " No wrlttin raaponte requtrad. 

D'REtLLYj J. P. Region 3, Atlanta, Office of the Director, 
79/12/20. 4pp. 


8. Raportabl* aecurrancei, LERt t< related correspondence 


7913080517 faruards second interim deficiency rept re uater found in 
rock anclior tendon head protective grease cans. 

MILLa<L.M. Tennsssee Valley Authority. 79/11/23. Ip. 


-“79180S0BB3 Forwards second interim deficiency rept re uater found in 
roch anchor tendon head protective grease cans. No erosion of 
tendon components detected. Second rept should be submitted 
by B00321. 

iHIULBiL. H. Tennessee Valley Authority. 79/11/23, Ip, 


79t22Q0SS7 Fourth interim deficiency rept re teneile anchor capacities 
identified lower than design allowables. No further progress 
on nonconformance reported. Next written rept will be 
■ ubeiibbed by 800303. 

HtLLfirL. H. Tennessee Valley Authority. 79/12/17. ip. 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A, Appllcation/construction stage documents & correspondence 


7913110011 Forwards NRC position on status h applicability to pending 
OL apiillca t i one of results of TNI followup actions, Outlines 
addl short— term actions to be taken. 

VABSALLO, D. B . Division of Project Management. 79/09/27. 41pp. 


7918110264 Oiscussei NRC plans to use generic analyses to devtlop sarly 
verification program to resolve ATHS issue for PHRs t< BWRs. 

Success of program depends on industry rasponsa. Supports 
formation of owners groups to provlds necessary info. 

DENTDNtH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7918130521 Forwards updated proprietary electrical, instrumentation t, 
control drawings. Affidavit end. Drawings withheld iref 
10CFR2. 790). 

ttlLLBiL.M. Tennessee Valley Authority. 79/11/30. Bpp. 


7913030071 Responds to NRC 791028 Itr re design adequacy of DfcW nuclear 
steam supply sys utlltiing onca-through steam gonarators. 

Baaed on review of overcoollng event consequences, concludes 
contlnuad! const justified. CPs should not be changed. 

HlLLStL. H. Tennessee Valley Authority, 79/12/03, 100pp. 


7918130023 Notification of QOOllO meeting w/util to discuss reporting 
level of util QA tt manager b OA review of documents, 

BPHAULiJ. 0. Quality Assurance Branch. 79/12/03, Ip, 


79182A0309 Requests info re eensi tlvity-to-feaduater transients be 
farwaTded to TMl-1 Board, 

VtX.LKE:Ri ft. H. Assistant Director for Systematic Evaluation Program 
fPre 791030). 79/12/08. 3pp. 


— ^79IS2£0319 Responds to rsquest re design adequacy of BbW N9SS utlHilng 
«nce-thraugb-eteam generators (Bellsfonte Nuclear Plant). 

Rasponsa raquested by 791203. Nacassary sys mods considsrad 
as part of post~TMI-2 effort. 

DENTONiK. R. Office, of Nuclear Reactor Regulation. 79/10/28. 4pp. 


—7912260346 ''Primary 8ys Perturbations Induced by Dnee-Through Steam 
Oenaratora. " Faadwatar transient summary and. 
a OffiCB of Nuclear Reactor Regulation. 79/10/28, Bpp. 


7918230498 Proposes change to 761008 fuel surveillance program for 
Nark C fuel assembly design. One precharacter lied fuel 
assembly will be In Region I, two in Region 2 b three in 

nsglon 3. 

MILLS, L.M. Tannastee Valley Authority. 79/12/19, 2pp. 


C. Utility Environmental Report (ER), amends b eorrespondencs 


7912190773 Forward# updated distribution list for snvlron rept suppl# b 
amends for facility. 

DUNCAN, M. Environmental Projects Branch 2, 79/12/06. Spp, 


F. Security, medical, emergency b fire protection plans 


7918040471 Forwards info rs upgraded emergency plans to plants under 
const Cl OL review. Applicants required to make certain 
emergency arrangementi w/state b local organitations b 
fwbmtt emergency plans per Reg Ouide 1. 101. 

VABSALLO, D. i. Division of Projact Management. 79/11/21. 6pp. 


Q. Inspection reports. IE Bulletins b correspondence 


7912200617 Forwards IE Insp Ropts 50-438/79-24 b 90-439/79-24 on 
791010-12. No noncomp 1 i snee noted. 

MURPHV, C. E. Region 2, Atlanta, Reactor Construction b Engineering 

Support Branch, 79/ 11/05, 2pp, 


— 7912200621 IE Insp Repts 50-43B/79-24 b 30-439/79-24 on 791010-12. No 
noncomp 1 tance noted. Major areae tnepee ted: installation & 
quality records for safety -related electrical cables & 
switchgear. 

CONLQM, T. E, Region 2. Atlanta, Office of the Director. 

79/10/31. 3pp. 


7912060163 Forwards IE Info Notice 79-t2A> “Attempted Damage to New 
Fuel Assemblies. “ No specific action or response required. 

0 'RE ILLY I J. P. Region 2, Atlanta, □ffice of the Director. 
79/11/09. 3pp. 


7912310270 Forwards IE Insp Repts 50-43B/79-29 b 50-439/79-25 on 
791016-19 b notice of violation. 

MURPHV, C.E. Region. 2. Atlanta, Reactor Construction b Engineering 

Support Branch. 79/11/13. 2pp. 


— 7912310276 Notice of violation from insp on 791016-19. 

s Region 2, Atlanta, Office of the Director. 79/11/09. ip. 


— 7912310237 IE Insp Repts 50-438/79-25 b 50-439/79-25 on 791016-19. 
Noncomp 1 iance noted: fal lure to follow pipe storage procedure 
raqulrementa b use of unauthorised tape on gas purge drums. 
EC0N0Ma5,N. Region 2, Atlanta, Office of the Director. 

KEROT, A. R. Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch, 79/11/09. Spp. 


7912070499 Forwards IE Info Notice 79-27, "Steam Oenerator- Tube 
Ruptures at Two PNR Plants,'* 

O'REILLY, J. P. Region 2, Atlanta, Office of the Direetar. 
79/11/16. 14pp, 


7912100192 Forwards IE Info Notice 79-2S, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response requiredf. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip, 


791211057S Forwards IE Info Notice 79-29, "Los# of Nonsaf e ty-Related 
Reactor Coolant Sys Instrumentation During Operation." Mo 
specific action or response required. 

O'REIULV, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16, 2pp, 


7912060620 Forwards IE Circular 79-24, '‘Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on ONRs. " No 
response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. ip. 


7912110157 Forwards IE Circular 79-83, "Motor Starters b Contactors 
Failed to Operate." No response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/26. ip. 


79122D0003 Supplements 790514 initial response to IE Bulletin 79-03 ra 
weld defects in pipe spools. N/o end. 

MILLa,L.M. Tennessee Valley Authority, 79/11/29. tp. 


79I219047B Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation." 
No written response required. 

O'REILLV,^. P. Region 2, Atlanta, Office of the Director. 
79/11/30. Ip, 


7912310316 Forwards IE Info Notice 79-30, "Reporting of Defects b 
NoncompliancBS, 10CFR21 , " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. 6pp, 


7912200060 Forwards IE Bulletin 79-28, "Possible Malfunction of Nameo 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

O'REILLY. O.P. Region 2, Atlanta, Office of the Director. 

79/12/07. 3pp. 


7912280426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

0 'REILLY, P. Region 2, Atlanta, Office of the Director. 

79/12/13. Spp. 
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7913380150 Fqruards IE Circular 79-25. "Shock Arrestor Strut Assemblg 
lAterferaiice. “ No uritten response required. 

O'REILLY. J.'P. Region 2. Atlanta, Office of the Director. 

79/12/20, 4pp, 


S. Reportable occurrences. LERs i> related correspondence 


7912070149 PNa-11-79-021 : on 79 1 03 1, 1 00 1 Ing touer crane collapsed. Caused 
by 60 (nph wind. Damage to tower minor l< no impact on const 
schedule. 

HftIGHT. R. H. . CANTRELL, F. 3. Region 2, Atlanta. Office of the 
Director 79/11/01. Ip. 


7912050517 Forwards second interim deficiency rapt re water found in 
rock anchor tendon head protective grease cans. 

HILLS, L.M. Tennessee Valley Authority, 79/11/23. ip. 


— 7912050S22 Forwards second interim deficiency rept re water found in 
rock anchor tendon head protective grease cans. No erosion of 
tendon components detec ted. Second rept should be submitted 
by 800331. 

MILLS.L.H. Tennessee ValLey Authority. 79/11/23. ip. 


7912200557 Fourth interim deficiency rept re tensile anchor capacities 
identified lower than design al luuab les. No further progress 
on nonconformance rcpor ted. Ne 1 1 written rept tui 1 1 be 
submitted by 800303. 

MILLS.L.H. Tennessee Valley Authority. 79/12/17. Ip. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 


7912110264 Discusses HRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PHRs b BHRs. 

Success of program depends on industry r espunse. Supp or ts 
formation of owners groups to provide necessary Info. 

DEMTON.H.R. Office of Nuclear Reactor Regulation. 79/t0/17. 3pp. 


F. Security, medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b OL review. Appl Icants required to make certain 
emergency arrangements ui/stato tt local orpani lat Inns & 
submit emergency plans per Reg Qulde 1.101. 

VASSALLO, D. B. Division of Project Management. 79/11/21. 6pp. 


H. Antitrust correspondence 


791S0SO09Q Consolidated answer in opposition to Claveland Electric 
Illuminating CoiToledo Edison b Ohio Edison petitions for 
ALAa-560 review Peti tioner s failed to seek Commission review 
on issue of monopoly ei is t enre. Cer ti f ica te of Sve end. 

LESSY.R.P. Antitrust Division. 79/11/21, 32pp, 


7912180344 Informs of address change as of 791201. 
HdELHFELT, 0. C, Hjelmfelt. D. C. 79/11/26, 3pp. 


7912110356 Orders estension until 800115 for Commission to review 
ALAB-560. 

CHILK.S, J. Office of the Secretary of the Commission. 79/12/07. 

Ip. 


0. Inspection reports, IE Bulletins b correspondence 


7912050006 Forwards IE I nap Repta 50-440/79-07 b 50-441/79-07 on 
790910-12 b notice of violation. 

FIORELLIiG. Region 3, Chicago, Reactor Construction b Englnearlng 
Support Dranch. 79/10/04. 2pp. 


— 7912050008 Notice of violation from insp on 790910-12. 

■* Region 3, Chicago, Office uf the Diractor 79/10/02. ip. 


—7912050011 IE Insp Repts 50-440/79-07 b SO-441/79-07 on 790910-12. 
Nancampliancc noted: fai 1 ure to verify hold points during 
installation of reactor vessel. 

ERBiC.M. Region 3, Chicago, Office of the Director. 

DANIELSON, D, H. Region 3, Chicago, Reactor Construction b 
Engineering Support Qranch. 79/10/02. 5pp, 


7912050043 Forwards IE Insp Repts 50-440/79-09 & 50-441/79-09 on 
791002-05, No none Dmp 1 iance noted, 

FIDRELLI,0. Region 3, Chicago, Reactor Construction b Engineering 
Support Branch. 79/10/19. 2pp. 


—7912050052 IE Insp Repts 50-440/79-09 & 50-441/79-09 on 791002-05, Ko 
noncompl iance noted. Major areas inspoc ted: instal la t ion b 
records for Class IE switchgear. 

HUGHES, J. Region 3, Chicago, Office of the Director. HAVE0, D, M. 

Region 3, Chicago, Reactor Operations Nuclear Support Branch. 
79/10/19. 4pp. 


7912040323 Forwards response to IE Bulletins 79-14 b 79-14. Revis Ion I, 
Suppl 1 b 2 re safety-related piping sys. Licensee has not 
completed installation of seismic Category 1 piping sys. 

Analysis of present activities end. 

DAVIDSON, D. fl. Cleveland Electric Illuminating Co. 79/10/26. 6pp. 


7912160220 Forwards IE Insp Repts 50-440/79-08 b 50-44 1/79-OD on 
790923-26. No noncompliance noted. 

KEPPLER.O. 0. Region 3, Chicago, Office of the Direetor. 79/ti/06. 

2pp. 


—7912100234 IE Insp Repts 50-440/79-OB b 50-441/79-00 on 790925-26, No 
noncompl lance noted. Major areas inspected ; ruvl ew of 
anonymous allegation that two US Testing Co technicians 
performed work for which they wore not qual i f iad, 

PHILLIP, 0. A. , NDRELIUS. C. E. Region 3, Chicago, Office of the 
Director. WILLIAMS, C. Region 3, Chicago, Reactor Construction 

b Engineering Support Dranch. 79/11/03. 23pp. 

7912050114 Forwards IE Circular 79-22, "Stroke Times for Power Operatel 
Relief Valves." No response required, 

KEPPLER.O. 0. Region 3, Chicago. Office of the Director, 79/H/iA, 
Ip. 


791210D221 Forwards IE Info Notice 79-28, "Overloading of atructural 
Elements Due to Pipe Support Loads." No respunse required. 

KEPPLER.0.0. Regions, Chicago, Office of the Director. 79/It/l4. 
ip- 


7912110569 Forwards IE Info Notice 79-29. “Loss of Nonsafety-Ra 1 attd 
Reactor Coolant Sys Instrumentation During Operation, “ Ho 
specific action or response required. 

KEPPLER.J. 0, Regions, Chicago, Office of the Director. 79/11/16. 
ip. 


7912050361 Forwards IE Dollotin 79-26, “Boron Loss From BWR Control 
Blades. " No response required. 

KEPPLER.O. 0. Region 3, Chicago, Office of the Director. 79/11/20. 
ip. 


7912100424 Forwards IE Circular 79-24, "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on DWRs. " No 
written reeponso required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/11/26. 

IP- 


7912110244 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate." No response required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/11/26. 
Ip. 


7912110399 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general afes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER. J. f>. Regions, Chicago, Office of the Director. 79/11/28. 
ip. 


7912060D73 Ack receipt of 79110B Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repta 50-440/79-07 b 
30-441/79-07, 

FIQRELLl.O. Region 3, Chicago, Reactor Construction b Englnuertog 

Suppor t Branch. 79/11/30. Ip. 


— 7912060054 Responds to NRC 791004 Itr re violations nntari in IE Insp 
Repts 80-440/79-07 b 30-441/79-07. Correct! ve actions: 
contracts for installation of NM66 equipment withdrawn from 
Newport News Industrial Corp. 

DAVIDSON, D. R. Cleveland Electric Illuminating Co. 79/1 1 /OB. Spp. 


7912190213 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation." 

No written response required. 

KEPPLER. J. S. Region 3, Chicago, Office of the Director. 79/11/30. 
Ip. 


7912140D74 Forwards IE Info Notice 79-30, ''Ruporting of Defects b 
Noncomplionces, 10CFR21. " No action or response required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/i2/06. 
ip. 
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7912200103 FoTuiards 1£ Dutlstln 79— S8i "Poaslble Malfunction of Mamco 
Nadcl EA180 Limit Sultches at Elevatad Tempt. " Action 
r iqulrf d. 

KEPPLES. J. 0. Region 3i Chicagoi Office of the Director. 79/ta/iO. 
if- 


9. Reportabla occurrenceti LERs b related correspondence 


79]S2100^a PND-1 U-79-13; on 791011. I icenteo notified NRC that attg 
provided neus media u/nogativc info re plant regulatory 
par f ormanca. Info obtained from IE Inap rapt. 

HONKLIN. J. E. . HILLIAMS. C. C. . PIORELLI.O. Regions. Chicago. Offico 
of Dlrsctor. 79/10/11. Ip. 


771820&00'7 PNO-1 1 1~79”0 1 5: on 791011. const uiorker died as result of 
touching crane in contact u/high voltage overhead line, No 
furthar IE action anticipated. 

KONKLIN. J. E, . WILLIAMS. C. C. , FIORELLI.O, Region 3. Chicago. Office 
of the Dlraetor. 79/10/12. Ip. 


79121B0027 PNB- 1 11-79-03: on 791US.9lte security ofc received 
talephenic bonb threat from unidentified male. Plant 
avacuatad. Scare h conducted w/negative results. 

DONAHUE. J, F. • KIND.vl. A. Region 3. Chicago. Office of the Director. 
79/11/16. Ip. 


791S0S09I9 Interim deficiency rept re cracks h tears In 4.16 kV 
switchgear panels. Based on satisfactory evaluation of 
proposal s< insp h repair program will bo imp lomanted. Final 
rapt will bs submitted by Q00415. 

DAVIDSON. 0. R. Cleveland Electric IHuminatlng Co, 79/11/23, 2pp. 


7918140360 Atfc receipt of 791031 Interim deficiency rept re Roetbestos 

Co cable. 

FIORELLI.O. Region 3. Chicago. Reactor Construction U Engineering 

Support Branch. 79/11/27. Ip. 


7918210182 Act receipt of 791109 final rept re eccentric jackets on 
Close IE small power b control cab le, Revleu) will bo 
cenplated during future insp. 

FIORELLI.O, Region 3. Chicago. Office of the Director. 79/12/06. 
Ip. 


7918140364 Forwards final deficiency rept re OA program breakdown. 
DAVIDSON. D. R. Cleveland Electric Illuminating Co, 79/12/07. Ip. 


— 7918140371 Final deficiency rept re breakdown of BbM Constructors Inc 
OA program regarding control over subcontractors. Deficient 
parts rep laced, Per iod i c audits b eurvoillancc performed 
during various stages of fabrication. 

» Cleveland Electric Illuminating Co. 79/12/07, 9pp. 


0. Inspection reports. IE Bulletins b correspondence 


7912050006 Forwards IE Insp Repts 50-440/79-07 b 50-441/79-07 on 
790910-12 b notice of violation. ' 

FIORELLI.O. Region 3. Chicago. Reactor Construction b Engineering 

Support Branch. 79/10/04. 2pp, 


— 791205000B Notice of violation from Insp on 790910-12, 

» Region 3. Chicago. OfflCB of the Director, 79/10/02. ip. 


—7912050011 IE Insp Repts 50-440/79-07 b 50-441/79-07 on 790910-12. 
Noncompliance noted : fa i lure to verify hold points during 
installation of reactor vessel. 

ERB. C. M. Region 3. Chicago. Office of the Director. 

DANIELSON. 0. H. Region 3. Chicago. Reactor Construction b 

Engineering Support Branch. 79/10/02, Spp. 


7912050043 Forwards IE Insp Repts 50-440/79-09 b SO-44 1/79-09 on 
791002-05. No none amp 1 i anc 0 noted. 

FIQRELLI.O. Region 3. Chicago. Reactor Construction b Engineering 

Support Branch. 79/10/19. 2pp. 


—7912050052 IE Insp Repts 50-440/79-09 b 50-441/79-09 on 791002-05. No 
noncomp 1 ianco noted. Major aroas inspected : Instal lotion b 
records for Class IE switchgear. 

HUGHES. J. Region 3. Chicago, Office of the Director. HAYE9.D. H. 

Region 3. Chicago, Reactor Operations Nuclear Support Branch. 
79/10/18. 4pp. 


7912040223 Forwards response to IE Dullotlns 79-14 b 79-14, Revision 1. 
Suppl i b S re safety— related piping sys. Licensee has not 
completed installation of seismic Category 1 piping sys. 

Analysis of present activities end. 

DAVIDBONi D, R. Cleveland Electric Illuminating Co. 79/10/26. 6pp. 


7912100220 Forwards IE Insp Repts 50-440/79-0B b 50-441/79-0B on 
790925-26. No none omp I i anc 0 noted. 

KEPPLER.J, Q, Region 3. Chicago. Office of tho Dlraetor. 79/11/06. 

2pp. 


— 79121G0234 IE Insp Repts 50-44O/79-0B b 50-441/79-06 on 790925-86. No 
noncomp 1 lance noted. Major areas Itispec tod: review of 
anonymous allegation that two US Testing Co technicians 
performed work for which they were not qualified. 

PHILLIP. 0. A, . NOHEL lUS, C. E . Region 3, Chicago. Office of the 
Director. HILLIAHS.C. Region 3. Chicago, Reactor Construction 
b Engineering Support Branch. 79/11/05. B.Tpp, 


7912050114 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valves." No rosponse requiiiid 

KEPPLER.J. 0, Region 3. Chicago. Office of the Director. 79/11/16. 
ip. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT. UNIT 3 

A. App 1 Ication/cons true t ion stage documents b correspond one o 


7912100881 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Duo to Pipe Support Loads. " No response roguired. 

KEPPLERi J. 0. Region 3, Chicago. Offico of the Director. 79/11/16. 
ip. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PWRs b BWRs. 

Success of program depends on industry response. Suppor ts 
faraatlon of ouiners groups to provide necessary info, 

DENTON. H, R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912110569 Forwards IE Info Notice 79-29. "Loss of Noiisofety-Related 
Reactor Coolanb Bys Ins brumonta t ion During Operation. " No 
specific action or response required. 

KEPPLER.J, G Region 3, Chicago. Office of tho Directer. 79/11/16. 
IP- 


F. :3»curlty. medical, emergency b fire protection plans 


79IS040471 Forwards info re upgraded emergency plans to plants under 
const b DL review, App 1 icants required to maku certain 
e«erg*ncy arrangements w/state b local organ! tations b 
submit emorgency plans per Rag Guide 1.101. 

VASBALLO. n. D. Division of Project Management. 79/11/21. 6pp. 


H Antitrust correspondence 


7912050361 Forwards IE Bulletin 79-26. "Boron Loss From BWR Control 
Blades." No response required. 

KEPPLER. J. 0. Region 3. Chicago. Offico of the Director. 79/11/20. 
Ip- 


7912100424 Forwards IE Circular 79-84, '‘Proper Installation & Calibr of 
Care Spray Pipe Brook Delect ion Equipment on BWRs. “ No 
written response required. 

KEPPLER.J. G. Region 3. Chicago. Office of tho Director. 79/li/D6. 
Ip. 


791205-0098 Consolidated answer in opposition to Cleveland Electric 
Illuminating Co. Toledo Edison b Ohio Edison putltions for 
ALAB-560 peviaw, Petitioners Palled to seek Com.T.lssion review 
en issue of monopoly eiistence. Certificate of Sve end. 
LESSY.R.P, Antitrust Division, 79/11/21. 32pp, 


7912110244 Forwards IE Circular 79--23. "Motor Starters b Contactors 
Failed to Operate. " No response required. 

KEPPLER.J. 0, Region 3. Chlcag-o. Office op tho Director. 79/11/26. 
Ip. 


7912180344 Informs of address change as of 791201. 
HJELHFELT, D. C. H J elmf al t, 0. C. 79/11/26. 3pp. 


7918110356 Order* extension until 000115 for Commission to review 
ALAS-960. 

CHILK. B. J. Office of the Secretary of the Commission. 79/18/07. 

Ip. 


7918110399 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER. J. G. Region 3. Chicago. Offico of the Director. 79/11/80. 
Ip. 
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7913060073 rttk receipt nf 79110a Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-440/79~O7 Ir 
00-441/79-07. 

FIORELLIiQ Region 3> Chicago. Reactor Construction b Engineering 

Support Branch 79/11/30. ip. 


— 7912060064 Responds to NflC 791004 Itr re violations noted In IE Insp 
Repts 50-440/79-07 t( 50-44 1 /79-07. Cor rec tlve actions: 
contracts for installation of NHS8 equipment uiithdraun from 
Nebiport Neus Industrial Corp. 

OAVIDSDMi D. R, Cleveland Electric Illuminating Co. 79/11/08. 2pp. 


7912190313 Foruards IE Bulletin 79-27. "Loss of Non-ClaoB IE 
Instrumentation (> Control Potuer Sg s Dus During Operation." 
rio written response required. 

KEPPLERi J. G. Region 3. Chicago. Office of the Director. 79/11/30. 
Ip. 


7912140074 Forwards IE Info Notice 79-30. "Reportlne of Defects it 
Noncompliances. 10CFR21. '' No action or response required. 

KEPPLEfi. J, 0. Region 3. Chicago. Office of the Director. 79/12/06. 

Ip. 


7912200103 Forwards IE Bulletin 79-28, "Possible Malfunction of Namco 
Model EA160 Limit Suitchcs at Elevated Temps." Action 
requlrod, 

KEPPLER.J, 0. Region 3. Chicago. Office of the Director. 79/12/10. 
Ip- 


S. Deportable occurrences. LERs t< related c errespond ence 


7912210055 PNO- 1 11-79-13: on 79101 1. 1 i c ensee notified NRC that atty 
provided news media w/negative info re plant regulatorg 
performance. Info obtained from IE insp rept. 

KONKLIN. J. E. . UILLlAHSiC. C. , FIQRELLI.O. Region 3. Chicago. Office 
of the Director. 79/10/11. Ip. 


7912200007 PNO-II 1-79-015: on 791011, const worker died as result of 
touching crane in contact u/hlgh voltage overhead line. No 
further IE action onticipatod. 

KONKLIN. J. E. . UILLIAHS.C. C. . FIORELLI.O. Region 3, Chicago, afflco 
of the Director. 79/10/12, Ip. 


7912160027 PN3-1 1 1-79-03: on 791113. site security ofc received 
telephonic bonO threat from unidentified male. Plant 
evacuated. Search conducted ui/negative results. 

DONAHUE. J. p. . HIND. J. A. Region 3. Chicago. Office of the Director. 
79/11/16 Ip, 


79I20S05I9 I nter Im def Ic lencg ropt re cracks & tears in 4.16 kV 
suitchgear panels. Dated on sat 1 sfec tony evaluation of 
proposals. Insp L repair program ulll be implemaiited. Final 
rept (dill be submitted by 80041S. 

OAVIDSDN. 0. R. Cleveland Electric Illuminating Co. 79/11/23. 2pp. 


7912I403BO Ack receipt of 791031 interim deficiency rept re Rockbestos 
Co cable. 

FIORELLI.O. Region 3. Chicagor Reactor Construction 1< Engineering 
Support Branch. 79/11/27. Ip. 


7912210122 Ack receipt of 791109 final rept ro eccentric jackots on 
Class IE small power b control cab le. Revi eui will be 
completed during future inap. 

FIORELLI.G. Region 3. Chicago. Office of the Director. 79/12/06. 
ip- 


7912140364 Forwards final deficiency rept re QA program breakdown. 
DAVIDSON. D.R. Cleveland Electric Illuminating Co. 79/12/07. Ip. 


”7912140371 Final deficiency rept re breakdown of BfcM Constructors Inc 
BA program regarding control over subcontractors. Ddficient 
parts replaced. Periodic audits & surveillance performed 
during various stages of fabrication. 

» Cleveland Electric Illuminating Co. 79/12/07. Spp. 


DOCKET 50-443 6EABRDDK NUCLEAR STATION. UNIT I 


A. Appllcati on/constructlon stage documents it correspondence 


7912140231 Responds to IE Bulletin 79-24, "Froien Linas." Details 
Freete protection measures. 

OEVINCENTID, J. Public Service Co. of New Hampshire. 79/10/29. 2pp. 


7912070004 Requests distribution of end memorandu# to board 
notification sve lists. 

VAROAfS.A. Assistant Director for Light Hater Reactors, 79/11/08. 


791228D307 Advises of recently amended NRC regulations implementing 
eiisting authority to require onsite ofc space it immediate 
facility access. FR notice dtd 790816 end. 

STELLOi V. Office of Inspection k Enforcement, Office of the 
Director. 79/11/28. 3pp. 


7912210320 Advises that current schedule calls for June 1980 submittal 
of FSAfi, 

SHEPHERD. A. M. Public Service Co. of New Hampshire, 79/12/13. Ip. 


F. Security, medical, emergency h fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants undir 
const h DL review. Appl icants required to make certain 
' emergency arrangements w/state & local organizations Ic 
submit emergency plans per Reg Guide 1, 101. 

VASBALLO. D. B. Division of Project Management. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912110043 Forwards coirments on NUREO-OSll, Draft GEIB reflactt 
conscious b deliberate NRC policy to jeopardize public 
health b safety b thwart objectives of NEPA, 

KEPFORDi C. Environnantal Coalition on Nuclear Power, 79/10/24, 

22pp. 


7912040481 Memorandum in support of Seacoast Anti-Pollution League 
790903 request for order to show cause re suepension or 
revocation of faclltly CPs. Certificate of 8vc end. 

DURT.L. Massachusetts, State of. 79/11/16. 26pp. 


7912110477 Memorandum in support of Seacoast Anti-Pollution League 
790302 request for order to show cause why CP should not be 
suspended or revoked. Concurs w/NH 790302 position re 
emergency planning concerns. Certificate of 8vc end. 

BURTrL. Massachusetts, State of. 79/11/16. 24pp. 


7912110460 Forwards Pages 22 b 23 of State of HA 791116 aemorandua in 
support of Seacoast Antl-Pollutlan League 790902 request for 
order to show cause. 

DURT.L, Massachusetts, State of. 79/11/27. Spp. 


7912260372 Response in opposition to New England Coalitien on Nuclear 
Pollution 790926 supplemental memo seeking Comnistlon rtview 
of ALAB-422 re seismic design. A1 leged reasons for review 
raise factual ciatters conclusively eetablished by ABLBi. 

REIS.E. J. . GRAINEV, M. U. Hearing Branch 3. 79/12/11. 10pp. 


—7912360379 Affidavit evaluating June 1979 Selsmologieal Society of 
America Bulletin 69. NUREO/CR-0963 re seismicity conparison 
of three regions of Eastern US b seismologlcnl 
investigations of New England reactors. Bibliography end. 
MCMULLEN, R. B. , REITER, L. Geosciences Branch. 79/12/09. 17pp. 


7912260369 Grants eitension until 800125 for Commission to decide 
whether to review ALAB-422 b ALAB-S61. 

CHILK.S. J. Office of the Secretary of the Conmistion. 79/12/19. 
If. 


H. Oeneral correspondence 


7912060367 Requests copies of NRC 790923,0717 b 0929 Itrs to PSC of W 
b util responses dtd 790427,0623,0806,08,13,15.20,0906.13, 

27,1010 b 16. Requested info needed In support of util 
request for rate relief. 

CAHFIELD.R. J. New Hampshire, State of. 79/11/27. Ip. 


0. Inspection reports. IE Bulletins b correspondence 


7912120913 Responds to IE Bulletin 79-23. No connection eilats betwean 
trensforner power windings b generator neutral. 

DEVINCENTIB, J. Public Service Co. of New Hampshire. 79/10/19. Ip. 


7912030062 Ack receipt of 791004 Itr informing NRC of step* taken te 
correct violations noted in IE Insp Repts SO-443/79-06 b 
90-444/79-06, 

CARLSON) R.T. Region 1. Philadelphia, Reactor Construction b 

Engineering Support Branch. 79/t0/22. Ip. 


■7912030070 Responds to NRC 790828 Itr re violations noted in IE iMp 
Repts 90-443/79-06 b 90-444/79-06, Corrective actions; log-in 
b badge control program begun in warehouses b Insp 
Procedure X-9 revised. 

DEVINCENTIB, J. Public Service Co. of New Hampshire. 79/10/Q4. 
9pp. 



DOCKETED ITEMS 


—7918030078 Forward* IE Intp Rapt* 90-443/79-06 & 50-444/79-06 on 
790SS1-89 b notice of violation. 

CARLBONj R. T. Reslon li Philadelphia) Reactor Conitruction b 
Engineering Support Branch. 79/0Q/S8. Spp. 


— 79I809007& Notice of violation from ln«p on 790SSt-S9. 

» Region !> Philadelphia) Office of the Director. 79/08/S9. 

. app- 


—7918030078 IE In»p Rept* 50-443/79-06 b 50-444/79-06 on 790521-85. 
Honeoap 1 lance noted: failure to follow welding b document 
control procedure* b to control aece*s to uarehouae*. 

HATriA)J. > VARELA) A. Region 1) PhlladelphiB. Office of the 
Dlraetor. MCOAUfiHY) R. Region !> Philadelphia) Reactor 
Conetruetion b Engineering Support Branch. 79/0B/89. ISpp. 


791S0500SB Forward* IE Circular 79-22) "Strata Tima* for Pouar Oparatad 
Relief Valve*. " No re»pon*e required. 

«RIER)B.H. Region !> Philadelphia) Office of the Director. 
79/11/16. Ip. 


7912050302 Forward* IE Info Notice 79-27r "Steam Generator Tube 
Rupture* at Two PUR Plant*. " No reaponse required, 

CRIERrfl.H. Region 1> Philadelphia) Office of the Director. 
79/11/16. Ip. 


7912100190 Forward* IE Info Notice 79-2B) "Overloading of Structural 
Eltments Due to Pipe Support Loads, " No re«pon*e required. 

CRIER) B.H. Region 1) Philadelphia) Office of the Director. 
79/11/16, Ip. 


7918110470 Forward* IE tnfg Notice 79-89) "Loii of Noniafetg-Related 
Reactor Coolant By* Inatrumentation During Operation. " No 
ipeciflc action or reaponae required. 

ORIERiB.H. Region !> Philadelphia) Office of the Director. 
79/11/19. Ip. 


79IS090327 Foruardi IE Bulletin 79-26) "Boron Lo»b From BUR Control 
Bladoe. " No response required. 

DRIER) B.H. Region ii Philadelphia) Office of the Director. 

79/lt/aO. Ip. 


7912060996 Forward* IE Circular 79-24) "Proper Installation b Calibr of 
Core Spray Plpi Break Detection Equipment on BUR*. " No 
ras.pansB required. 

DRIER) B.H. Region 1) Philadelphia) Office of the Dlreetor. 
79/11/26. ip. 


7918110083 Forwards IE Circular 79-23i "Hotor Starter* b Contactor* 
Failtd to Oparati, " No response required. 

DRIER) B.H. Region 1) Philadelphia) Office of the Director. 
79/11/26. Ip. 


7918190087 Forwards IE Bulletin 79-27> "Los* of Non-Clese IE 
Instrunentetlon b Control Power By* Bus During Oparatien. " 

No written reiponse required. 

DRIER) B.H. Region i) Philadelphia) Office of the Director. 
79/11/30. Ip. 


7918310248 Forwards IE Info Notice 79-30i "Reporting of Dofeete b 
Monconpliencat) lOCFRSl, " No action required, 

DRlERjD.H. Region 1> Philadelphia) Office of the Director. 
79/12/06. 4 pp. 


7912130486 Forwards final deficiency rept on discrepancy in drawings re 
design calculation concrete reinforcement requirements for 
control b diesel generator bldgs. 

DEVINCENTIS) J. Public Service Co. of New Hampshire. 79/12/06. ip. 


— 79121204B9 Final deficiency rept on discrepancy in drawings re design 
calculation concrete relnforceiment requirements for control 
b diesel generator bldgs. Re 1 nf or c omen t deficiencies in 
process of being fully corrected to agree w/cal culation*. 

« Public Service Co. of New Hampshire. 79/lS/OS. 2Spp. 


7918140363 Interim deficiency rept re potential failure In engineered 
safety features actuation sys. Problem identified by 
manufacturer, Uestinghouse. Inf 0 on problem resolution will he 
provided by 800530. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 79/12/06. 4pp. 


DOCKET 50-444 8EABR00K NUCLEAR STATION, UNIT 2 


A. Applicaticn/construction stage documents b correapondencs 


7912110264 Discusses NRC plans to use generic analyses to dsvelop early 
verification program to resolve ATU8 issue for PURs b BHRs. 

Buceesi of program depends on industry reap onse. Supports 
formation of owners groups to provide necessary info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912140231 Responds to IE Bulletin 79-24, "Frozen Lines. " Details 
freeze protection measures. 

OEVINCEMTIB, J. Public Service Co. of New Hampshire. 79/10/25. Spp. 


7912070004 Requests distribution of end memorandum to board 
notlflcablon svc lists. 

VARBA, 8. A. Assistant Director for Light Uatsr Reactors. 79/11/06. 
Spp. 


7912280307 Advises of recently amended NRC regulations implemonting 
existing authority to require onsite ofc space b immediate 
facility access. FR notice dtd 790816 end. 

STELLO.V. Office of Inspection b Enforcement, Office of the 
Dlreetor. 79/11/88. 3pp. 


7912810320 Adviees that currant schedule calls for June 1980 submittal 
of F8AR. 

SHEPHERD, A. H. Public Service Co, of New Hampshire. 79/12/13. Ip. 


F. Security, medical, emergency b fire protection plans 


7912040471 Forwards Info re upgraded emergency plans to plants under 
const b OL review. App 1 tcants required to make certain 
emergency arrangements w/state b local organizations b 
submit emergency plans per Reg Guide 1.101. 

VABSALLO, 0. B. Division of Project Management. 79/11/21. 6pp. 


0. Ad judicatory corros ponds nee 


7912110043 Forwards comments on NUREO-OSl 1. Draft OEIS reflects 
conscious b deliberate NRC policy to jeopardise public 
health b safety b thwart objactlvas of NEPA. 

KEPFORO) C, Environmental Coalition on Nuclear Power. 79/10/24. 

82pp. 


7912190766 Forwards IE Bullstln 79-28, "Possible helfunctlon of Natsco 
Kcdil EA180 Limit Switches at Elevated Temps. " Hritten 
Tssponse required, 

DftlERtB.H. Region 1, Philadelphia, Office of the Director, 
79/12/07. Ip. 


79122BD242 Forward* IE Info Notlci 79-31, "Use of Incorrect Amplified 
Reiponse Spectra. " No written response required, 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/12/13. Ip. 


7918040481 tiemorandum in support of Seacoast Anti-Pollution League- 
790502 request for order to show cause re euspenslon or 
revoeatlon of faciltiy CPs. Certificate of 3ve end. 

BURT.L. Massachusetts, State of. 79/11/16. 26pp. 


7918110477 Memorandum in support of Seacoast Anti-Pollution League 
790302 request for order to show cause why CP ehould not ha 
euspendad or revokad. Concurs u/NH 790508 position ra 
emergancy planning concerns. Csrtificate of Svc end. 

BURT)L. Massachusetts, Stats of. 79/U/16. S4pp. 


8. Reportabla occurrences, LERs b related correspondence 


7912180464 Forwards interim deficiency rept re use of invalid eeismic 
aapllfled raspense Spectra. Final rept will be submitted by 
600601. 

DEVINCENTIS. J. Public Service Co. of New Hampshire. 79/12/06. ip. 


■7912120466 Interim deficiency 'rept re use of invalid seismic emplif lad 
TSSponsB spectre in design of safety-related 'edmponints. 

Contractor is redesigning containment annular steel frame. 
Contractor 791106 Hr -fe dsfideney end',- 
« Public Service Co. of New Hampehire, 79/12/06, 9pp. 


7912110460 Forwards Pages 22 b 83 of 
support of Seacoast Anti-Pollution 
order to show cause. 

BURT) L. Massachusetts, State of. 


State of MA 791116 mamorandum in 
League 790508 requeet for 

79/11/27. Spp. 


7912260372 Response in opposition to New England Coalition on Nuclear 
Pollution 790926 supplemental memo seeking CommlsBien review 
of ALAB-482 re seismic dstlgn. Alleged reaepne for review 
raise factual matters conclusively established by ASLBs. 

REIS)E. J. ) ORAINEV.H. VJ. Hearing Branch 3. 79/12/li. 10pp. 
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— 7912260375 Affidavit evaluating -June 1979 Sel amologlca 1 Sociatg of 
America Dulletln 69j NUnEO/CR-OS63 re selirltltu comparison 
of three regions of Eastern US S< se i smolog 1 cal 
inve ibigations of New England rear tors. 0 lb 1 1 agraphij enel. 
HCHOLLENi n, B. j REITER. L. Oaoseiences Branch. 79/12/03. 17pp. 


7912360365 Grants ectonsion •until 800125 for Commission to decide 
whether to review ALA13-422 fc ALA3-5A1. 

CHILK.S, J. Office of the Secretary of the Commission. 79/12/19. 
Ip, 


H. General correspondence 


7912060367 Renuests copies of NflC 790523,0717 & 0923 Itrs to PSC of NH 
ti util responses dtd 790427 . 0622 , 0B06, 08, 13. 15, 20, 0906, 12, 

27,1010 & 16. Reguested info needed in support of util 
request for rate relief, 

CAMFIELD.R. J. Mew Hampshire, State of. 79/11/27. Ip. 


0. Inspecti-on reports, IE Bulletins & correspondence 


7912120513 Responds to IE Bulletin 79-23. No connection eilsts betueon 
transformer power windings t, generator neutral. 

DEVINCENTI3, J. Public Service Co, of New Hampshire. 79/10/19. Ip. 

79120S0062 Ack receipt of 791004 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/79-06 8, 
50-444/79-06, 

CAPLSOH.R.T. Region 1, Philadelphia, Reactor Construction Si 

Engineering Support Branch. 79/10/22. Ip. 

— 7913050070 Responds to NRC .79O02B Itr re violations noted in IE Inap 
Repts 80-443/79-06 fc 30-444/79-06, C orre e t ive actions; log-in 
b badge control program begun in warehouses tc Insp 
Procedure X-9 revised, 

DEVINCEMTIS, -J, Public Service Co. of New Hampshire. 79/10/04, 

Spp, 


— 7912050072 Forwards IE Insp Repts 50-443/79-06 It SO-444/79-06 on 
790521-25 h notice of violation, 

CARLSON, R. T, Region 1, Philadelphia. Reactor Construction 1, 

Engineering Support Branch. 79/08/28, 2pp. 

— 7912030075 Notice of violation from Insp on 790521-23. 

» Region 1, Philadelphia, Office of the Director. 79/09/29. 
2pp. 

— 7913050078 IE Inep Repts 50-443/79-06 8> SO-444/79-06 on 790521-25. 
Moncomp 1 tanc B noted: failure to follow welding fc document 
control procedures (< to control access to warehouses. 

MATTIA.J. , VARELA, A. Region 1, Philadelphia, Office of the 
Director. MCOAUOHY, 0. Region 1, Ph 1 ladelph la. Reactor 

Construction l< Engineering Support Oranch. 79/08/29. i2pp, 


7912030058 Forwards IE Circular 79-22, “Stroke Times for Power Operated 
Relief Valves."' No response required. 

OflIER,O.H. Region 1, Philadelphia, Office of the Director. 
79/11/16, Ip. 


7912050302 Forwards IE Info Notice 79-27. "Bteam Oenerator Tube 
Ruptures at Two PWR Plants. " No response required. 

ORIER.B.H. Region I. Philadelphia. Office of the Director. 
79/11/16. Ip, 


7912100150 Forwards IE Info Nofctco 79-28, “Overloading of Structural 
Elements Due to Pipe Support Loads, “ No response required. 
CRIER.B.H. Region 1. Ph i ladelph ia. Office of the Director. 
79/11/16. Ip. 


7912110470 Forwards IE Info Notice 79-29. "Loss of Nonsaf atg-Related 
Reactor Coolant Sya Instrumentation During Operation.'* No 
specific action or response required. 

CRIER.B.H. Region 1, Philadelphia, Office of the Director, 
79/11/19, Ip. 


7912050327 Forwards ...IE Bulletin 79-26, "Boron Loss From BHR Control 
Blades. " No reeponse required. 

CRIER.B.H, Region 1, Philadelphia, Office of the Director. 
79/11/20. ip. 


7912060596 Forwards IE Circular 79-24, "Proper Installation 1, Calibr of 
Core Bpray Pipe Break Detection Equipment on BMRs. “ Me 
response required. 

ORIER.B.H. Region 1, Philadelph ia, Office of the Director, 
79/11/26, ip. 


7912110003 Forwards IE Circular 79-23, "Motor Btarters l< Conta'Cters 
Failed to Operato. " No response required. 

GRIER, B.H. Region 1, Philadelphia, Office of the Director. 
79/11/26. ip. 


7912190087 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation t< Control Power Sys Dus During Operation. " 

No ■written response required. 

GRIER, D.H. Region I, Philadelphia, Office of the Director, 
79/11/30. ip 


7912310248 Forwards IE Info Notice 79-30, "Reporting of Dafacti b 
NoncompliancBS, 10CFR21. “ No action required. 

CRIER, D.H. Region 1, Philadelphia. Office of the Diroetor, 
79/12/06. 4pp. 


7912190766 Forwards IE Bulletin 79-28, "Possible Malfunctlo'n of Hisie 
Model EAIBO Limit Switches at Elevated Temps. " Hritten 
response required. 

GRIER, B.H. Region I, Philadelphia, Office of the Director. 
79/12/07. Ip. 


7912280242 Forwards IE Info Notice 79-31, "Ubb of Incorrect AapUllif 
ftesponsa Spectra. " No written response required. 

GRIER, D.H. Region 1, Philadelphia, Office of the Director. 
79/12/13, Ip. 


S. Reportable occurrences, LERs it related correspondence 


7912120464 Forwards interim deficiency rept re use of invalid Sllislc 
amplified response spec tra. Final rept will be submitted by 
B00601. 

DEVINCENTIB, J. Public Service Co. of New Hampshire.. 79/12/06. Ip. 


— 7912120466 Interim deficiency rept re use of invalid seismic lapniEil 
response spectra in design of safety-related components. 

Contractor is redesigning containment annular steel frame. 
Contractor 791106 Itr re deficiency end, 

* Public Service Co. of New Hampshire, 79/12/06. 9pp. 


7912120486 Forwards final deficiency rept on discrepancy in drauingi rs 
design calculation concrete reinforcement requirements for 
control b diesel generator bldgs. 

DEVINCENTIS, J. Public Service Co. of New Hampshire. 79/12/06. tp. 


— 79121204B9 Final deficiency rept on discrepancy in drawings re dtilps 
calculation concrete reinforcement requirements for control 
b diesel generator b Idgs. Reinforcement deficiencies In 
process of being fully corrected to agree w/calculatlons< 

* Public Service Co. of New Hampshire. 79/12/05. 8Spp. 


7912140363 Interim deficiency rept re potential fallupa In snginiirrf 
safety features actuation sys. Problem identified by 
manufacturer, Uestinghouse. Info on problem resolution will hr 
provided by B00S3O. 

DEVINCENTI8, J. Public Service Co. of Now Hampshire. 79/18/06, tgp. 


DOCKET 30-445 COMANCHE PEAK STEAM ELECTRIC STA. .UNIT I 
A. Applieatl on/construc t i on stage documents b correspondence 


7912060595 Forwards rept "Omission of Shear Tit Reinforcing Steel, 
Approx Elevation 993 to 997, Unit 2 - Reactor Containment 
Bldg. " 

OARYiR.J. Texas Utilities Generating Co. 79/09/17. Ip. 


— 7912060602 "Omission of Shear Tie Reinforcing Steel. Approx EUvillen 
993 to 997, Unit 2 - Reactor Containment Bldg." 

* Texas Utilities Generating Co. 79/09/17. 88pp. 


7912110011 Forwards NRC position on status I, applicability to peniinp 
DL applleations of results of TMI followup actions. Qutl inei 
addl short-term actions to be taken. 

VA6BALL0, D. D. Division of Project Management, 79/09/27. 4lff. 


7912110264 Discusses NRC plans to use generic analyses te devtltl eieli 
verification program to resolve ATWS issue for PWRs & BHHi, 

Success of program depends on industry response. Supports 
format ion of owners groups to provide necessary info. 

DENTON, H.R. Office of Nucloar Reactor Regulation. 79/10/17. 3|g. 


7912130177 Ack receipt of copy of 781226 application requesting isMi 
to CPPR-ia6 b CPPR-127 reflecting add! ownership intarists 
in plants. Class I b III fees required. 

DIGGS, R.M, Office of Administration, 79/12/03. Ip. 
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79iai-90'42? Foriuardt paijment re NRC 791S03 request for addl fee for 7912190227 Forwards affidavits of RE Roundtree f< LR Oaial it. gonaral 

anend to CP*, manager ti associate general manager of Public Utils Hoard, 

OARY.H-J. Texas Utilities Oenerating Co. 79/12/10. Ip. Drounsvl 11 e, TX. 

JABLON.fi.A. Spiegel t, McDi arm i d . 79/11/07. Ip 


F. SeC'Urltgi medicali emergency Si fire protection plans 


7912040471 Foruards info re upgraded emergencg plans to plants under 
const tc OL revieu. App 1 Icants required to make certain 
• nergincy arrangements u/state b local organ! lattons (■ 
lubnit energencg plans per Peg Guide 1. 101. 

VA-SSALLOi 0. D. Division of Project Management. 79/11/21. 6pp. 


0. Adjudlcatorg correspondence 


799SDSD2G3 Request to add Contention IX stating that applicants have 
not ditermlriod full effect of radioactive releases on 
public. Contention based on J Begea ti F Uon Hippel rept. 

Cartifieate of Svc end. 

FCHAXEi R. L. Cltiieni for Fair Utilltg Regulation. 79/10/30. 3pp. 


7912170009 Reiponse in apposition to Cltiiens for Fair Util Regulation 
791030 addl contention re effect of radioactive releases 
begoni) eieluslon boundary. Contention untimely b challenges 
RRC regulations. U/Certlficate of Svc. 

REVHOCDS.N. S. , LIBERMAN, 0. Texas Utilities Generating Co. 

REYNOLDS. N. a. Douglass tt Barham. 79/11/13. 7pp. 


7912130030 Response to intervenor Cltiiens for Fair Util Regulation 
791031 request to add content Ion, Rul Ing should be deferred 
until stlpulationi on all contentions f i led. Cer t i f ica to of 
Svc end. 

CKANDLER.L. J. Hearing Branch 1. 79/11/20. 3pp. 


H, Deneral correspondance 


7912200632 Raspondi to 791030 request for Info. General practice Is not 
to Add intervanori to distribution list, but exception made 
In tM* case. Insp repti dealing u/intervanor allegations 
encl.W/o end. 

CHANDLER, L. J. Hearing Branch 1. 79/12/14. 3pp. 


I. Financial Information 


79121Q04I2 Foruards Annual Financial Repts, 1978 for TX Utils Co, TX 
Electric Bvc Co b TX Power b Light Co. H/accountants ‘ 
opinion verifying accuracy of TX Utils Oensratlng Co b 
affiliates' financial statefflants. 

CARY.R.U. Texas Utilities Generating Co. 79/12/04. 9pp. 


— 7912100417 Annual Financial Rept 1970. 

e Tiias Utilities Oenerating Co. 78/12/31. 30pp. 


—7912100421 Annual Financial Rept 1978. 

a Texas Electric Service Co. 78/12/31. 30pp. 


—7912180425 Annual Financial Rapt 1978. 

e Taxai Power b Light Co. 78/12/31. 30pp. 


M. Utility Final Safety Analysis Hsport IFSAR) b amends 


7912140264 Forwards Amend 8 of FBAR. 

OARYift. J. Texas Utilities Generating Co. 79/11/30. 3pp. 


"7912140271 Amend B to F8AR for Comanche Peak Steam Electric Station, 
a Texas Utilities Oenerating Co. 79/li/30. 600pp. 


7912190348 Forwards affidavit of svc of FaAR Amend 8. 

BCHHIDT<N.C. Texas Utilities Generating Co. 79/12/12. 3pp. 


H. Antitrust correspondence 


7911300031 Tdantlflee documents not produced in Bouthuastern Electric 
Powar Co document production. Documents necessary for revitu. 
Production date will be yet at Hartley deposition. 

Certificate of 9vc and. 

CnEEH,D.Q. Lowinsteln, Nawman, Rais, Axelrad b Toll. 79/11/01. 9pp. 


7913060247 Dlscoysry rept for Oct 1979. Produced addl documents to DDJ 
follciuing RL Hancock, HL Peterson b E Rummet 791009 b 10 
depositions. Old not initiate discovery requests. Certificate 
of Bvc end. 

BALOUOHfR. C. Austin. TX. 79/11/05. 4pp. 


— 7912190265 Affidavit by general manager of Public Uttls Board of City 
of Broun s vi 1 1 a. Ac fc that 790502 responses to Houston Lighting 
b Pouer first set of interrogatories b 790636 supplemental 
responses to same discovery have been revieued. 

ROUNDTREE, R. E, Texas, State of, 79/09/14. app. 


— 7912190298 Affidavit by associate general manager of Public Utils 
Board , Or owns V 1 11 e, TX. Ac k that 790SD3 responses to Houston 
Lighting b Power first set of interrogatories S, 790626 
supplemental responses to same discovery have been received. 
OAHLIK, L, R, Texas, State of, 79/09/14. 2pp, 


—7912190319 Corrected b supplemental answers by Public Utils Board of 
City of Brounsvl 1 1 e, TX in response to Houston Lighting b 
Power first set of interrogatories b first request for 
production of documents. Contains info re sale of power, 
e Texas, State of, 79/11/07. App. 


7912190241 Confirms 791106 conversation re intentions not to call 
J BmlthiCajun Cooperat 1 vo, as witness at hearing. Deposition 
of J Smith wilt not be taken. Reserves right to depose J 
Sni th at future date. 

BALDWIN, J. t1. Baler b Botts. 79/11/07. 5pp, 


7911300277 Discovery rept for Sept b Dct 1979. Par ti c 1 pa ted in FS 
Buchanan, UD Nicholas b G Taylor depos i t ions. Di d not Initiate 
discovery requests. Certificate of Bvc end . 

BURCHETTEi H. H. Texas-Loulslana Electric Cooperative, Inc. 79/11/00. 
4pp. 


7912140202 Advises that during Oct 1979, South TX Electric Cooperative 
b Medina Electric Cooperative neither Initiated nor received 
any discovery requests. Certificate of Bvc end . 

JOHN.D.F. Akin, Gump. Hauor b Feld. 79/11/00. 4pp. 


7912050092 Petition for directed certification b review of ASLD 791005 
order denying motions for summary decision. Urges collateral 
estoppel of Central b South Host Corp re issues previously 
decided in district court tr ial. Cert i f ica to of 8ve end, 

BARNETT, E, H, I BDURNIGHT, J. A. Houston Lighting b Power Co. 
DARNETT,E.H. Baker b Botts. 79/11/09, 22pp. 


79120S06S3 Third set of interrogatories b request Far production of 
documents directed to TX Utils Oenerating Co>et al. Addresses 
purchase b sale of off-peak interruptible energy b transfer 
b exchange of electric energ y. Cert If 1 cate of Bvc end. 

STAHL, D. Central Power b Light Co. BTAHL, D. Isham, Lincoln b 
Beale. 79/11/09. Bpp. 


7912060009 Acl receipt of 791107 Itr advising of Houston Lighting b 
Power assertion of wort product priviloge re Gerber scripts. 

NRC will file motion to compel discovery. 

LESSY, R, P. Antitrust Division. 79/11/09. ip. 


7912100300 First set of Interrogatories b request for production of 
d oeuments I d Irec ted to City Public Svc Board of San Antonio. 
Addresses coal-fired econony energy purchase b sale b 
electric energy transfer b exchange. W/Cert If i cate of Svc. 

BTAHL, D. Centre! Power b Light Co. 79/ 1 1 /09. 7pp. 


7912100307 Discovery rept for Oct 1979. Took deposition of HL Peterson, 
EC Rummel,RL HancoetrCT Herring b R Hoyler b TL Hatcher b M 
Tanner in conjunction w/NRC. Par tic i pa ted in Houston Lighting 
b Power b TX Utils joint depos i t ions. H/Cert if teat e of 8vc. 

CVPHERT, 8. D. , PARAMETER, F, H. , DOPSOVIC, D. A, Justi co. Dept. of. 
79/11/09. 7pp. 


7912190140 Notifies that J Oambrell of Cajun Electric Power Cooperative 
has t een designated potential witness in DBJ proceedings. 

Requests notification of Oambrells deposition rescheduling. 

LUaUE, N. Justice, Dept. of. 79/11/09, Ip. 


7912110270 Advises of postponement of H Hoodsan deposition until later 
date, due to Houston Lighting b Power failure to make 
Hoodson working papers available for insp. 

OLUME,M.B. Antitrust Division. 79/11/19, ip. 


7912130094 Notice of appearance of AP Hndgdon on behalf of NRC. 
Certificate of Svc enc 1. 

HODGDON,A.P. Antitrust Division. 79/11/20, App. 
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7‘?:lE1300S7 R 

1 nc 1 ude d D 

Central h 
docunants 
STAHL. D. 
Service's. 


equest for eipansion of ASLQ 7«703a3 protective order to 
cuments produced bq Central & Sooth Ueit Corp ti 
South West Svcs.Inc.to include confidaatial 
to amend order to bind TX Util companies. 

Central Southwest Corp. STAHLa D. Central Sc Southwest 
Inc. D. Central Power t Light Co. 77/11/21. 7pp, 


79lai30flia3 Notifies of AE Autry 791211 deposition in Corpus Chrlstl.TX, 
MS Borchalt 7<?liia deposition in Ahi 1 ene. TX, RH Hardu 771213 
deposition in Ab i lene, TX t SB Philips 791217 depoeltlon in 
Dal IdSi TX* Cert i f i cate of Svt encl. 

”79*u/26”’7pp Splejel 8, NcDlarmid. 


^'^*2160252 Subpoenas AM Smith to appear in Oaaumont.TX on BOttiaj 
MlLLERfM. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 


"■■79121B0262 Subpoenas A Sprawls to appear in Beaumort.TX 
HILLER. H.e. Atomic Safety and Licensing Board Panel. 
Ip- 


on BOaiSt. 
79/18/(13. 


— 7912)60272 Subpoenas W Atkins to 
MILLER. M.E. Atomic Safety and 
IP. 


appear in Beaumont. TX on 600123. 
Licensing Board Panel. 79/13/03. 


7912130236 Third set of interrogatories fc requests for pro.doctlon of 
documents directed to Houston Lighting (• Power & TX Utils 
Generating Co. Includes questions on power flow between 
utils. Supporting documentation 8. Certificate of Svc encl. 

F 0 I DUUME. M. a. Antitrust Division. 79/11/26 

£3p p , 


79^130328 Notice of appearance of S Welling on behalf 
South Mist Corp. Central Power L Light Co.PSC of DK. 
Southwestern Electric Power Co b West TX Utils Co. 
WELLING. S. Isham, Lincoln !< Deale. 79/11/26. 6pp. 


of Central & 


— 79121802B1 Subpoenas RM McCuistion 
MILLER. M.E. Atomic Safety and L 
•P- 


— 7918180209 Subpoenas T Standish to 
HILLER. M.E. Atomic Safety and L 
Ip. 


““7918100297 Subpoenas J Oreenuade ti 
HILLER. M.E. Atomic Safety and L 
Ip- 


to appear in Houitora.TX on 600189. 
censing Board Parti. 79/18/03. 


appear in Houston. TX an B00i)7. 
censing Board Panel. 79/18/03. 


I appear in Houston.TX on 600116. 
censing Board Panal, 79/13/03. 


7912120093 Third supplemental response to second set of int 
a requests for production of documents from apollcant 
Certificate of Svc end. 

CVPHERT. S. D, I PARHEHTER. F. H Oust i c e . Dep t . of . 79/11/27. 


arrogatorles 


9pp. 


N Le® to appear In Beaumont. TX on 800123, 
HILLER. M.E, Atomic Safety and Licensing Board Panel. 79/13/03. 


7912130337 Notice of 7L Austin 791217 dep 
CARNET. J. A. Ce-ntrol tf Southwest Corp. 
Light Co. CARNET. J, A. Public Service 
ip. 


osltion in Dallas. TX. 

CARNEY. J. A. Central Power i< 
Co. of Oklahoma. 79/11/27. 


“-79121S0311 Subpoenas MW Milberg 
MILLER. M. E. Atomic Safety and 
If- 


to appear In Houston.TX an 800207, 
Licensing Board Panal. 79/18/03, 


7912130361 Notice of DO Hulsey 7912iB deposition 
CARNET. J. A. Central & South(uBat Corp. CARNET, 
t* Light Co, CARNET. U. A. Public Service Co of 
79/11/27. ip. 


in Dallas. TX. 
•J. A, Central 
Uk lahoma. 


Power 


7912130366 Notice of PO 
CARNET. J. A. Central i. 
e. Light Co, CARNET, J. 
79/11/27. Ip, 


Brittain 79121B deposition in Dallas. TX 
Southwest Corp CARNEV, J. A. Central Power 
A. Public Service Co. of Oklahoma. 


•7912I3037S Notice of MO Spence 79)219 dep 
■Certificate of Svc encl. 

CARNEY, J. A, Central & Southwest Corp 
* Light Co, CARNET, J. A, Public Servic 
79/n/27, 4pp. 


osition in Dallas, TX. 

CARNET, J, A. Central 
e Co. of Oklahoma. 


Po(jBr 


•7912100320 Subpoenas TR Locks to 
MILLER, M.E, Atomic Safety and 
Ip- 


appear in Wichita FalliiTX on SDOICa. 
Licensing Board Panel, 79/18/03. 


—7912100329 
MILLER, M. 
»P' 


Subpoenas EA Turner to appear in Houston.TX on BCOiSl. 
E. Ato(nie Safety and Licensing Board Panel. 79/18/03, 


--79I21B0340 
HILLER, M. 
tp- 


Subpoenas RJ Earhart to appear in Houston.TX on 600118. 
E. Atomic Safety and Licensing Board Panel. 79/18/03, 


Monahan to appear In Wico.TX on, 000104. 
niLLSR, M.E, Atomic Safety and Licensing Board Panel. 79/18/03. 


7912140104 Motiflos that documents discussed In 791107 Itr wl I 
firms for NRC Insp, Cert i f I cate of Bvt end. 
P-LYNH.P. O. Louenste in, Neuman. Re i 8. Ai elrad h Toll. 79/11/27 


be 

6pp. 


HL Manning to appear in Oaltas.TX on BO0I08. 
niLLER.M. E. Atomic Safety and Licensing Board Panel. 79/18/03. 


79l2p006B Request for issuance of subpoenas (. for mod of ASLD 79072 
order. Order should be modified to relfect outstanding 
discovery matters i< briefing schedule. Cert 1 ficate of Svc N 
list of deponents encl. 

CYPHERT, 9. n. , PARMENTEft, F. H Ju s t ic e , Dep t. o f, 79/11/29. ISpp. 


^ responses to Houston Lighting 
Power first set of interrogatories t« requests for prodijctlon 
of documents DOJ 7910)0 responses b NRC 701201 ans(eer8 were 
incomplete. H/Certiflcate of Bve, 

FLYNN. P.O. Houston Lighting (t Power Co. 79/11/30. 32pp. 


—7912160372 
HILLER, H. 
Ip. 


Subpoenas OC Be La Oasa to appear in Dallaa.TX on 000109. 
E. Atomic Safety and Licensing Board Panel. 79/12/03. 


—7912180381 
MILLER, H. 
Ip 


Subpoenas 6 Board to appear In Dallas, TX on BOOIOS. 

E. Atomic Safety and Lleensin!) Board Panel. 79/12/03. 


EL Watson to appear In Dal las, TX on 800110. 
niLLER.M, E. Atomic Safety and Licensing Board Panel. 79/18/03 


^"^wftness^ Notifies that DDJ does not Intend to call JL Johns as 
LUQUE.N Justice. r(>pt. of, 79/12/03. Ip. 


Subpoenas EO Barnes to appear in Houston.TX 
MILLER.M. E. Atomic Safety and Licensing Board Panel. 


on 600203. 
79/12/03, 


Ip- 


““7912100209 Subpoienas 
MILLER.M, E. Atorai- 
Ip 


F Ta-ylor to appear in 
Safety and Licensing 


Houston.TX on 000206. 
Board Panel. 79/12/03. 


— 7918IB0831 
MILLER. M. 
Ip. 


Subpoenas G Knowles to appear in Houston.TX 
E. Atomic Safety and Licensing Board Panel. 


on 000200. 
79/12/03. 


--7912180240 Subpoenas OW Qprea to 
MILLER. M.E. Atonjlc Safety and 
Ip. 


appear in Houston.TX on 000130. 
Licensing Board Panel. 79/12/03. 


— 7912180404 
MILLER.M, 
ip 


Subpoenas JE Bondurant to appear In Beaumont, TX on 000183. 
E, Atomic Safety and Licensing Board Panel. 79/18/03. 


'JS Farrlirigton to appear in Oallas.TX on 790111. 
MILLER. M.E. Atomic Safety and Licensing Board Panel. 79/18/03. 
ip. 


in Dallas.TX on 000109. 
ng Board Panel, 79/18/03, 






support of DOJ motion for mod of ASLD 790724 order 
requesting addl discovery perl od. Ex tens ion will eliou 
thorough preparation for hear Ing. Certificate of Svc encl. 
POIRIER. M.R. Texas, State of, 79/18/05. 6pp 


7918190110 Requests util provide documents su 
AE Naylor 791011 deposition. 

BLUMB.M. 8. Antitrust Division. 79/12/03, 


b 


poenaed b produced at 
Ip. 
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7912190133 Monthly statu* rept for Nov 1979. Parties arrived at terms of 
protective order. Four scheduled depositions delayed. Draft of 
order end. 

paintER<H.R. Spiegel & HcDlarmid. 79/12/OS. Bpp. 


7912270094 Statue rept for Nov 1979. South TX Electric Cooperative! tnc 
ti Medina Electric Cooperative! Inc neither initiated nor 
received discovery requests. 

3C]HNi 0. F. South Texas Electric Cooperative! Inc. JOHN! 0. F. 
rtetropoLltan Edison Co. JOHNi D. F. Aklni Oump! Hauer t Feld. 
79/12/03. • -ipp. 


7'9122S0&39 Discovery rept for Nov 1979. No discovery requests initiated 
or received. Certl fleets of Sve end. 

BALOlNiHr R. C. Austini TX. 79/12/Oi. Spp. 


7912260S97 Response in support of DOJ motion for mod of ASLO 790724 
order by extending discovery b hearing schedule. Delay needed 
to ateialiate evidence h to narrow 1 ssues. Cart If icate of 
8v< enct. 

UELLIR2!8. Central b Southwest Corp. HELLIN0!6. Ishani! Lincoln b 
Beale. 79/12/07. 10pp. 


79i22b03h0 Menerandum in support of DOJ motion requesting mod of ASLD 
790724 order.Proposed addl time for completion of discovery, 
continuation of depositions b final prehearing conference 
needed to perform studies. Certificate of Sve end. 

RITTS.F.H.i BORCHETTE! U. H. Texas-Uoulsiana Electric Cooperative! Inc. 
RiTTa. F, H, Nprtheott Ely. 79/1S/07. App. 


7912270123 Discovery rept for Nov 1979. Fifteen depoeltlons taken. Third 
supplenental response to util second set of interrogator iee 
filed. DOJ filed 791130 request for mod of 790724 ABLB order, 

CYPHEHT. 8. B. Just lee. Dept, of . 79/12/07. Spp. 


7912270104 Discovery status rept for Nov 1979 for Central b Bouthueet 
Carp. Thirteen depoeltiens taken. 

CMNEVj J. A. Ifhami Lincoln b Deale. 79/12/10. Spp. 


79122A0a97 Response to DDJ 791130 motion for mod of ASLD 790724 order 
by extending hearing schedule b for ancillary relief. If 
(sodlfledt ling 1« discovery termination date should be 
adepteif. Certificate of 8vc end. 

SLUliR. L. Houston Lighting b Power Co. BLUM.R.L, Baker b Batts. 
79/12711. 9pp. 


7912270103 Hod of 790323 protective order> expanding categories of 
doevaente considered confidential b expanding protected area 
to include documents produced by Central b South Nest Corp 
li Central b South Hast Byes. Inc. 

HlLLERa H. E. Atomic Safety and Licenilng Board Panel. 79/12/tl. 

app- 


79122S06'70 Notifies of correct sve list for Central b South Mest Corp. 
STAHL. D.H. Isham. Lincoln b Deale. 79/12/11. Ip. 


7912280627 Supports util 791005 request for directed certification of 
ASLB 791003 order ra motions based upon decleion of US 
Oletrlct Court. Order should be reviewed due to holding that 
res judicata inapplicable to antitrust proceedings. 

KNOTTB.J. B. Texas Utilities Oenerattng Co. KNOTTS. J. B. . AHEARN.C.D, 
Debsvolet b Liberman. 79/12/12, 37pp. 


7913230629 Notice of appearance in proceeding. Certificate of Sve end. 
AlCARN.C. D. Texet Utilities Oeneratlng Co. AHEARN.C. D. Dallas 
Poutr b Light Ce. AHEARN.C, D. Texas Electric Service Co. 79/12/12. 
4pp. 


79123600OI Brief in apposition to applicant 791109 requaet that ASLAD 
certify ASLB 791009 order denying applicant motion for 
tummery d Ispoaitlon, No irreparable harmi injury to public 
interest or unusual delay present to justify certification. 
CHANANIA. F. D. , HDDBDDN.A. Antitrust Division. 79/12/14. 31pp. 


‘79122600B6 Special prehearing conference order directing parties to 
coMSsTice dlacovsry b trial preparation immediately b to 
conpiete dLecovery by 79010B. Certificate of Sve end. 

HILLER. H.E. Atonic Safety and Licensing Board Panel. 78/07/13, 

lisp- 


7912270137 Order extending time to 800229 for completln of dlscavery. 
to aooSEB for completion of expert discovery! to B00428 for 
filing wltneee lists. Schedule* prehearing conference for 
B00909 ti evidentiary hearing for B00S14, 

HILLER. H.E. Atomic Safety and Licensing Board Panel. 79/12/14. 
App. 


7912310137 Motion for extension until 900201 to file supplemental 
response to Houston Lighting b Power first set of 
interrogatories. Involvement xn depositions requires 
allocation of addl t ime . H/Cert i f i cate of Sve. 

CVPHERT.8. B. ! PARMENTER. F. H. . LUOUE. H. Jus t i c e. Dep t , o f , 79-/12/14. 

Spp. 


7913310169 Opposition to util 791109 request For directed certification 
b review of ASLD order. IF certification dlroetedi collateral 
estoppel effect should not be given to fact issues 
daiineatod by util in another case. 

POIRIERiH.fi. Drounsvl U Bi TX. POIRIER. M.R. Spiegel b HcDiarmid 
79/12/14. tepp. 


7912260044 Answer concurring w/DDJ 791130 motion for mod of ASLD 790724 
order by extending current hearing b discovery schedule. 

Facility will be ready fur fuel— loading between Aug b Nov 
1981. Cert i flea ta of Sve end. 

LESSY. R. P. . CHAMANIA. F. D. Antitrust Division, 79/12/17. Spp, 


7912260361 Dppositioti to util 791130 request to compel further 
d Iscovery. Ut i 1 has not requested further discovery from NRC. 

NRC willing to work w/ubil to arrive at mutually agreeable 
discovery schedul e. Cert 1 f Icate of Sve end, 

LEBSV.R.P. , CHANANIA. F. D, Antitrust Division. 79/13/17, App. 


7912280649 Foruiarda documents from files oP A Cerbor per request. W/o 
end. Cert 1 f icate of Sve end. 

FLYNN.P.O. Lowenstoi n. Neuffian. Reis. Axel rad b Toll. 79/12/17. Spp. 


7912310001 Supplementary response to first set of interrogatories. 
Discusses aroas whore util b Public Util Doard of 
Browns vil le. TX compo t e, Af fidavl t of JU Hi Ison, support! ng 
documentation b Certificate of Sve end. 

WILSON. J. W. Brownavi lie. TX. 79/12/19. ASpp. 


7912310161 Opposition to applicant 791210 motion for protective order. 
Order filed 1 nad vertan t ly, b conflicts w/prevlously agreed to 
terms. Intorvenor willing to consider modifying agreement. 

POIRIER, M.R. Brownsville. TX. POIRIER, M.R. Spiegel b HcDlarmid. 
79/12/19. 4pp. 


0. Inspection reports, IE Bulletins b correspondence 


7912140240 Responds to IE Bulletin 79-14 re seismic analysis for 
safety-related piping sys. Requests waiver on 120-day 
repot t ing requirements due to ongoing const. 

GARY. R. J. Texas Utilities Oanerating Co. 79/10/35. Ip. 


7912100265 Forwards IE Info Notice 79-2B, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No rosponse requirod, 
SEYFRIT.K.V. Regian 4, Dallas, Office of the Director. 79/11/16. 
ip- 


7912H0537 Forwards IE Info Notice 79-29, "Loss of Nonsa fety-Related 
Reactor Coolant Sys Instrumentation During aporatlon. " No 
specific action or response required. 

SEVFRIT.K, 9. Region 4, Dallas, Office of the Director. 79/it/l6. 

ip. 


79121 102D5 Forwards IE Circular 79-23. '‘Hotor Starters b Contactprs 
Failed to Operate." No response required. 

BEVFfilTiK.V. Region 4. Dallas, Office of the Director. 79/11/26. 
Ip. 


7913110491 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

8EYFRIT. K. 9. Region 4. Dallas. Office of the Director. 79/11/36. 
Ip- 


7918I900S6 Forwards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on DWRs. " No 
written response required, 

BEYFRir. K, 9, Region 4, Dallas. Office of the Director, 79/11/26, 
Ip. 


7912190193 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Operation." 

No written response required. 

SEYFRIT.K.V. Region 4. Dallas. Office of the Director. 79/11/30. 
Ip- 


79i83i0267 Forwards IE Infu Notice 79-30. "Reporting of Defects b 
Noncompllances, 10CFR8I. " No action required.. 

SEYFRIT.K.V. Region 4. Datlas. Office of the Director. 79/12/06. 
4pp. 
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7912S00222 Forwards DLilletir 79-30, "PossiblB Malfunction of Natnco 
Mobol EAIOO Limit Buitcboa at Elevated Temps," Action 
required. 

SEYFRITtK. V. Reflion 4, Dallas, Office of the Director. 79/12/07, 

Ip 

7912230592 Forwards IE Into Notice 79-31. "Use of Inco.rrect Amplified 
Response Spectra.” Ko written response required. 

SEVFSIT.K.V. Region 4, Dallas, Office of the Director, 79/12/13. 

IP 


DOCKET 30-446 COMANCHE PEAK STEAM ELECTRIC STA, .UNIT 3 


A. App llcat ion/construc t i on stage documents & correspondence 


7912060S95 Forwards rept ’tlmissian of Shear Tie Reinforcing Steel. 
Approa Elevation 993 to 997, Unit 2 - Reactor Containment 
Bldg. “ 

GARY.H-d. Te»as Utilities Oener.itlng Co. 79/09/17. ip. 


•7912060602 '■Omission, of Shear Tie Reinforcing Steel. Approj Elevation 
993 to 997, Unit 2 - Reactor Containment Dldg. " 

» Teias Utilities Generating Co. 79/09/17, 2Bpp, 


791203004D Forwards supplemental rept re inadvertent omission of shear 
tie reinforcing steel from 32nd lift of eiterior wall of 
reactor containment bldg 

GARY.R-J. Tesas Utilities Generating Co. 79/09/SO 25pp, 


7912110011 Forwards NRC position on status U app 1 icah i I i tg to ponding 
OL applications of results of TMl followup ac t ions. Qut 1 ines 
addl short-term actions to be taken. 

VASSALLQ. D. D. Division of Project Management. 79/09/27 41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop eBrly 
verification program to resolve ATMS issue for PWRs 6 DHHs. 

Success of program depends on industry r espons e. Supp orts 
formation of owners groups to provide necessary info. 

DENTON. H R Office of Nuclear Reactor Regulation. 79/10/17, 3pp. 


7912130177 Ack receipt of copy of 7B1226 application requesting amend 
to CPPn-126 6 CPPR-127 reflecting addl ownership interests 
in plants. Class 1 ilr til fees required. 

01039. R.M, Office of Adml nis tra t i on 79/12/03. Ip, 


79(2190429 Forwards payment re NRC 791203 request for addl fee for 
amend to CPs. 

GARY. R. 0. Te«as Utilities Genoratinp Co. 79/12/10. Ip. 


F. Security, medical, emergency t< fire protection plans 


791S040471 Forwards info re upgraded emergency plans to plants under 
const t( OL review. Appl Icants required to make certain 
emergency arrangements u/state 6 local organ! tations 8< 
submit emergency plans per Reg Guide 1.101. 

VASSALLO. D. a. Division of Project Management. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7912050203 Request to add Contention IX stating that applicants have 
not determined full effect of radioactive releases o.n 
pub lie. Content 1 on based on J Qeyea 6 F Von Hippel rept. 

Certificate of Sve end. 

FDUKE.R L. Citliens for Fair Utility Regulation. 79/10/30. 3pp. 


791&i700GB Response in opposition to Cititens for Fair Util Regulation 
79i030 addl contention re effect of radioactive releases 
bayond exclusion boundary . Con tent i on untimely t. challenges 
NRC regulations. M/Certi f i cate of Svc. 

REYNOLDS. N. S. . LIDERMAN. D. Texas Utilities Oenerating Co. 

REVN0L&8. N. S. Douglass N Barham. 79/11/13. 7pp. 


7912130030 Response to intervenor Citiiens for Fair Util Regulation 
791031 request to add conten t ion. Ru I ing should be deferred 
until stipulations on all contentions f 1 1 ed. Certificate of 
Svc end. 

CHANDLER. L, J. Hearing Branch 1. 79/11/20. 3pp. 


H. General correspondence 


7912200632 Responds to 791030 request For info. General practice Is not 
to add inbeTVfnors to distribution list. but exception made 
in this case. Insp repts dealing w/intervenor allegations 
end. W/o end. 

CHANDLER. L. J. Hearing Branch 1. 79/12/14. 2pp. 


I. Financial information 


7912160412 Forwards Annual Financial Repts. 197B for TX Utils Co.TX 
Electric Svc Co 6 TX Power Light Co. W/ac c oontant s ' 
opinion verifying accuracy of TX Utils Oenerating Co !< 
affiliates' financial s ta tement s. 

GARV.R.v). Texas Utilities Oenerating Co. 79/12/04. 9pp, 


— 79121B0417 Annual Financial Rept 1979. 

a Texas Utilities Generating Co. 70/12/31. 30pp. 


--7912180421 Annual Financial Rept 1970. 

» Texas Electric Service Co. 70/12/31. 30pp. 


--791210O425 Annual Financial Rept 1976. 

e Texas Power ?< Light Co. 78/12/31. 30pp. 


K. Utility Final Safety Analysis Report (FSARl ii amends 


7912140264 Forwards Amend 0 of FSAR. 

OARYiR.O. Texas Utilities Generating Co. 79/11/30. 2pp, 


--7912140271 Amend 0 to FSAR for Comanche Peak Steam Electric Btetlon. 
■* Texas Utilities Oenerating Co 79/11/30. 600pp. 


7912190548 Forwards affidavit of svc of FSAR Amend 0 

SCHMIDT. HC. Texas Utilities Oenerating Co. 79/12/12. 3pp. 


H. Anti trust correspondence 


7912060247 Discovery rept for Oct 1979, Produced addl documents to DBJ 
following RL Hancock.HL Peterson t< E Rummel 791009 J. 10 
dep estt i one. Did not initiate discovery requests. Certificate 
of Svc end. 

OALOUOH.R.C. Austin. TX. 79/11/05. 4pp. 


7912190227 Forwards affidavits of RE Roundtree t< LR Oawl i k. general 
manager 6 associate general manager of Public Utils Itoard. 
Drownsv 1 1 1 e. TX. 

JAOLON.R.A, Spiegel t< McDiarmtd. 79/11/07, ip. 


--791219026S Affidavit by general manager of Public Utils Board of Cily 
of Brownsvi I le. Ac k that 790502 responses to Houston Lighting 
I. Power first set of interrogatories U 790626 supplemental 
responses to same discovery have been reviewed. 

ROUNDTREE. R. E. Texas. State of. 79/09/14. 2pp. 


--791219029S Affidavit by associate general manager of Public Utils 
Board. Brownsvi 1 1 e. TX. Ac k that 790502 responses to Houston 
Lighting i. Power first set of interrogatories (x 790626 
supplemental responses ta same discovery have been received. 
OAWHKi L. R. Texas. State of. 79/09/14. 2pp. 


— 7912190019 Cprrected t< supplemental answers by Public Utils Boori *• 
City of Brownsvi 1 Ic, TX in response to Houston Lighting & 

Power first set of Interrogatories h first request for 
production of documents. Conta ins Info re sale of power. 

» Texas. State of. 79/11/07, 6pp. 


7912190241 Confirms 791106 conversation re intentions not to call 
J Bmith. Cajun Coopera t i ve. as witness at hearing. Oeposl tion 
of U Smith will not be taken. Reserves right to depose J 
Smi that future data. 

DALDHlNiU.M, Baker t< Botts. 79/11/07, 5pp. 


7912140202 Advises that during Oct 1979, South TX Electric Cooperetlv* 
& Medina Electric Cooperative neither initiated nor received 
any discovery requests. Certificate of Svc end. 

JOHN.D.F. Akin. Gump. Hauer *. Feld. 79/11/08, 4pp. 


7912050092 Petition for directed certification 8< review of ABLD 791CW5 
order denying motions for summary decision. Urges collateral 
estoppel of Central t. South Meet Corp re issues previously 
decided in district court tr lal. Certi f icate of Svc end. 

BARNETT. E. W. . BDUKNIOHT, U. A. Houston Lighting & Power Co. 
BARNETT.E.W. Baker {< Botts, 79/11/09. 22pp. 


79120506S3 Third set of interrogatories U request for production of 
documents directed to TX Utils Generating Cd.et al. Addresses 
purchase t. sale of off-peak interruptible energy ti transfer 
t( exchange of electric energy. Certificate of Svc end. 

STAHL. D, Centra! Power tc Light Co. STAHL. D. Isham, Lincoln h 
Beale. 79/11/09. 8pp. 
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791Sa&0009 Ack recsipt of 791107 Itr advising of Houston Lighting b 
Potiit aftoortion of work product prlvilcgo ro Oerbsr scripts. 

HRC will file motion to compol discovorg. 

LEBBY. R. P. Antitrust Division. 79/11/09. ip. 


7913100300 First sat of inisrrogator 1 os request for production of 
docunantsi d irac ta d to Citg Public 5vc Doard of San Antonio. 
Addraaaa* eoal-flrsd oconomg anergg purchase it sale t< 
sJactrlc anargg transfer It piehange W/Certi f icate of Svc. 

RTAHLt D. Central Potuer !< Light Co. 79/11/09. 7pp. 


7913)00307 Dlsco'Vtrg rapt for Oct 1979. Took deposition of HL Pstersont 
EC RummaliRL HancoektCT Herring fc R Heyler it TL Hatcher & M 
Tanner in conjunction u/NRC. Participated in Houston Lighting 
l< Poutr it TX Utils joint depos 1 1 1 ons. M/Certi f icate of Svc. 

CYPHERTr 8. B. I PARAMETER, F. H, ■ DOPSOVIC, D. A. Jus t ice, Dept, of . 
79/11/09. 7pp. 


7913190140 Notifies that J Oambrell of Cajun Electric Power Cooperative 
liaa been designated potential witness in DOJ proceedings. 

Raiiuaits notification of Oatnbrells deposition rescheduling. 

LUOUEiN. Justice. Dept. of. 79/11/09. Ip. 


7913110370 Advises of postponement of H Uoodson deposition until later 
datandue to Houston Lighting & Power failure to make 
Ueculson working papers available for insp. 

SLUHE.M. B. Antitrust Division. 79/11/19. Ip. 


7913130094 Notice of appearance of AP Hodgdon on behalf of NRC. 
Cartlficata of Svc end. 

HODOOONrA.P. Antitrust Division. 79/11/20. 4pp. 


7913130097 Request for espansion of ASLD 7903S3 protective order to 
Include documents produced by Central b South Hast Corp & 

Central !< South Nest 8vcs>lnc,to include confidential 
dBcumints to amend order to bind TX Util companies. 

STAHL, S. Central b Southwest Corp. STAHL, D. Central b Southwest 
Barvlces, Inc. STAHL. D. Central Power b Light Co. 79/11/21, 7pp. 


7913130463 Notifies of AE Autry 791311 deposition In Corpus Christi, TX, 
MS Borchelt 791112 deposition In Ab 1 1 ene, TX, RM Hardy 791213 
deposition In Abilene, TX b SB Philips 791317 dtposltion In 
Dallas. TX. Certificate of Svc end. 

MCOIARNID. R. C. Brounsvi 1 le. TX. MCDIARMID. R. C. Spiegel b HcDlarmid. 
79/11/36. 7pp. 


T913I3023& Third set of interrogatories b requests for production of 
doevnents dlrtcted to Houston Lighting b Power b TX Utils 
Oeniratlng Co. Includes questions on power flow between 
vtl Is. Supporting documentation b Certificate of Svc end. 

LEBBYjR. P. r CHANANIA.F. D. . BLUME. H. B. Antitrust Division. 79/11/36. 
33pp. 


7912130339 Notice of appearance of B Celling on behalf of Central b 
Reutiv West Corp. Central Power b Light Co.PSC of QK, 

Bauthuestsrn Electric Power Co b Nett TX Utile Co. 

WELL I NO. B. Ishanii Lincoln b Beale. 79/11/26. 6pp. 


7912170060 Request for issuance of subpoenas b for mod of ASLD 790724 
order. Order should be modified to rolfect outstanding 
discovery matters b briefing sc hedu 1 e. Cert if icate of Svc b 
list of deponents enc ) . 

CVPHERT.S. . PARMENTER, F, H. Jus t i c o, De p t. of . 79/H/a9. 19pp. 


7912130349 Motion to tompel DOJ b NRC responses to Houston Lighting b 
Power first set of interrogatories b requests for production 
of documents . DO J 791010 responses b NRC 7B1201 answers were 
Incomplete. N/Certi f icate of Svc. 

FLYNN, P.O. Houston Lighting b Power Co. 79/11/30, 32pp 

7912170130 Notifies that DOJ does not intend to call JL Johns as 
witness. 

LUQUE. N. Justice, Dept. of. 79/13/03. Ip. 

79121B0803 Subpoenas EB Barnes to appear In KoustoniTX on B00205. 

MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/03 Ip. 


— 7912100209 Subpoenas F Taylor to appear in HoustoniTX on B00206. 
MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip- 


— 7912180231 Subpoenas 0 Knowles to appear in HoustoniTX on 600209. 
MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 

— 7912180240 Subpoenas QU Qprea to appear in HoustoniTX on GOOtOO. 
MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


—7912180252 Subpoenas AM Smith to appear in Beaumont, TX on B001S3. 
MILLER, M.E, Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


—7912160262 Subpoenas A Sprawls to appear in Beaumont, TX on 600124. 
MILLER, H. E. Atomic Safety and Licensing Board Panel, 79/12/03, 
Ip. 


— 7912180272 Subpoenas U Atkins bo appear in Beaumont, TX an 600133. 
MILLER, M. £. Atomic Safety and Licensing Board Panel. 79/12/03. 
ip. 

— 791210O2B1 Subpoenas RM McCulstlon to appear in HoustoniTX on B00129. 
MILLER, M. E, Atomic Safety and Licensing Board Panel. 79/12/03, 

Ip. 

— 7912180209 Subpoenas T Standish to appear in HoustoniTX on B00117. 
MILLER, M.E, Atomic Safety and Licensing Board Panel. 79/12/03. 

Ip 


—7912180297 Subpoenas J Oreenwade to appear in Huustan>TX on 800116. 
MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


7918120043 Third supplemental response to second set of interrogatories 
b requests for production of documents from applicant. 

Certificate of Svc end. 

CYPHERTr a. B. , PARMENTER.F. H, Jos t lee, Dep t, of. 79/11/27. 9pp. 


— 79121B0306 Subpoenas N Lee to appear in Beaumont, TX an 800125. 

MILLER, M. E. Atomic Safety and Licensing Board Panel. 79/12/03. 
IP- 


7913130337 Notice of TL Austin 791217 deposition In Dal las, TX. 

CMNEV, J. A. Central .b Southwest Corp. CARNEY, J. A. Central Power b 
Light Go. CARNEY, J. A. Public Service Co. of Oklahoma. 79/11/27, 

Ij. 


— 791S130361 Notice of BB Hulsey 791216 deposition In Dallas, TX. 

CARNEY, J. A. Central b Southwest Corp. CARNEY, J. A, Centrel Power 
li Light Co. CARNEY, J.A. Publ Ic ' Service Co. ofOklahoaia. 

79/11/27. Ip. 


—7912130366 Notice of PO Brittain 791216 deposition in Dallas. TX. 

CARNEY, J.A. Central b Southwast Corp. CARNEY, J. A. Central Power 

b Light Co. CARNEY, J, A. Public Service Co. of Oklahoma. 

79/11/27. Ip. 


— 7912160311 Subpoenas MW Hilberg to appear in Houston, TX on 300207. 
MILLER, M. E. Atomic Safety and Licensing Board Panel, 79/12/03. 

Ip. 

—7912160320 Subpoenas TR Locke to appear in Nichito Falls, TX on 600103. 
MlLLBRrM. E. Atomic Safety and Licensing Hoard Panel. 79/18/03, 

Ip. 


—7912180329 Subpoenas EA Turner to appear in Houston, TX on 000131. 
MILLER, M.E. Atomic Safety and Licensing Board Panel, 79/12/03. 
Ip. 


— 79121B0340 Subpoenas RJ Earhart to appear in HoustoniTX on 600115. 
MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


—7918130376 Notice of MD Bpence 791219 deposition In Dallas, TX. 
Certificate of Svc end. 

CARNEY. J.A. Central b Bouthweet Corp. CARNEY, J. A. Central Power 
b Light Co. CARNEY, J. A. Public Service Co. of Oklahoma. 

79/11/27. 4pp. 


— 7912100349 Subpoenas JE Monahan to appear in WacoiTX on 800104. 

MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


7912140184 Notified that documents discussed in 791107 Itr will be 
availahlo at law firms for NRC Insp. Certl f icate of Svc end. 

FLYNN, P.e. Lawenetein, Newman, Rets, Aielred b Toll. 79/11/27. 6pp. 


—7912180360 Subpoenas HL Manning to appear in Dallas, TX on 600108. 
MILLER, H E, Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


— 79I21B0378 Subpoenas OC De La Oaso to appear In Dal las, TX on 800109. 
MILLER, M E. Atomic Safety and Licensing Board Panel, 79/12/03. 
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— yVlSlBOSSl Subpoenas 5 Dsard to appear in Dallaa>TX on 80010B. 

MlLLERiM. E. Atonic Safety and Licensina Boari) Panol. 7‘?/l3/'03, 
Ip- 


”79iaiaol95 S-ubpoenas EL Watson to appear in Da)Ias<TX on 900110, 
MIULERi H, E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


““7912190^04 Subpoenas JE Bondurant to appear in Beaumont. TX on 000123. 
HILLEniM. E. Atomic Safety and Licensing Board Panel. 79/12/03. 

Ip. 


—7912100414 Subpoenas J5 Farrington to appear in Dallas.TX on 790111. 
MILLCP.H. E. Atomic Safety and- Licensing Board Panel. 79/12/03. 

!p. 


— 79121S0423 Subpoenas R Cordor to appear In DatlasiTX on 800109. 
HILLER. H E. Atomic Safety and Licensing Board Panel. 79/12/03 
Ip. 


7912110459 Response by Public Utils Board of City of Drounsvi 1 le. TX in 
support of DDJ motion for mod of ASLB 790724 order 
requesting add] discovery period. Estension ulU altou 
thorough preparation for hear ing . Cert i flea te of Sve encl. 

POIRIER. M.R. Tecaq. State of. 79/12/05, tpp. 


79121901110 Bequests util provide documents subpoenaed & produced at 
AE Haytor 791011 deposition 

BLUME.M. n. Antitrust Division 79/12/OS, ip. 


7912280627 Supports util 791005 request for directed certification of 
ASLB 791005 order re motions based upon decision of US 
District Court. Order should be revleyed due to holding that 
res judicata Inapplicable to antitrust proceedings. 

KNOTTS. J.B. Tb«bb Utilities Oonerating Co. KNOTTS. J.D.. AHEAnN.C.D 
Debovolse & Liberman. 79/12/12. 37pp, 


.7912280629 Notice of appearance in proceeding. Certificate of Sve end. 
AHEARNi C. D. Tsias Utilities Oenerating Cq. AHEARN. C. D. Dallas 
Pouer b Light Co. AHEARN. C.D. Texas Electric Service Co. 79/12/12 
4pp. 


791226008! Brief In opposition to applicant 791109 request that AELAB 
certify ASLB 791005 order denying applicant motion for 
summary d i spesi tlqn. No irreparable harm. injury to public 
interest or unusual delay present to justify certification. 

CHANANIA. F. D. . HQDODDN. A. Antitrust Division. 79/12/14. 3tpp. 


7912270137 Order extending time to 000229 for eompletln of discovery, 
to 800328 for completion of expert discovery, to B00423 for 
filing witness 1 ists. Schedules prehearing conference for 
000505 6 evidentiary hearing for 000514, 

HlLLERiM.E, Atomic Safety and Licensing Board Panel. 79/12/14. 

6pp. 


7912310137 Motion for extension until 800201 to file supplemenbal 
response to Houston Lighting 1. Poyer first set of 
interrogatories. Involvement in depositions requires 
allocation of addl t ime. U/Cer t i f i cate of Sve. 

CYPHERT, B, 0. , PARMENTER, F. H. . LUQUE. N. Jus t i e e, Dop t. 0 f . 79/12/14, 

8pp. 


7912190138 Monthly statue rep t for Wnv 1979. Parties arrived at terms of 
protective order. Four scheduled depositions delay ed. Draft of 
order encl. 

POiniER.M.R. Spiegel bMcDiarmld, 79/12/05. Opp. 


7912270084 Status repb for Nov 1979. South TX Electric Cooperative. Inc 
b Medina Electric Cooperative, Inc neither Initiated nor 
rocolved discovery requests. 

JOHN.D. F. South Teias Electric Cooperative, Inc. JOHN, D. F. 
Metropolitan Edison Co. UDHN. 0. F. Akin, Oump, Hauer b Feld. 
79/12/05. 4pp, 


7912280639 Discovery rept for Nov 1979. No discovery requests initiated 
or received. Certificate of Sve encl, 

DALQUOH. H. C, Austin. TX. 79/12/06. Spp. 


7912260297 Response in support of DDJ notion for nod of ASLB 790724 
order by extending discovery b hearing sc h edu le. Delay needed 
to assimilate evidence b to narrow is sues. Cort i f Icate of 
Sve end. 

HELLINO, 8. Central b Southusst Corp. HELLINO, 8, Isham. Lincoln b 
Beale 79/12/07 lOpp 


7912260360 Memorandum in support of DDJ motion requesting mod of ASLB 
790724 order. Proposed addl time for complotion of discovery, 
continuation of depositions b final prehearing conference 
needed to perform s tudles. Cert 1 fl cat e of 8vc end, 

RITTB, F. H. . BURCHETTE, W. H. Texas-Lou i siana Electric Coop erative, Inc. 
RITTS.J'. H. Northeutt Ely. 79/12/07. 6pp. 


7912270123 Discovery rept for Nov 1979. Fifteen depoaitions taken. Third 
supplemental response to util second sot of interrogatories 
filed. DDJ filed 791130 request for mod of 790724 A5LB order. 

CYPHERT. S.B. Jus tice, Dep t. 0 f . 79/12/07. 3pp. 


7912310109 Opposition to util 791109 request for directed certification 
& rovleu of ASLB order. If certification directed. col latere 1 
estoppel effect should not be given to fact issues 
delineabed by util in another case. 

POIRIERiM.R, Brownsvi lie, TX. POIRIER, M.B. Spiegel b McDiarmld. 
79/12/14. IBpp. 


7912260044 Ansyer concurring u/DOJ 791130 motion for mod of ASLB 790734 
order by extending current hearing b discovery schedule. 

Facility uill be ready for f uol**load ing betueen Aug b Nov 
1931 . Certl fi cate of Sve encl. 

LESDY.R.P, , CHANANIA, F. D. An t i trus t Di vl s i on. 79/12/17. Spp, 


7912360361 Opposition to util 791130 request to compel further 
d Isc overy . Ut 1 1 has not requested further discovery from NRC, 

NRC ullling to work y/ubll to arrive at mutually agreeable 
discovery schedule. Corti f icate of Sve encl. 

LESBYiR.P. , CHANANIA, F, D, Antitrust Division. 79/12/17. 6pp, 


7912280649 Foruards documents from files of A Oerber per request. W/o 
and, Certificate of Sve encl. 

FLYNN, P.O. Loyenstein, Newman, Reis, Axelrad b Toll. 79/12/17, Spp. 


7912310001 Supplementary response to first set of interrogatorias. 
Discusses areas yhero util b Public Util Board of 
Droynsvl 1 le, TX compot e. Af f 1 davi t of JW Mi Ison, supporting 
documentation b Certificate of 8vc end. 

WILSON, J.W. Brownsvil le, TX. 79/12/19, 62pp. 


7912310161 Opposition to applicant 791218 motion for protective order, 
Order filed inadvertently b conflicts y/previously agreed to 
terms. Intervenor yllllng to consider modifying agreement. 
PDlfilERiM.R. Brownsville, TX, POIRIER. M.R. Spiegel b McDiarmid, 
79/12/19, 4pp, 


791227D104 Discovery statue rept for Nov 1979 for Central b Boutbyest 
Carp . Thirteen depositions taken. 

CARNEV.J.A, Isham, Lincoln b Beale. 79/12/iO Spp. 


7912260357 Response to BOJ 791130 motion for mod of ASLB 790724 order 
by extending hearing schedule b for ancillary relief. If 
modified, single discovery termination date should bo 
adapted. Certificate of Sve encl. 

BLUM. n.L. Kouston Lighting b Power Co. BLUM, R, L. Baker b Botts. 
79/12/11. 9pp. 


7918270143 Mod of 790323 protective order, expand ing categories of 
documents considered confidential 6 expanding protected area 
to include documents preduesd by Central b South West Corp 
b Central b South Most. Sves, Inc , 

MILLER. M.£. Atomic Safety and Licensing Board Panel. 79/12/11. 

2pp, 


7912200674 Notifies 
STAHL. D.M. Isham. 


of correct sve list for Central b South West Corp. 
Lincoln b Beale. 79/12/11. Ip. 


Q. Inspection reports, IE Bulletins b correspondence 


7912140240 Responds to IE Bulletin 79—14 re seismic analysis for 
safety-related piping sys. Requests waiver on 120-day 
reporting roqulramonts due to ongoing const. 

GARYiR. J. Texas Utilities Generating Co, 79/10/23. Ip. 


7912100263 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loods. " No response required. 

SEVFRIT.K. 9. Region 4, Dallas, Office of the Director. 79/11/16. 
•p. 


7912110637 Forwards IE Info Notice 79-89. "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

BEYFRIT.R. V. Region 4, Dallas. Office of the Director. 79/U/lA. 
Ip. 


7912110293 Forwards IE Circular 79-23, , "Motor Starters b Contactors 
Failed to Operate. " No response required. 

0EVFR1T, K. V. Region 4, Dallas, Office of the Director. 79/11/26. 

ip. 



DOCKETED ITEMS 


2S7 


7912110491 Notlll** that NF1C intends to routlnelii Foruard to 
appropriate state public util regutatorg groups It state atby 
general ofcs copies of escalated enforcement correspondence 
sent bg NRC to licensees. 

OEYFRITiK. V. Region A, Oallasi Office of the Director. 79/11/36. 

Ip- 


7'9’l(ai9O0S6 Foruards IE Circular 79-34) "Proper Installation b Calibr of 
Core Sprag Pipe Dreak Detection Eituipment on OURe. " No 
written raeponea required. 

eEYFRlt>K. V. Region 4> Dallas) Office of the Director. 79/11/26. 
tp. 


791S190193 FoTiiards IE Bulletin 79-27) "Loss of Non-Class IE 
Instruaiantatlon (■ Control Pouer 8gs Bus During Operation. “ 

No written response required. 

BEYFRITiK. V. Region 4) Dallat) Office of the Director. 79/11/30. 
ip- 


791S3102&7 Forwards IE Info Notice 79-30) "Reporting of Defects b 
Konconp llancaS) 10CFR21. “ No action required. 

BEYFRITiK. V. Region 4) Dallas) Office of the Director. 79/12/06. 

4pp. 


7918200222 Forwards IE Bulletin 79-28) "Possible Malfunction of Namco 
Itodal E/SIQD Limit Buitchei at Elevated Temps. " Action 
required. 

BEYFKITiK.V. Region 4i Dallasi Office of the Director. 79/12/07. 
Ip. 


7918280392 Forwards IE Info Notice 79-31) "Use of Incorrect Amplified 
Response Spectra." No written response required. 

BEVFfllTiK.V. Region A, Dallas, Office of the Director. 79/12/13. 
Ip. 


WKKET 8TN-30-447 <>£6942-230 


A. Appltcatlon/constructlon stage documents b correspondence 


7912130493 Forwards Rivlsion 3 pages to OE rept 23A436S) "Interim 
Containment Loads Rept - Mark III Containment. " Proprlatarg 
verclon withheld <ref IOCFn2. 790). 

BHERlfOao, G. 0. Oenaral Electric Co. 79/11/30. 2pp. 


--7912130300 fievlaion 3 pages to 2844363, "Interim Containment Loads 
flipt - Hark III Containment," nonproprletary version. 
nElTTEftiF.) aTANCAV40E) P, P. , lANNl.P.W. General Electric Co, 
22A436S. 79/11/21. 173pp. 


DOCKET SO-44B DOUGLAS POINT NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents b correspondence 


7918100690 Forwards detailed comments bg CN Billups on aquatic sections 
of draft ORNL tostimong re alternative site analysis. Aquatic 
Bssaseeient falls to support conclusion that no alternative 
altos ara bettor than Douglas site. 

LEAR) 0. Environmental Spec lal late Branch. 79/12/05. 7pp. 


H. Antltruat corraspondance 


7918870103 Hod of 790323 proteetlvo order, expand Ing categoriaa of 
docucints considered confidential b etpandlng protected area 
to Include documents produced by Central b South Meet Corp 
b Central fa South Nest Svcs, Inc. 

MILLERrM. E. Atonic Safety and Licensing Board Panel. 79/12/11. 

8pp. 


DOCKET 50-449 D0UOLA8 POINT NUCLEAR STATION, UNIT 2 


A. Applicatlon/cpnstructlon stage documents fa correspondence 


7913180690 Forwards detailed eommente bg CN Billups on aquatic ssctions 
of draft ORNL tastlmony re alternative site analysie. Aquatic 
assasenant falls to support conclusion that no alternative 
sltas ara better than Douglas site. 

LEARiG. Environmental Speclallets Branch, 79/12/03. 7pp. 


Antitrust corraspondence 


791)300021 Identlfiae documents not produced In Southwestern Electric 
Power Co document production. Documenti neceesarij for review. 
Production date will be set at Hartley deposition. 

CartiPlcate of 8vc end. 

OREENiD. 0. Louenstelm Newmam RelS) Axelrad b Toll. 79/11/01. 5pp. 


DOCKET SO-452 OREENUOGD ENERGY CENTER, UNIT 2 


A. App Ilea 1 1 on/c onstruc t i on stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop oarig 
verification program to resolve ATWB issue for PURs b BURs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON)H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


C, Utility Environmental Report iER), amends b correspondence 


7912160269 Notifies that review of Supp 1 S to environ rept ie 
suspended) due to licensee indication that licensing effort 
has ceased. 

DALLARDiR. L. Environmental Projects Branch 1. 79/11/16. ip. 


8. Reportable occurrences, LERs b related correspondence 


7912280056 Ack receipt of 791120 Interim rept re raceway hanger support 
1 Imi tat 1 one. Final rept will bo reviewed upon receipt. 

FlORELLliG. Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/12/12. Ip. 


DOCKET 50-453 OREENNOOD ENERGY CENTER. UNIT 3 


A. App Ilea t ion/construct ion stage documents b correspondence 


7912110264 OiicussBs NRC plans to use generic analyses to develop earig 
verification program to resolve ATMS issue for PURs b DNRb. 

Success of program depends on industry response. Supports 
formation of owners groups to provide neceaeary info. 

DENTON)H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


C. Utility Environmental Report lER). amends fa correspondence 


7912180269 Notifies that review of 9oppl 5 to environ rept Is 
suspended) due to licensee indication that licensing effort 
has ceased. 

BALLARD, R.L. Environmental Projects Branch 1. 79/11/16. Ip. 


8. Reportable occurrences) LERs fa related correspondence 


7912880056 Ack receipt of 791120 interim rept re raceuay hanger support 
limitations. Final rept will be reviewed up on receipt. 

F10RELLI)0. Region 3, Chicago, Reactor Construction b Engineering 

Support Branch. 79/12/12. Ip. 


DOCKET 30-4S4 BYRON STATION, UNIT 1 


A. App 1 icat ion/c enstruc 1 1 on stage documents b correspondence 


79121'10011 Forwards NRC position on status b applicability to pending 
□L applications of results of TNI followup actions. Outl Ines 
addl short-term actions to bo taken. 

YASSALLO, D. B. Division of Project Nanageieent. 79/09/27. 4lpp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATH8 Issue for PWRs b BHRs. 

Suec ess of program depends on i ndus try response. Bupports 
formation of owners groups to provide necessary Info. 

DENTON, H.H. Office of Nuclear Reactor Regulation, 79/10/17. 3pp. 


7912110435 Notification of 79121B meeting w/util,INEL b Bargent b Lundy 
In Byron Station, IL re orientation of NRC personnel b IHEL 
review personnel relative to facility structure. 

HOONiC.H. Light Water Reactors Branch 4. 79/12/04. 2pp. 


—7912110447 Notification of 791219 meeting w/util,INEL b Sargent b Lundy 
In Chicago, tL re selection of structural drawings for NRC 
audits b independent analyses. 

MODN.C.W. Light Water Reactors Branch 4. 79/19/04. tp. 


—7912110463 Notification of 791219 meeting ui/util, INEL b Sargent b Lundy 
in Braldwood Btatlon, IL re orientation of NRC personnel b 
INEL review personnel relative to facility structures. 

MOON, C.W. Light Water Reactors Branch 4. 79/12/04. Ip. 


—7912110475 Notification of 79)820 meeting u/utl 1, ANL, Uestinghouse b . 
Sargent fa Lundy in Argonne, IL re identification for util of 
general Info omission In Chapter 7 of FSAR, concerning 
Inetrunentation fa control. 

MaON>C. W. Light Mater Reactors Branch 4. 79/12/04. 2pp. 
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7912310340 Foriuards ravlsed pages to CE-l-A. “Coitiis 6d QA Program for 
Nuclear Oenerati-ng Stations^" Revision 11. 

JANECEK. R.F, Commonujoal th Edison Co. 79/12/20, Ip 


— 7912310359 Revised pages to C£-1-Ap "Comm Ed OA Program for Nuclear 
Generating Stations." Revision 11, 

• Commonwealth Edison Co. CE— 1“A, 79/11/21, 16pp. 


F. Securitiji medical, emergency 8. fire protection plans 


7913040471 Forwards info re upgraded emergency plans to plants under 
const & OL revleiP, App I Icants required to make certain 
emergency arrangements u/state & local organ 1 1 ations t> 
submit emergency plans par Reg Guide 1. 101. 

VASSALUO^O. B. Division of Project Management, 79/11/21, 6pp. 


7912040285 Forwards Revision 1 to physical security p Ians. fisvi s 1 on 
withheld Iref 10CFR2, 7901, 

PEOPLES# D, L. Commonwealth Edison Co. 79/11/26, ip. 


0. Adjudicatory correspondence 


7912060545 Submits updated info as followup to 791111 progress rept 
on continuing negotiations between app 1 1 can t < 1 ntervenors Si 
MRC. Statements on position furnished to Int er Penor s. NRC t 
applicant responses tu contentions will be filed by 800209. 

KAHKAWi M. Hearing Branch 2. 79/11/27. 2pp. 


7912260363 Statement of c onten t ions. Appl i cant should re-evaluate dose 
Impacts of projected routine releases of radioactive metis 
to determine cumulative off ec ts. Appl leant incapable of 
operating within NRC regulat Ions. Cerlif 1 eat » of Bve end. 

MAHLER. J. DaKalb Area Allianco for Responsible Energy. MAHLER. J. 
Slnnlsslppl Alliance for the Environment (SAFE), 79/12/10. 15pp. 


H. General correspondence 


791228060S Discusses 791204 title change of manager of nuclear 
operations to vice pres i dent. Organ! lati on structure not 
altered. No revision will be made to QA program topical rept 
CE-l-A until organisation structure Is delineated. 

JANECEK. R.F. Commonwealth Edison Co. 79/12/19. Ip. 


Q. Inspection reports. IE Bulletins ti correspondence 


7912050538 Forwards t£ Insp Repts 50-454/79-14 U 50-455/79-14 on 
790911-28 6 notice of violation. 

FIORELLltO. Region 3. Chicago. Reactor Construction t< Engineering 

Support Cranch, 79/10/25, 2pp. 


—7912030542 Notice of violation from insp on 790911-28. 

e Region 3. Chicago. Office of the Olrector 79/10/23. 2pp. 


— 7912030SS4 IE Insp Repts 50-454/79-14 If 30-4 55/79-14 on 790911-20. 
Nencompl iance noted: i nadequate procedures tc failure to 
follow procedures re qualification of personnel & inadequate 
document control. 

bllLLIAH8i C. C. . SUERMANN. J. F. , MAXHELLiO. F Region 3. Chicago. 
Office of the Director. 79/10/23. 53pp, 


7912200377 Forwards IE Insp Repts 50-454/79-16 U 50-455/79-16 on 
791023-25 fc not lea of violation. 

FlQRELLIiO. Region 3. Chicago. Reactor Construction & Engineering 

Support Branch. 79/11/07,. 2pp. 


—79122005B2 Notice of violation from Insp on 791023-25. 

• Region 3. Chicago. Office of the Director. 79/11/06. Ip. 


“791S200589 IE Insp Repts 50-484/79-16 If 50-455/79-16 on 791023-25. 
Noncomp 1 1 ance noted: Inadequate procedure re observation of 
weLdlng activities In Unit 1. 

LEE.E.M,. DANIELSON. D. H. Region 3. Chicago. Office of the 
Director. 79/11/06. 6pp. 


7912050106 Forwards IE Circular 79-22. “Stroke Times for Power Operated 
Relief Valves." No response required. 

KEPPLER.J, O. Region 3, Chicago. Office of the Director. 79/11/16. 
Ip- 


7912100213 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

KEPPLER.J, 0. Region 3, Chicago, Office of the Director. 79/11/16. 
Ip. 


7912110557 Forwards IE Info Notice 79-29, "Loss of Nonsaf ety-Re lal ed 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

KEPPLER.J. 0. Region 3. Chicago, Office of the Olrector. 79/11/16. 

Ip. 

7912050344 Forwards IE Bulletin 79-26. "Doron Loss From BHR Control 
Blades." No response required. 

KEPPLERi J. O. Region 3. Chicago. Office of the Director. 79/11/20. 

Ip. 

79121C0417 Forwards IE Circular 79-24, "Proper Installation & Callbr of 
Coro Spray Pipe Break Detection Equipment on QWRs. " No 
written response required. 

KEPPLERi J. 0. Region 3. Chicago, Office of the Director. 79/11/26. 

Ip- 

7912140107 Forwards IE Circular 79-23, "Motor Starters I, Contactors 
Failed to Operate." No written response required. 

KEPPLERi J, 0. Region 3, Chicago, Office of the Director. 79/11/26. 

Ip. 


7912110395 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups 6 state atty 
general ofee copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLERi J. 0. Region 3. Chicago, Office Of the Director. 79/11/28. 

Ip. 

7912190207 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation li Control Power 0ya Bus During Operation." 

No written response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/30. 

Ip. 


7912140056 Forwards IE Info Notice 79-30, "Reporting of Defeets 6 
Noneompliances, 10CFR21. " No action or rosponse required. 

KEPPLER, J. 0. Region 3. Chicago, Office of the Director. 79/12/06.. 

Ip. 

7912200086 Forwards IE Bulletin 79-28, "Possible Malfunction of Nanc» 
Model EA10O Limit Switches at Elevated Temps, " Action 
required. 

KEPPLER.J. 0. Region 3, Chicago. Office of tho Director, 79/12/10. 

Ip. 


DOCKET 50-453 DVRQN STATION. UNIT 2 


A. App licet i on/c onstruct Ion stago documents 6 eorratpondsnee 


7912110011 Forwards NRC position on status b applicability to findllif 
OL applications of results of THl followup ae tioni. Outlines 
add! short-term actions to be taken. 

VABSALLOi D. B. Division of Project Management. 79/09/27. 4lpf. 


7912110264 Discusses NRC plans to use generic analyses to divelcp sarly 
verification program to resolve ATW8 issue for PWHs li BNRs. 

Success of program depends on industry response. Supports 
format ion of owners groups to provide necessary info, 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912110435 Notification of 791810 meeting w/utit,lNEL ti Sargent it Lundy 
in Byron Station. IL re orientation of NRC parsonnel t, INEL 
review personnel relative to facility structure. 

KQONiC. H. Light Hater Reactors Branch 4. 79/12/04. 8pp. 


—7912110447 Notification of 791219 meeting w/utll.lNEL b Sargent b Lundy 
in Chicago. IL re selection of structural drawings for NRC 
audits b independent analyses, 

MOON, C.M. Light Hater Reactors Branch 4. 79/18/04. tp. 


—7912110475 Notification of 791220 meeting u/ut i 1. ANL, Westinghouae b 
Sargent b Lundy in Argonne.IL re identification for util of 
general info omission in Chapter 7 of FSAR. concerning 
instrumentation b control. 

MOON, C.U. Light Water Reactors Branch 4. 79/12/04. 2pp. 


7912310348 Forwards revised pages to CE-l-A. "Comm Ed OA Program for 
Nuclear Generating Stations." Revision 11. 

JANECEK, R. F. Commonwealth Edison Co. 79/12/20, Ip. 


—7912310359 Revised pages to CE-l-A. "Comm Ed QA Program for Nuclear 
Generating Stations," Revision 11. 

« Commonwealth Edison Co. CE-l-A, 79/11/21. 16pp. 



DOCKETED ITEMS 


259 


F. B»euTitgi mBbical) emergency !< fire protection plana 

79180‘)0471 Foriearda info re upgraded emergency plana to planta under 
conifc {< OL ravieu. App 1 Icanta reguired to make certain 
rflency arrangomenta ui/atate local organ! lationa « 

(alt eiairgency plans per Reg Ouide 1.101, 

SALLOi D. Q. Division of Project Management. 7v/ii/ 


•««r 

tub 
VASSALtO 


1/St. bpp. 


7?]&0408B5 Foruardi Revision 1 to physical security p Ians. Revi sion 
withheld (ref lOCFRa. 790). ., 0 , 1 , yoi t.. 

PEOPLEB4 D. t. Commonwealth Edison Co. 79/1 l/2e. Ip. 

0. Ad j ud 1 catorv correspondence 

77IS0&094D Submits updated info as followup to 791111 progress rept 
on continuing negotiations betuieen ‘‘ 

NRC. Statements on position furnished to 

applicant responses to contentions utU be filed by 800209. 
HiinHANiH. Hsaring Branch 2. 79/11/27. 2pp. 

79t22i03i3 Statement of content ions. App lieant should re-evaluate dosi 
impacta of projected routine releases of radioactive matls 
to determine cumulative effects. Applicant incapable of 
operating ulthln NRC regolat ions. Cert 1 ficate of Svc •"'I- 

DeKalb Area Alliance for Responsible Energy. MAHLER, J. 
ainnlssippl Alliance for the Environment (SAFE). 79/12/10. 15pp. 

H. Oanaral correspondence 

791S2EI060S Oiscutsei 791204 title change of manager of nuclear 
oearatlons bo vice president. Organliation structure not 
altarad.No ravlslon lelll be made to OA program topical rept 
CE_|_A until organiiation structure is delineated. 

JANECEKiR.F. Commonwealth Edison Co. 79/12/19. ip. 


Q. 


Inapoctien reports, IE Bulletins b correspondence 


7912090530 Forwards IE Insp Repts 50-454/79-14 b 50-455/79-14 on 

790911-28 b notice of violation. * _ , , 

FICRELt-l.O. Region 3, Chicago, Reactor Construction b Engineering 

Stippori Branch. 79/10/25. 2pp. 

—7912050942 Notice of violation from insp on „ 

a Region 3. Chicago, Office of the Director. 79/10/23. 2pp. 

— 7912050534 IE Insp Repts 50-494/79-14 b 50-453/79-14 on 79091 1-2S. 
Noncenpliance noted; inadetiuate procedures b failure to 
follow priic»tlur 0 i r# qualification of parsonnel ft Inadequata 

HIL.LrAMa.C^C^!'**SUERMANN, J. F, , MAXWELL, O.F. Region 3, Chicago, 
Office of the Dlreetop, 79/10/23. 23pp. 

7912200577 Forwards IE Insp Repts 50-454/79-16 b 90-455/79-16 on 
791023-23 b notice of violation. . 

FlDHELLl.O. Region 3, Chicago, Reactor Construction b Engineering 

Qupporb Branch. 79/11/07. 2pp. 

— 7912200502 Notice of violation from insp on 791023-29. 

a Region 3. Chicago, Office of the Director. 79/11/06. Ip. 

—7912200909 IE Inap Repts 50-494/79-16 b 50-495/79-16 on 791023-29. 
Moncqmplianee noted; Inadeguate procedure re observation of 
welding activities in Unit 1. 

L€E, E. W. < DANIELSON, D. H. Region 3, Chicago, Office of the 
Dtraetor. 79/11/06. 6pp. 

7912050106 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves. ” No rssponse required. 70/il/16 

KEPPUERid. 0. Region 3, Chicago, Office of the Director. 79/11/16. 
ip- 

7912100213 Forwards IE Info Notice 79-20, "Overloedlng of Structural 
Eleeients Due to Pipe Support Loads." No responss 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 

Ip. 

79121I09S7 Forwards IE Info Notice 79-29, "Lpss of Nonsafety-Relatod 
Reactor Coolant ays Instrumsntatlon During Operation. No 
•pacific action or response required. , 70 / 11/16 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 

ip, 

7912050344 Forwards IE Bulletin 79-26, "Boron Loss From BHR Control 
Blade*." No response required, 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/11/20, 


7912100417 Forwards IE Circular 79-24, "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BWRs, no 

written response required, ro/ti/ni 

KEPPLER, J.G. Region 3. Chicago, Offico of the Director. 79/il/26. 

IP- 

79iai401B7 Forwards IE Circular 79-23, “Motor Starters b Contactors 
Failed to Operate." No written response required. ,o/,i/oa 

KEPPLER, J.O Region 3- Chicago, Office of the Director. 79/11/86. 

ip- 

7912110395 Notifies that NRC intends to routinely forward to 
appropriate state public util rogulalory groups b state atty 
ganoral ofee copies of escalated enforcement correspondence 
6 8 nt b u NR Cboltccnsfics- _ 

KEPPLER, J. 8 Region 3, Chicago, Office of the Director. 79/11/20. 

ip, 

7912190207 Forwards IE Bulletin 79-27, “Loss of Non-Class IE 
Instrumentation b Control Pewor Sya Bus During Operation. 

No written response required. so/tt/->n 

KEPPLER, J.O. Region 3, Chicago. Office of tho Director. 79/lt/J • 

Ip. 

7912140056 Forwards IE Info Notice 79-30. "Reporting of Defects b 

NoncompUanees. 10CFR21, " No action 79 / 12/06 

KEPPLER, JO. Region 3, Chicago. Office of the Director 79/13/0 

Ip. 

79122000B6 Forwards IE QulUtin 79-2B, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps. Action 

KEPPLER, J. O. Region 3, Chicago, afflce of tho Director. 79/12/10. 

ip. 


DOCKET 50-4S6 BRAIDWODD STATION, UNIT 1 
A. Application/construction stage documents b 

7912110011 Forwards NRC position on status b ^PP J ‘ ^ ‘ pending 

DL applications of results of TMI followup ae tions. Out 1 ines 


addl short-term actions to he taken. 

VAS9ALL0, D. D. . Division of Project Management. 


79/09/27. 41pp. 


7912110264 Discusses NRC plans to use generic analyses to develop e y 
verification program to resolve ATWS issue for PWfts b BWRs. 

Success of program depends on industry responso. Supports 
formation of owners groups to provide .. 0 , ,7 3 .. 

DENTONiH, R. Office of Nuclear Reactor Regulation. 79/10/17. JPP- 

7912110435 Notification of 791218 meeting u/util.lNEL b Sargent b Lundy 
in Byron, Station, IL re orientation of NRC personnel b INEL 
review parsonnel relative to facility 2 

MOON, C.M. Light Water Reactors Branch 4. 79/12/04. 2pp. 

—7912110447 Notification 0 # 791219 meeting u/util,INEL b Sargent b Lundy 
in Chicago, IL re selection of structural drawings for NRC 
audits b independent analyses, , 0 ,, 0 /na in 

MODN.C, W. Light Hater Roacto.ra Branch 4. 79/12/04. ip- 

—7912110463 Notification of 791219 meeting u/gtil.INEL b Sargent b Lundy 
in Braidwood Station, IL re orientation of NRC personnel b 
INEL review personnel relative to •' , 

MOON, C. W. Light Hater Reactors Branch 4. 79/ 12/04. Ip. 

-7918110475 Notification of 791220 "'®®'=in 9 w/uti 1 . ANL. Weitlnghouse b 
Bargent b Lundy in Argonne, IL re identification for utl! of 
general info omission in Chapter 7 of FBAR, concerning 

instrumentation b control. - 70 / 10/04 Pnn 

MQON.C.W. Light Water Reactors Branch 4. 79/12/04. 2pp. 


7912310348 Forwards revised pages to CE-l-A 
Nuclear Oenerating Stations, " Revision **■ 
JANECEK.R.F, Commonwealth Edison Co. 79/12/20 


"Comm Ed DA Program for 


ip. 


— 79123103S9 Revised pages to CE-l-A, "Comm Ed «A Program for Nuclear 
Qanerattng atationi, “ Revision 11. 

* Commonwealth Edison Co, CE-l-A, 79/11/21. 16pp. 

F. Security, medical, emergency b fire p ro tee ti()n plans 

7912040471 Forwards info re upgraded emergoney plan* to plants under 
const b OL review. Applicants required to make certain 
emergency arrangements u/etato b local organiiatlona b 
submit emergency plans per Reg Guide l.lOi. 

VAB8ALL0. D. B. Division of Project Management. 


79/11/21. 6 pp. 
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79>20408as Forwards fievUion 1 to phgsical security 
uithheld (ref 10CF02, 790), 

PEDPLES.D.L. Connsanwealtti Edison Co, 79/n/3£. 


p Ians. Revls ion 
ip- 


a. Adiudicatory correspandence 


79123000B6 Forwards 16 Bulletin 79-2B. "Posslhlo Malfunction of Haaca 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

KEPPLERtJ. 0. Region 3i Chicago, Office of the Director. 79/13/10. 
Ip. 


7912030539 Advises of 790912 const suspension following issuance of IL 
Commerce ComBiisien 790912 rate order affirmed on 791012. 

Date of resuaption of const still undetermined. ASLB will be 
informed of future changes. 

HL«PHY, P. H, Isham, Lincoln & Beale. 79/10/24. 3pp . 


H. General correspondence 


U. Congresslonal/Eiecuti ve Correspondence 


7712270043 Responds to 790B29 Itr re 0 Topol ski 790B2S concern about 
const of nuclear plant over shaft mines b underground water. 

Deep mine shafts have been sealed & slurry trench designed 
to prevent water seepage out of cool Ing lake, 

OOSSICK.L. V. Office of the Esecutlve Director for Operations, 
79/10/17. 2pp. 


791230OiOS Discusses 791204 title change of manager of nuclear 

operations to vice president. Organliat i on structure not DOCKET 80-4S7 BRAIOHOOD STATION, UNIT 2 

altered. Mo revision will be made to QA program topical rept 

“PaaPlJation structure is delineated. A. AppUcation/construction stage documents b correspondence 

JAfECEK, R. F. Coaunnnuealth Edison Co. 79/12/19. Ip. 


Bulletins b correspondence 

50-436/79-12 b 50-497/79-12 on 

770925-20 b notice of violation. 

I. *^®Sion 3, Chicago, Reactor Construction b Engineering 
Support Branch. 79/10/24. 2pp 

—791206004a Notice of violation from insp on 790925-23. 

Region 3, Chicago, Office of the Director. 79/10/23. Ip. 


7912110011 Forwards NRC position on status b app llcab llltg to ponding 
OL applications of results of TMI followup actions. Outlines 
addl short-term actions to be takon. 

VAB8ALL0, D. D. Division of Project Managoment. 79/09/27. Alpp. 


7912110264 Discusses NRC plans to use generic analyses to develop ssrlv 
verification program to resolve ATWQ issue for PWRs b DMRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


50-456/79-12 b 50-457/79-12 on 790925-20. 

, ence noted: failure to have procedures for control 

activities during eitended shutdown. 

SC^IBINZjE. R , J0MES,C.E., MILLIAMS, C . C. Regions, Chicago, 
Office of the Director. 79/10/23. ,7pp, 

Circular 79-22, "Stroke Times for Power Operated 
kIp^LER J r* o" required. 

KtPPLER.J. G. Region 3, Chicago, Office of the Director. 79/11/16. 


^^E?ement« nI!I*^**^**H , Info Notice 79-20. "Overloading of Structural 
1 n “ n**"? support Loads." No response required. 

^PPLER.d. 0 . Region 3, Chicago, Office of the Director. 79/11/16. 


7912110447 Notification of 791219 meetlnp w/util INEL b Bargant b, l.un49 
in Chicago, IL re selection of structural drawings for NRC 
audits b independent analyses. 

HDONiC. U. Light Uater Reactors Branch 4. 79/12/04. Ip. 


—7912110463 Notification of 791219 meeting w/uttl, INEL b Sargent *■ Lwndg 
In Braidwood Btatlon, IL re orlontatlon of NRC personntl b 
. INEL review personnel relative to facility structures. 

MOON, C. M. Light Water Reactors Branch 4. 79/12/04. ip. 


— 7912110475 Notification of 791220 meeting u/uti 1, ANL, Westtnghouie b 
Sargent b Lundy in Argonne, IL re identification for util oP 
general info omission in Chapter 7 of PBAR, concerning 
instrumentation b control. 

MOON, C. H. Light Uater Reactors Branch 4. 79/12/04. 2pp. 


7912110537 Forwards 
Reactor Coolant Sy 
specific action or 
KEPPLER.J. 0, Fie 
Ip. 


IE Info Notice 79-29. "Loss of Nonsafety-Helated 
a Instrumentation During Operation. '■ No 
response required. 

ffion 3, Chicago, Office of the Director. 79/11/16. 


^^Hladas^" Bulletin 79-26, "Boron Loss From BHR Control 

Blades. No response required. 

KCTPLER,d. 0. Region 3, Chicago, Office of the Director. 79/ll/2( 


7912310348 Forwards revised pages to CE-l-A. "Comm Ed QA Prograei for 
Nuclear Generating Btations, " Revision tl. 

JAdJECEK.R. F. Commonwealth Edison Co. 79/12/20. ip. 


— 7912310359 Revised pages to CE-l-A, "Comm Ed QA Program for Nuclear 
Generating Stations," Revision 11. 

* Commonwealth Edison Co. CE-l-A. 79/11/21. t6pp. 


F. Security, medical, emergency b fire protection plans 


7912100417 Forwards IE Circular 79 -S 4 "Pan no 

written response required ^ 

KCTPLER.J.O. Region 3,’ Chicago, Office o 


Installation b Calibr of 
BWRs. " No 

the Director. 79/11/26. 


7912040471 Forwards Info re upgraded emergency plans to plants UTid*P 
const b DL rsview. Appl leant s required to make certain 
emergency arrangements w/state b local organisations b 
submit emergency plans per Reg Guide 1. 101, 

VASSALLO, D. D. Division of Project Management. 79/11/21. ^PP- 


^"^Failed^to^aJeJIte "^No^uwi?'' Starters b Contactors 

RtPPLEP j c o 'written response required. 

Ip Region 3. Chicago, Office of the Director. 79/11/i 


7912040283 Forwards Revision 1 to physical security plans. Rsvia Ion 
withheld (ref 10CFR2. 790). 

PEOPLES, D.L. Commonwealth Edison Co. 79/11/26. Ip. 


^"^apprnpriatB^state Intends to routinely forward to 

g«erSl eL ^oMerof e,caUUd®eit*“''^ ®T'’* *' *‘"‘h 

sent by NRC to Ucensear * ‘ ^ enforcement correspondence 


KEPPLER. J. 0. 
«p. 


Region 3, Chicago, Office of the Director. 79/11/2B. 


0. Adjudicatory correspondence 


7912030539 Advises of 790912 const suspension following Issuance of tU 
Commerce Commlsslan 790912 rate order affirmed on 791012. 

Date of resumption of const still undetermined. ASLB will be 
informed of future changes. 

MURPHY, P.M. Isham, Lincoln b Deale. 79/10/24. 3pp. 


’''}nnrumInlaUDn'’2 ?“»**»« 79-27, "Loss of Non-Class IE 
No written “sponse^Je^ulrer*'' " 

KAPLER, J.O. Region 3, Chicago, Office of the Director. 79/11 


7912140056 Forwards IE intfrt u.i.* 

Nonco-pUancsspiocFRa » Ho of Offsets & 

KEPPLER. J.o. Reolon -s ta? ’‘®*P'>f’Se required. 

Ip, negipn 3, Chicago, Office of the Director. 79/12/0 


H. General eorreepondence 


79122B0603 Discueses 791204 title change of manager of nuclear 
operations to vice president. Organl /atlon structure not 
altered. No ravisien will ba mada to OA program topical rept 
CE-l-A untl 1 organ! lat ion structure is delineated, 
JANECEKaR.F. Commonwealth Edison Co. 79/12/19. Ip. 
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4. Inipaction raportti IE Bulletins tc correspondsnce 


791S0&0O'413 Fopuflrdi IE Insp Repts 50-454/79-12 !i SO-457/79-ia on 
790928-88 U notieo o# violation. 

Ft0FiELLl<0. Region 3< Chicagoi Reactor Construction U Engineering 

Support Branch. 79/10/24. Spp. 


— 7912040048 Notice of violation from insp on 790925-28. 

a Aogion 3> Chicagoi Office of the Director. 79/10/23. ip. 


—7912040043 IE Insp Repts 50-454/79-12 (< 50-457/79-12 on 790925-28. 
NoncoapUance noted: failure to have procedures for control 
of aepetg-related activities during eetended ehutdoun. 
BCHMEIBINZi E. R. > vKlNEStC.E.i UILl.IAHS> C. C. Region 3< Chicago. 
Office of the Director. 79/10/23. 7pp. 


DOCKET 50-453 RIVER BEND STATION. UNIT 1 


A. App 1 icati on/e onstructlon stage documents 4 correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PWfls 4 DWRs. 

Success of program depends on industry response. Supports 
formotlon of owners groups to provide necessary into. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/10/17. Spp. 


79J20503S3 Forwards " A1 ternat tveo Studied to Minimi *o Impact on Port 
Hudson Battlefield Natl Historic Landmark.” Two oversiie 
aerial photomosalcs 4 two mylar overlays of battlefield end 
4 available In Central Files only. 

MEIOAND.J.O. Oulf States Utilities Co. 79/11/30. 2pp. 


79120S0104 Forwards IE Circular 79-22. “Stroke Timea for Power Operated 
Relief Valves." No response required. 

KEPPLER>J. 0. Region 3. Chicago. Office of the Director. 79/11/14. 

ip. 


— 7912050348 “Alternatives Studied to Minimiie Impact on Port Hudson 
Battlefield Historic Natl Landmark." One oversiie map end 
4 available in Central Files only. 

» Oulf States Utilities Co. 79/11/30. 31pp. 


7918100213 Forwards IE Info Notice 79-28. "Overloading of Structural 
EJeaents Due to Pipe Support Loads. " No response required. 

KEPPLERj J. e. Region 3. Chicago. Office of the Director. 79/11/14. 

ip. 


7912210335 Advises of plans to submit DL applications for docketing 
on B01201. in response to NRC request. 

WEIOAND. J. G. Gulf States Utilities Co. 79/12/12. Ip. 


F. Security, medical, emergency 4 fire protection plans 


3912IJ0S57 Forwards IE Info Notice 79-29. “Loss of Nonsaf ety-Related 
Reactor Coolant Bys Instrumentation During Operation." No 
spaciflc action or response required. 

KEPPLERtU. 0. Region 3. Chicago. Office of the Director. 79/11/14. 

Ip. 


7912040471 Forwards info re upgraded emergency plans to plants under 
const 4 OL review Applicants required to make certain 
emergency arrangements w/state 4 local organ! lati ons 4 
submit emergency plans per Reg Oulde I. 101. 

VA69ALLO. D. B. Division of Project Management. 79/11/21. 4pp. 


7912050344 Forwards IE Bulletin 79-24. "Boron Loss From BMR Control 
Bladai. * Ho response required. 

KEPPLERa J. 0. Region 3. Chicago. Office of the Director. 79/11/20. 

Ip. 


7912100417 Forwards IE Circular 79-24. "Proper Installation & Calibr of 
Core Spray Pipe Break Detection Equipment on BHRs. “ No 
written response required. 

KEPPLER. J. O. Region 3. Chicago. Office of the Director. 79/11/24. 

Ip- 


79J8140IB7 Forwards IE Circular 79-23. “Motor Starters 4 Contactors 
Failed to Oparate. " No written response required. 

KEPPLERj J. 0. Region 3. Chicago. Office of the Director. 79/11/24. 

Ip. 


7918110395 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups 4 state atty 
general ofes copies qf escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/28. 
ip- 


7912190207 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
tnitrunintatlon 4 Control Power Sys Bus During Operation. " 

No wrl'tfecn response required. 

KEPPLER. a. 0. Region 3. Chicago. Office of the Director. 79/11/30. 

ip. 


7912140054 Forwards IE Info Notice 79-30. “Reporting of Defects 4 
NcncompltanceS) 10CFR21. " No action or response required, 

KEPPLER, J.O. Region 3. Chicago, Office of the Director. 79/12/04. 
ip. 


7912200084 Forwards IE Bulletin 79-28, "Possible Melfuncbion of Namco 
Hgdsl EA180 Lleiit Switches at Elevated Temps." Action 
required. 

KEPPLER, J.O. Region 3, Chicago. Office of the Director. 79/18/10. 
Ip. 


U. Congresslonal/Executive Correspondence 


Q. Inspection reports, IE Bulletins 4 correspondence 


7912070137 Forwards suppl updating 790911 response to IE Bulletin 79-15 
"Deep Draft Pump Deficiencies." Response to Inquiries 4-4 
not applicable. 

WEIOAND. J.O. Oulf States Utilities Co. 79/10/22. 2pp. 


7912040551 Responds to IE Bulletin 79-23. Emergency diesel generators 
are designed 4 supplied for operation w/flooding primary 
neutral. Tasting program will be outlined in FSAR. 

WEIOAND, J.O. Oulf States Utilities Co. 79/10/24. 2pp. 


7912100257 Forwards IE Info Notice 79-28, "avorloading of Structural 
Elements Due to Pipe Support Loads. “ No response required. 

SEVFRIT, K.V. Hellion 4, Dallas, Office of the Director. 79/11/14. 
IP. 


7912110524 Forwards IE Info Notice 79-29. "Loss of Nonsaf ety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required, 

SEVFRIT, K, V. Region 4. Dallas. Office of iha Director. 79/11/16. 

Ip. 

7912110278 Forwards IE Circular 79-23, "Motor Starters 4 Contactors 
Failed to Operate. " No response required. 

SEVFRIT. K.V, Region 4. Dallas, Office of the Director. 79/11/24. 

Ip. 


7912110472 Kottfies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups 4 state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

BEYFRIT.K. V. Region 4. Dallas. Office of the Director. 79/H/24. 

Ip. 

7912190040 Forwards IE Circular 79-24. "Proper Installation 4 Calibr of 
Core Bproy Pipe Break Detection Equipment on BWRe. " No 
written response required. 

SEVFRIT, K.V. Region 4, Dallas, Office of tho Director. 79/11/24. 

Ip. 


7912270043 Rasponds to 790829 Itr re 0 Topolskl 790825 concern about 
conet of nuclear plant over shaft mines 4 underground water. 

Deep islna ehaftt have been sealed 4 slurry trench designed 
to prevent water seepage' out of cooling lake. 

0DS8ICK,L.V. Office of the Executive Dlreeter for Operations. 
79/10/17. 2pp. 


7912190174 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation 4 Control Pawar Sys Dus During Operation." 

No written response required. 

SEVFRIT, K.V. Region 4, Dallas, Office of the Director. 79/11/30. 
Ip. 


7912310240 Forwards IE Info Notice 79-30. "Reporting of Defects 4 
Noneomp 1 iances, 10CFR2i . " No action required. 

BEVFRIT.K.V, Region 4, Dallas, Office of the Director. 79/12/04. 
4pp. 
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7912200210 Foruarila IE Dull«tin 7?-S6i "Possible Malfunciion oP Narico 
Model EAiSO Limit: Suiltches At Elovated Temps. " Action 
required. 

SEVFRIT.K. W Region d. Dallasp Office of the Director. 79/12/07 
Ip 


79122B0S82 Foruards IE Info Notice 79— 31i "Use of Incorrect Amplified 
Response Spectra." No uritten response required. 

BEVFRIT.K.V, Regio?) 4, Dallas. Office of the Director. 79/12/13. 
Ip. 


S. Reportable occurrences. LERs & related correspondence 


7912060993 PNQ-IV-79-0 12 ; on 791005 StW identified irregularities In 
concrete matl testa conducted bq Southuestern Labs. Safety- 
related concrete placement halted until Pittsburgh Testing 
Labs completes sample testing. 

DBERO. C. R. . CROSSMAN.U. Region 4, Dallas. Office of the Director. 
79/11/06 2pp, 


DOCKET 50-459 RIVER BEND STATION. UNIT 2 


A. Application/construction stage documents ti correspondence 


7912110264 Discusses NRC plans to use generic analgsas to develop earlg 
verification program to resolve ATNS Issue for PHRs U BURs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTDNi H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912050353 Forwards "Alternatives Studied to liinimijo Impact on Port 
Hudson Battlefield Natl Historic Landmarl." Two oversiie 
aerial photomasalcs t< tua mylar overlays of battlefield end 
b available in Central Files only. 

UEIGAND. J. e. Oulf States Utilities Co. 79/11/30. Spp. 


’79120S0369 "Alternatives Studied to Minimiie Impact on Port Hudson 
Battlefield Historic Natl Landmark." One ovarslce map end 
tc available in Central Piles only. 

» Solf States Utilities Co. 79/11/30. 3lpp. 


7912210336 Advises of plans to submit OL applications for docketing 
on 601201. in response to NRC request. 

HEIOAND. J. G. Ouif States Utilities Co, 79/12/12. Ip. 


F. Security, medical, emergency t< fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & OL revi ew. Ap p 1 1 cants required to make certain 
emergency arrangements w/state t< local organ! latl ons tc 
submit emergency plans per Reg Guide 1 LOI. 

VASSALLOp D. □. Division of Project Management. 79/11/21. ipp- 


0. Inspection reports. I£ Bulletins Si correspondence 


7912070137 Forwards supp 1 updating 790911 response to IE Oullatin 79—15 
"Deep Draft Pump Deficiencies." Response to Inquiries 4-6 
not applicable. 

HElOflND. J. G. Gulf States UtlUties Co. 79/10/22, 2pp. 


7912060551 Responds to IE Bulletin 79-23. Emerg oncy diesel generators 
are designed t< supplied for operation w/flooding primary 
neutral. Testing program will be outlined in F9AR. 

HEIOAND. J. 0. Gulf Otates Utilities Co. 79/10/26, 2pp. 


7913100237 Forwards IE Info Notice 79-26. “Over 1 oad itig of Structural 
Elements Due to Pipe Support Loads. " No response required. 
SEVFRITiK.V. Region 4. Dallasi Office of the Director. 79/11/16. 
Ip- 


7912110536 Forwards IE Info Notice 79-29. "Loss of Nonsafoty-Re lated 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

SEYFRIT. It, V. Region 4. Dallasi Office of the Director. 79/11/16, 
«p. 


7912110270 Forwards IE Circular 79-23. "Motor Sterters fc Contactors 
Failed to Operate." No response required. 

SEYFRIT. K V, Region 4. Dallas. Office of the Director. 79/H/26. 
Ip- 


7912110472 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups 6 state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licenseee. 

SEYFRIT. K V. Region 4. Dallas. Office of the Director. 79/11/26. 
IP- 


7912170040 Forwards IE Circular 79-34. "Proper Installation I. Cabibr ol 
Core Spray Pipe Break Detection Equipment on BURs. “ No 
written response required. 

SEYFRIT. K.V. Region 4. Dallas. Office of the Director. 79/11/24. 
IP- 


7912190174 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation 6 Control Power Sys Bus During Operation." 

No written response required. 

SEYFRITiK. V, Region 4, Dallas. Office of the Director. 79/11/30. 
IP- 


7912310260 Forwards IE Info Notice 79-30. "Raporting of Defects 1. 
Noncompl 1 anc Bs> 10CFR21. " No action required. 

SEYFRIT. K.V. Region 4. Dallas. Office of the Director. 79/12/04. 
4pp, 


7912200210 Forwards IE Bulletin 79-20. "Possible Malfunction pf Naaee 
Model EA180 Limit Switches at Elevated Temps. " Action 
required 

SEYFRIT. K.V. Region 4, Dallas. Office of the Director. 79/12/07. 
Ip. 


791220OS02 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra." No uritten response required. 

SEYFfilT.K. V. Region 4. Dallas. Office of the Director. 79/12/13. 
Ip- 


S. Reportable occurrences. LERs it related correspondence 


7912060598 PNO-l V-79-01 2: on 791005. 88<W Identified Irregularities In 
concrete matl tests conducted by Southwestern Labs, Safety- 
related concrete placement halted until Pittsburgh Testing 
Labs comp 1 etss sample testing. 

OBERG. C.R.. CROBEMAN. H. Region 4. Dallas. Office of the Dlrtcter. 
79/11/06. 2pp. 


DOCKET 50-460 UPP8S NUCLEAR PROJECT. UNIT 1 


A. Appl i cat lon/construetlon stage documents t< correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop earlg 
verification program to resolve ATWS Issue for PHRs 1. BNRa. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17, 3pp, 


7912060476 Forwards responses to NRC 791025 1 tr requesting Info ri 
sensitivity of primary coolant sys behavior to feedwater 
transients t. status of various sys. Includes recommendetions 
for plant changes. 

RENBEROER. D. L. Washington Public Power Supply System. 79/12/03. 

200pp. 


7912180626 Notifies of plans to submit HNP-1/4 F8AR for acceptance 
review by 000530 l< WNP-3/5 FSAR by 810630. 

RENBEROER. D. L. Washington Public Power Supply System. 79/12/12. 
Ip. 


7912200566 Forwards XN-NF-103. "Hater Content of Solid Matl by 
El ec troly sie. " re testing moisture of low-hydrogen 
B lectrodes. 

RENBEROER. D. L. Washington Public Power Supply System. 79/I2/2D. 

2pp. 


•7912290571 "Water Content of Solid Matl by Electrolysis." Revllian 6 
to Procedure P692Q1 for testing moisture of low-hydrogen 
electrodes. 

a E««on Nuclear Co.. Inc. Isubs. of E«xon Corp. ). XN-NF-103. 

79/01/10. 13pp. 


F. Security, medical, emergency 4. fire protection plans 


7912040471 Forwards info re upgraded emergency plans td plant! under 
const 6 OL review. Applicants required to make certain 
emergency arrangements u/state it local organl lations it 
submit emergency plans per Reg Guide 1.101. 

VASSALLOi D. D. Divi sion of Project Management. 79/11/21. 6pp. 


Q. Inspection reports. IE Bulletins b correspondence 


79121002B5 Forwards IE Info Notice 79-28. "Overloading of Strueturll 
Elements Duo to Pipe Support Loads." No response required. 
ENGELKEN. R. H, Region S. Ban Francisco. Office of the Director. 
79/11/16. Ip. 
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7913-110522 Forwards IE Info Notice 79-29i "Loss of Nonsaf ety-Rolatad 
Reactor Coolant Sys Instrumentation During Operation. " No 
Specific action or response required. 

ENQELKEM. H. H. Region 5j San Franciscoi Office of the Director. 
79711/16. Ip 


7912070031 Forwards IE Circular 79-24i "Proper Installation tc Callhr of 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
reap-onsa required 

ENOELKSNi R . H. Region 5i San Francisco< Office of the Director. 

79/11/26. tp. 


7913110274 Forwards IE Circular 79-23< "Motor Starters fc Contactors 
Failed to Operate." No response required. 

EWELKEN. R. H. Region 5. Ban Francisco. Office of the Director. 
79/11/26. Ip 


7912110500 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups & state atty 
general ofcs copies of escalated enforcement correspondence 
se-nt by NRC to licensees. 

EMOELWENj R. H. Region 5. ‘San Francisco. Office of the Director. 
79/11/26. Ip. 


Q. Inspection reports, IE Bulletins U correspondence 


7912260007 Forwards IE Insp 
No noncamp I lance noted. 
FlORELLl.O. Region 3, 

Support Branch. 79/11/09. 


Rept 50-461/79-09 on 790924-20 t. 1004-06. 

Chicago, Reactor Construction i Engineering 
2pp. 


—7912260091 IE Insp Rept 30-461/79-09 on 790924-20 «. 1004-06. No 
noncompllanee noted:Major areas inspected: fol louup on Items 
of none omp 1 iance , r ev I eui of ASME cor ti f ication 6 reactor 
vessel lift installation Implementing procedures. 

KNOR, R.C. I WE8C0TT, H. H. . VANDEL.T. E. Region 3. Chicago. OfflC® 
of the Director, 79/ll/OB, 7pp. 


7912030120 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Relief Valves." No response required. 

KEPPLERrJ.G. Region 3, Chicago, 
tp. 


Office ef the Director. 79/11/16- 


7912100233 Forwards IE Info Notice 79-2B, "Overloading of Structural 
Elements Duo to Pipe Support Loads." No response required. 

KEPPLER.J. 0, Region 3, Chicago. Office of the Director. 79/ll/««>- 
Ip. 


7912190161 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation 8 < Control Power Sys Bus During Operation." 

No written response required. 

ENOELKEN, R. H, Region 5, San Francisco, Office of the Director. 
79/11/30. Ip. 


'912110501 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Re lated 
Reactor Coolant Sys Instrumentation During Operation, ” No 
specific action or response required. 

KEPPLERiJ.C. Region 3, Chicago, Office of the Director. 79 /ll/io. 


7912310279 Forwards IE Info Notice 79-30, "Reporting of Defects ti 
Noncompliances, 10CFR21. " No action required. 

ENQELKEN. R. H. Region 5, San Francisco, Office of the Director. 
79/12/06, 4pp. 


7912200252 Furwards IE Bulletin 79-28, "Possible Malfunction of Namco 
hlodel EAIBO Limit Switches at Elevated Temps." Action 
required. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/12/07. Ip. 


7912050384 Forwards IE Bulletin 79-26, "Boron Loss From DHR Control 
Blades." No response required, 

KEPPLER* -J. 0. Region 3, Chicago, Office of the Director. 79/ll/wu. 

Ip. 

7912100435 Forwards IE Circular 79-24, "Proper installation 6 Calibr of 
Core Spray Pipe Break Detection Equipment on BWRs. " No 
written response required, 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/l*/«=“' 

Ip, 


7912280626 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra," No written response required. 

ENOELKEN. «, H. Region S, San Francisco, Office of the Director. 
79/12/13. ip 


7912110262 Forwards IE Circular 79-23, "Mot 
Failed to Operate. " No rasponso required, 
KEPPLER.J. 0. Region 3, Chicago, Office 


or Starters fc Contactors 
of the Dlreetor. 79/11/26. 


Ip. 


S, Reportable occurrences, LERs 1< related correspondence 


7912190743 PNO-V-79-4: on 790606, NRC received eight aUepations re 
faulty const of util sacrificial shield wall. Three ware 
substantiated by NRC;concrete voids in wall & visually 
resectable S, improperly located welds in strueture. 

DIBHOP.T. W., DODDSiR.T. Region 5, San Franc isco, , Of fiee of the 
Director. 79/10/12. 2pp 


DOCKET 30-461 CLINTON POWER STATION, UNIT 1 

A. Appllcation/eonstruction stage documents & correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PWRs 6 BHRs. 

Success of program depends on Industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/10/17. 3pp. 

79120606S2 Notification of 791204-03 meeting w/utll In Clinton, IL to 
assess donil status 

BUCHLET, D.C. Light Water Reactors Branch 1. 79/11/26. 4pp. 


7912110430 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups l< state atty 
general ofcs copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 

If- 


79/1 1/2B 


7912190224 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation t. Control Power By s Dus During Operation." 
No uirithon response required. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 
Ip. 


79/11/30. 


7912140037 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Moncompllances, 10CFR21, “ No action or response required. 

KEPPLEH, J. 0. Region 3, Chicago, Office of the Director. 79/l,i^u“- 
Ip. 


7912200123 Forwards IE Bulletin 79-20, “Possible Malfunction of Namco 
Nodal EA10O Limit Switches at Elevated Temps." Action 
required. 

KEPPLER.J. Q. Region 3, Chicago, Office of the Director. 79/lS/l''- 
ip. 


7912070266 Supplements response to FOIA request for documents re 
facilities b Reed Rept. Forwards documents listed In App A. 

CARR,J. C. Division of Rules and Records. 79/11/26, 3pp. 

791S090483 Requests approval for use of ASME Code Case N-240 to exempt 
certain piping from hydrostatic tasting. 

NULLERfO.E. lUlnols Power Co, 79/11/30. 2pp; 


F. Becurity, medical, emergency b fire protection plans 


7912040471 Forwards Info re upgraded emergency plans to plants under 
const & OL review, App 1 icapts required to make certain 
emergency arrangements w/state b local organiiatio.ns b • 

submit emergency plans per Reg Guide 1.101. . 

VABSALLOj D. B. Division of Project Management. 79/11/21. 6 pp. 


7912040278 Forwards physical security plans b safeguards contingency 
plan. Plans withheld (ref 10CFR2, 790). 

KOCH, L. J. Illinois Power Co. 79/12/01, Ip. 


8 . Reportable occurrences, LERs b related eorrosponden-te 


7912030105 PN8-III-79-001: on 791 103, te lephone bomb threat received. 
First shift evacuated b- search conducted. No device found 
b second shift commenced work. 

DONAHUE, J,F. Office of Inspection b Enforcement, Office of the 
Director. HIND, J. A, Region 3, Chicago, Safeguards Branch. 

79/11/06. Ip. 


DOCKET 30-462 CLINTON POWER STATION. UNIT 2 


A. App I leati on/constructlon stage documents b eorrespondsnee 


7908070310 Forwards NUREO/CR-O 66 O 1 "Enhancement of Onsite Emergency 
Diesel Generator Reliability." Requests comments. M/o end. 
VA68ALL0. D. a. Assistant- Director for Light Hater Reactors. 
79/04/18. 3pp, 
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7'?12tl026<» Discusses NRC plans to use soneric analyses to develop early 
verificatton prograin to resoWe ATHS is^ue #or PkRs U OWPs 
Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 

791807026i Supplsments response to FOIA request for documents re 
facilities !< Reed Rept, Forwards documents listed in App A, 

CARR, J, C. Division of Rules and Records. 79/11/26. 3pp. 

7912050483 Requests approval for use of A8ME Code Case N-240 to eiempt 
certain piping from hydrostatic testing. 

WULtERi 6. E. Illinois Power Co. 79/11/30. 2pp. 

F. Securityi medical, emergency L fire protection plans 


7918040471 Forwards info re upgraded emergency plans to plants under 
const 6 DL review. Appl icants required to malie certain 
emergency arrangements w/stat# 6 local organ! rations U 
submit emergency plans per Reg Guide 1. 101. 

VA8SALL0. D. a. Division of Project Management. 79/11/21. 6pp. 


791804027B Forwards physical security plans 
plan. Plans withheld (ref 10CFR27901. 

KOCKi L. J. Illinois Power Co. 79/12/01. 


6 safeguards contingency 
Ip- 


Inspection reports, IE Bulletins !< correspondence 


7912050188 Forwards IE Circular 79-22, "Btrole 
Relief Valves." No response required. 

KEPPLER, J. 0. Region 3, Chicago. Office of 


Times for Power Operated 
the Director. 79/11/16. 


7912100833 Forwards IE Info Notice 79-88, '’Overloading of Structural 

KEPPLEflVr o ‘-“‘‘s ’’ fBaponse required. 

KEPPLER.J, 0. Region 3, Chicago, Office of the Director, 79/11/16. 

''“-“s of Nonsafety-Related 

Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

REPPLERrJ. 0. Region 3, Chicago, Office of the Director. 79/11/16. 


bulletin 79-26, "Doron Loss From DHR Control 
olaoes. No response required. 

KEPPLER. J. 0. Region 3, Chicago, Office of the Director. 79/11/20. 


DOCKET 50-463 FULTON GENERATING STATION, UNIT 1 
A. Applicatlon/constroctlon stage documents & correspondence 


7918U0264 Discusses NRC plans to use generic analyses to develop tarlu 
verification program to resolve ATWS issue for PWRs «< BURs. ^ 

Suceass of program depends on industry response, Supports 
owners groups to provide necessary info. 

DENTON, H.fi. Offtee of Nuclear Reactor Regulation, 79/10/17, app. 


DOCKET 50-466 ALLENS CREEK NUCLEAR STATION, UNIT 1 

A. Appl Ication/constructlon stago documents t, correspondence 


TMim Discusses mods to NRC position re status b applicability of 
TMI-2 accident review !, NUREG-0578 to Pacilitles under ^ 

const. Forwards addl info to be considered in development of 
final plant design ^ procedures. 

VA5SALL0, D. B. Division of Project Management. 79/10/10. 4pp. 


Z K'Biis <.u use generic analyses to deve] 

verification program to resolve ATWS issue for PHRs & DWRs. 
Success of program depends on industry response. Supports 
owners groups to provide necessary info. 

DENTON, H.R, Office of Nuclear Reactor Regulation. 79/10/17, 


3pp. 


Environmental Projects Branch 1, 79/11/06, 6pp. 


FRDELICH.R, W. 


Forwards "Containment Struetoros Design Rept, Rtvi slon 2" 
incorporating OE load definition info «< documenting^dasign 
change to containment dome. * ” 

TURNER, E. A. Houston Lighting Power Co. 79/12/20. ip. 


”“7918210194 "Containment Structures 
* Ebasco Services, Inc. (subs. 
150pp. 


Design Rept, Revision 2. " 
of Enterch Corp. >. 79/12/31. 


Safety Analysis Report, amends 


7912810209 Forwards Amend 54 to P8AR, 

TURNER, E. A. Houston Lighting & Power Co. 79/12/80. Ip, 

— 7912210211 Amend 54 to PSAR. 

TURNER, E. A. Houston Lighting ti Power Co. 79/18/11. 200pp. 


7912100433 Forwards IE Circular 79-24, "Proper Installation t< Calihr of 
core Spray Pipe Dreak Detection Equipment on BWRs '• No ‘ 

written response required 

KEPPLER, JO. Region 3, Chicago, Office of tho Director. 79/11/26, 

7912110262 Forwards IE Circular 79-23, "Motor Starters «, Contactors 
Failed to Operate. ■ No response required. 

KEPPLER, J.O. Region 3, Chicago, Office of the Director, 79/11/26, 

that NRC intends to routinely forward to 
appropriate state public util regulatory groups fc state atly 

senrbi "nforcement correspondence 

sent oij NRC to licensees. 

KEPPLER. J.O. Region 3, Chicago, Office of the Director, 79/11/28. 

Forwards IE Bulletin 79-27, "Loss of Non-Class IE 

Mn Fo"'®'* Sys Bus During Operation " 

No uritten rosponso required. 

KEPPLER, J O. Region 3, Chicago. Office of tho Director. 79/11/30. 

79121400B7 Forwards IE Info Notieo 79-30, "Reporting of Defects I, 

" No action or rospoSse required, 

KEPPLER, J.O. Region 3. Chicago, Office of the Director. 79/12/06. 

^‘'Hode?‘EAiaS*’rim?? Malfunction of Nameo 

noaei nniMU Limit Switches at Elevated Temos. " Action 


required. 
KEPPLER, J. 0, 
Ip. 


levaled Temps." Action 
Region 3, Chicago, Office of the Director. 79/12/10. 


-L-f!!!™!!' '"*'*1 = ^1' emergency t> fire protection plans 

^"^NRC^i^fl I* 7fl204 meeting w/utlls in Debhasda.HD ra 

IndiiJtsd ^ *’'*'"*"** preparednaes.Room change 

MOON.C.H. Light Water Reactors Branch 4. 79/11/16. llpp. 

0. Adjudicatory correspondence 

SCOTT, J. Te»as Public Interest Resaarch Group. 79/11/02, 10pp. 

7912140210 Discusses NRC Itr re possible Jan 1979 discussion 
w/reprssentatiVBs from Louenstein, Neuman. Reis, Aielrad 
fc Toll, Confirms that discussion could have taken place 
during Feb 1979 rate proceeding. 

SCOTT, J, Texas Public Interest Research Croup. 79/11/06. 2pp. 

2*2'’???* 2* ‘•’^Fd set of interrogatories. TX Oept of 

Transportation haiardous matls regulations 
**«*2‘" *' to B»Vtot,n t, La Porte tunnel. 

Lartifieate of Bve end, 

LOHERRE.R, g, Texas, State of. 79/11/07. 6pp. 

^’nonc2itllaJ!??‘'2i J?’' of intervanor TX PIflO dua to repeated 

noncompllanei re discovery requests. Intarvtnor did not 
resubmit answers to applicant first «< second set of 
interrogatories. Certificate of Sve end, 

COPELAND^J^O.^^^Houston^Lighting «< Power Co. COPELAND, J, 0. Baker b 

7912140108 Response to third set of interrogatories, Submits info re 
sale of conservation retrofits, sale of elatriclty by 
applicant, passive solar technique i< cost of passive 
retrofit. Certificate of Sve end. 

JOHNSON, C, Texas Public Interest Research Croup. 79/09/07, 6pp. 
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7912140S23 Motion to diimlts intorvenors BA McCorlla U C Hindonteln 
from procooding. Inttrvonori fallod to comply u/ABLB 790827 & 

1009 opdor* roquefting complote ansuiBp* to applicant 
Intarrogatoriat. Cartif icata of 8vc and. 

COPELMlOi J. 0. I NEUMANiJ. R. Houaton Lighting <i Pouar Co. 

COPELAND. J. 0. Bakar b Botts. 79/11/09, lip. 


7918120006 Anawars to util third let of interrogatoriaa r# Contontioni 
9.10.14 «r 17. Cartificati of 8vc end. 

MCCORKLE. D. A. Affiliation Unknoun. 79/11/13. 4pp. 


7912170246 Raaponaa to JF Doherty tiiith aet of interrogatoriaa. Inc ludas 
Info on inboard aya leakaga. cloaure of iadation valvea In 
containment purge lya (c P9AR Drawing 1. E-B. Af f tdavi t (i 
Certificate of 8vc and. 

COPELAND. J. 0. . NEUMAN. J.R. Houaton Lighting 6 Pouar Co. 

COPELAND. J. e. Baker tt Botta. 79/11/13. ?pp. 


7912100471 Raaponaa in oppoaltlon to R Alexander 791010 petition to 
Intarvena. Petition untimely u/o good cauaa eatabliahed. 

Petitioner failed to eatabliah interest & to aubmit 
litigable eententiona. Certificate of Svc and. 

NEUMAN. J.R. > COPELAND. J. 0. Houston Lighting «. Pouar Co. NEUMAN. J.R. 
Louienatein. Newman. Reia. Axelrad ti Toll. 79/11/14. 9pp. 


7912120478 Seeks denial of util 791109 request for diitniatal of 
intervenor TX PIRO, No violations of rules or orders 
Identified. Speculation re motives cannot be basis for denial 
of due process rights. Certificate of Svc and. 

SCOTT. J. Texas Public Interest Rasaarch Oroup. 79/11/14. 16pp. 


7912140193 Clarifies Jan 6 Feb 1979 itlcons w/RM Lato of A8LB re delay 
In Issuance of A8LB order reflecting results of Nov 1978 
prehearing eonferenca. 

NEWMAN. J. R. Lowenetcin. Newman. Reis. Axelrad t. Toll, 79/11/14. 8pp. 


7912190104 Clarifies exchange of correspondence among Bcott.ASLB t. law 
firm from Jan 1979 through present. Two telcons w/RH Laio in 
Jan & Fab 1979 did not daal u/substanca of matter currently 
before A8LB 6 are not within NRC ex parte rule. 

NEUMANiJ. R. Lowenetein. Newman. Rai s. Axelrad (. Toll. 79/11/14. 8pp. 


7918060078 Order granting parties 49 days from 791028. to complete 
discovery re previously admitted contentions. Orants 130 days 
from sams date re stipulated contentions. H Warner (i 
individuals permitted to make limited appearance may appeal. 
UOLFE. 8. J. Atonic Safety and Licensing Board Panel. 79/11/19, 

10pp. 


7912060212 Order notifying JH Kamras of ASLB 790824 order denying 
790680 petition to intervene. Order in question not served on 
petitioner. May be appealed within 10 days of present svc. 

UOLFE. 8. J. Atomic Safety and Licensing Board Panel. 79/11/19. Ip. 


—7912060280 Order denying JH Kamras 790824 pstltion to intervene. 
Petition untimely. Contention speculative, Certificate of Svc 
end. 

UOLFE.S. J. Atomic Safety and Licensing Board Panel. 79/06/20. 
5pp. 


791219(il92 Forwards all documents requested in 791030 Itr except list 
of research infe Itre. Requests that documents relevant to 
proceeding issues be identified. U/o end, 

SOHINKI. 8. M. Hearing Branch 3, 79/11/19. Ip. 


7912060223 Order denying R Alexander 79101B petition to intervene. 
Limited appearance may be made. Order may bo appealed to 
A6LAB within 10 days from svc. 

UOLFE. 8. J. Atomic Safety and Licensing Appeal Panel. 79/11/20. 

2pp. 


7912030190 Requests nsw updated copies of environ rapt t< P8AR. 

UOLFE.S. J. Atonic Safety and Licensing Board Panel. 79/11/21. Ip. 


7912180086 Requests to reply to intervenor TX PIRO 791114 reeponee to 
applicant 791109 motion to dismiss intervenor from 
proceeding, Seeks opportunity to address new contradictory 
factual asesrtlons. 

COPELAND. J. 0, Houston Lighting t. Power Co. COPELAND. J. 0. Baker t. 
Botts. 79/11/21. 2pp. 


--7912120067 Reply to intervenor TX PIRO 791H4 brief re applicant 791109 
notion to dlsfflles intervenor. Intervenor disregarded NRC 
790712 order re identification of witness to answer 
Interrogatories. Certificate of Svc end, 

COPELAND. J. 0. Houston Lighting (. Power Co. COPELAND. J. 0. Baker li 
Botto. 79/11/21. 3pp. 


7912140032 Forwards corrected Page 2 of 'applicant 791121 reply to TX 
PIRO brief in response to licensee motion to dismiss. 

COPELAND. J. 0. Houston Lighting b Power Co. 79/11/26. 2pp. 


7918170035 Response in opposition to Houston Lighting 6 Power 791181 
nation b answer to TX PIRG reply re motion for intervenor 
dismissal. Clarifies position on Doherty responses to util 
interrogatories. Excerpt of TX PIRO ansuers end. 

SCOTT. J. Texas Public Interest Research Group. 79/11/36. 8pp. 


7918170046 Response to fifth set of interrogatories. Answers 
Interrogatories 1-31. Certi f icate of Svc end. 

COPELAND. J. G. Houston Lighting b Power Co. COPELAND. J. 0. Daher b 
Botts. 79/11/86. 20pp. 


791S0S0132 Discusses request from PA Polasek-Rhodes to intervene. Since 
no requirements fulfilled to intervene. 1 tr being treated as 
request to make limited appearance statement. NRC has no 
abjection to making of such statement. 

SOHINKIiS.H. Hearing Branch 3. 79/11/27. 3pp. 


7918190073 Notifies that applicant believes ASLB should treat undated 
Itr from PA Polasek-Rhodes as request to make limited 
appearance statement. Document is untimely for petition to 
intervene. gives no contentions b fails interest requirement. 

NEUMAN, J.R. Lowensteln.Nowman.Reis. Axelrad b Tell. 79/11/8B. 3pp. 


7918100479 Response in apposition to applicant 791109 motion to dismiss 
BA HcCorkle b C Hindersteln as parties for failure to 
respond to interrogatories. Untlmeliness of HcCorkle filing 
has not prejudiced applicant. Supports Hindersteln dismissal. 

BOHIWil.S. M. Hearing Branch 3, 79/11/89. Ip. 


— 7918100462 Response in opposition to applicant 791109 motion requesting 
dismissal of TX PIRO. Although atty-client privilege wrongly 
invoked, TX PIRO should be given opportunity to provide basis 
for contention re exports. U/Certiflcota of 8vc. 

SOHINKI. S.H. Hearing Branch 3. 79/11/89. 6pp. 


7912180337 Notice of appeal of SJ Uolfe 791119 order denying full party 
status In plan CP proceedings. Requests oxtentlon to file 
detailed brief. 

MUELLER, E.F. Affiliation Unknown. 79/11/29. 2pp. 


7912100337 Requests clarification of ASLB 791119 order re stipulated b 
withdrawn contentions by JF Doherty. Differences between 
order b transcript refs re number of withdrawn contentions 
should be defined. 

HQODHEAD.C.P, Hearing Branch 3. 79/11/30. 3pp. 


7912140009 Response to intervenor JF Doherty seventh request for 
documents. Submits list of available b unavailable documents. 
Certificate of Svc end. 

COPELAND. J. 0. Houston Lighting b Power Co. COPELAND. J. 0. Baker b 
Botie. 79/11/30. 9pp. 


7912130054 Requests order to compel NRC to answer 790589,0606.0717 b 
0731 interrogatories. 

DDHERTV.J.F. Affiliation Unknown. 79/18/03. Ip. 


7912140099 Order granting extension until 791213 for EE Miller to file 
supplemental brief re ASLB 791119 order treating Hiller 
790710 petition as request to make limited appearance 
statement. rather than as petition to intervene. 

BISHOP, C.J. Atomic Safety and Licensing Appeal Panel. 79/13/03. 

Spp. 


7912170001 Requests extension until 000127 for discovery re Contentions 
3 b 8-9. NRC has not responded to Intervenor interrogatories. 

Extension would cause no delay In licensing process due to 
licensing moratorium. Certi ficate of Svc end. 

DOHERTY, J.F. Affiliation Unknown. 79/18/03. Spp. 


7918170002 Contention 45 re need for addl lateral support in reactor 
core. Contention untimely due to delayed availability of 
NUREO/CR-IOIB. Certificate of Bvc end. 

DOHERTY.J.F. Affiliation Unknown. 79/1S/03. 2pp. 


7912310199 Response to applicant motion to dismiss. Intervenor has 
responded to all interrogatories. Certificate of Bvc end, 
HCCORKLE, B. A. Affiliation Unknown. 79/12/03. 2pp. 


7912130381 Order granting 30 addl days for applicant to compute 
discovery on TX PIRO contentions. Applicant b TX PIRG shall 
confar informally to communieata problems. 

UOLFE, 8. J. Atomic Safety and Licensing Board Panel. 79/18/04. Spp. 


7918180369 Order deferring ruling on applicant 791109 motion to discuss 
Intervanors BA HcCorkle b C Hindersteln. Directs Intervenors 
to answer certain questions by 791817. ASLB will rule upon 
applicant motion after 791817. 

UOLFE, S.J. Atomic Safety and Licensing Board Panel. 79/18/04. Spp. 
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7‘^13140006 Response to intervener JF Dohertij «evanth set uf 
interrogatories Answers Interrogatories 7-1 tnrough 7-9. 

Certificate of Sve end. 

CGPELANDf J, 0. Houston Lighting tt Pouor Co, COPELANDi J, 0. Baker ti 
Qotti. 79/12/04. lOpp, 


7912280631 Notice of appeal of ASLB 791119 order denging SA Doggett 
790717 petition to intervene Alleges defects In FR 790612 
supplemental notice of intervention procedures. 

DDOOETTiS.A. Affl 1 iat ion Unknown. DaOOETT.S.A, Doggett, S. A. 
79/12/04 2pp 


791231016Q Requests eitension for filing notices of appeals (t 
supporting briefs for DD Heaver, PL Streilen t< K Otto. 
Certificate of Sve end. 

DDOETT.S.A. Affiliation Unknown. DOGETT.S.A. Daggett, B. A. 
79/12/04. 4pp, 


— 7912310170 Notice of appeal of PL Streilen ABLB 791119 order ruling 
that PL Streilen 790617 Itr be treated as request fee make 
limited appearance statement rather than as request to 
intervene. A1 1 eg B s denial of due process tt fair notice. 

DD0GETT.3.A. Affiliation Unknown, DDOCETT.S.A. Doggett, S. A. 
79/12/04. Ip, 


—7912310176 Notice of appeal of K Otto to ASLB 791119 order ruling that 
K Otto 790716 ti 0913 Itrs be treated as requests to meka 
limited appearance statement rather than as request to 
intervene. Asserts denial of due process !■ notice. 

DOCOETr.S.A. Affiliation Unknown. DDC0ETT,6.A. Doggett. S. A. 
79/12/04. Ip. 


—7912310163 Notice of appeal fo OD Heaver, basad on denial of due procoss 
& fair notice. of ASLB 791119 order ruling DD Weaver 790717 
itr be treated as request to mate limited appearance 
statement rather than as request to intervene. 

OOQOETT.S.A. Affiliation Unknown. DOOGETT. S. A. Doggett. S. A. 
79/12/04. 2pp. 


7912140091 Siith set uf interrogator! es. Requests info re power plant 
const to determine how much power conservation ulll 
obviate facility. 

JOHNSONiC. Teias Public Interest Research Group. 79/12/05. 2pp. 


7912140179 Ack receipt of NRC 79U80 response to applicant request for 
dismissal of intervenor TX PIflO.No objection to granting 
eitension to TX PIRG. Intervenor HcCorile should ha 
dismissed, doe to failure to answer interrogatories, 

NEWHAN.J.R. Louenstein, Newman, Reis, Aielrad *. Toll. 79/12/03. 3pp. 


7912160170 Requests that util be compdleil to respond to Interragatorg 
10 of intervenor fifth set of interrogatori es. Answer needed 
to determine correct position re Contention 7, Cert if 1 cate of 
Sve end. 

SCOTT, U.n., JOHNSON, C. Teias Public Interest Research Group. 
79/12/05. 6pp. 


7912170207 Response to first set of InteTrogatories. Submits info re 
ATUS, recirculation pump, role of costs in eafetu div (i 
evaluation of awRs. Prof qualifications fo CW MoDn,WL Brooks 
it AC Thadani end 

BDHINKl.S.N. Nearing Branch 3, 79/12/06. 24pp. 


■7918170209 Response to second set of interrogator Its. Submi ts Info re 
combustible gas control sy s, rad ioly t ic generation of 
hydrogen & breaks in ECCS. Prof qual if ioa t io^nB of JA Kudrlek 
MB Fields end. 

SOHINKI,S.H. Hearing Branch 3. 79/12/06, 9pp. 


— 7912170212 flespcnsB to 790717 set of Interroga tor ics. Submi ts info ro 
publication of insp results, void collapse during 
overpressure trans lenb, rod control tt info sys t location o.f 
dryuell containment breakers. 

SOHINKI, S H. Hearing Branch 3, 79/12/06. 6pp. 


—7912170215 Response to fifth set of inlorroga tor ies. Submi ts info ro 
coot/benefit of const crossing at Aliens Creek & use of high 
flui signal rather than high pressure! signal for initiating 
reactor scram. 

SDHINKI.S M. Heaping Branch 3. 79/12/06. 3pp. 


791S170221 Response to siith set of interrogatories, Submits info re 
witness for effect of pool swell on safety featuros. safety 
design of suppression pool t computer codes for predicting 
containment pressure. 

SOHINKI, S.H Hearing Branch 3, 79/12/06. 7pp. 


■7912170225 Response to seventh sot of interroga tor les. Answers 
Interrogatories 1-3 6 5. RH Froelich D CH Hood affidavits !< 
Certificate of Sve end. 

SOHINKI, S.H. Hearing Branch 3, 79/12/06. Bpp. 


7912140081 Errata to ragpansa to NRC second sat of interrogator tee. 
Page I, Request liLine 13 should road “five lb" rather than 
"five tons. " 

JOHNSON, C. Teias Public Interest Research Oroup. 79/18/07. Ip. 


7912270053 Notifies that environ rept & PSAR have bean forwarded under 
separato cover, in response to 791121 request. 

BIDDLE, C.T. Baker «< Botts, 79/12/07. Ip. 


7912170163 Opposes intervenor JF Doherty 791203 request that ASLB 
compel addl reiponses by NRC to intervonor discovery 
requests. NRC responded to all outstanding interrogatories on 
791206. Cert if i cate of Sve end. 

SOHINKI, 8. M, Hearing Branch 3. 79/12/10. 3pp, 


7912170173 Discusses reaction to intervenor 791203 motion to compel 
discovery. NRC has responded beyond legal ob 1 igat Ion. Hot ion 
violates understanding between parties. Requests listing of 
naiuB between eighth set of Interrogatories %t contentions. 
BOHINKI,B. M. Hearing Branch 3. 79/12/10. 2pp. 


7912260206 Response in opposition to intervenor JF Doherty 791203 
motion requesting eitonslon of discovery period until 
600127. Intervenor failed to demonstrato good cause. 

Certificate of 8vc end, 

NEUMAN, J. R. , COPELAND, J. 0. Houston Lighting Power Co. NEHMANiJ.R. 
Louensteln, Neuman, Rel si Aie Irad (t Toll. 79/12/11. 6pp, 


7912190502 Ack receipt of ninth set of interrogatories, Addendum 
identifying relation to contentions requested. Time will be 
computed from date of receipt. 

SOHINKI, S.H. Hearing Branch 3. 79/12/14. Ip. 


7912190523 Ack receipt of intervenor s i ith, seventh fc eighth requiite 
for production of doe umonts. Hi 1 1 be available for Insp 
b copying In NRC PDR, Dethesda, Hd, accept for Reed rept. 

SOHINKI, 8. M. Hearing Brandi 3. 79/12/14. 2pp. 


7912260266 Response in opposition to JF Doherty 791203 motion 
requesting extension of dl seovepy until 600187. Intervenor 
alleged justi f icatlons re need for followup interrogetories 
unavailing l< w/o merl t . U/Cer t i f ica te of Sve. 

SOHINKI, S.H. Hearing Branch 3. 79/18/17. 5pp. 


79182606S5 Order denying PA Polasok-Rhodes 791114 untimely petition to 
Intervene. Requast may be treated as petition to make limited 
appearance statement. PA Polasek-Rhodes may appeal within 10 
days. 

WOLFE, S. vl. Atomic Safety and Licensing Board Panel. 79/12/19. 2pp. 


7913S8066S Ordure eitension until 600127 for J Doherty to serve 
Interrogatories on NRC. Interrogotarias must be generated 
from NRC 791806 responses to four sets of Interrogatories 
ro Doherty Contentions 3 & 5-9. 

WOLFE, 3. J, Atomic Safety and Licensing Board Panel. 79/12/19. 3pp. 


7912360666 Order granting eitension until 800104 for R Aleiander to 
file eupp leniontal brief in support of appeal. 

BISHOP, C.J. Atomic Safe ty and Licensing Appeal Psnel. 79/12/18. 

2pp. 


7912310135 Response In opposition to JF Doherty Contention 45 re need 
for addl lateral support in reactor core. Intervenor misread 
NUREG/CR-IOIB by relying on aiiatysis b recommendations 
relating solely to PWRs. Cert 1 f I cate of Sve end. 

SOHINKI. S.M. Hearing Branch 3. 79/12/20. 4pp. 


DOCKET 50-467 ALLENS CREEK NUCLEAR STATION. UNIT 2 


0. Adjudicatory correspondence 


7912190104 Clarifies oicharge of correspondence among Qcott.ABLB Sc law 
firm from Jan 1979 through prasent. Two teteons w/RM Laio in 
Jan ii Feb 1979 did not deal w/substance of matter currently 
before ASLB t< .ire not within NRC ci parte rule. 

NEWHAN, J. R. Lawenste in, Newman, Rei s, Aielrad I, Toll. 79/11/14. 3pp. 


DOCKET SO-471 PILGRIM NUCLEAR POWER STATION. UNIT S 


A. Appl icatinn/construc t ion stage documents & correspondence 


7911260153 Discusses mods to NRC position re status applicability of 
TMI-2 aecidsnt review b NURE0-O57B to facilities under 
const. Forwards addl info to be considered In development of 
final plant design b procedures. 

UAS5ALL0, D. B. Division of Project Management. 79/10/10. 4pp. 
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79i2llOa64 Discusaoa NRC plans ta use generic analgsoa to develop earlg 
verification program to reaelve ATMS Issue for PWRs & DWHs. 

Success of program depends on industry response, Supports 
formation of pinners groups to provide necessary info. 

DENTPNtH. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 

7912070004 Requests distribution of enel memorandum to board 

VAROAiJB. A. Assistant Director for Light Water Reactors. 79/11/00. 
3pp. 


Q. Inspection reports, IE DoUetins t correspondence 


7912260065 Responds to 790913 request for addl info needed to complete 
revietu of util response to IE Bulletin 70-10 re Dergen- 
Patterson hydraulic shad suppressor accumulator spring 
colls. Safety-related hydraulic snubbers inspected in 1979. 

ANDDONINI I G. C Boston Edison Co. 79/10/39 2pp. 


DOCKET STN-50-477 ATLANTIC GENERATING STATIQNi UNIT 1 


7912200156 Forteardi info needed to complete revieu) of breakuateri 
Including design basis for changing configuration, 

DIVINB>W. 8. Hydrology Meteorology Dranch. 79/12/04. 3pp. 


7912H70144 Forieords util rosponseew/o attachments# to 7910S6 notice of 
violation & of proposed imposition of civil penalties. in 
response to State of MA 791126 request. Attachments uithheld 
trof 10CFR2. 790). H/o end. 

9TELL0. V. Office of Inspection Si Enforcement. Office of the 
Director. 79/12/07. Ip. 


A App 1 1 cat lon/cors true t ion stage documents & correspondence 


7912100022 Discusses issuance of Amend 17 to License DPR-64. uihich 
authoritod operation at 1007 power. Ha« allouable fee already 


paid by util, No addl fee required. 

MILLER. U.Q. License Fee Management Dranch 


79/ 11/13 


Ip. 


— 7912100043 Foruiards assessment of revieu costs tor CP if DL actions, to 
aid in foe de term Inat ion. W/o end. , 

BERKOWiH.N. Office of Nuclear Reactor Regulation, 79/10/30. ip. 


F. Security, medical, emergency & fire protection plans 

7912070469 Notification of 791204 meeting u/otlls in Bethosda.MD re 
NRC Info requiromonts for emergency preparedness. Room change 

MDONr C. W. Light Water Roactoro Branch 4. 79/11/16. llpp- 


0. Adjudicatory correspondence 


7912070142 Foruards proposed findings of fact h conclusions of lau in 
form of partial initial decision. 

OURTt L, Massachusetts. State of. 79/11/05. ip. 


DOCKET STN-50-470 ATLANTIC GENERATING STATION. UNIT 2 
A, Application/construction stage documents tr correspond enee 

7912100022 Dlscuasos issuance of Amend 17 to License DPR-64. uhleh 
authorised operation at lOOV. pDuier.Hax allouable fee already 
paid by otil.No addl fee required. 

MILLER. W.O. License Fee Management Branch, 79/11/13. ip. 

7912100043 Forwards assessment of revieu costs for CP li OL actions, to 

aid in fee determination. H/o end. i 

DERKOW.H, N. Office of Nuclear Reactor Regulation. 79/10/30, Jp. 


■7912070146 Forwards proposed findings of fact b conclusions of law in 
form of partial initial deds ion. Cert i fi cat o of 8vc end, 

BURT. L. Massachusetts. State of. 77/11/05. 3pp. 


-7912070152 Proposed findings of fact 8< conclusions of lau in form of 
partial Initial doc is ion. App I icants Plnandally unqualified 
& technically incommp e tent. Environ roviaw 1 nadequate, 8i te 
suitability will be decided after hearings. 

DUilT. L. > WRIGHT, F, S. . MEYER. M. No s sac hose t ts. State of. 79/11/05. 

136pp. 


DOCKET STN-50-4a2 WOLF CREEK GENERATING STATION 

A. App 1 1 < ation/cons truettnn stage documents ti correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWB issue for PWRs S< DWRs. 

Success of program depends on industry response. Supports 
formation of ouiners groups to provide necessary info. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 7‘7/10/i/. 3pp. 


■7912070156 Proposed findings of fact *< conclusions of law corresponding 
to applicants' request for LMA. Meed for facility not 
established under principles of substitution theory. 

* Massachusetts) State. of. 79/11/09. 22pp, 


7912270280 Advises that application for DL will be tendered on 790131. 
per 791211 telcon. 

KOESTER. G. L. Kansas Gas t< Electric Co. 79/12/11. Ip 


7912110276 Discusses applicant 791101 transmittal of four documents on 
ravolvinp credit agreement. If introduced as evidence. State 
of MA reserves right to cross— examine rebuttal testimony. 

DUnT.L. Massachusetts, State of, 79/11/08, Ip. 


7912180453 Informs of minor change in schedule for requests for 
flnd'ings of fact 8. conc lusions of law. Posslb 1 1 i ty exists of 
stipulation between NRC. intervenor MA Wildlife Federation b 
appl leant. 

HERRMANN. H. Herrmann. H. 79/11/12. 2pp. 


7912110124 Proposed findings of fact b conclusions of law in form of 
partial initial doc i Sion. Adopts applicants' Finding 685 subj 
to further findings on theft t. sabotage. Concurs u/ 
applicant's proposed order. Certl flcate of 9vc oncl. 

SMITH. Q.H. Hearing Branch 2. 79/11/20. I44pp. 


7912190154 Notifies that 791119 meeting u/MA Wildlife Federation t NRC 
will be rescheduled either 791123 or filing date for HA 
Wildlife Fedoratiun pleadings moved to 791130, 

STQODLEV. D. 0. Boston Edison Co. 79/1 1/20. ip. 


79122B0429 Forwards updated "QA Programs for Design S. Const. “ 
PETRICK.N. A. Standardlied Nuclear Unit Power Plant System. 
79/12/20, 2pp, 


— 7912200436 Updated "QA Programs for Design U ^ 

• Standard i i od Nuclear Unit Power Plant Bystem. 79/i../H0. 


22Dpp. 


F. Security, medical, omurgoncy 8. firo protection plans 


7912060562 Discusses investigation of use of AUDI duraspray 
fireproofing matt No damage caused by duraspray matl. 
Tests ti analyses of duraspray h potential alternate matl 

will continue. 

KOESTER. G L. Kansas ftas !( Electric Co. 79/09/11. 2pp 


>12040471 Forwards info re upgraded emergency plana to plants under 
const *1 DL rsvlBW. Applicants required te make certain 
emergency arrangements w/stote t» local organi jations f. 
submit emergency plans per Reg Guide 1, 101. 


ijAccsAi I n. n 






7912100337 Notice of withdrawal from procoedlng. effective 791130, SH 
Lewis should be added to sve I ist s. Cer t if ic.ite of Sve end. 

BMITH. B.H. Hearing Dranch 2, 79/11/29. 3pp. 


7912120358 Objects to ABLB 7S0714 ordar in Ilou of roquesti for 
findings of fact $. tontlusions of law. App I Icat ion of App 1 
ta proceeding violates procedural St substantive rights. 
Certificate of Sve end. 

HERRMANN.H. Massoehusetts Wildlife Federation, 79/11/30, Spp. 


7912210100 Reply in opposition to intervenor State of MA 79ii05 
proposed findings of fact b conclusions of law. Number of 
conceptual legal it factual errors prevade certain findings 
on applicant financial qual i f t catiorts t< other issuas. 

LEWALD, O.H. , STDODLEY. D. 0. Boston Edison Co. LEWALD. 0. H. Ropes St 
Cray. 79/12/05. 93pp. 


7912280469 Responds to NRC 7'/lOia request for addl info re 9NUPPS fire 
protection sys. totalled responses to requests will be 
included in FSAR revision. Clar if icat ion of sys description 
will show design in compliance u/NRC requirements, 

PETRICKpN. A. Btandardtied Nuclear Unit Power Plant System, 

79/12/20. ip 


G. Adjudicatory correspondence 


912110393 Petition to intervene by Public Gve Commission of MD. 
Proposed amend adding KS Electric Power Cooperative as co- 
duiner of 177, Interest will create conflict of jurisdiction 
on rate base, Affidavl t S> Certificate of Sve a"' , 
PHILLIPS, P. M. . HEARNE.T.J. Missouri. State of. 79/10/23. 6pp. 
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7912110043 Foruard6 conaents on NURE6-05t 1 . Draft GEI8 reflects 
conscious b deliberate NRC policg to jeopardite public 
health It safetg & thuart objectives of NEPA. 

HEPFOflOtC. Environnental Coalition on Nuclear Pouer. 79/10/24. 

22pp. 


7712050331 Response to PSC of MQ 791023 request to intervene as 
representative of state. Since no request for hearing filed 
na hearing appropriate. Certificate of Svc end. 

8tL.SER0. J. E. Kansas Gas t> Electric Co. BILBERO. J. E. Bhawr Pittnan. 
Potts it Trowbridge. 79/11/07. 5pp. 


7912100475 Answer to MQ Public Svc ComBission 791023 petition for 
intervention. Ambiquitg of petition re tehether filed per 
'interested states' regulation or "intervener" status should 
be clarified. Certificate of Svc end. 

LEWIS. S.H. Hearing Branch 2 79/11/13. 3pp. 


7912OS0692 Order establishing ASLB to preside in proceeding ref 
Coaaission order published on 790924 in FR re proposed aaend 
ta CP. Appoints H Grossman as chairmaniRF Cole li GO Bright as 
BWBbers. 

LAZOifl.K. Atonic Safetg and Licensing Board Panel. 79/11/14. 2pp. 


7912100355 Order directing petitioner HO Public Svc. Comnission to 
file statenent of agreenent re cessation of proceedings! to 
aaend petition to intervene or subetit nenorandun In support 
of current petition. 

GHOSSMANiH. Atonic Safetg and Licensing Board Panel. 79/11/21. 
3pp. 


7912270071 Responds to 790011 Itr requesting revocation of CP. Request 
denied. Buppl to be issued by 800131. List of other 
petitioners end. 

STELLOiV. Office of Inspection b Enforcement, Office of the 
Director. 79/11/27, 3pp. 


7912100336 Order granting addl time far Commission to deteraine whether 
to review Director of IE 790712 decision denying petitions 
to suspend or revoke CP. Time eitended until 20 days after 
issuance of director's supplemental decision, 

CHlLKa 8. J. Office of the Secretary of the Commission. 79/11/20. 

Ip- 


7912170083 Reqoest by PSC of MO for eitension until 791221 to respond 
to ASLB 791123 order re CP amend. Order was received on 
791203. Notice of appearance of TO Hearne on behalf of PSC of 
HO. affidavit of rj Hearne b Certificate of Svc end. 

PHILLIPS. P. U. . HEAHNe.T.J, Missouri, State of. 79/12/03. 3pp. 


0. Inspection reports, IE Bulletins b correspondence 


79121901-97 Responds to IE Bolletin 79-03 followup rept. Data developed 
on generic basis b considered applicable to all SNUPP8 
units. Fabrication b installation of Youngstown pipe spools 
will proceed w/all matl analyrod prior to use. 

PETRICK.H. A. Standardiied Nuclear Unit Power Plant System. 
79/10/05. 3pp. 


— ^7912190210 "Rept on Investigation of Held Imperfections in ABHE 8A— 312 
Double Uelded Austenitic Stainless Steel Pipe for Compliance 
w/NRC IE Bulletin 79-03." 

CAHN. A.L.. STANLEY, C., KDEPKE, M, Bechtel Corp. 79/08/09. llSpp. 


7913060S56 Responds to IE Bulletin 79-23 re potential failure of 
emergency diesel generator field etciter transformer. Problem 
not applicable to SNUPPS diesel generators. 

PETRICK.N.A. Standardiied Nuclear Unit Power Plant System. 
79/10/36. ip. 


79120SD463 Furwards IE Insp Rept 50-402/79-17 on 790917-20 b notice of 
violation. 

SEIDLE, U. C. Region 4, Dalles, Reactor Construction b Engineering 
Support Branch. 79/10/29, 2pp. 


—7912030468 Notice of violation tram insp on 790917-20. 

• Region 4i Dallas, Office of the Director. 77/10/24. Ip. 


•7912050473 IE Insp Rept 50-402/79-17 on 790917-20. NancompHanc* noted: 
faillvre to follow procedures re reviewing qualif icatione of 
blasting specialist prior to commencement of blasting for 
UHS discharge structure foundation. 

CRDSSMAN. H. A. , ODERO.C.R, Region 4. Dallas, Office of the 
Oirmetor. 79/10/24. 3pp. 


7912180175 Submits generic response to IE Bulletin 79-14. "Seismic 
Analysts for As-Built Safety-Related Piping Sys. " Seismic 
analysis input info conforms to actual as-built 
c onf tguration of safety-related sys. 

FETRICKiN. A. Standardiied Nuclear Unit Power Plant System. 
79/11/01. 71pp. 


7912100261 Forwards IE Info Notice 79-28, “Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

SeVFRIT. K. V. Region 4. Dallas. Office of the Director. 79/ll/lA. 
Ip- 


7912110533 Forwards IE Info Notice 79-29, "Loss of Noniafety-Related 
Reactor Coolant Sys Instrumentation During Oparatlon. " No 
specific action or response required. 

8EYFRIT. K. V. Region 4, Dallas, Office of the Director. 79/11/16. 
ip- 


7912110281 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate. " No response required. 

SEyFRlT,K. V, Region 4, Dallas, Office of the Director. 79/ti/36. 
tp- 


79121104B0 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement corrispondenca 
sent by NRC to licensees. 

8EVFRIT,K. V. Region 4, Dallas, Office of the Director. 79/11/26. 
»P. 


7912190050 Forwards IE Circular 79-24, “Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BURs. ' No 
written response required. 

SEYFRITtK. V. Region 4, Dallas, Office of the Director. 79/11/26. 

ip. 


7912190180 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Dus During Operation. " 

No written response required. 

8EYFR1T,K. V. Region 4. Dallas, Office of the Director. 79/11/30. 
ip- 


7912310264 Forwards IE Info Notice 79-30, ‘Reporting of Defects b 
Noncompliences, 10CFR21, " No action required. 

BEVFRIT.K, V. Region 4, Dallas, Office of the Director. 79/12/06. 
4pp. 


7912200215 Forwards IE Bulletin 79-28, "Possible Malfunction of Names 
Model EAIBO Limit Switches at Elevated Temps. " Action 
required. 

BEVFRIT.K. V. Region 4, Dallas, Office of the Director. 79/t2/07. 
ip. 


7912280586 Forwards IE Info Notice 79-31, “Us# of Incorrect Aapllflad 
Response Spectra. " No uirltten response required. 

BEVFRIT.K. V. Region 4. Dallas. Office of the Director. 79/12/13. 
ip. 


S. Reportable occurrences, LERs b related correspondence 


7912070140 Confirms 790824 notification to include Class II tt III 
assemblies in investigation of potential deficiencies in 
piping assemblies furnished by Oulf b Western Energy 
Products Croup. 

KOEBTER.G. L. Kansas Oas b Electric Ce. 79/09/11. Ip. 


7912070174 Forwards final deficiency rept re concrete void in reactor 
bldg. 

KDE6TER.0.L. Kansas Oas b Electric Co. 79/09/25. Ip. 


—7912070175 Final deficiency rept re 781213 concrete void beneath 
equipment batch reactor bldg. Void repaired on 79070? by 
placing grant between new concrete b liner, 
e Kansas Oas b Electric Co. 79/09/25. 4pp. 


7912200429 PNa-IV-79-004; on 791008, Daniel Inti Carp switchboard 
operator received bomb threat call that bomb was in euiin 
bldg.Dldg search conducted b no bomb found. Call traced to 
pay phone in LeRoy, KB, 

OBERQ.C., SEIDUE.U. Roglon 4. Dalles. Office of the Director. 
79/10/09. 2pp. 


7912200448 PNS-lV-79-005; on 79101 1, Daniel Inti Corp switchboard 
operator received bomb threat call re bomb In turbine bldg. 

Search revealed no bomb. 

OBERO.C. , CROSSMAN.W. Region 4, Dallas, Office of the Director. 
79/iO/tl. ip. 


7912120142 Ack receipt of 790926 Itr forwarding Interim deficiency rapb 
re qual if Ication of control sys, 

CARLSON, R.T. Region 1, Philadelphia, Reactor Canstructlon It 
Englnearing Support Branch. 79/10/lS. Ip. 


•7912120146 Forwards interim deficiency rept re qualification of eantroX 
sys, Supplamental rept in approx thrae months. 

PETHICKtN. A. Standardised Nuclear Unit Power Plant System. 

79/10/13, Ip. 
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7913200454 PNS-lV-77-OOfc; on 791016. D«niel Inti Corp swltchboapd 
operator received hoot threat call re hoah in control hldj. 
Evacuation Ic eearch of bldg conducted. No bonb found. 

OBERO.C, t CflDBBMAN.H. Region 4. Dallas. Office of the Director. 
79/10716. Ip. 


7912200060 PNa-IV-79-0O7: on 791019. boob threat received by Daniel Inti 
Corp froa onsite extension 140. No boob found in search of 
auilllaru bldg. 

TAPIA. J.X.t CRDS8MAN.H. Region 4. Dallas. Office of the Director. 
79/10/19.’ 2pp'. 

7912200091 PM8-IV-79-008; on 791023. Daniel Inti Corp personnel trailer 
received boob threat. Search conducted 6 no boaU found. 

BTEUMlTiR. > CR08BMAN. M. Raglan 4. Dallas. Office of the Director. 
79/10/23. Ip. 


79122O006S PN3-IV-79-009; on 791025. Daniel Inti Corp telephone 
switchbaard operator received boat threat. Search conducted ti 
no boab found. 

OBERO.C. . CROSSHANiH. Region 4> Dallas. Office of the Director. 
79/10/23. Bpp. 


7912210037 PNa-IV-79-011; on 791025, third boab threat via telcon was 
rocoived at 1:50 PH on 791025. Pipe fabrlcaton shop received 
call fro« onsite extension. Shop evacuated. Search conpleted. 

No boMh found. 

aSEHO. C. . CRD8BHAN. U. Region 4. Dallas. Office of the Director. 
79/10/25. Ip. 


7912260090 PNB-IV-79-OiO: on 791025. Daniel Inti Corp operator received 
oacond boab threat, Call ceae froa exteneion within bldg. 

Search conducted w/negative results. Facility under const. 

DBERO.C. . CR08SHAN, W. Region 4. Dallas. Dffico of the Director. 
79/10/23. 2pp. 


7912200560 PN8-lV-79-0t3; on 791114. Daniel Inti Corp ewltchboard 
operator reeelvod boob threat call froa eite eitenslen. 

Control bldg evacuated 6 search conducted. No boat found, 

DBEROiC. . CROSSHANiU, Region 4. Dallae. Office of the Director. 
79/11/14. ip. 


7912160119 PNO-lV-79-15: on 791117. Daniel Inti OC lab technician 
accidentally hit by concrete truck during concrete 
placeaent. Technician taken to hosp I. returned to site only 
to suffer froa internal bleeding. Readaltted to hoip. 
oaEROiC.R. . CROBSHAN. H. A. Region 4, Dallas. Office of the 
Director. 79/11/19. Ip. 


7912280469 Responds to NRC 791010 request for addl info re BNUPP8 fire 
protection sys. Detailed responses to requests will he 
included in F8AR revision. Clarification of sys description 
will show design in cospliance w/NRC requireaents. 

PETRICK.N.A. StandardiiBd Nuclear Unit Power Plant Bystea. 

79/18/20. ip. 


0. Adjudicatory correspondence 


7912180206 Responds to 791128 inquiry re two tinds of licensing 
proceedings described In Ataaic Energy Act. Clarifies 
difference between OL & CP proceedings. 

UOODHEAD, C. P. Hearing Branch 3. 79/12/03. Ip. 


H. Ceneral correspondence 


7912160S33 Notifies of appointment of JF McLaughlin to position of 
Assistant to Vice President. Nuclear. 

BRYANrJ.K. Union Electric Co. 79/12/11. Ip. 


a. Inspection reports, IE Bulletins t< correspondence 


7912190197 Responds to IE Bulletin 79-03 followup rapt. Data developed 
on generic basis I, considered applicable to all SNUPPS 
unite. Fabrication 6 installation of Youngstown pipe spools 
will proceed w/all natl analyzed prior to use. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System. 
79/10/05. 3pp. 


— 7912190210 "Rept on Investigation of Held laipcrfectlona in ABtE BA-312 
Double Welded Austenitic Stainless Steel Pipe for Compliance 
w/NRC lE Bulletin 79-03.“ 

CAHN.A. L. , STANLEY, C., KOEPKE, M. Bechtel Corp. 79/06/09. 115pp. 


7912060SS6 Responds to IE Bulletin 79-23 re potential failure of 
emergency diesel generator field exciter transformer. Problem 
not applicable to SNUPPS diesel generators. 

PETRICK.N.A. Standardized Nuclear Unit Power Plant System. 
79/10/26. ip. 


7912180173 Submits generic response to IE Bulletin 79-14. "Seismic 
Analysis for As-Built Safety-Related Piping Sys.’ Seismic 
analysis Input Info conforms to actual as-built 
configuration of safsty-related syi. 

PETRICK.N.A. Standardized Nuclear Unit Power Plant System. 
79/11/01. 7lpp. 


7912120395 Notlfiee of corrective action for potential deficiency re 
•ngilzeered safety features actuation eye. Test sequence to 
detect fellure will be incorporated into appropriate 
pTocedurae. 

PETRICK, N. A. Standardized Nuclear Unit Power Plant System, 
79/12/06. ip. 


7912260393 Dlecuesss potential deficiency, per 791116 telcon to NRC. 
Hastlnghouee review reveals that dropped rod safety analysis 
daficlaney auy affect four add! loop plants. Furthor Info 
will ..be provided by FBAR revision, 

PETRICK, N. A. Standard lied Nuclear Unit Power Plant System. 
77/12/14. 2pp. 


DOCKET BTN-30-4e3 CALLOWAY PLANT. WilT 1 

A. Appllcation/conatruetion stage documents It corraspondance 


7912110264 Discuease NRC plans to use generic analysaa to develop early 
verification program to resolve ATW8 Issue for PURs t, DMRs. 

Sueceea of program depends on industry response. Supports 
formation of owners groups to provide nacaseary info. 

DENTON, H.R. Office of Nuclear Reactor Regulation, 79/10/17. 3pp. 


7913280489 Forwards updated "OA Programs for Design ti Const. “ 
PETRICK. N. A. Standard iisd Nuclear Unit Power Plant Bye ten. 
79/12/20. 2pp. 


— ^7912260436 Updated “OA Programs for Design t, Const. “ 

• Standardiied Nuclear Unit Power Plant System. 79/12/20. 225pp. 


791221002B Forward* IE Insp Rept 50-463/79-11 on 79i0l6-i8. No 
noncompllance noted. 

FIORELLI.O, Region 3, Chicago, Reactor Construction & Engineering 
Support Branch. 79/11/09. Spp, 


—•7912210033 IE Insp Rept 50-483/79-11 on 791016-10. No noncompllance 
noted. Major areas inspected: aetlvl tie* re concrete 
placement (c site. 

HANSEN.M.A., KNOP.R.C. Region 3, Chicago. Offlea of the 
Director. 79/11/07. 3pp. 


7912050134 Forwards IE Circular 79-22, "Strok# Timet for Power Operated 
Relief Valves," No response required. 

KEPPLERiJ. 0. Region 3, Chicago, Offlea of the Director. 79/11/16. 
Ip- 


791310024B Forwards IB Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Leeds." No response required. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/11/16. 
ip. 


7912110592 Forwards IE Info Notice 79-29, "Lots of Nonsefoty-Related 
Reeetor Coolant Sys Instrumentation During Operation." Mo 
specific action or rasponse raqulrad. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/11/16. 
IP- 


7912050413 Forwards IE Bulletin 79-26, “Boron Loss From BMR Control 
Blades." No response required. ^ 

KEPPLERiJ. 0. Region 3, Chlcego, Office of the Director. 79/11/20. 

»P- 


F. Security, medical, emergency It fire protection plans 


791S04O471 Forwards info re upgraded emergency plans to plants under 
const ti OL review. Applicants required to mate certain 
anorsoney arranpamente w/stata li local orpanizatione t< 
aubmlb Oaergency plans per Reg Duide 1.101. 

VASaALLO, D. B. Division of Projsct Jlanagement. 79/11/21, 6pp. . 


7912100446 Forwards IE Circular 79-24, "Proper Installation 6 Calibr of 
Cora Spray Pipe Break Detection Equipment on BHHs. " No 
written reeponte required. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/11/26. 
‘P> 


'918140242 Forwards IE Circular 79-23, "Motor Starters ti Contactors 
Fallsd to Operate." No written response required. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/11/26. 
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7953110444 Notifies that NRC intends to routinelij forward to 
aoprapriatB state poblic util regulatory groups t< state atty 
general ofcs copies of escalated enforcement correspondence 

sent by NRC to licensees. . t -ia/ii/sa 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Diroctor, 79/11/28, 

Ip- 


7913200429 Forwards updated 
PETRICKi N. A. Btandardlisd 
79/12/20. 2pp. 


"QA Programs for Design ti Const. " 
Nuclear Unit Power Plant Systom. 


7912260436 Updated "QA Programs for Design t< Const. 

* Standard i led Nuclear Unit Power Plant System. 


79/12/20. 


22Spp. 


7912190246 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation J< Control Power Sys Bus During Operation. 
No written response rcguired, 

(^EPPLER, j. 0 . Region 3, Chicago, 

Ip- 


Office of the Director. 79/11/30, 


7912140104 Forwards IE Info Notice 79-30, "Reporting of Defects 6 
Nancompllances, 10CFR21. “ No action or response required. 

KEPPLERp U. 0. Region. 3, Chicago, Office of the Director, 79/12/06. 

IP- 


7912200143 Forwards IE Bulletin 79-26, "Possible Malfunction of Namco 
Model EAlBO Limit Switches at Elevated Temps." Action 
required. 

KEPPLER. J. 0, Region 3, Chicago. 

Ip. 


Office of the Director. 79/12/10. 


S Reportable occurrences, LERs !i related correspondence 

7912120142 Ack receipt of 790926 Ur forwarding interim deficiency ropt 
re qualification of control sys. . „ i., „ • 

CARLSON, R. T, Region 1, Ph i iade Iphia, Reactor Construction i 

Engineering Support Branch, 79/10/15. Ip. 


F, Security, medical, emergency b fire protection plans 

7912040471 Forwards info re upgraded emergency plans to plants under 
const & OL review. Applicants required to make certain 


emergency arrangements w/state b local organizations 6 
submit emergency plans per Reg Ouide 1. 101. 

VASSALLO, D. B. Division of Project Management. 


79/11/21. 6pp. 


7912280469 Responds to NRC 791016 request for addl nfo re SNUPP9 firs 
protection sys, Detailed responses ho requests will be 
included in FBAR revis i on. Clarif Ua t ion of lys description 
will show design in compliance u/NRC requirements. 

PETRICK.N, A. Standardiied Nuclear Unit Power Plant System. 

79/13/20. Ip. 


0. Adjudicatory correspondence 


7912U0043 Forwards comments on NUREO-OSll. Draft 0E19 reflects 
conscious 1< deliberate NRC policy to joopardlio public 
health t, safety «< thwart objectives of NEPA. ,o/»n/oa 

KEPFORD, C. Environmental Coalition on Nuclear Power. 79/10/24. 

22pp. 


-7912120146 Forwards Interim deficiency rapt re qualification of control 
sys. Supplemental ropt in approx three months. , „ . 

PETRICK<N, A, Standardized Nuclear Unit Power Plant System. 

79/10/15. ip. 


7912180378 PND-lt 1-79-016: on 791012, Dec h to 1 Power Corp received inquiry 
from ADC Television re embeds used in const of facility. 

Prewous Investigation of studs to concrete weld problems 
concluded embed are sound t< meal design t< I®®** . 

HANSEN, W.A., KNOP.RC., FIORELLI.C, Regions, Chicago, Office of 
the Director. 79/10/15. Ip 


7912070033 PNO'm-79-33: on 791 101, employment d iscrirainatlon claimed by 
U Smart because of allegations made re quality of const on 
previous job. Ref erred to Dept of Labor. 

KNOPiR.C , FIORELLI.O, Region 3, Chicago, Office of the Director. 
79/11/02. Ip 


79121B0331 PN5-I1 1-79-002; on 791 U 5, te 1 ep hon i e bomb threat received by 
operator of Daniel Const Co. Call was traced to pay phone. 

Licensee conducting search of facility l< 7 ej/t i /is 

CREED, J. R. Region 3, Chicago, Office of the Director. 79/11/15, 

Ip. 


7912120395 Motif j es of corrective action for potential deficiency re 
eogineerod safety features actuation ays. Test sequence to 
detect failure will be incorporated into appropriate 
flFDCGdUTCS- _ 

PETRICKjN A, standardiied Nuclear Unit Power Plant System. 
79/12/06. Ip 


7912280593 Discusses potential def ie iency , per 791116 telcon to NRt, 
Uastinghouse review reveals that dropped rod safety analysis 
deficiency may affect four addl loop p lants. Further info 
will be provided by FSAR revision. 

PETRICKvN. A. Standardized Nuclear Unit Power Plant System. 
79/12/14. 2pp. 


DOCKET STN- 50-484 TYRONE ENERGY PARK, UNIT 1 
O. Adjudicatory corrospondence 


7912110043 Forwards comments on NUnEG-051 1. Draft OEIS reflects 
conscious »< deliberate NRC policy to jeopardize public 
hoalth li safety t< thwart objectives of NEPA. 

KEPFORD, C. Environmental Coalition on Nuclear Power. 79/10/ 
22pp. 


DOCKET STN-50-4a3 STERLING POWER PROJECT NUCLEAR, UNIT 1 
A Appllcation/construetlon stage documents t, correspondence 


7912510264 Discusses NRC plans to use generic analyses to develop 
verification program to resolve ATHS Issue for PWRs « 

Biicc 96 fl of pro 5 T«[ti on induatry responio. Supports 

formation of owners groups to provide necessary 
DENTONiH-R. Office of Nuclear Reactor Regulation. 79/10/17, 


early 


3pp. 


Q. Inspection reports, IE Bulletins 5, correspondence 


7912190197 Responds to IE Bulletin 7' 
on generic basis 5< considered appl 
units. Fabrication ft installation o 
will proceed w/oll mail analyzed p' 
PETRICK,N.A. Standardized Nuclear 
79/10/05. 3pp. 


— 7912190210 "Rapt on Investigation , 
Double Welded Austenitic Stainle 
w/NRC IE Bulletin 79-03. " 

CAHN, A. L. , STANLEY, C. , KOEPKE, W. 


'-03 followup rept.Data developed 
cable to all SNUPPB 
' Youngstown pipe spools 
'ior to use. 

Unit Power Plant Syetem. 


if Weld Imperfections In ASHE 9A-312 
iS Steel Pipe for Compliance 

Bechtel Corp. 79/00/09. 115pp. 


912060SS6 Responds to IE Bulletin 79-23 re potential foUof* of 
emergency diesel generator field exciter transformer. Problem 
not applicable to SNUPPB diosel generators. ^ . 

PETRICK, N, A. Standardized Nuclear Unit Power Plant System. 


7912100175 Submits generic response to IE Dul lettn 79-14. BelsmU 
Analysis for As-Built Safety-Related Piping Sys,' Seismic 
analysis Input info conforms to actual as-built 
configuration of safety-related sys. 

PETRICKiN.A. Standardized Nuclear Unit Power Plant System. 
79/ll/'0l. 71pp. 


7912050064 Forwards IE Circular 79-22, 
Relief Valves. " No response required. 
ORIER.D.H. Region 1, Philadelphia, 
79/11/16. Ip. 


"Stroke Times for Power Operatad 
Office of the Director. 


79l205obo6 Forwards IE Info Notice 79-27, "Steam Generator Tuba 
Ruptures at Two PWH Plants. " No response required. 

GRIER, 0. H. Region 1, Philadelphia, Office of the Director. 


70/1 1 /I A 


912100152 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loads, " No response required. 
ORIERiB.H. Region 1, Philadelphia, Office of the Director. 




/9121 10478 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Relatad 
Reactor Coolant Bys Instrumentotion During Operation. No 
specific action or reoponse required. i.„. 

GRIER, B.H. Region 1. Philadelphia, Office of the Director. 
79/11/19. Ip. 


7912050332 Forwards IE Bulletin 79-26, 
Blades. " No response required. 

GRIER, D. H. Region 1, Philadelphia. 
79/11/20. Ip. 


"Boron Loss From BWR Control 
Office of the Director. 


7912060597 Forwards IE Circular 79-24. "Proper Installation »< Callbr of 
Core epray Pipe Break Detection Equipment on DHRs. No 

0R1ER?B*h!' Region 1. Philadelphia, Office of the Director. 

79/11/26. Ip. 
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79t8tlOO07 Foruisrds IE Circular 79-33. "Motor Startors ti Contactor* 
Failad to Oparat*. " No response required. 

0R1ER>B.H. Region 1. Ph i ladolph la. Office of the Director. 
79/11/26. Ip. 


7912190009 Forward* IE Bulletin 79-27. "Loss of 
IfietrumOTitat i on it Control Power Sg* Du* Durin 
No written response required. 

ORIER.B.H. Region 1. Philadelphia. Office 
79/11/30: Ip. 


Non-Claes IE 
g Operation. " 

of the Director. 


7912310292 Forward* IE Info Notice 79-30. "Reporting of Defects li 
Honeompl lances. lOCFnai. " No action required. 

ORIER.B.H. Region 1. Philadelphia. Office of the Director. 
79/12/06. 4pp. 


0. Adjudicatory correspondence 


7912180206 Responds to 791128 inquiry re two kinds of licensing 
proceedings described in Atomic Energy Ac t. Clarl f iea 
difference botiiieen DL 6 CP proceedings. 

HQDDHEAD. C. P. Hearing Branch 3. 79/13/05. ip. 


H. Oeneral correspondence 


7912180535 Notifies of appointment of JF McLaughlin to position of 
Assistant to Vico Presi dent . Nuc lean. 

DRVAN.J K. Onion Electric Co. 79/12/11. ip. 


0. Inspection reports. IE Bulletins !< correspondence 


7912190767 Forwards IE Bulletin 79-28. " 
Model EAIQO Limit Switches at Elevated 
response required. 

ORIER.B.H. Region 1. Philadelphia. 
79/12/07. Ip. 


Possible Malfunction of 
Temps. " Written 

Office of the Director. 


Namco 


79122Q0246 Forwards IE Info Notice 79-31, “Use of Incorrect Amplified 
Responte Spectra. " No written response required. 

ORIER.B.H. Region 1. Ph I lodelphla. Office of the Director. 
79/12/13. Ip. 


8. Reportable occurrences. LERs & related correspondence 


7912120142 Aet receipt of 790928 Itr forwarding Interim deficiency rept 
re qualification of control »ys. 

CARLSON. R.T. Region 1, Phi ladelphia. Reactor Construction b 

Englnssrlng Support Branch. 79/10/15. Ip. 


7912190197 Responds to IE Bulletin 79-03, fol lowup rapt. Data developed 
on generic basis Sc considered applicable to all SNUPPS 
units. Fabrication U Installation of Youngstown pipe spools 
will proceed w/all matl analyiod prior to uso. 

PETRICK.N. A. Standardised Nuclear Unit Power Plant System. 
79/10/05. 3pp. 


--7912190210 "Rept on Investigation of Weld Imperfections in A9ME SA-313 
Double Welded Austenitic Stainless Steel Pipe for Compliance 
u/NRC IE Bulletin 79-03. " 

CAHN.A. L. Deehtol Corp. 79/08/07. llSpp. 


7912060556 Responds to IE Bulletin 79-23 re potential failure of 
emergency diesel generator field ekciter transformer. Problem 
not applicable to SNUPPB diosel generators. 

PETRICK.N, A. Standardiied Nuclear Unit Power Plant System. 
79/10/26. Ip. 


“7912120146 Forward* Interim deficiency rept re qualification of control 
•yi. Supplemental rept in approx three menthi. 

PETRICK.N. A. Standerdlied Nuclear Unit Power Plant 8y»tem. 

79/10/15. Ip. 


791212039S Notifle* of corrective action for potential deficiency re 
engineered sofety features actuation sys.Test sequence to 
detect failure will be Incorporated Into appropriate 
procedures, 

PETRICK.N. A. atendardUed Nucleor Unit Power Plant System. 
79/12/06. Ip. 


7912180178 Submits generic response to IE Bulletin 79-14. "Seismic 
Analysis for As-Built gafety-Related Piping Sys, " Seismic 
analysis input info conforms to actual as-built 
configuration of safety-related sys. 

PETRICK.N. A. Btandordiied Nuclear Unit Power Plant System. 
79/11/01. 71pp. 


7912050154 Forwards IE Circular 79-22. "StroXo Time* for Power Operated 
Relief Valves," No response required. 

KEPPLERiJ. 0. Region 3. Chicago. Office of the Director. 79/11/16. 
IP- 


7912280593 Discusses potential def Ic lency . per 791116 telcon to NRC. 
Uestinghouse review reveals that dropped rod safety analysis 
deficiency may affect four addl loop p lants. Further info 
will be provided by FBAR revision. 

PETRICK.N. A. Standardized Nucleor Unit Power Plant System. 
79/12/14, 2pp. 


DOCKET BTN-SO-406 CALLOWAY PLANT. UNIT 2 

A. Appllcation/eonstruction stage documents ti correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop early 
varlfleatlon program to resolve ATWS issue for PWRs l« BWRs. 

Quccais of program depends on Industry response. Supports 
formation of owners groups to provide necessary Info. 

DBNTONiH. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912280429 Forwards updated "QA Programs for Design l< Const." 
PETRICK.N. A. Standardized Nuclear Unit Power Plant System. 
79/12/20. 2pp. 


7912100248 Forward* IE Info Notice 79-28. "Overloading of Structural 
Element* Due to Pipe Support Loads." No response required. 

KEPPLER. J. 0. Region 3. Chicago. Office of the Director. 79/11/16, 
Ip. 


7912110592 Forwards IE Info Notice 79-29, "Lo»0 of Nonsaf ety-Re lated 
Reactor Coolant Sys Instrumentation During Operation. “ No 
specific action or response required. 

KEPPLER. J.O. Region 3. Chicago, Office of the Director. 79/11/1 
IP- 


912050413 Forwards IE Bulletin 79-26, "Boron Loss From BWR Control 
Blades." No rosponse required. 

KEPPLER, J. 0. Region 3, Chicago, Office of the Director. 79/H/BO. 


912100446 Forwards IE Circular 79-24, "Proper Installation 1. Callbr of 
Cora Spray Pipe Break Detection Equipment on BWRs. “ No 
written response required, 

KEPPLER. J.O. Region 3. Chicago, Office of the Director. 79/11/26. 
Ip. 


— 7912280436 Updated "OA Programt for Design 8. Const. " 

* Stendardiied Nucleor Unit Powar Plant Byitem. 79/12/20. 22Spp. 

F. SBCurity. medical, emergency fc fire protection plan* 


7912040471 Forwards info re upgraded emergency plans to plants undar 
const ti OL review. Applicants required to make certain 
emergency arrangement* w/state li local organizations l< 
eubmlt emergency plan* per Reg Oulde 1. 101. 

VASaALLO. D. B. Divislbn of Project Management. 79/11/21. 6pp. 


912140242 Forwards IE Circular 79-23. "Motor Starters I. Contactors 
Felled to Operate." No written response required. 

KEPPLER, J.O. Region 3. Chicago. Office of the Director. 79/11/26. 


7918110444 Notifies that NRC intends to routinely forward to 
appropriate etate public util regulatory groups 6 state atty 
general ofc* copies of escalated enforcement corrsspondenee 
sent by NRC to licensees. . 

KEPPLER, J.O. Region 3, Chicago, Office of the Director. 


79/11/28. 


ip. 


7918280469 Respond* to NRC 791018 request for addl info re SNUPPS fire 
protection sys. Detailed responses to requests will be 
included In F8AR revision. Clarification of sys deierlption 
will show design In compliance w/NRC requirements, 

PETRICK.N. A. Btenderdlzed Nuclear Unit Powar Plant Byetem. 

79/18/20, ip. 


1912190246 Forwards IE Bulletin 79-87, "Loss of Non-Class IE 
Instrumentation fc Control Power Bys Dus During Operation. 

No written response required. 

KEPPLER. J.O. Region 3. Chicago. Office, of the Director. 79/11/30. 
Ip. 


7912140104 Forwards IE Info Notice 79-30, "Reporting of Defects It 
Noncompllance*. 10CFR21. " No action nr response required, 

KEPPLER. J.O. Region 3. Chicago. Office of the Director. 79/18/06, 
Ip. 
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7912200148 Forwards IE Bulletin 79-20. "Possible Malfunction of Naoco 
Kodel EA10O Limit Switches at Elevated Teops. Action 

KEFPLER? j. 0. Region 3. Chicago. Office of the Director. 79/12/10. 
ip. 

6. Reportable occurrences, l-ERsJ. co rrespondence 

7912120142 Act receipt of 79092B Ur forwarding interim defieiencg rept 

re aualification of control sys. _ t t, 

CARLSON, R.T. Region 1, Philadelphia, Reactor Construction ti 

Engineering Support Branch, 79/10/15. ip. 

—7912120146 Forwards interim deficiency rept re qualification of control 
sus. Supplemental rept in approi throe months. 

PETRICK.N. A. Standard! red Nuclear Unit Power Plant System. 

79/10/15. Ip. 

7912180331 PNS-r II -79*002; on 791115, telephonic bomb threat received by 
operator of Daniel Const Co. Call was tracad to pay phone 
Licensee conducting search of facility & “I”' ./j- 

CREED. J.R. Region 3, Chicago, Office of the Director. 79/11/15. 

Ip. 

7912120395 Notifies of corrective action for potential deficiency re 
engineered safety features actuation sys. Test sequence to 
detect failure will be incorporated into appropriate 

PCTRICRiN. A. Standardiied Nuclear Unit Power Plant System. 

79/12/06. Ip. 

791P280S93 Discusses potential deficiency, par 791116 telcon to NRC. 
Hestlnghouse review reveals that dropped rod safety analysis 
deficiency may affect four addl loop plants. Further info 
will be provided by FBAR revision. . o 

PETRICKiN.A. Btandardiisd Nuclear Unit Power Plant System. 

79/12/14. 2pp. 


DOCKET BTN-50-48B PERRINS NUCLEAR STATION, UN^ 1 
A^Appllcatlon/eonstruction stage doc uments 8. correspondenc e 

79112B0153 Discusses mods to NRC position re status Si applicability of 
TMI-2 accident review 8. NURE0-057B to facilities under 
const. Forwards addl info to be considered In development of 
final plant design 6 procedures. 

VAS8ALL0. D. B. Division of Project Management. 79/10/10. 4pp. 

7912110264 Discusses NRC plans to “«• = ***'*'' 

verification program to resolve ATH3 Issue ,for P^s 8< Bl«s. 

Success of program depends on Industry response. Supports 
formation of owners groups to provide g.. 

DENTON, K.R. Office of Nuclear Reactor Regulation. 79/10/17. app. 

7912070004 Raquests distribution of end maaorandum to board 

V«0A,*8. A. Assistant Director for Light Hater Reactors. 79/ll/OB. 
3pp. 

7912270496 Estimates submittal date for FBAR for Cherolee 1 as 
Jan 1984. . _ 

DAIL, L. C. Dute Power Co. 79/12/20. Ip. 

F. Security, medical, emergency fc fire protection 


t. Financial Information 

7912270377 Forwards duplicate copies of “^‘'^ISlO^rSaueSr** 
retrospective premiums. in response to NRC 791210 request. 

WHITLEY. H. D. Dole Power Co. 79/12/20. Ip- 

—7912270503 Requests approved guarantee of payment of deferred premiueie 
SALTZMAN.J. Antitrust Ic Indemnity Croup. 79/12/10. Ip. 

0. Inspection reports, IE Bulletins 8, co rrespondence 

7912060119 Forwards IE Info Notlca 79-12A, "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/09. 2pp. 

7912100166 Forwards IE Info Notice 79-2B, "Overloading of Structural 
•Elements Due to Pipe Support Loads. " No response required. 

□ 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/16. Ip. 

7912110531 Forwards IE Info Notice 79-29. “Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation, No 
specific action or response required. 

O^EILLYiJ.P. Region 2, At lanta, ' Of f ice of the Director. 

79/11/16, 2pp. 

7912060607 Forwards IE Circular 79-24. "Proper I"**-?. •< 

CoTi 8prav Plp« Br««k Dtt*ctlon Equipment an BWRt. NO 

O'REILLY, ap” ^ Region 2, Atlante. Office of the Director. 

79/11/26. Ip. 

7912110140 Forwards IE Circular 79-23, "Motor fitartore Ic Contmetore 
Failed to Operate. " No response required. . . 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/26. tp. 

7912190397 Forwards IE Bulletin 79-27, "Loss of Non-Closs IE 
Instrumentation 8< Control Power Sys Bus During Oporation. 

No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/30. tp. 

7912310290 Forwards IE Info Notice 79-30, "Reporting of Daficte 8c 
NoncompllanciS. 10CFR21. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/06. Spp. 

7912200010 Forwards IE Bulletin 79-20, “Postlblt Malfunction of Namco 
Model EA10O Limit Switches at Elevated Temps. " Action 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/07. 2pp. 

7912280391 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra," No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/13. Spp- 

7912280124 Forwards IE Circular 79-23. "Shock Arrestor Strut Assembly 
Interference. " No written response required, 

O'REILLY, J. P. Region 2, Atlanta. Office of the Director. 

79/12/20. App. 


7912070469 Notification of 791204 meeting w/utlls in Bethesda.KD re 
NRC info requirements for emergency preparedness. Room change 

HOONiC.H. Light Hater Reactors Branch 4, 79/11/16. llpp. 

0. Adjudicatory correspondence 

79121B02U Forwards NRC Dept of Natural Rtsoureas li Comaunity 
Development 791120 Itr clarifying itr referenced In NRC 
alternative sit# testimony re condenser cooling. 

REIBiE.J. Hearing Branch 3. 79/12/03. Ip. 

—7912180217 Clarifies 791019 Itr stating views on condenser cooling 
types. Can establish official position only In contest of 
permit application l< review process. State employee advice 
as no logal status under NC law. 

ORIOB.N, 8. North Carolina, State of. 79/11/20. ip. 


DOCKET 8TN-50-489 PERRINS NUCLEAR STATION, UNIT^2 
A"'^plieatlon/eonstructlon stage docume nts 8. correspondence 

7911280133 Discusses mods to NRC position re s'tatus I. applicability of 
TMI-2 accident review 8< NURE0-037B to facilities under 
const. Forwards addl Info to ho considered In development of 

final plant design 8, procedures. ,oyin/irt 4 ee 

VABSAULDj 0* B . Divlflan of Projoct Man«ff»»tnia /t/IO/IOa 

7912110264 Discusses NRC plans to use VSuS!''*'”'' 

verification program to resolve ATMS issue, for *< BHRs. 

Success of program dependa on Industry rssponsa. Supports 
formation of ownari groupa to provide .,7 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. app, 

7912270496 Estlmatoi submittal date for F8AR for Cherokee 1 as 
Jan 19S4. 
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F. Sacurityi mtdical> emirgantg li fir« protactlon plant 


791207046'? Notification of 791204 mootlnp u/utllt in Dtthoida.HD ro 
MHC Info raquiroioontt for amorgencg proparadnttt. Room ehango 
Indlcatod. 

HOONrC. H. Light Hator Rtaetort Branch 4. 79/Il/i6. ilpp. 


0. Adjudieatorg corrotpondoneo 


79121Q02il Forwardi NRC Dapt of Natural Retourcat !■ Coamunltg 
Oovalopaant 791120 Itr elarifulng Itr roforaneod in l«C 
aXtornatlvt tito toitlmony ra eondaniar cooling. 

RElBtE. J. Hearing Branch 3, 79/ 12/OS, Ip. 


— 7912100217 Clariflot 791019 Itr itating vlaut on condantar cooling 
tgpai. Can oatablith official potition onlg in eontatt of 
parMit application 4 raviau procast. Stata emplogaa adviea 
at no lagal ttatus undar NC law. 

ORlOOtN.S. North Corolinap Btata of. 79/11/20. Ip. 


I. Financial information 


7912270877 Forwards duplicate copies of util 790321 guarantee of 
ratrospaetlva pramlumt) in rasponta to NRC 791210 raguast. 
HHITLEY.H, D. Duka Power Co. 79/12/20. Ip. 


—7912270898 Raguests approvad guarantee of payment of daferrad pramlumi 
for 1979. 

8ALT2KANiJ. Antitrust (i Indemnity Croup. 79/12/10. Ip. 


0. Inspaetion raportst IE Bulletins tc correspondence 


7912060119 Forwards IE Info Notice 79-18A. "Atteeiptod Damage to New 
Fuel Assambllas. " No specific action or rasponta ragulrad. 
0'REIU.Y) J, P. Region 2i Atlantat Office of the Director. 
79/11/09. 2pp. 


7912100166 Forwards IE Info Notice 79-29. “Overloading of Structural 
Elements Duo to Pipe Support Loads. “ No response regulred, 
O'REILLY, vl. P. Region 2. Atlanta. Office of the Director. 
79/11/U. Ip. 


7912110881 Forwards IE Info Notice 79-29. "Loss of Nonsaf aty-Relatad 
Reactor Coolant Sys Instrumentation During Operation. “ No 
specific action or response regulred. 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director. 
79/11/16. 3pp. 


7912060607 Forwards IE Circular 79-24. "Proper Installation 6 Calibr of 
Cora Spray Pipe Break Detection Egulpment on BHRs. " No 
response regulred. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. tp. 


7912110140 Forwards IE Circular 79-23. "Motor Btarters 6 Contactors 
Failsd to Operate. " No response regulred. 

O'REILLY. J. P. Region 2. Atlanta. Off lea of the Director. 
79/11/26. Ip. 


7912190397 Forward e IE Bulletin 79-27. "Loss of Non-Clast IE 
Instrumentation t. Control Power Bys Bus During Operetton. " 
No written response r.tgulred. 

O'REILLY. J.P. Region 2. Atlanta. Office of the Director. 
79/11/30. Ip. 


7913310290 Forwards IE Info Notice 79-30, "Reporting of Defects I. 
Nencomp I lances, 10CFR21. " No action ragulrad. 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. Bpp. 


7912200010 Forwards IE Bullstln 79-28. "Possible Malfunction of Nameo 
Model EAIBO Limit Bwitchec at Elevated Tempa, " Action 
regulred, 

O'REILLY, J. P. Region 2, Atlanta. Of flea of the Director. 
79/12/07. 2pp. 


7912200391 Forwards IE Info Notlct 79-31. "Us# of Ineorroct Amplified 
Reeponea Bpectra," No written response regulred, 

O'REILLY. J. P. Region 2, Atlanta. Office of the Director. 
79/12/13, Bpp. 


7912290124 Forwards IE Circular 79-23, "Bhoek Arrestor Btrut Assembly 
Interference." No written response regulred, 
a'REILLY. J. P. Region 2, Atlanta, Office of th# Director. 
79/12/20, 4pp. 


DOCKET 8TN- 30-490 PERKINS NUCLEAR STATION, UNIT 3 


A, Application/eonstructlon stage documents & correspondence 


7911200183 Diicuesis mods to NRC position re status 1. appHcablllty of 
TMI-2 accident review 6 NURE0-037B to facilities under 
const. Forwards addl info to be considered in development of 
final plant design It procedures. 

VAB9ALL0, D. B. Division of Project Management. 79/iO/lO. 4pp. 


7912110264 Discussee NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PHRs It BHRs. 

Success of program depends on industry resp onse, Supports 
formetlon of owners groups to provide necessary info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070004 Reguests distribution of end memorandum to board 
notification lists. 

VAROA, 8. A. Assistant Director for Light Water Reactors. 79/11/08. 
3pp. 


7912270496 Esttmata* submittal dale for F0AR for Cherokee 1 at 
Jan 1904. 

0A1L,L. C. Duke Power Co. 79/12/20. ip. 


F. Security, medical, emergency 6 fire protection plans 


7912070469 Notification of 791204 meeting u/utlli in Bethesda.HO re 
NRC info reguirements for emergency preparedness. Room change 
indicated. 

MDONiC. H. Light Hater Reactors Branch 4. 79/11/16. 11pp. 


0, Adjudicatory eorraspondencs 


7912100211 Forwards NRC Dept of Natural Resources ti Community 
Development 791120 Itr clarifying Itr referenced in NRC 
alternative site testimony re condenser cooling. 
flE10,E. J. Hearing Branch 3. 79/12/08. Ip. 


— 79121B0217 Clarifies 791019 Itr stating views on condenser cooling 
types. Can establish official position only in contest of 
permit application 6 review proeese. State employes advice 
as no lagal status under NC law, 

ORIOO.N.S. North Carolina. State of. 79/11/20. ip. 


I, Financial Infornatlon 


7912270977 Forwards duplicate copies of util 790321 guarantee of 
ratroipective premiums, in response to NRC 791210 rtguesi. 
WHITLEY, H.D. Duke Power Co. 79/12/20. tp. 


— 7912270888 Requeete approved guarantee of payment of deferred premiume 
for 1979. 

BALTZMAN.J, Antitruet 6 Indemnity Oroop. 79/12/10. ip. 


0. lnepecl;ion reporte. IE Dulletint 6 correepondenca 


7912060119 Forward! IE Info Notice 79-12A, "Attempted Damage to Mew 
Fuel Aesembliei. “ No ipeclflc action or reeponee required. 
O'REILLY, J. P. Region 2. Atlanta, Office of the Director, 
79/11/09. 2pp. 


7912100166 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loadi. " No reeponil regulred, 
O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/li/l6, ip. 


7912110881 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Relatad 
Reactor Coolant Sye Instrumentation During Operation." No 
tpeelfic action or reeponee required. 

O'REILLY, J. P, Region 2. Atlanta, Office of the Director. 
79/11/16. 2pp. 


7912060607 Forwards IE Circular 79-24, "Proper Inetelletion I, Calibr of 
Core Spray Pipe Break Detection Equipment on BHRe, " No 
reeponse required, 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director, 

79/11/26, ip. 


7912110140 Forwards IE Circular 79-23, “Motor Btarters fc Contaetors 
Failed to Operate. " No response regulred. • 

O'REILLY, J,P. Region 2 , Atlanta, Office of the Director. 
79/11/26. Ip. 
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7918190397 Poruapds IE Bulletin 79-a7> 
In* t rumen tat lar J< Contra! PouiaT S^a 
No written response renulreil 
□ 'REIULV, J. P. Region Atlantai 
79/11/30. ip. 


"Los* of Non-Class IE 
Ous During Operation. " 

Office of the Director. 


7912J 10851 Forwards IE Info Notice 79-29, "Los* of NonaaPaty-Helate 
Reactor Coolant Sys Instrumentation During Operation. No 
specific action or reaponse required. . 

□ fRElLLY, J. P. Region S, Atlanta, Office of the Director. 
79/11/16. 2pp. 


7918310290 Forwards IE Info Notice 79-30, "Reporting of Defects tc 

Noncompliances, iOCFREl. •' Mo action required. 

O'REILLV, J.P. Region 2, Atlanta, Office of the Director. 
79/13/06. 5pp. 


7912060607 Forwerds IE Circular 79-24, "Proper Installation t< Callbr of 
Core Spray Pipe Break Detection Equipment on BMRs. " No 
pesponserequlrei). ... . 

O^REILLY, J. P. Region 2, Atlanta, Office of the Director. 


ta / 1 1 


7912200010 Foruerdi IE Bulletin 79-23, "Passible Malfunction of Namco 
Kodal EAIBO Limit fioiltches at Elevated Temps," Action 

a 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 

79/12/07. 2pp 


7918110140 Forwards IE Circular 79-23, "Motor Starters t< Contactors 
Failed to Operate." No response required. , 

0 'REILLY, J. P. Region 2, Atlanta, Offie# of the Director. 
79/11/26, Ip. 


79122B0391 Forwards 
Response Spectra. 
O'REILLY. J.P. 
79/12/13. 8pp. 


IE Info Notice 79-31, "Use of Incorrect Amplified 
" No written response required. 

Region 3, Atlanta, Office of the Director. 


7912280124 Forwards IE Circular 79-29, "Shock 
Interference. " Ho written response required 
O'REILLY, J. P. Region 2, Atlante, Office 
79/12/20. 4pp, 


Arrestor Strut Assemblv 
of the Director. 


DOCKET aTN-SO-491 CHEROKEE NUCLEAR STATION. UNIT 1 
A. Applleation/construction stage documents fe eorrespondence 


7912110264 Discusses NRC plans to use generic analyses to develop 
v*^lMcatAofi program to rasolve A7WS Isiva for PWRs 8WRi. 
Success of program depends on industry response. Supports 
fornatlon of owners groups to provide necessary 
DENTDN.H. R. Office of Nuclear Reactor Regulation. 79/10/17. 


early 


3pp. 


7912270496 Estimates submittal date for FBAR for Cherokee I as 
Jan 1934. 

DAIL.L.C, Duke Power Co, 79/12/20. Ip. 


F. Security, medical, emergency 1, fire protection plans 


7918130088 Ac k receipt of IE Insp Repts 30-491/79-19,90-492/79-19 h 
50-493/79-19 on 791023-26. No proprietary info. 

DAlLiL.C. Duka Power Co. 79/11/29. ip. 


— 7912130093 Forwards IE Insp Ropts 50-491/79-19, 50-492/79-19 1, 
30-493/79-19 on 791023-26. No noncompliance noted. 
MUnPHV.C.E. Region 2, Atlanta, Reactor Construction «< 

Engineering Support Branch. 79/11/19. 2pp. 


— 7912130100 IE Insp Repts 80-491/79-19,80-492/79-19 I, 80-493/79-19 on 
791023-26. No nancomp 1 iancB noted. Major areas ln*piCted:flA 
program implementation << rebar ti containment plate 
placement. . „ l 

BRVAMT.J.C- Regions, Atlanta. Reactor Construction 6 

Engineering Support Branch. RAUSCH, d.H. Region 2. Atlanta. 
Office of the Director. 79/11/16. 4pp. 


7918190397 Forwards IE Bulletin 79-27, "Loss of Non-Claes IE 
Instrumentation t. Control Power Sys Bus During □pirstlon. 
No written response required. . . 

0 'REILLY, J. P. Region 2, Atlenta, Office of the Director. 




7912810135 Ack receipt of 791116 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 80-491/79—16, 

80-492/79-16 t, 80-493/79-lB. ^ ^ ^ 

MURPHY, C.E. Region 8, Atlanta, Reactor Construction fc Englnttring 

Support Branch. 79/18/06. Ip. 


7912040471 forwards info re upgraded emergency plans to plants 
const 6 OL review. Applicants required to make certain 
emergency arrangements w/state t< local organ! call ons I, 
submit emergency plans per Reg Guide 1. 101. 

VAS3ALL0, D. B. Division of Project Management. 79/11/21- 


under 


6pp. 


-7912810145 Responds to NRC 791031 Itr re violations notsd in IE Ins# 
Repts 30-491/79-16, 50-498/79-lfl t, 80-493/79-1 B. Correct i vs 
ac tions; const procedure CKP-B revised re electrode stubs. 

Personnel Invo Ived have been Instructed. 

DAIL, L. C. Duka Power Co. 79/11/16. Ip. 


0. Adjudicatory correspondence 


7918110043 Forwards comments en NUfiEC-051 1. Draft OEIB reflects 
conscious h deliberate NRC policy to jeopardlie public 
health S« safety 6 thwart objoctives of NEPA. 

KEPFOHDiC, Environmental Coalition on Nuclear Power, 79/10/24. 
82pp. 


7912810158 Forwards IE Insp Repts 80-491/79-16,50-492/79-18 I, 

SO-493/79-ia on 791009-12 & notice of violation. 

MURPHY, C. E. Region 8, Atlante, Reactor Construction I, 

Enginearlng Support Branch. 79/10/31. 8pp. 


— 7918810161 Notice of violation from Insp on 791009-18. 

* Region 3, Chicago, Office of the Dlroetor. 79/10/3i. 


Ip. 


7912060043 Requests correction of record to substitute ftP Hi I son. 
Assistant Atty General. SC Dept of Health t. Environ Control, 
for Roberson. 

UILSDN/R. P. South Carolina, State of. 79/11/16. ip. 

1. Financial information 


— 7918810178 IE Insp Ripts 80-491/79-10,30-492/79-18 (< 80-493/79-18 on 
791009-12. Noncompllanco noted: fai lure to document welding 
survalllancB ti welding electrode stubs found in unmarksd 
trash can. . . . i 

VAN DDORN,P.K. Region 2, Atlante, Office of the Director. 

HERDT, A.R. Regions, Atlanta, Reactor Construction «< 

Engineering Support Drench. 79/10/31. 4pp. 


7918870577 Forwards duplicate copies of util 790321 guerantse of 
retrospective prsmlums, in response to NRC 79121D request. 
WHITLEY, H.D. Cuke Power Co. 79/12/20. ip. 


— 7918270SB5 Requests approved guarantes of payment of doferrsd preniums 
for 1979. 

9ALTZMAN, J, Antitrust U Indemnity Group. 79/18/10. Ip. 


Q. Inspictlon reports, IE Dullefcin* I, correspondsnee 


7912310290 Forwards IE Inf 
Noneompliances, lOCFRai. " 
O'REILLV, J. P. Region 
79/12/06. 5pp. 


o Notice 79-30, "Roporting of Defoets b 
No action roqulrsd. 

2, Atlanta, Offleo of tho Dlroetor. 


7912200010 Forward* IE Bulletin 79-26, "Posslbls Meifunetlon of Naneo 
Model EAIBO Limit Bwltches at Elevated Tempt." Action 
r 0 iiu i r vi) . 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/18/07. app. 


7912060119 Forwards IE Info Notice 79-12Ar "Attompted Damage to New 
Fuel Aesambliei. " No specific action or response required. 
O'REIULV.d. P. : Region 2, Atlenta, Office of the Director. 
79/11/09. 2pp. 


7912260391 Forwarde 
Rasponse Spectra. 
O'REILLY, J.P. 
79/18/13. 2pp. 


IE Info Notice 79-31, "Use of Ineorroet Amplified 
" No written response required. 

Region 2, Alianta, Office of the Director. 


7912100166 Forwards IE Info Notico 79-26, "Overloading of Structure! 
Elements Due to Pipe Support Loads; No rasponse required. 
O'REILLVid. P. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 


7912260124 Forwards 
Intorf eranee. " No 
O'REILLY, J.P. 
79/18/80. 4pp. 


IE Circular 79-85, "Shock Arrostor Strut Aeseab 
written response required. 

Region 2, Atlante, Office of ths Director. , 


id 
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&OCKBT BTN-80-49a CHSHDKEE NUCLEAR STATION, UNIT a 


A. Applieatipn/conitTuctlDn «t«gc doeumintt 8< corratpandinct 


7915110264 Dlicuisa* NRC plani to u«a sonerlc analv*** dtvalop tarlg 
v«ri6ication proprarn to rifolva ATU9 l«aua for PURb (t QWRs. 

Succasi of program dapinds on induitrv ratponiR. Supports 
forfflatlen of ounars groups to provlda iiecossarg info. 

DENTON, H.R. Offics of Nuclsar Riactor Ragulatlen. 79/10/17. 3pp. 


7915270496 Estimabes submittal data for F8AR for Charolas 1 as 
Jan 19B4. 

DAILiL. C. Duke Pouar Co. 79/15/20. Ip. 


F. Security, medical, emergency tc fire protection plans 


7915040471 Poruiardt info re upgraded emergency plans to plants under 
const l< OL review. Appl leants raq.uired to make certain 
emergency arrangements u/state & local organisations 1< 

•ubnlt antrgancy plans per Rag Ouida 1. 101. 

VABSALLO, 0. B. Division of Project Management. 79/11/51. 6pp. 


0. Adjudicatory carraspondenee 


7915110043 Forwards comments on NUREO-091 1. Draft OEIS reflects 
conicioue tt deliberate NRC policy to jeopardise public 
health 6 safety tc thwart objectives of NEPA. 

KEPFORD, C. Environmental Coalition on Nuclear Power. 79/10/24, 
S5pp. 


7915060049 Requests correction of record to subetitute RP Mllson, 
Assistant Atty OeneraliSC Dept of Health b Environ Control, 
for Roberson. 

UILaON,R, P. South Carolina, State of. 79/11/16. ip. 


I. Financial information 


791SS70977 Forwards duplicate copies of util 790321 guarenteo of 
ratrospactlve premiums, in response bo NRC 791210 request. 
MH1TLEY,H. D, Duke Power Co. 79/1 S/SO. Ip. 


— 791SS709B9 Requests approved guarantee of payment of deferred premiums 
for 1979. 

SALTZMANi J. Antitrust l< Indemnity Oroup. 79/12/10. Ip. 


0. Inspection reports, IE BuIIetine tc correspondtnc e 


7915060119 Forwards IE Info Notice 79-lSA, "Attempted Damage to New 
Fuel Assembllat. " No specific action or response required. 
O'REILLY, J. P. Region 2, Atlanta, Offlca of the Director. 
79/11/09. 8pp. 


7915100166 Forwards IE Info Notice 79-SB, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 
79/11/16. Ip. 


7915110991 Forwards IE Info Notice 79-59, "Lass of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Dptration. " No 
specific action or response required. 

O'REILLY, J. P. Region'S, Atlanta, Office of the Dlrictor. 
79/11/16. 8pp. 


7915060607 Forwards IE Circular 79-24, "Proper Installation fc Callbr of 
Core Spray Pipe Break Datectlon Equipment on BHRe. "No 
reepente required. 

O'REILLY, J. P. Region S, Atlanta, Office of the Director. 

79/11/26, Ip, 


7915110140 Forwards IE Circular 79-83, "Motor Starters tc Contaetars 
Failad to Operate, " No response required, 

O'REILLY, J.P. Region 5, Atlanta, Office of the Olreetor. 
79/11/26, Ip. 


7915130088 Ack receipt of ,IE Insp Repts 90-491/79-19, 80-492/79-19 tc 
90-493/79-19 on 791053-26, No proprietary Info, 

DAILiL.C. Duke Power Co. 79/11/29. Ip. 


“7912130093 Forwards IE Intp Repte 90-491 /79-19, 80-495/79-19 tc 
90-493/79-19 on 791023-26. No none omp It ante noted, 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction l< 
Engineering Qupport Branch. 79/11/19. Spp. 


--7918 130100 IE Insp Repts 90-491/79-19,50-492/79-19 I, 50-493/79-19 on 
791023-26. No noneompHance noted. Major areas InspeetedcQA 
program implementation 6 rebar tc containenent plate 
placenient. 

BRYANT, J.C. Region 8, Atlanta, Reactor Construetlcsn tc 

Engineering Support Branch. RAUSCH, J.K. Region 2, Atlanta, 
Office of the Director. 79/11/16, 4pp. 


7912190397 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation tc Control Power Sejs Bus During Operation." 
No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/30. ip. 


7912210139 Ack receipt of 791116 Itr Informing NRC of steps taksn to 
correct violations notsd in IE Insp Repts 90-491/79-18, 

90-495/79-lB tc 50-493/79-18. 

MURPHY, C.E. Region 2, Atlanta, Reactor Construction tc Engineering 
Support Branch. 79/12/06. ip. 


— 791S21014S Responds to NRC 791031 Itr re violations noted in IE Insp 
Repts 90-491/79-10,90-492/79-18 tc 30-493/79-18. Corrective 
actions: const procedure CKP-8 revised re electrode stubs. 

Personnel Involved have been Instructed. 

DAILcL.C. Duke Power Co. 79/11/16. Ip. 


--7915210192 Forwards IE Intp Repts 90-491/79-18,50-492/79-18 tc 
90-493/79-18 on 791009-12 tc notice of violation. 

MURPHY, C,E. Region 2, Atlanta, Reactor Construction 6 
Engineering Support Branch. 79/10/31. 2pp. 


--791S210161 Notice of violation from insp on 791009-12, 

* Region 3, Chicago, Office of the Director. 79/10/31. Ip. 


--7912210178 IE Insp Repts 90-491/79-18,90-498/79-10 tc 90-493/79-lB on 
791009-12, Noncompliance noted: fa ilure to docuentnb welding 
surveillance tc welding electrode stubs found in unmarked 
trash can, 

VAN DOORNcP.K. Region 2, Atlanta, Office of the Director. 
HERDTcA. R. Region 2, Atlanta, Reactor Construction fc 
Engineering Support Branch. 79/10/31. 4pp. 


7912310290 Forwards IE Info Notice 79-30, "Reporting of Defects & 
Noncomp llances, 10CPR2i. " No action required. 

O'REILLY. J.P. Region 2, Atlanta, Office of the Director. 
79/18/06, 9pp. 


7912200010 Forwards IE Bulletin 79-23, "Possible Malfunction of Natneo 
Model EA180 Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 

79/15/07. 2pp. 


7912280391 Forwards IE Info Notice 79-3i, "Use of Incorrect Amplified 
Responie Spectra. " No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/13. 2pp. 


7912280124 Forwards IE Circular 79-29, "Shock Arrestor Strut Assembly 
Interference. " No written response required, 

O'REILLY, J.P. Region 8, Atlanta, Office of the Director. 

79/18/20. 4pp. 


DOCKET STN-9 0-493 CHEROKEE NUCLEAR STATION, UNIT 3 


A. Appl icatlon/construction stage documents h correspondence 


7912110564 Discusses NRC plans to use generic analy see to develop early 
verification program to resolve ATMS issue for PWRa t, DHRs. 

Buceass of program depends on industry response. Bupporti 
formation of owners groups to provide necessary info, 

DENTON, M.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 

7912270496 Eetimates submittal date for F8AR for Cherokee 1 as 
Jan 1984. 

DAIL.L.C. Duke Power Co. 79/18/20. Ip. 


F. Security, medical, emergency h fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const i( DL review. App Ucants required to make certain 
emergency arrangements u/state 6 local organl latlone h 
submit emergency plant per Reg Quids 1. 101.- 

VAS8ALLa, D. B. Division of Projec t Management. 79/lt/Si. App. 
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Ad jifdlcatary correspondence 


12110043 Forwards toiamants on NUftEO-OSll. Draft OEig reflects 
conscious fa deliberate ilRC policy to jeopardiie public 
health fa safety fa thwart objectives of NEPA. 

KEPFORDa C. Environnontal Coalition on Nuclear Power. 79/10/24. 

22pp. 


'1206004S .Requests correction of record to substitute RP MiIson> 
Assistant Atty 0'eneral>SC Dept of Health fa Environ Control < 
for Roberson. 

MILBON. R.P. South Carolina^ State of. 79/ll/i6. ip. 


Financial inforisation 


--7912210132 Foruiards IE Insp Repti 30-491/79-18130-492/79-18 fa 
S0-493/79-1B on 791009-12 fa notice of violation. 

Hi^JPHY.C.E. Region 2. Atlanta. Reactor Construction fa 

Enginiering Support Branch. 79/10/31. 2pp. 


•79122l01dil Notice of violation from insp on 79i009-!2. 

* Region 3. Chicago. Office of the Director. 79/10/31. ip. 


■7912210172 IE Insp Ropti 50-491/79-18. 30-492/ 79-18 fa 30-493/79-18 on 
791009-12. Nonconpllance noted: fai lure to doeuacnt welding 
surveillance fa welding eiaetrode stubs found in uncierked 
trash can. 

VAN DOORN.P.K. Region 2. Atlanta. Office of the Director. 

KERDT. A. R. Region 2. Atlonta. Reactor Construction fa 

Engineering Support Branch. 79/10/31. 4pp. 


'12270S77 Forwards duplicate copies of util 790321 guarantee of 
retrospective preoluAS. in rosponsa to NRC 791210 request. 
HHITLEV.H. 0. Dule Power Co. 79/12/20. Ip. 


7912310290 Forwards IE Info Notice 79-30. "Reporting of Defects fa 
Non coop 1 lances. 10CPR21. “ No action required. 

O^REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/12/06. 3pp. 


'7912270585 Requests approved guarantee of payaent of deferred preniuas 
for 1979. 

SALTZMAH. J. Antitrust fa Indennlti| Broup. 79/12/10. Ip. 


Inspection reports. IE Bulletins & correspondence 


'12060119 Forwards IE Info Notice 79-12A. "Atteapted Daaege to New 
Fuel AsseAblles. " No specific action or response required. 
O'REILLV. J.P. Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp. 


'121001 66 Forwar'ds IE Info Notice 79-20i “Overloading of Structural 
Eleeients Due to Pipe Support Loads. “ No response required. 

O'REILLV. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. . Ip. 


7912200010 Forwards IE Bulletin 79-28, "Possible Malfunction of Naaco 
Model EAIBO Ulrsit Switches at Elevated Tiaps. " Action 
required, 

O'REILLV. vl. P. Region 2. Atlanta. Office of the Director. 
79/12/07. 2pp. 


7912280391 Forwards IE Info Notice 79-31. "Use of Incorrect Aaplified 
Response Spectra. “ No written response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/13. 2pp. 


7912280124 Forwards IE Circular 79-25. "Bheek Arrestor Strut Asttably 
Interference. “ No written respones required. 

O^REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/12/20, 4pp. 


'1211'0331 Forwards IE Info Notice 79-29. “Loss of Nonsafetg-Related 

Reactor Coolant 8ys instrumentation During Operation." No DOCKET 50-496 HONTABUE NUCLEAR POWER STATION. UNIT 1 

specific action or response required. — ___ — — ' ■ 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. A. Appllcation/constrvetlon stage docuaents fa correspondence 

79/11/16. 2pp. 


12060'607 Forwards IE Circular 79-24. "Proper Installation fa Celibr of 
Core Spray Pipe Break Detection Equipnent on OURs. “ No 
response required. 

O'REILLV.U. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


12110140 Forwards IE Circular 79-23. "Motor Startsrs fa Contactors 
Failed to Operate. " No respense required. 

O'REILLV. ,7. P. Region 2. Atlanta, Office of the Director. 
79/11/26. tp. 


12130088 Act receipt of IE Imp Repts 50-491/79-17.50-492/79-19 fa 
50-493/79-19 on 791023-26. No proprietary Info. 

OAIL.L. C. Oule Power Co. 79/11/29. Ip. 


7912130093 Forwards IE Insp Repts 50-491/79-19.50-492/79-19 fa 
50-493/79-19 on 791023-26. No nonconp liancs noted. 

MUBPI'IV.C. E. Region 2. Atlanta. Reactor Construction fa 
Engineering Support Branch. 79/11/19. Zpp. 


7912130100 IE Insp Repts 50-491/79-19. 30-492/79-19 fa 30-493/79-19 on 
791023-26. Mo noncootpliance noted. Major arsas InipsetedrOA 
progran inpleatntation fa rebar fa contatnaent plate 
placMsnt. 

BRYANT. 3. C. Region 2. Atlanta. Reactor Construction fa 

Engineering Support Branch, RAUSCH, J. K. Region 2. Atlanta, 
Office of the Olrector. 79/11/16. 4pp. 


12190377 Forwards IE Bulletin 79-27. "Lose of Non-Class lE 
Instruaentstlon fa Central P-owar 8ys Bus During Operation. “ 
No written response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/11/30. Ip. 


' 791116 Itr Inferal'ng NRC of steps taken to 
it in IE Insp Repts 50-491/79-18. 

18. 

ha. Rsactor Construction fa Englnserlng 


tr re violations ‘noted In IE Insp 
30-493/79-18. Corrective 
ised re electrode stubs, 
ructed, 

16. Ip. 


79112801S3 Discusses aods to NRC position rs status fa applicability of 
THI-2 accident revitw fa NUREO-0378 to facilities undir 
const. Forwards addl info to be eensldsrad In davslopnent of 
final plant design fa procedures. 

VASBALLO, D. D. Division of Projset Manegeasnt. 79/10/10. 4pp. 


7912110264 Diseussas NRC plans to usa gsnsric analysts to dsvelop tarly 
vsrlflcatlon program to retolvs ATWS issus for PMRs fa BMls. 

Success of prograw depends on industry risponse,. Supports 
foraatlon of owners groups to provida nectssary info. 

0EHT0N.H.R. Offics Of Nuclear Reactor Rsgulation. 79/10/17. 3pp. 


DOCKET 50-497 MONTAGUE NUCLEAR POWER STATION. IMIT 2 


A. Application/construction stage docuaents fa correspondence 


7911280153 Discusses mods to NRC position re status fa applicability of 
THt-2 accident review fa NUHEO-0378 to facilities undar 
const. Forwards addl info to be considered In developaent of 
final plant design fa procedures. 

VASSALLO. D. B. Division of Project Hanageesnt. 79/10/10. 4pp. 


7912110264 Discusses NRC plans to use generic enelyses to develop terlii 
verification program to resolve ATMS Issut for PURs fa BMls. 

Success of program depends on Industry rssponss. Supports 
foraatlon of owners groups to provide nsetssery info. 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


DOCKET 8TM-50-49a SOUTH TEXAS PROJECT. UNIT 1 


A. Appllcation/censtructlon . Stage decuaints fa eorrospondonee 


7912060560 Confirmi 790831 telcon re 79062S Itr concerning 790622 
stop work order on placement of safety-rstatod concrete. Util 
will resume placement of concrete in reactor contalnmont 
bldg exterior shell walls. 

TUnrCR.E. A. Houston Lighting fa Power Co. 79/08/31. 3pp.. 


7912110011 Forwards NRC position on status fa applicability to pending 
OL applications of results of.THI followup actions. Dutlinei 
addl short-term ections to bo taken, 

VABSALLO.D, B. Division of Project Managsmont. 79/09/27. 41pp. 
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7918110S&4 DlftcutfS* NRC plant to uia ganaric analgtaa to davalep aarlu 
varlficatlon program to raaolva ATHB laiua for PMR» li BURa. 

Buccapg of program dopanda on Induatrg reaponaa. Bupporta 
forevatien Of ownora groupa to provida necaaaarg info. 

DEHTONiH.R. Offteo of Nuclaar Reactor Regulation. 79/10/17. 3 pp. 


7912280664 Raaponds to FOIA requaat for docuoanta generated aa reault 
of inveatlgatlon of South TX project by FBI.Requeat 
forwarded to FBI for reaponso. 

CARRiJ. C. Dlvialon of Rules and Records. 79/12/17, Ip. 


791S0703&I Forwards Amend 6 to application for OL. 

TlfflNERtE. A. Houaton Lighting fc Power Co. 79/18/OS. 3pp. 


“7913070370 Amend 6 to application for 0L> describing buainaas It 
organlxotion of appl Icanta. BEC Forma 8-16 l< 10-K> financial 
Info It Annual Financial Rapt 197B and. 

TVRfSRiE. A. Houaton Lighting It Power Co. 79/18/03, 87Spp. 


M. Antitrust correspondence 


7918060000 Discovery rept for Oct 1979. Corrected l< signed City Public 
8vc Board depositions taken by DOJ It hfflC. Produced addl 
doeuBints requested by DOJ during JB Poston dapoaltton. 

Certificate of Bve end, 

MlLSONtH. R, Matthewst Nowlin. Mae far lane It Barrett, 79/11/05. 4pp. 


“7913070373 Annual Financial Rapt 1970. 

a Houston Industries. Inc. 70/13/31. 39pp. 


7913100463 Forwards raquest for addl Info re initial tasting to 
ceaifitsta raviaw of FBAR. 

PARRtO. D, Light Hater Reactors Branch 3. 79/13/07, 17pp, 


7913370369 Informs TX Historical Committion that naither historical nor 
grehlstarleat remains were found at propoiad barga off- 
loading facility site In Braioria County. TX. Reeulte of 
mrehatoleglcal survey performed by Damec ti Hoore. 

NCOUIRE.W.F. Houston Lighting 6 Power Co. 79/13/17. Spp. 


F. Becurtty. medical, tmerganey it fire protection plant 


7913^03^ Discovery rept for Oct 1979. Produced addl documents to DOJ 
following RL Hencock.HL Peterson & E Runnel 791009 t 10 
depositions. Did not Initiate discovery requests. Certificate 
of Sve end. 

BALaUOH>R.C. Austin. TX. 79/11/03. 4pp. 


7912190227 Forwards affidavits of RE Roundtree It LR eawlik. general 
manager I associate general nsnager of Public Utils Beerd. 
Brownsvlllti TX. 

JABLON.R.A, Spiegel fc McDiarmld, 79/11/07. Ip. 


—7913190268 Affidavit by general manager of Public Utils Board of Citu 
of Brownsville, Ack that 790502 responses to Houston Lighting 
Power first set of interrogatories 1. 790686 supplemental 
responses to sane discovery have bain reviewed. 

ROUNDTREE. R, E. Teds. State of, 79/09/14, 3pp. 


7918040471 Forwards "info re upgreded emergency plane to plants under 
const 6 OL review. Apf'icante required to make certain 
amarganey arrangamtrs w/atate 6 local organ! catlone !■ 
aubmit emergency p» qr Reg Oulde 1. 101. 

VASSALLOi D. B. D' af Project Hanagemant. 79/11/31. 6pp. 


“791819029B Affidavit by associate gentral nanagar of Public Utils 
Board, Brownsville. TX. Ack that 790S03 rtsponsis to Houston 
Lighting I. Power first set of Interrogatorlss l> 790626 

’'•‘ponses to sans discovery have bean received. 
OAHLIK.L, R. Texas. State of. 79/09/i4. 2pp. 


7918310009 Notlfieatian a. ima change for B00109 maating w/util In 
Bethesda.M] to discuss raviaw of security plan. 

LICITRA.E, A. Light Hatar Reactors Branch 3. 79/13/10. 3pp. 


0. Adiudicatory'corraspondence 


■7913190319 Corrected It supplemental answers by Public Utile Board of 
City of Brownsville. TX in response to Houston Lighting I. 

Power first set of interrogatories ti first request for 
production of docunsnts. Contains info re tala of sower. 

* Texas. State of. 79/11/07. 6pp. 


7913050443 Pint sat of Interrogatorlas 6 raquasta for production of 
documanta dtractad to intervener Citixans for Equitable 
Utile. Raquasta Identification of documanta 6 info supporting 
mllegad ■'field const error. " Certificate of Sve end, 

SCWMZiM. D.) HENMAN. J.R, Houston Lighting ti Power Co. SCHUARZ.H. D. 

Baker Ic Batts, 79/11/05. 30pp. 


7913050611 Interrogatorlea 1. requaati for production of documents 
directed to Cltlsans for Equitable Utile. Questtons re 
alledgid falelf icetlon of const records by util empleyaes. 
Certificate of Sve end. 

HCOURREN. H. J. Hearing Branch i, 79/11/05. 14pp. 


^**^*''^****^**’'*** ’'•quests for production of documents 
dlraeiad to Cltiians Concerned About Nuclear Powar. Includes 
questions re alleged falsif Icatlon of const records by util 
employees. 

HCOiMREN.H. U. Hearing Branch 1. 79/11/05, lOpp, 


7913130467 First eat of Interrogatories fc raqusst for insp fc production 
of documents. Requests info re basis for Section 3.6 of FSAR, 

P*** wind guete used .for design fc conerste tending 
requlrsmsnts. Certificate of Bve end. 

aUCHCBm.P. Cltiisns for Equitable Utilities. BUCHORN.P. Cltlxsns 
Cencernsd About Nuclaar Powar. Inc. 79/li/05. tOpp. 


7918170354 Forwards addl request for production of documents re Ban 
Antonio Esprass News 791111 article reporting that reeulte 
af FBI inquiry ware turned over to NRC. 

BINKIN.L, A. Cltlxene Concerned About Nuclear Power. Inc. 79/11/13, 


■^I®IT03S9 Hsquaet for production of documents. OajMnde all FBI 
documents re investigation of facility. Certificata of Bve 
end. 

81NKIN.L. A. Citlxsnq Concerned About Nuclear Powar. Inc, 
79/11/13. 3pp, 


7918190061 Forwards util 791130 Itr to mc fc end. 

SCHHARZ.N. 0. Baker fc Betts. 79/11/80. 3pp, 

791310W^ Requests copy af documents transmitted to Citltens Concerned 
About Nuclear Fewer per L Stnkln 791118 FOIA Request 79-493, 
rm FBI Investigation. 

NCOURREN, H. J. Hearing Branch 1, 7^/18/11, ip. 


7913190241 Confirms 791106 conversation rs intentions not to call 
J Smith, Cajun Cooperative. as witness at hearing. Osposition 
of J Smith will not be taken. Resirves right to depose J 
Smith at future date. 

BALDUIN.J. H. Baker fc Botts, 79/11/07. Spp. 


. "“'•‘''S oet 1979, South TX Electric Cooperative 

fc Medina Electric Cooperative neither initiated nor received 
any discovery requests. Certificate of Sve end. 

JOHN.D.F. Akin. Cunp, Hauer fc Feld. 79/11/08, 4pp. 


' ' rwv.viuii I. ravisu or mm 

order denying motions for summary decision. Urges collateral 
estoppel of Central fc South Hast Corp rs isiuss previously 
dscidsri In district court trial. Certiflcats of Sve end. 
BARNETT. E. U, . BOUKNIOHT. J. A. Houston Lighting fc Power Co. 
BARNETT, E.W. Batsr fc Botts. 79/11/09. 32pp. 


79120S06B3 Third sst of interrogatories fc request for production of 
documents directed to TX Utils Oensratlng Co.et al.Addrosiss 
purchase fc sals of off-peak Interruptible energy fc transfer 
fc exchange of electric energy. Certificate of Sve end. 

BTA^.D, Central Power fc Light Co. STAHL, D. Isham, Lincoln fc 
Beals. 79/11/09. Spp. 


/Tiwuouwv mex rscBipt of 791107 Itr advising of Houston Llghi 
Power assertion of work product privilege rs Oerbar scripts. 
NRC will file motion to compel discovery. 

LEBBV, R. P. Antitrust Division. 79/11/09. ip. 


7918100300 First sst of Interrogatoriss fc request for production of 
documents, directed to City Public Sve Board of Ban Antonio, 
Addrsssss coal-fired economy energy purchase fc aala I. 
electric energy transfer fc exchange, H/Csrtificats of Bve. 

STAHL, D. Central Power fc Light Co. 79/11/09. 7pp. 


7913100307 Discovery rept for Oct 1979. Took deposition of HL Peterson, 
EC Rummel.RL Heneoel.CT Herring fc R Heyler fc TL Hatcher fc M 
Tanner in conjunction w/NRC.Portlclpated in Houston Llghtlns 
TX Utils joint depositions, U/Certtficate of Sve. 

' PARAMETER, F. H. , DOP80VIC, D. A. Just icstOsst. of. 
79/11/09, 7pp. 


7918190140 Notifios that J Oambrell of Cojun Electric Power Coopeilative 
has bean designated potential witness in DOJ proceedings. 

Requests notification of Oambrslls deposition roschsduling. 

LUOUE. N. Justice, Dept, of, 79/11/09. Ip, 
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7912100332 Notice of ap'peorancQ In proc oed 1 ng . Cer t if ic a te of Svc end. 
LUaUE. N Ju&tlce, Dept. of. 79/11/13. 4pp 


7912110270 Advise; of postponement of H Moodaon deposition until later 
date« due to Houston Lighting & Pouer failure to male 
Hoodson uorling papers available for insp. 

DLUME. M. D. Antitrust Division. 79/11/19. Ip. 


7912130094 Notico of appearance of AP Hodlgdon on behalf of NRC. 
Certificate of Svc end. 

HODODaW.A.P. Antitrust Division. 79/11/20. 4pp. 


7912060040 Application for subpoenas for deposition of J Oambrell t> 
keeper of records of Cajun Electric Pouer Cooperative. 

Testimong mill include transmission planning & fuel supply. 

Drafts of subpoenas & Certificate of Svc encl. 

FfiANKLIN.H. J. Houston Lighting b Power Co. FRANKLIN, H. J. Dakar 1< 
DoHs. 79/11/21. 20pp. 


7912130037 Request for eipanslon of A8LB 790223 protective order to 
Include documents produced by Central S< South Nest Corp Si 
Central ti South Uest 5vcs,Inc,io Include confidential 
documents to amend order to bind TX Util companies. 

STAHL, D. Central L Southwest Corp. STAHL, 0. Central & Southuost 
Services, Inc. STAHL, D, Central Power t< Lisht Co. 79/11/21. 7pp. 


7912130433 Notifies of AE Autry 791211 deposition in Corpus Christi,TX, 
MS Qorchelt 791112 deposition in Abl 1 ene, TX, RH Hardy 791S13 
deposition in Abilene, TX & SB Philips 791217 deposition in 
Dal las, TX. Certif Icate of Svc encl. 

MCDIARHID. R. C. Brownsvi 1 ie, TX. HCDIARMID, R. C. Spiegel tcMcDiarmid. 
79/11/26 7pp 


7912130236 Third set of interrogatories U requests for production of 
documents directed to Houston Lighting & Power it TX Utils 
Generating Co. Includes questions nn power flow between 
utils. Supporting documentation t> Certificate of Svc end. 

LES8Y, R.P. , CHANANIA, F. 0. . BLUtlE. K. B. Antitrust Division. 79/11/26. 
23pp. 


7912130320 Notice of appearance of E Helling on behalf of Central t, 
South West Corp, Central Pouer ti Light Co,rsC of OK, 

Southwestern Electric Power Co & Hast TX Utils Co. 

HELLING, S. Ishani, Lincoln & Ooale. 79/11/26. 6pp. 


7912120043 Third supplemental response to second set of interrogatories 
6 requests for production of documents from applicant. 

Certificate of Svc end. 

CVPHERT, S. a. . PARMEMTER.F H, Jus t i ce. De p t. o f . 79/11/27. 9pn. 


7912130337 Notice of TL Austin 791217 deposition in Dallas, TX. 

CARNEV, J, A. Central L Southwest Corp. CARNEY, J. A. Central Power 1< 
Light Co. CARNEYid. A. Public Service Co. of Oklahoma. 79/11/27. 

IP 


—7912130361 Notice of BB Hulsey 79121B deposition in Dal las, TX. 

CARNEYiJ. A. Central !» Southwest Corp. CARNEY. J. A. Central .Power 
& Light Co CARNEY, J. A. Public Service Co. of Oklahoina. 

79/11/27. ip. 


—7912130366 Notice of PO Brittain 791310 deposition In Dallas, TX. 

CARNEV, J. A. Central ti Southuest Corp. CARNEV, J. A. Central Power 
Sc Light Co. CARNEY, J. A. Public Service Co. of Oblahama. 

79/11/27, ip 


— 79i2t3037G Notice of MB Spence 791219 deposition In Dal las, TX, 
Certificate of Svc end, 

CARNEV. d. A. Central «. Southwest Carp. CARNEV, d. A. Central Power 
li Light Co. CARNEV, d A. Public Service Co, of Oklahoma. 

79/11/27. 4pp. 


7912140164 Notifies that documents discussed in 791107 Itr will be 
available at taw firms for NRC Insp. Cort i f icate of Svc encl. 

FLVNN. P. G, Louenste in, Newman, Reis, Ai olrad & Toll. 79/11/27. 6pp. 


7912170063 Request for issuance of cubpoonas ti for mod of ASLB 790724 
order. Order should be modified to relfuct outotanding 
discovery .matters N briefing sch edu I c, Cer 1 1 f 1 cote of Svc b 
list of deponents oncl, 

CVPHERT, B. 8. , PARMENTSfl, F. H. Just ie e , Dep t, of . 79/11/29. ISpp. 


7912270040 Forwards City of Ban Antonio, TX -responses to Central Power L 
Light Interrogatories b request for production of documents. 

UlLBOiNi H. R. > WILSON.H- R. Matthews, Nowlin, Macforlone & Barrett. 
79/11/29. Ip, 


7912270032 Response to Central Power (i Light first set of 
interrogatories L request for production of documents. 
Includes data sheots re coal~flrod economy energy sale. 
Certificate of Svc encl, 

POSTON, d. B. Ban Antonio, TX. 79/11/29. 41pp. 


791212034? Motion to compel DOJ t< NRC responses to Houston Lighting b 
Power first set of interrogatories b requests for production 
of documents. DOd 791010 responses b NRC 701201 answers wore 
Incomp lete. H/Cer t i f lea te of Svc. 

FLVNN, P. 0. Houston Lighting b Power Co. 79/11/30. 32pp. 


7912170130 Notifies that DOJ does not Intend to call JL Johns as 
witness. 

LUQUE, N. Justice. Dept. of. 79/12/03. Ip. 


7912100202 Subpoenas ED Barnes to appear in HoustoniTX on S00209. 

HILLEfI, M. E. Atomic Safety and LUansing Board Panel, 79/12/03. Ip. 


— 79131S0309 Subpoenas F Taylor to appear in Houston, TX on B00206, 
MILLER, M E. Atomic Safety and Licensing Board Psntl. 79/12/03. 
Ip. 


"7912100231 Subpoenas 0 Knowles to appear in HoustoniTX on 000200. 
MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
ip 


— 7918100240 Subpoenas OW Oprea to appear in HoustoniTX on 800130. 
HILLER, M. E. Atomic Safety and Licensing Board Pansl. 79/12/03. 
ip. 


— 7912100252 Subpoenas AM Smith to appsar in Beaumont, TX on B00122. 
MILLER, M.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip- 


"7912100262 Subpoenas A Sprawls bo appear in Beaumont, TX on 800184, 
MILLER, M.E. Atomic Safety and Licensing Board Panel, 79/12/03, 
ip. 


—7918180272 Subpoenas N Atkina to appear in Beaumont, TX on B00122. 
MILLER.M. E. Atomic Safety and Licensing Board Panal, 79/12/03. 
IP- 


-"-7912100281 Subpoenas RM McCulstion to appear in Houston, TX on SOOIS?. 
HILLER, M. E. Atomic Safety and Licensing Board Panel. 79/12/03. 
ip. 


— 7912100239 Subpoenas T Standlsh to appear in Houston, TX on B00117. 
HILLER, M.E. Atomic Safoty and Licensing Board Panel. 79/12/03. 
Ip- 


—7912180297 Subpoenas J Oreenwade to appear in HoustoniTX on 800116. 
MILLER, M.E. Atomic Safety and Licensing Board Panel, 79/12/03. 
Ip- 


—7912180306 Subpoenas N Lee to appear in Beaumont, TX on B00189. 

MILLER, M. E, Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip, 


—7912180311 Subpoenas MH Hilberg to appear in HoustoniTX on 000207. 
MILLER, M. E. Atomic Safety and Licensing Board Panal. 79/12/03. 
ip- 


— 7918130320 Subpoenas TR Locko to appear in Wichita Falls, TX on 000103. 
MILLER.M. E. Atomic Safety and Licensing Board Panel. 79/12/03. 
ip. 


— 7912180329 Subpoenas EA Turner to appear In Houston, TX on 800131. 
MILLER, H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
ip. 


— 79121G0340 Subpoenas RJ Earhart to appear in HoustoniTX on 80011S. 
HILLER, M.E, Atomic Safety and Licensing Board Panel, 79/12/03. 
Ip. 


— 79121Q0349 Subpoenas JE Monahan to appear ir. Waco,TX on 000104. 

HILLER, M. E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


—7712180360 Subpoenas HL Manning to appear in UallastTX on 000109. 
MILLER, M.E. Atomic Hafety and Licensing Board Panel. 79/12/03. 
Ip. 


—7912100372 Subpoenao DC Da La Gasa to appear in Dallas, TX on 000109. 
HILLER, H.E. Atomic Safety and Licensing Board Panel. 79/12/03. 
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—T^laieoSBl Subposnai 6 Beard to appear In Dallai>TX on BOUIOB. 

Hli-LERi M. E. Atomic Safety and Lleanalnp Board Panel. 79/1S/03. 
Ip- 


—7912100395 Subpoena* EL. Idatson to appear in Dallaa.TX on 800110. 
MILLBRiM. B. Atomic Safety and Licensing Board Panel. 79/12/03. 
»p. 


--791210O4O4. Bubpoenaf JE Bondurant to appear in Beaumont) TX on 800123. 
KILLER) N.B. Atomic Safety and Licensing Board Panel. 79/12/03. 

Ip. 


”7912100414 Subpoena* JB Farrington to appear in DallasjTX on 790111. 
HILLER) K. E. Atomic Safety and Licensing Board Panel. 79/12/03. 
»p. 


--7912180423 Subpoena* R Corder to appear in Dallas) TX on 800109. 

HILLER) n. E. Atomic Safety and Licensing Board Panel. 79/12/03. 
Ip. 


7912280110 Dltcoverg rept bg City Public Svc Board of Ban Antonlo)TX 
for Nov 1979. Received It responded to Central Power i Light 
first set of interrogatories L request for production of 
documents. Certificate of Svc encl. 

WILSON. H.R. Texas) State of. WILSON. W.R. Matthews. Nouilin. 
MaefaPlane L Barrett. 79/12/03. 4pp. 


7912130313 Application for issuance of subpoenas tu Berdell) Dravanec L 
recordkeeper. Col lege Stat lon> TX. W1 11 testify an bulk 
electric power supply, transmission planning li other related 
iesuts. Drafts of subpoenas L Certificate of Svc end. 

FRANKLIN. W. J. Houston Lighting L Power Co. FRANKLIN. W. J. Baker (i 
Botts. « Lowenstsin. Newman. Reis I Axelrad L Toll. 79/12/04. 27pp. 


7912110499 Response by Public Utils Board of City of Brownsvi lie. TX In 
support of DOJ motion for mod of A9LB 790724 order 
requesting addl discovery period. Extension will allow 
thorough preparation for lioaring. Certificate of Bvc end. 

PQIRIERtH. R. Texas. State of. 79/12/09. d>pp. 


7912190110 Requests util provide documents subpoenaed (t produced at 
AE Neylor 791011 deposition. 

BLUME.M.B. Antitrust Division. 79/12/03. ip. 


7912190130 Monthly status rept for Nov 1979. Parties arrived at terms of 
protective order. Four scheduled depotitinns delayed. Draft of 
order end. 

POIRIER, M.R. Spiegel & McDlarmld. 79/12/05. 8pp. 


7912270004 Status rept for Nov 1979. South TX Electric Cooperative. Inc 
Ic Medina Electric Cooperative, Inc neither Initiated nor 
received discovery requests. 

JOMN.D. F. South Texas Electric Cooperative, Inc. JOHN.D. F. 
Metropolitan Edison Co. JOHN, D. F. Akin, Oump, Hauer t. Fold. 
79/12/09. 4pp. 


79192801)39 Discovery rept for Nov 1979. No discovery requests initiated 
or received. Certificate of Svc end. 

BALOUOH. R. C. Austin, TX. 79/t2/0i. 9pp. 


7912260297 Response in support of DOJ motion for mod of A8L8 790724 
order by extending discovery 1< hearing schedule. Delay needed 
to assimilate evidence & to narrow issues. Certl ficate of 
Svc and. 

HELLINO, a. Central t. Houthuest Corp, WELL I NO, 0. Isham, Lincoln & 
Deal*. 79/12/07. lOpp, 


7918360360 Memorandum in support of DOJ motion requesting mod of AOLB 
790784 order. Proposed addl time for completion of discovory, 
continuation of depositions ti final prehearing conference 
needed to perform studies. Certificate of Svc end. 

RITT8, F. H. , DURCHETTE, W. H. Texas-Louisiana Electric Coop erative. Inc. 
RITTS.F. H. Northeutt Ely. 79/18/07. 6pp. 


7912270101 Notifies of postponement of JT Wenders deposition. 
STAHL.D. M. Isham, Lincoln (. Deale. 79/18/07. Ip. 


7918870123 Discovery rept for Nov 1979. Fifteen depositions taken. Third 
supplemental response to util second set of Interrogatories 
filed. DOJ filed 791130 request for mod of 790724 ASLB order. 

CYPHERT, 8. fl. Justice, Dept. of. 79/12/07. 3pp. 


7918270104 Di acovery status rept for Nov 1979 for Central i Southwest 
Corp. Thirteen depositions taken. 

CARNEV. J, A. Isham, Lincoln L Beale. 79/12/10. Spp. 


7912260397 Response to DOJ 791130 motion for mod of ASLB 790724 order 
by oxtsndlng hearing schedule t< for ancillary relief. If 
modi ft edi sing le discovery termination date should be 
adapted. Cert if i cate of Svc end. 

BLUM, R.L. Houston Lighting ir Power Co. DLUMifi.L. Baker L Botts. 
79/12/U. 9pp. 


7912280670 Notifies of correct svc list for Central (c South West Corp. 
STAHL, D. M. Isham, Lincoln h Beale. 79/12/11. Ip, 


7912310914 Advises that applicant possesses addl documente responsive 
to 79070? subpoena addressed to A Gerber. Documents will be 
ready for DOJ Insp at mutually convenient time. 

FLYNN, P. 0. Lowenste i n, Newman, Reis, Axelrad & Toll, 79/lS/ll. Ip. 


— 7912310S19 Advise* that applicant possesses addl documents responsive 
to 790709 subpoena addressed to A Oerbor, Documents will be 
ready for NRC insp at mutually convenient time. Certificate 
of 9vc encl. 

FLYNN, P.O. Lowenstetn, Newman, Reis, Axelrad h Toll. 79/12/11. Spp. 


7912280627 Supports util 791008 request for directed certification of 
ASLB 791009 order re motions based upon decision of UB 
District Court. Order should be reviewed due to holding that 
res judicata inapplicable to antitrust proceedings. 

KNOTTS. J.B. Texas Utilities Generating Co. KNOTTS, J.B., AHEARN, C, D. 
Debevolse (i Liberman. 79/12/12. 37pp. 


7912280629 Notice of appearance In proceeding. Certificate of Svc encl. 
AHEARN. C.D. Texas Utilities Generating Co. AHEARN.C. D. Dallas 
Power (< Light Co. AHEARN, C, D. Texas Electric Service Co. 79/13/12. 
4pp. 


7912260001 Brief in opposition to applicant 791109 request that A9LAB 
certify ASLB 791005 order denying applicant motion for 
summary disposl t i on. No irreparable harm, injury to public 
Interest or unusual delay present to justify certification. 
CHANANIA.F.D. , HODODON, A, Ant 1 trust Dlvi sion. 79/12/14. 31pp. 


— 791226008B Special prehearing conference order directing parties to 
commence discovery 6 trial preparation immediately L to 
complete discovery by 790108. Certificate of Svc encl. 

HILLER, H.E. Atomic Safety and Llconsing Board Panel. 70/07/13. 
11pp. 


7912270137 Order extending time to 800329 for completin of discovery, 
to Q0032B for completion of expert discovery, to B0042B for 
filing witness 1 i s ts. Sc hedulos prehearing conference for 
000909 ti evidentiary hearing for 800514. 

MILLER. H, E. Atomic Safety and Licensing Board Panel. 79/12/14. 

6pp. 


7912280630 Application for Issuance of subpoenas calling for deposition 
of JR Milford, S Phelps, P Meyers, HJ Marsh.RA Yarbrough, 

OR HarrisomR Segresfc.D Wright, FJ Heyer.A Higginbotham t< 

JM Ammons, H/twelve drafts of subpoenas h Certificate of Svc. 

FRANKLIN, W. Houston Lighting h Power Co. FRANKLIN, H. Baker fc 
Botts. » Lowens tein, Newman, Reis, Axelrad t Toll. 79/12/14. 90pp. 


7912310137 Motion for extension until 800801 to file supplemental 
response to Houston Lighting & Power first sot of 
InterroBatori es. Involvement in depositions requires 
allocation of arid! t ime. W/Cerbi ficate of Svc. 

CYPHERT, 8. B. . PARNENTER, F. H. , LUQUE, N. Justice, Dept. of. 79/12/14, 
Spp, 


7912310109 Opposition to util 791109 request for directed certification 
U review of ASLD order. If certification directed, col lateral 
estoppel effect should not be given to fact issues 
delineated by util in arxother case. 

PDIRIER.M.R, Brownsville, TX. POIRIER, M.R. Spiegel t< HcDlarmid. 
79/12/14. ISpp. 


7912260044 Answer concurring w/DOJ 791130 motion for mod of ASLB 790724 
order by extending current hearing b discovery schedule. 

Facility will be ready for fuel-loading botween Aug V Nov 
1901. Cert 1 float e of Svc encl. 

LES8Y,R.P.< CHANANIAi F. D, Antitrust Division. 79/12/17. 5pp. 


7912260361 Opposition to util 791130 request to compel further 
discovery, Uti 1 has not requested further discovrry from NRC. 

NRC willing to work w/utit to arrive at mutually agrouable 
discovery schedule. Certificate of Svc encl. 

LEBBY.R.P., CHANANIA, F, D. Antitrust Division. 79/12/17. 6pp, 


7912280649 Forwards documents from files of A Gerber per request. M/o 
end. Certificate of Svc end. 

FLVNN.P. 0, Lowenatein. Newman, Reis, Axelrad S, Toll. 79/12/17. Spp. 
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7912310001 Supplomentariil re»ponse to (iTSt set of intarrogatori »s. 
Discusaas areas where util t Public Util Board of 
BrownsvilleiTX compata. Affidavit of JW Hi Ison, supporting 
docoaientation ti Certificate of Svc end, 

UILBaNtJ.H. Brownsvi 1 1 bi TX. 79/12/19. 62pp. 


7912310161 Opposition to applicant 791218 motion for protective order. 
Order filed inadvertently «< conflicts u/previouslg agreed tp 
tarns. Intervener willing to consider modifying apreement. 

POIRlEPiH. n. BrownsvilleiTX. POlRIERi M. H. Spiegel 1< HcDiarmtd. 
79/12/19. 4pp. 


li. Congress ional/Eieeotive Correspondence 


7912120053 Responds to 790924 Ur re L Slnkln i-equ*** J®*; ”5*“' “*'’"*"* 
of local PDR In San Antonloi TX. Arrangements made to forward 
copies of NRC Insp ropts to San Antonio Public . 

00S8ICK. L. V. Office of the Esecotlva Director for Operations. 




— 7912120066 Forwards UA Sink in 790601 requet 
San Antonioi TX. Renuests comments. 

GONZALEZ. H. D. House of Rep. 79/09/24. 


t that NRC a 
Ip. 


■tabllth 


PDR 


In 


Q. Inspection reports. IE Bulletins 1. correspondence 


7912060355 Responds to IE Bulletin 79-23. Emergency diesel generators 
differ from type liable to reported failure. 

DPREA.O.H. Houston Lighting & Power Co. 79/10/22. Ip. 


79122B0322 Forwards IE Insp Repts SO-498/79-17 L 
791024-26. No noncomp 1 lance noted. 

BEIOLE.H. C. Region 4. Dallas. Reactor Cons 

Support Branch. 79/11/14. 2pp. 


80-499/79-17 on 
tructlon (< Engineering 


—•7912200329 IE Insp Repts 50-498/79-17 l< 50-499/79-17 on 791024-26. No 
noncompllance noted. Major areas Inspected: licensee responses 
to previously Identified insp findings U review of reported 
lOCFRSO. 55le) items. . „ 

HUBACEK. W. 0. . PHILLIPS. H. B. . CRQSSMANi W. A. Region 4. Dallae, 
Office of the Director. 79/11/13. 4pp. 


7912100290 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Doe to Pipe Support Loads." No response required. 
SEYFRITtK.V. Region 4. Dallas. Office of the Director. 79/11/16. 
ip. 


7912110530 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or rasponao required. 

SEYFBIT.R.V. Region 4. Dellas. Office of the Director. 79/11/16. 
ip. 


— 7912120071 Requests establishment 
BINKlNiL.A. Citliens Concerned 
79/00/01. Ip. 


of PDR in San Antonio. TX. 
About Nuclear Power. Inc. 


DOCKET 9TN-S0-499 SOUTH TEXAS PROJECT. UNIT 2 
A. Application/construction stage documents fc correspondence 


7912060560 Confirms 790831 telton re 79062B Itreoncerning 790622 
stop work order on placement of safety-related concrete. Util 
will resume placement of concrete In reactor containment 
bldg aiterlor shell walls. 

TURNER. E. A. Houston Lighting S< Power Co. 79/08/31. 3pp. 


7912110011 Forwards NRC position on etatus & applicability to pending 
OU applications of results of TMI followup act ions. Qutl ines 
addl short-term actions to be taken. ,o/ftd/o -7 ainn 

VASBALLO, D. B. Division of Project Management. 79/09/27. 41pp. 


7912110264 Discusses NRC plans to use gsnarlc •*’‘1'' 

verification program to resolve ATWB istue for PWRs li BWRs. 

Success of program depends on industry response. Supports 
fornAtion of owner* groups to provldt nscoiiary info. 




7912070361 Forwards Amend 6 to application for OL. 
TURNER. E, A. Houston Lighting 6 Power Co. 79/12/05. 


3pp. 


7912110279 Forwards IE Circular 79-23. '‘Motor Starters 6 Contactors 
Failed to Operate. " No response required. ..o..,.-. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 79/11/26. 
ip- 


— 7912070370 Amend 6 to application for DL. describing business l< 
organiiation of app I icants. SEC Forms 8-16 tc lO-K. financial 
info li Annual Financial Rept 1976 end. 




7918110476 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups ti state atty 
general ofcs copies of escalated enforcement correspondence 
sent by NRC to licensees. 

BEVFRITiR. U. Region 4. Dallas. Office of the Director. 79/11/26. 
ip. 


7912190043 Forwards IE Circular 79-24. "Proper Installation 6 Callbr of 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
written response required. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 79/11/26, 
ip- 


7912190177 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation 6 Control Power Sys Dus During Operation. " 

No written response required. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 79/11/30. 
ip- 


7912310261 Forwards IE Info Notice 79-30. "Reporting of Defects ti 
Noncompliances. lOCFfiai. " No action required. 

SEYFRIT.K. V. Region 4. Dallas. Office of the Director. 79/U 
4pp. 


7912200212 Forwards IE Bulletin 79-28. "Possible Malfunction of Named 
Modal EA10O Limit Switches at Elevated Temps." Action 
r*QU lr*d. 

SEYFRIT.K. V. Region 4, Dallas. Office of the Director. 79/12/07, 
Ip. 


— 7912070373 Annual Financial Rept 1978. 

» Houston Induitrieii Inc. 78/12/31. 39pp. 


'912180465 Forwards request for addl Info re Initial testing to 
complete review of F8AR. 

BiBB.n n Lioht Water Reactors Branch 3. 79/12/07. I7pp. 


7912270369 Informs TX Historical Commission that neither 
prahistorlcal remains were found at proposed barge off- 
loading facility site in Braiorla County. TX. Rasulte of 
archaeological survey performed by Dimes 1. Moore. 
MCGUIRE. W.F. Houston Lighting ti Power Co. 79/12/17. 


historical 


3pp. 


nor 


F. Security, medical, emergency l« fire protection plans 

7912040471 Forwards Info re upgraded emergency plans to plants under 
const 6 OL review, Applicants required to make certain 
emergency arrangemente w/state fc local organliatloni ii 
submit emergency plans par Rag Guide 1. 101. 

VABSALLO. D. B. Division of Project Management. 79/11/21. 6pp. 


9123100Q9 Notification of time change for 000109 meeting w/util In 
Bithesda.MO to discuss review of eeeurlty plan. 


I f/ttTDA. A 




0. Adjudicatory correspondance 


f Incorract Amplified 
d. 

I Director. 79/12/13, 


7912050442 First set of interrogatories *. requests for production of 
documents directed to Intervenor Citliens for Equitable 
Utils. Requests identification of daeumente >« info supporting 
allsged "field const error." Certificate of Bve end. m n 

SCHWARZ. M, D. I NEWMAN. J. ft. Houston Lighting *< Power Co. SCHWARZ. M.0. 

Baker h Batts. 79/11/05. 30pp. 


7912050611 Interrogatories ti requesti for production of documents 
parted directed to Citliens for Equitable Utile, Ouestjons r# 

alledged faleif ieatton of const records by util ampioyaes. 
Certificate of Sve end. 

, MC6URREN. H. J. Hearing Branch 1. 79/11/05. I4pp. 



DOCKETED ITEMS 


~791SK>90613 Intarrogatoriai (t rs^uast* far production of docuaontc 
dlroctad to Cltixoni Coneornod About Nucloar Pouar. Ineludta 
guoatlono ra aiiagad falaiflcatlon of eonat racords by util 
•aployooB. 

nCOUmiENiH. J. Kaaring Branch 1. 79/ll/OS. 10pp. 


791i300S77 Oiacovary rapt for Bept & Oct 1979. Participated in R3 
Buchanan>vn> Nicholat (i o Taylor dapoaltleni. Did not initlata 
diac ovary rayueBts. Certificate of Sve end. 

BORCHETTEi H. H. Taias-Louiaiana Electric CaoperatlvB< Inc. 79/11/OB. 
4pp. 


79181304A7 Flrot eat of interrogateriaa If roquoat for inap li production 
of docunanta. Roqueata Info re baaia for Section 8.6 of F8AR> 
peek Mind yuata uaed for doaign It concrato bonding 
roquiraaonta. Certificate of 8vc end. 

BUCHCmN'fP. Cltixena for Equitable Utilltlea. BUCHORN.P. Cltlxena 
Concerned About Nuclear PoMer> Inc. 79/ll/OS. 10pp. 


7912030098 Petition for directed cartificatien ft revioM of AGL8 791003 
order denying notlona for aunoiary decialon. Urgoa collateral 
eotoppal of Central t South Neat Corp ra iaauaa prevloualy 
decided in diotrlet court trial. Certificate of 8vc and. 

BARNETTf E. W. Heuaton Lighting It PoMer Co. 8aiWNI0HT« J. A. 
LowonatelnfNeMMn<Reiaf Aielrad fc Toll. 79/11/09. 22pp. 


79181702S4 Forwarda addl requeat for production of docuaenta re Sen 
Antonio Expreaa Nomo 791111 article reporting that reaulta 
of FBI inquiry Mere turned over to NRC. 

BlMilHiL. A. Citltona Concerned About Nucloor PoMor* Inc. 79/11/12. 
Ip. 


—*7912170333 Roquoat for preduetian of docuaanta. Deoanda all FBI 
doeuMnta ra invaatlgation of facility. Certificate of Bve 
end. 

SIWilNiL. A. Citixana Concarnad About Nuclear PoMepf Inc. 
79/11/12. 2pp. 


7912190061 FerMorda util 791120 Itr to NRC ti end. 
BCHUARZf H. 0. Bator 6 Botte. 79/11/20. 3pp. 


7912190202 Advisea that during Oct 1979< South TX Electric Cooperative 
If Medina Electric Cooparative neither initiated nor received 
any dltcovery requeati. Certificate of Sve end. 
fhOlW.O.P. Akin. Ouap. Hauer If Feld. 79/11/OB. 4pp. 


7912030683 Third aet of interrogator iai 6 requeat for production of 
docuaanta directed to TX Utila Ceneratlng Coj et al. Addroaaea 
purchaao 6 aalc of off-peak interruptible energy If transfer 
It exchange of electric energy. Certificate of 8vc end. 

STAlCfO. Central Pouer k Light Co. 79/11/09. 8pp. 


7912060009 Act receipt of 791107 Itr advising of Houston Lighting 6 
Pouer aaaertlon of Mark product privilege re Oirhor scripts. 

MIC Mill file motion to coapel discovery. 

LEBSYfR.P. Antitrust Division. 79/11/09. Ip. 


7912100300 First set of interragatories k request far production of 
docuaentsf directed to City Public Bve Board of San Antonio. 
Addresses eoel-flred econoay entrgy purchase & sale li 
electric energy transfer k eichenge.W/Certiflcate of Sve. 

8TAfK..D. Central Pouer b Light Co. 79/11/09. 7pp. 


7912100307 Discovery rept for Oct 1979. Took depositions of HL Paterioni 
EC RuoaelfRL llencockiCT Herring It R Heyler< b TL Hatcher b H 
Tenner in conjunction w/NHC. Participated in Houston Lighting 
b Power b TX Utils joint depositions. W/Cortiflceto of Sve. 

CYPI«RTf8. B. Uuatlce.Dept. of. 79/11/09. 7pp. 


7912180087 Roquoata copy of docunonts kranaaitted to Citixana Concerned 
About Nucloor PoMor por L Sink in 791112 FOIA Roquoat 79-493. 
ro FBI InvoBtlgatien. 

HCCURREN. H. J. Hearing Branch 1. 79/12/11. Ip. 


7912190140 Natl flea that J Oanbrell of Cajun Electric Pouer Coeperative 
has been designated potantial witness In DOJ procaedingt. 

Requests notification of Oanbrells deposition rescheduling. 

LinUEfN. Ouatlce.Dept.of. 79/11/09. tp. 


7912280664 Responds to FOIA request for docunenta generated as result 
of investigation of South TX project by FBI. Requeat 
forwarded to FBI for response. 

CARRftl. C. Division of Rules and Records, 79/12/17. ip. 


It Antitrust corroapondonce 


7912100332 Notice of appearance in proceeding. CartiPicate of Sve end. 
LUOUErN. Justice. Dept. of. 79/11/13. 4pp. 


7912110270 Advisea of postponenent of H Hoodson deposition until later 
datOfdue to Houston Lighting b Pouer failure to nake 
Hoodson working papers available for insp. 

BLlRCfH. D. Antitrust Division. 79/11/19. Ip. 


7912060088 Oiacovery rept for Oct 1979. Corrected b signed City Public 
Sve Board depasltlons taken by DOJ k NRC. Produced addl 
docunenta roquostod by DOJ during JB Poston doposltlon. 

Cortlflcato of Sve end. 

WtL60M<U.R. Matthews. Nowlin. Hacfarlano fc Barrett. 79/11/05. 4pp. 


7912060247 Diacevory ropt for Oct 1977. Produced addl docunenta to DOJ 
fellewlng RL Hancock. HL Paterson k E RuomoI 791009 b 10 
dopoaitlona. Did not initiate diacovary requasts. Certificato 
of 8vc end, 

BALaUOH.R. C. Austin. TX. 79/11/03. 4pp. 


7912190227 Forworda affidavits of RE Round troo b LR Oawllk.gonorat 
Mnagor b associate general nanager of Public Utils Board. 
Brownavlllo. TX. 

JABLONtR.A. Bp legal b McOtarnld. 79/11/07. ip. 


—7912190265 Affidavit by general eianager of Public Utils Board of City 
of Brownaville. Ack that 790S02 reaponaoa to Houston Lighting 
b Power first aat of intorrogotoriaa b 790626 aupplonontal 
roaponsaa to bom discovery have been reviewed, 

ROUNDTREE. R, E. Texas. State of. 79/09/14. 2pp. 


—7912190298 Affidavit by asaoclate genorol etanagor of Public Utils 
Board. Br owns vl 1 1 0 . TX. Act that 7903fKi rosponees to Houston 
Lighting b Power first set of interrogatarlaa b 790626 
aupplonontal roaponaoB to aono diacevory have boon recotvod. 
0AUL1K.L. R, Texas. Btato of. 79/09/14. 8pp. 


—7918190319 Corractad b aupplonontal anaworo by Public Utils Board of 
City of Browiavlllo.TX in reaponao to Houston Lighting b 
Pewar first sot of intarrogatoriea b first roquoat for 
production of docunenta. Contolna info re sale of power, 
o Taaas.' State of. 79/11/07. 


7912190241 Cenfirns 791106 canvoraatien ro intentions not to coll 
J Snttb. Cajun Cqoperativoiao witnoas at hearing, Dopoaitien 
ef J Bnlth will not be taken. Re aervea right to dopoae J . 
Bnlth at future date. 

BALDWIN. J.H. Baker b Betts, 79/11/07. Spp. " ' ^ 


7918130094 Notice of oppsaranco of AP Hodgdon on behalf ef NRC. 
Certificate of 8vc end, 

KCHKIDON. A. P. Antitrust Division. 79/1 1/SO. 4pp. 


7912060040 Application for subpoenas for deposition of J Oanbreil b 
keeper of records of Cajun Electric Power Cooperative. 

Testinony will Include transntssion planning b fuel supply. 

Drafts of subpoenaa b Certificate of 8vc end. 

FRANKLIN. W. J. Houston Lighting b Power Co. FRMIKLIN. W. J. Baker b 
Botta. 79/11/21. 20pp. 


7918130037 Haquatb for oipansion of A6LB 790323 protective order to 
include docunenta produced by Central b South Heat Corp b 
Cantral b South Uest Svcs.Inc.to include confidential 
docunenta to anend order to bind TX Utl) cospanies. 

STAHL. 0. Cantral b Southwest Corp. STAHL, D. Heat Texai Utilities 
Co, STAHL. D. Ishan, Lincoln b Beale. 79/11/21. 7pp. 


7912130483 Notifies ef AE Autry 791211 deposition in Corpus Christi.TX. 
H8 Borchelt 791112 deposition in Atilena.TX.RH Hardy 791213 
deposition in Akilsne.TX b SB Philips 79J2I7 dsposition in 
Dallas. TX. Certificate of Sve end. 

HCDIARMID.R. C. Brownsville. TX. 79/11/26. 7pp. 


7912130S36 Third set of Interragatories b requests for production of 
docunsnts directed to Houston Lighting b Power b TX Utils 
Oenarating Co. Includes questions on power flow between 
utile. Supporting doeunentation b Certificate of Sve end. 

LEBSYiR.P. Antitrust Division. KODODON.A.P. Cenaisslon. 79/11/26. 

2app. 


7918130328 Notice of appearance of 8 Helling on behalf of Central b 
South West Corp. Central Power b Light Co.PBC ef OK. 

Soukhwostern Electric Power Co b Hast TX Utils Co. 

UELLINO.S. Ishaa. Lincoln b Beale. 79/11/26. 6pp. 


7912120043 Third suppleaental response to .second set of interregateries 
b requests for production of docuaanta froei applicant 
Certificato of 8vc and, 

CYPfCRT.B.B. Justice, Dept. of. 79/11/27. 9pp. 
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DOCKETED ITEMS 


7912130337 Kotice Of TL Austin 791317 deposition in Dallas, TX. 

CARWEV. J, A. Central l< Southwest Corp, CAHNEYi J. A. West Texas 
Utilities Co. CAflNEY. si. A. Isham, Lincoln i Oeale. 79/11/27. Ip. 


--79131803011 Subpoenas N Lee to appear in BoaufSontiTX on 8001SS. 

MlLLERiM. E. Atomic Safetg and Licensing Board Panel. 79/18/03. 
Ip. 


--7913130361 Notice of QD Hulscg 79121B deposition in Dallas, TX. 

CARNEV, U. A. Central S< Southwest Corp. CARNEV, J. A. West Texas 
Utilities Co. CARNEV.U. A Isham, Lincoln t» Dcalo. 79/11/27. Ip, 


— 7912130366 Notice of PC Brittain 791218 deposition in Dallas. TX. 
CARNEY. J. A. Central !, Southwest Corp, CARNEY, J. A. Host Texas 
Utilities Co. CARNEV.J. A. Isham, Lincoln L Deale. 79/11/27. Ip. 


— 7912100311 Subpoenas HW Milherg to appear In Houston, TX on 800207. 
MILLEn.M. E. Atomic Safetg and Licensing Board Panel. 79/18/03. 
Ip. 


— 7912180320 Subpoenas TR Locke to appear In Wichita Falls, TX on SO0iO3. 
MILLER. M.E. Atomic Safetg and Licensing Board Panel. 79/13/03. 

Ip. 


—7918130378 Notice of MD Spence 791219 deposition in Dallas, TX. 
Certificate of Svc encl. 

CARNEY. U. A. Central b Southwest Corp. CARNEY, J. A. West Texas 
Utilities Co, CARNEV.O. A. Isham, Lincoln N Deale. 79/11/27, 
Afp. 


79I814018A Notifies that documents discussed in 791107 Itr ulll be 
available at law firms for NRC insp. Certificate of Svc encl. 

FLYNN, P.G, Lowenste in, Neuiman, Reis I Axe Irad b Toll. 79/11/27. 6pp. 


791SI70068 Request for Issuance of subpoenas ti for mod of ABLD 790784 
order. Order should be modified to reflect outstanding 
dlscoverg matters & briefing scbedu le. Cert if icate of Svc ti 
list of deponents encl. 

CYPHERT.S. Q. Justice, Dept, of , 79/11/89. ISpp. 


— 7912180329 Subpoenas EA Turner to appear in Houston, TX on 800131. 
MILLER, H. E. Atomic Safetg and Licensing Board Panel. 79/18/03. 
Ip. 


— 7913180340 Subpoenas RJ Earhart to appear in Houston, TX on 800115, 
MILLER, H.E. Atomic Safetg and Licensing Board Panel. 79/13/03. 
Ip. 


—7913100349 Subpoenas JE Monahan to appear In WacoiTX on B00104. 

MILLER, M.E. Atomic Safetg and Licensing Board Panel. 79/18/03. 
Ip. 


— 7912180360 Subpoenas HL Hanning to appear In DallasiTX on 800108. 
MILLER, M.E, Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip. 


79(2270048 Forwards Citg of San Antonio, TX responses to Central Power ti 
Light interrogatories & request for production of documents. 

WILEQN. W. R., WILSON, W.R. Matthews, Noul in, Macfarlane tc Barrett. 
79/11/29. Ip. 


— 7912180372 Subpoenas OC Do La Oasa to appear in Dallas, TX on 000109. 
MILLER.H. E. Atomic Safetg and UicenBlng Board Panel. 79/18/03. 
Ip. 


7912270092 Response to Central Powor & Light first set of 
Interrogatories b request For production of documents. 
Includes data sheets re coal-fired sconomg ervergg sale. 
Certificate of Svc end. 

POSTON. J.B, San Antonio. TX. 79/11/29. 41pp, 


7912120249 Motion to compel DOJ b NRC responses to Houston Lighting b 
Power first set of Interrogatories & requests for production 
of documents. DOJ 781010 responses & NRC 781201 answers were 
1 ncomplete. M/CoT ti f i cate of Svc, 

FLYNN, P.O. Houston Lighting b Power Co. 79/11/30. 32pp. 


7918170138 Notifies that DOJ does not intend to call JL Johns as 
ul tness. 

LUQUE. N. Justice, Dept. of. 79/12/03. Ip. 


7912iB08O2 Subpoenas EB Barnes to appear in Houston, TX on 8D020S, 

MILLER, M E. Atomic Safetg and Licensing Board Panel. 79/12/03. Ip. 


—7912180209 Subpoenas F Tag I or to appear in Houston, TX on B00806. 
MlLLERiH.E. Atomic Safetg and Licensing Board Panel. 79/18/03. 
tp- 


—7912180231 Subpoenas 0 Knowles to appear In Houston, TX on B00208. 
MILLERaM. E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip. 


— 7912180381 Subpoenas 8 Beard to appear in Dallas, TX on BOOIOB. 

MILLER, H.E. Atomic Safetg and Licensing Board Panal. 79/12/03. 
If. 


”7912180399 Subpoenas EL Watson to appear in Dallas, TX on 800110. 
MILLER, H.E. Atomic Safetg and Licensing Board Panal. 79/18/03. 
Ip. 


—7912180404 Subpoenas JE Bondurant to appear In Beaumont, TX on 600123. 
MILLER, M.E. Atomic Safetg and Licensing Board Panel. 79/12/03. 

Ip. 


— 7912180414 Subpoenas J8 Farrington to appear In Dallas, TX on 790111. 
MILLER, M. E. Atomic Safetg and Licensing Board Panel. 79/18/03. 

Ip- 


— 79121B0483 Subpoenas R Cordon to appear In Dal las, TX on 800109. 

MILLER, M.E. Atomic Safetg and Licensing Board Panal. 79/18/03. 
Ip, 


7912280118 Dlscovorg rept bg City Public Svc Board of 8an Antonio, TX 
for Nov 1979. Received (< responded to Central Power (< Light 
first set of Interrogatories h request for production of 
documents. Certificate of Svc encl. 

WILSON, W.R. Texas, State of. WILSON. W.R. Matthews, Nowlin. 
Macfarlane t, Barrett. 79/12/03. 4pp. 


—7912160240 Subpoenas OM Oprea to appear in Hauston, TX on 800130. 
MILLER, M.E. Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip- 


— 7912160292 Subpoenas AM Smith to appear in Beaumont, TX on 000182. 
MILLER, M. E. Atomic Safety and Licensing Board Panel, 79/12/03. 
ip. 


—7912160262 Subpoenas A Sprawls to appear In Beaumont, TX on 800184. 
HILLER, M. E Atomic Safetg and Licensing Board Panel. 79/12/03. 
Ip. 


—7912180272 Subpoenas W Atkina to appear in Deaumont, TX on 600122. 
MILLER, M.E. Atomic Safetg and Licensing Board Panel. 79/12/03. 

Ip 


-r7912ia0'281 Subpoenas RM McCuistion to appear in Houston, TX on 800129. 
MILLER, H.E. Atonic Safetg and Licensing Board Panel. 79/12/03. 

Ip. , 


—7912180269 Subpoenas T Stand Ish to appear in Houston, TX on 600117. 
MILLER, M.E. Atonic Safetg and Licensing Board Panel. 79/12/03. 

IP- 


Subpoenas J Oreenwade to appear in Houston, TX on 800116. 
E. Atonic Safetg and Licensing Board Panel. 79/12/03. 


7912130313 Application for Issuance of subpoenas to Bardell, Bravendc >■ 
re c or dkeeper, College Station, TX. Will testlfg on bulk 
electric power suppl g, tranemlss Ion planning t, other relatid 
issues. Drafts of subpoenas b Certificate of Svc encl. 

FRANKLIN, W. J. Houston Lighting b Power Co. FRANKLIN, W. J. Bakair t, 
Batts. « Lowenst Bin, Newman, Re Is, Axelrad b Toll. 79/12/04. 27pp. 


79121104S9 Response bg Public Utils Board of City Brounsvtll a, TX in 
support of DOJ motion for mod of ASLB 790784 order 
requesting addl discovery period. Extension ulll allow 
thorough preparation for hearing. Certificate of Svc encl. 

POIRIER, M.R. Texas, State of. 79/18/09. 6pp. 


7912190110 Requests util provide documents subpoenaed i< produced af 
AE Naylor 791011 deposition. 

DLUME,M.B. Antitrust Division. 79/12/05. Ip. 


7918190138 Monthly status rept for Nov 1979. Parties arrived at terme of 
protective order. Four scheduled depositions delayed. Draft of 
order encl. 

POIRIER, M.R. Spiegel McDiarmld. 79/12/09. Bpp. 


7912270084 Status rept for Nov 1979. South TX Electric Cooperative, Inc 
S Medina Electric Cooperative, Inc neither initiated nor 
race ived discovery requests. 

JOHN, D. F. South Texas Electric Cooperative, Inc. 79/12/09, 4pp. 



DOCKETED ITEMS 


7912880639 Difcqvtrv P«pt fop Nov 1979. No di»covBrg P«quf» ti ini tl« tid 
or rocolvod. Coptl f Uat* of 6vc oncl. 

BALOUOH.R.C. Auotln, TX. 79/12/06, 5pp. 


7912260897 Ropponto In pupport of DOJ motion for mod of A8LB 790724 
ordor by ittindlng dipcovorv (< hoarlnp achodult. Dolay naidod 
to aiilnilott avidtnco l> to narrou li lua*. Cart 1 ficati of 
8vc ancl. 

HELLtNOiS. Cantral (< Southuiett Corp. 79/18/07, 10pp. 


7918260360 Hinorandum In aupport of OO^f motion raquatting mod of ASL6 
790724 opdar. Propoitd addl tlma for completion of dlicevaryi 
continuation of dapo«itton«' b final prihaarlng confaronce 
needed to perform •tudlee, Certificate of 8vc end. 

BlTTSfF.H. Teiae-Looieiana Electric Cooperative. Inc. BURCHETTE. H H. 
Northcutt Ely. 79/12/07. 6pp. 


7912270101 Notiflei of poetponement of JT Wenders deposition. 
STAHUD. N. lehamt Lincoln b Beale. 79/12/07. ip. 


7918270123 01 scevery rapt for Nov 1979. Fifteen depositions taken, Third 
eupplemental response to util second set of interrogatories 
filed. DOJ filed 791130 request for mod of 790724 A8LB order. 

CYPHERT. 8. B. Jumtlee, Dept. of. 79/12/07. Spp. 


7918870104 Diicovery status rept for Nov 1979 for Central tt Bouthuest 
Corp. Th trteen depositions taken. 

CARNEY. J. A. Itham, Lincoln b Beale. 79/12/10. Bpp. 


7912260397 Response to DOJ 791130 motion for mod of ASLB 790724 order 
by estending hearing echedule b for ancillary relitf. If 
modified, singla discovery termination data should be 
adopted. Certificate of Bvc end, 

BLUH.R. L. Houston Lighting b Power Co, 79/12/11. 9pp. 


7912270103 Hod of 790323 protective order. expanding categories of 
documents considered confidential b expanding protected area 
to include documents produced by Central b South West Corp 
b Central b South West Bvcs. Inc. 

MILLER. N. E. Atonic Safety and Licensing Board Panel. 79/12/11. 
2pp. 


7912280670 Notifies of correct eve list for Central b South West Corp. 
8TAHL. D. M. tsham. Lincoln b Beale. 79/12/11. Ip, 


7912310514 Advises that applicant possaeste addl documents responsive 
to 790709 subpoena addresead bo A Oerber. Doc uments will be 
ready for DOJ insp at mutually convenient time. 

FLYNNiP.O. Louanstein.NawmaniRals.Axelrad <« Toll. 79/l2/il. Ip. 


-‘*7912310519 Advises that applicant possesses addl documents responsive 
to 790709 subpoena addressed tO' A Oerber. Documents will be 
ready for NRC insp at mutually convenient time. Certificate 
of Bvc end. 

FLYNNiP.O. Louenstein.NiuJman.Reit.Axelrad bToil. 79/i2/ll. Bpp, 


7912280627 Supports util 79100 Request for directed certification of 
A6LB 791005 order re motions based upon decision of US 
District Court, Order should be reviewed diue to result that 
res judicata inapplicable to antitrust proceedings. 

HNOTTBiJ. B, Texas Utllttias Oenirattng Co, 79/12/12. 37pp. 


79122B0629 Notice of appearance In proceeding. Certificate of 8vc end. 
AHEARNi C, D. Texas Utilities Oeneratlng Co. AHEARN. C. 0, Texas Power 
b Light Co. AHEARN.C.'D. Debqvois* b Liberman. 79/12/12. 4pp. 


7912260081 Brlaf in opposition to applicant 791109 request that ASLAB 
certify ASLB 791005: order denying applicant motion for 
summary disposition. No Irreparable harm. injury to public 
interest or unusual delay present to justify certification. 
CHANANIA.F, D. Antitrust Division. 79/12/14. 31pp. 


"7912260008 Bpedal prehearing confaranee order directing parties to 
comminca discovery b trial preparation Immediately b to 
complata discovery by 79010B. Certl f 1 cate of Sve end. 

MILLER. M.E, Atomic Safety and Licensing Board Pantl. 78/07/13. 

11pp. 


7912280630 Application for issuance of subpoenas calling for deposition 
of JR Milford. S PhelpSiP Meyers.HJ Marsh. RA Yarbrough. 

OR Harrison. R SegrastiD WrightiFJ Meyer. A Higginbotham b 
JM Ammons. W/twalve drafts of subpoenas b Certificate of Sve. 
FRANKLIN.W. Houston Lighting b Puuer Co. FRANKLIN.U. Baker b 
Botti. e Louenstein.Newman.ReiSiAxelrad b Toll. 79/12/14. 90pp, 


7912310137 Notion for extension until 800201 to file supplementol 
reeponee to Houston Lighting b Power first set of 
interrogatories. Involvement in depositions requires 
allocation of addl time. W/Certlf icate of Bvc. 

CYPHERT. 8. B. Justice. Oapt. of. 79/12/14. 8pp. 


771S3101B? Opposition to util 791109 request for directed certification 
b ravieu of ASLB order. If certification d irected, coUatara I 
estoppel effect should not be given to fact issues 
delineated by util In another case. 

POIRIER. M, R, Brounsvi I le, TX. 79/12/14, IBpp. 


7912860044 Answer concurring u/DOJ 791130 motion for mod of ASLB 790724 
order by extending current hearing b discovery echedule. 

Facility will be ready for fuel-loading between Aug b Nov 
196 1 . Cert 1 f 1 c dtD of 5vc end. 

LEBSVrR.P. Antitrust Division. 79/13/17. 5pp. 


7912260361 Opposition to util 791130 request to compel further 
disc every. Ut 1 1 has not requested further discovery from NRC. 
NRC willing to work ui/util to arrive at mutually agreeable 
discovery sch edule. Cer tkf icate of 6vc end. 

LEBSYiR, P. Antitrust Division, 79/12/17. 6pp. 


7912280649 Forwards documents from files of A Oerber per request. W/o 
enc 1 . Certi f icate of Sve end. 

FLYNN. P- 0. Louenstein. Newman. Reis. Axelrod b Toll. 79/12/17, 5pp. 


7912270137 Order extending time to 800229 for completion of discovery, 
to 800320 for completion of expert discovery. to 0OO42B for 
filing ultnoss lists. Schedules prehearing conference for 
S0OSD5 b evidentiary hearing for B00S14. 

MILLER. M.E. Atomic Safety and Licensing Board Panel. 79/12/14. 

6pp. 


7912310001 Supplementary response to first set of interrogatories. 
OlscuBsos areas where util b Public Util Board of 
Brounsvllle, TX compete . Affidavit of JW Wi 1 son. supportl ng 
documentation b Certificate of Sve end. 

WILSON. J. M. Brownsville, TX. 79/12/19. 62pp, 


7912310161 Opposition to applicant 79121B motion for protective order. 
Order filed Inadvertently b conflicts w/previously agreed to 
terms. Intervonor willing to consider modifying agreement. 

POIRIER. M. R. Brownsville, TX. 79/12/19, 4pp. 


Q. Inapeetion reports. IE Bulletins b correspondence 


7912060535 Responds to IE Bulletin 79-23. Emergency diesel generators 
differ from type liable to reported failure. 

OPREA, O. H. Houston Lighting b Power Co. 79/10/22. tp. 


7912380322 Forwards IE Insp Repts 50-490/79-17 b 50-499/79-17 on 
791024-26. Mo noncomplianee noted, 

8EIDLE, W. C. Region 4. Dallas. Reactor Construction b Englnoorlng 

Support Branch. 79/11/14. 2pp. 


— 7912280327 IE Insp Repts 50-490/79-17 b 50-479/79-17 on 791024-26. No 
noncomplianee noted. Major areas Inspected ; 1 icensee responses 
to previously identified insp findings b review of reported 
lOCFRSO. 53(e) items. 

HUBACEK, H. 0. , PHILLIPS. H. S. . CROSSMAN, M. A. Region 4, Dallas. 
Office of the Director, 79/11/13. 4pp, 


7912100258 Forwards IE Info Notice 79-28. "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
SEYFRIT.K.V, Region 4. Dallas, Office of the Director. 79/11/16. 
tp. 


7912110530 Forwards IE Info Notice 79-29. "Loss of Nonsa fety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or response required. 

SEYFRIT.K.V. Region 4, Dallas, Office of the Director. 79/11/16. 
Ip. 


7912110279 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No response required. 

SEYFRIT.K.V. Region 4. Dallas, Office of the Director. 79/11/36. 
Ip. 


7912110476 Notifies that NRC Intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correxpondence 
sent by NRC tolls en sees. 

SEYFRIT.K.V. Region 4. Dallas, Office of the Director. 79/11/26. 
Ip, 


7912190043 Forwards IE Circular 79-24, "Proper tnstellation b Calibr of 
Core Spray Pipe Break Detection Equipment on BWRs. " No 
written response required. 

SEYFRIT.K.V. Region 4. Dallas, Office of the Dlroctor. 79/11/26. 
Ip. 
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79181.90177 ForuarJs IE Bulletin 79-87. "Loss of Non-Cleos IE 
lTi»tru(»»ntatlon & Control Power By* Bus Durinp Operation. 

No written response required. tam/'in 

SETFBIT.K. V. Beaion 4. Dallas. Office of the Director. 79/11/30. 

Ip. 


7912310261 FoTward* IE Info Notice 79-30, -Report inp of Defects U 

MoncoepliancBS. 10CFR31, “ No a = 79/12/06 

SEVFRITiK. V. Region 4. Bellas, Office of the Director. 79/12/06. 

4pp. 


7912200212 Forwards IE Bulletin 79-20. “Possible Malfunction 
Model EAIBO Liait Switches at Elewated leaps. " Action 

SeVFRlT.R- V. Region 4. Dallas, Office of the Director. 
*P- 


of Naaeo 

79/12/07. 


7912280505 Forwards IE Info Notice 79-31, "U»e of Incorrect Anplified 
Resoonse aoeetra. '' No written Toaponso required, 

SEYFRJTiK.V, Region 4# DaHa»» Office of the DiTfctor, 79/12/13. 

Ipw 


B. Reportable occurrencesi LERs fc related corres pondenc e 

7912060670 PNQ-IV-79-013:on 791102. Broun & Root QC Inspectors reported 
intimidation by const uorlera at South TX pro jeet. Region 4 

HUMCEKrw'a ?^CRbs6KAN,W. A. Region 4, Dallas, Office of the 
Director. 79/11/06. Ip. 


Congress Iona 1/Esecotl VO CorTBspondenem 


U. 

7918120053 Respond* to 790924 Ur ra L Slnkln request tor estebl i ihment 
of local PDR in Ban Ant onio, TX. Arrangeoents made to forward 
copies of MRC Insp ropts to Ban Antonio Public Library. 

COeSICK.L. V. Office of the Ejecutlve Director for Dperatlans. 
79/10/15. Ip. 


—7912120066 Forwards LA Sint In 790B01 request that NRC establish PDR In 
San Antonio, TX. Requests comments. 

OORZALEZ. H. B. House of Rap. 79/09/34. Ip- 


7912120071 Requests establishment of PDR in Ban Antonio, TX. 

SlNKINiL. A. Cltleens Concerned About Nuclear Power, Inc. 
79/OB/Ol. Ip. 


DOCKET 50-500 DAVIB-HE8BE NUCLEAR POWER 8TATI 0N. UNIT 2 
A. Appllcatlon/construetlon stage documents l« correspondence 


7911280153 Discusses mods to NRC position re statu* li applicability of 
TMI-2 accident review I, NOREO-0570 to faellltlei under 
const. Forwards addl info to be considered in divelopmenl of 
final plant design «. procedures. n/in Ann 

VAS9ALLD, D. B. Division of Project Management. 79/10/10. 4pp. 


DOCKET 50-501 DAVie-SESSE NUCLEAR POWER STA T ION. W1T_3 
A, Appl Ication/construe tlon stage 


79112B0153 Discusses mods 
TMI-2 accident review ti 
const. Forwards addl Info 
final plant design t< pro 
VABBALUO, D. D. Division 


to NRC position re itatus I, applicability of 
NURE0-057B to facilities under 
to be considered In development of 
c ed ures. 

of Project Management. 79/10/10. 4pp. 


7912110264 Discusses NRC plans to VsyRr**'’'* 

verification program to resolve ATMS Issue for PWRb fc HWRs. 
Success of program depends on Industry response. Supports 
formation of owners groups to provide = 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-051 1. Draft OEIB reflects 
conscious fc deliberate NRC policy to jeopardise public 
health fc safety 6 thwart objectives of NEPA. 

KEPFORD.C. Environmental Coalition on Nuclear Power. 79/10/84. 


M. Antitrust correspondence 



LESay.R. P. Antitrust Division. 79/11/81, 3Spp. 


79t2ie0344 Informs of address 
HJELMFELT, D. C. H j e laif » 1 1 , D. 


change as of 791201. 
C. 79/11/86. 3pp. 


7918110356 Orders extension until 800113 for Commission to review 

CH^LKfs^j. Office of the Secretary of the Commission. 79/18/07. 
Ip- 


DOCKET aTN-SO-502 HAVEN NUCLEAR PLANT, UNIT 1 

A. Appllcatlon/construetlon stage documents (c correspondence 


7911280153 Discusses mod* to NRC position re status *< applicability of 
TMI-2 accident review & NURE0-057a to facllitlas under 
const. Forwards addt Info to ba considered in development of 
final plant design %t procedures. 


ifA^eoAi I n. n n 






“to 


7918110864 Discusses NBC plans to use 0*nerie analyses to develop early 
vsrIficAfcion program to resolve ATWB Issue ^or PWRi s< DWR»« 

Sifccestt of program depends on industrg response. Bupports 
formation of owners groups to provide necessary 

DENTONfH.lt. Office of Nuclear Reactor Regulation. 79/10/17. wpP- 


791S110264 DUcusgss NflC pUrts to use generic analyses to develop early 
varllication program to resolve ATWS Isstia for PWRs awrts- 
Success of program depands on Industry response. Supports 
foraation of owners groups to provide necessery - 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


1. Financial Information 


7912040419 Forwards monthly repb 
connection w/proposed facility. 
BURBTEIN, B. Wisconsin Electric 


of expenditures U c ommi tments 
Power Co. 79/11/29. Spp. 


in 


8. Adjudicatory correspondence 


7918110043 Foruerds comments on NUHE0-O51 1. Draft DEIS reflects 
conscious & dellberata NRC policy to jeopardlee public 
health fc safety & thwart objectives of HEPA, 

KEPFORDtC. Environmental Coalition on Mud ear Power 
22pp. 


79/10/24. 


M. Antitrust correspondence 


7912050093 Consolidated answer in opposition to Cleveland Electric 
Illuminating Co, Toledo Edison fc Ohio Edison petitions for 
ALAfi-560 reviow. Petitioner* failed to seek Commission review 
on issue of monopoly si istence. Certificate of Svc enei. 

LESaV, R. P. Antitrust Division. 79/11/21, 38pp. 


79131B0344 inform* of address change as of 791201. 

HJELWBLT. D. C. Hjolmf elti D. C. 79/11/86. 3pp. 

791811D336 Ordiers extension until B00115 for Commission to review 

^ILK^R. j. Office of the Secretary of the Commission. 79/18/07, 
Ip.'! 


DOCKET 9TN-SO-503 HAVEN NUCLEAR PLANT, UNIT 2 
I. Financial information 


7912040419 Forwards mont 
connection w/proposed 
BURQTEIN, 8. Wisconsin 


hly rapt of expenditures b commitments 
feeitlty. 

Electric Power Co. 79/11/29. 5pp. 


in 


DOCKET 8TN-S0-S04 KOBHKONOhtO NUCLEAR PLANT, UNIT 1 
I. Financial information 


7912040419 Forwards monthly rept of expenditures I. commitment* In 
eannection w/propoa#d facility. 

DURSTEIN, 8. Wisconsin Electric Power Co. 79/11/29. Spp. 
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DOCKET 8TN-50-909 KOBHRONONO NUCLEAB PLANT. UNIT 8 


t. Plnaneial lnfarn«tifln 


791804041? Porwardi nonttily rtpt ot iipandifeurvt (i camnltMintR In 
csnnftetlon w/prapofid facility. 

BURBTEtN.B. Hlacontin El ac trie Powav Co. 79/11/87, Spp. 


DOCKET 8TN-90-904 K08HH0N0ND NUCLEAR PLANT. UNIT 3 
I. Financial Infornatlon 


7918040419 Foruardi nonthly rapt of anpandlturaa It connltnantf in 
connaetlon w/propoaad facility. 

BURBTEtN.B. Uliconiln Elactric Pouar Co. 79/11/89) 9pp. 


DOCKET BTN~90-907 K08HKONDNO NUCLEAR PLANT. UNIT 4 
I. Financial InPornatlon 


7918040419 Ferwardi nanthly rapt of a«pendltura« !< eomialtnantt In 
connaetlon w/propoaad facility. 

BURBTEtN.B. Uiacontin Elactric Pewar Co. 79/11/89. 9pp, 


DOCKET flTN-90-908 WPPBB NUCLEAR PROJECT. UNIT 3 


A, Applleatian/eanatructlon atapa doeutnanta ti earraapondanea 


7918110864 Dlacuaaat NRC plana to uaa genorlc analyaaa to davtlop aarly 
varifieatlon program to raaolvt ATUfi iaaua far PURa 1. DHRa. 

Buccata of program dapanda on Induatry raaponta. Bupporta 
formation of ownara groupa to provlda nacaaaary info. 

DENTON. H.R. Office of Nuclear Raactor Ragulatlon. 79/10/17. Spp. 


7918100083 Oiacuaaaa iaauanea of Amand 17 to Ltcanaa DPR-64. which 
authorlaad operation at lOOX power. Max allowabla faa alraady 
paid by util. No addl faa required. 

MILLER. M. 0. Lteanie Faa Management Branch. 79/11/13, Ip. 


—7918100066 Prevtdaa ACR8 prof manpower expenditure aetlmataa for CP 6 
OL ravlawa, 

FRALEY. R, F. ACRS ~ Advlaory Committee on Reactor Safaguarda. 
76/11/01. Ip, 


—7912100079 Raiiuaata info re ACRB prof man-hra axpandad on ravlaw of 
each raactor. Data for aafaty. environ fc antltruat haarlng 
concarni ahould bt Inctudad, Aaaoclatad travel ahould not be 
ahown. 

HILLER. W.O. Licanaa Fee Hanagamant Branch, 78/10/08. Ip, 


7918160686 Nottflaa of plana to aubmit NNP-t/4 FBAR for acceptanca 
ravlaw by 800930 6 NNP-3/S FBAR by B10630. 

RENBEROER. D. L. Naahlngton Public Pouar Supply Byatam. 79/12/18. 

Ip. 


7918880966 Forward a XN-NF-103. "Matar Content of Bolid Mail by 
Elactrolyaia. ” re taating molatura of low-hydrogen 
alactrodei, 

RENBEROER. D, L. Naahlngton Public Power Supply Byatam. 79/18/80, 
2pp. 


—7918880971 “Uatar Content of Solid Matl by Elactrolyaia. “ Ravialon 6 
to Procadura P69881 for taating maiatura of low-hydrogan 
alaetrodai. 

a Exxon Nuclear Co.. Inc. (auba. of Exxon Corp, ), XN-NF-103, 

79/01/10, ISpp. 


F. Saeurlty. medical, amargtncy tt flra protection plana 


7918040471 Forwarda info re upgraded amarpancy plana to planta under 
contt ti OL review. Applieanta required to make certain 
amergancy arrangamanta w/atata 6 local organlxatlona 6 
aubmit emergency plana par Bag Oulda 1. 101. 

VABBALLO. D. B. Dlvlalon of Project Hanagamant, 79/11/81. 6pp. 


0. Impaction raporta. IE Bullatlna 6 corraapondanee 


7918120908 Forwardi IE Imp Rapt 90-906/79-09 on 791003-11, No 
nencomplianca noted. Btatamant by 8D Boa and. 

ENOELKEN. R, H. Region 9. Ban Franeleeo. Office of the Director. 
79/10/83. 4pp. 


—7912120909 IE Imp Rapt 90-308/79-07 on 791 003-11. No none ompl lance 
noted, Major areaa inspected: allegation that radiograph, 
purported to be of repaired weld. was taken of different weld 
than original. 

KtRSCH,D.F.. SHACKLETON, 0. C. Region 9, San Francisco. Office of 
the Director. DODDS. R.T. Region S. Ban Pranclaco. Reactor 
Conatruction 6 Engineering Support Branch, 79/10/38. 6pp. 


791S10038S Forwards 1£ Info Notice 79-28. ''Overloading of Structural 
Eleminta Due to Pipe Support Loads. " No responae rayulrad. 
ENOELKEN. R. K. Region 9. Ban Francisco. Office of the Director. 
79/11/16. Ip. 


7918110982 Foruardi IE Info Notice 79-89. "Loss of Nonaaf aty-Ralated 
Raactor Coolant Bya Instrumentation During Operation. " No 
apacifle action or responae required, 

ENOELKEN. R. H. Region 9. San Francisco, Office of the Director. 
79/11/16. ip. 


7918070031 Forwards IE Circular 79-84. "Proper Installation 6 Calibr of 
Cora Spray Pipe Break Detection Equipment on BURs. " No 
risponsa required. 

ENOELKEN. R. H. Region 5. San Francisco, Office of the Director. 
79/11/26. Ip. 


7912110274 Forwards IE Circular 79-12, "Motor Starters 6 Contractors 
Failad to Operate." No raaponea required. 

ENOELKEN, R. H, Region 9, San Francisco, Office of the Director. 
79/11/26. Ip. 


7912110900 Notifies that NRC intends to routlnaly forward to 
appropriata state public util regulatory groups 6 state atty 
general ofes copies of escalated enforcement ccrreapondenca 
sent by NRC to licensees. 

ENOELKEN. R. H. Region 5. Ban Franclaco. Office of the Director. 
79/11/86. ip. 


7918110463 Ack receipt of 791031 Itr Informing NRC of slaps taken to 
correct violations noted in IE Insp Repls 90-508/79-07 ti 
90-509/79-06. 

SPENCER. O.S, Region 9. San Francisco. Reactor Construction 6 
Engineering Support Branch. 79/11/89. Ip. 


”7918110471 Responds to NRC 790828 Itr re violations noted In IE Inap 
Repts 90-900/79-07 Ic 90-909/79-06. Corrective sc tlons: preheat 
ays modlflad to prevent gas pressure decreaats It preheat 
being chacked by welders to assure compliance u/Tach Specs. 
RENBEROER. D. L. Washington Public Power Supply System. 79/10/31. 
3pp. 


—7918110481 Forwarda IE Inap Repts 90-90B/79-07 6 909/79-06 on 790887-30 
It notice of violation. 

SPENCER. 0. S. Region 9. Ban Franclaco, Reactor Construction 6 
Engineering Support Branch. 79/0B/8S. 8pp. 


—7918110408 Notice of violation from inap on 790087-30. 

* Region 9. Ban Francisco, Office of the Director. 79/09/86. 

2pp. 


—7918110493 IE Inap Repts 90-908/79-07 I. 90-909/79-06 on 790027-30. 
Noncompliance noted; failure to maintain specified preheat 
on joint being welded b failure to Identify reinforcing 
iteal as required by proeaduraa. 

KIRBCH.O.F. . HAI8T. D. P. Region 9, San Franclaco, Offlci of the 
Director. DDODB. R. T. Regions. San Franclaeo, Reactor 

Conatruction b Engineering Support Branch, 79/09/86. 10pp. 


7912190161 Forwarda IE Bulletin 79-87, "Loss of Non-Class IE 
Instrumentation b Control Power Sya Bus During Operation. " 

No written response required. 

ENOELKEN. R. ft. Region 9. San Franclaco. Office of the Director. 
79/11/30, Ip. 


7918310279 Forwarda IE Info Nolle a 79-30. "Reporting of Defects fc 
Noncorap 1 lane as. 10CFR81. " No action required. 

ENOELKEN. R. H, Region 9, San Francisco. Office of the Director. 
79/18/06, 4pp. 


7918800898 Forwarda IE Bulletin 79-88. "Possible Malfunction of Nameo 
Modal EAIBO Limit Switches at Elevated Temps, " Action ‘ 

required. 

ENOELKEN. R, H. Raglan 9. San Franciscoi Off lea of the Director. 
79/18/07. Ip, 


7918880686 Forwards IE Info Notice 79-31. "lisa of Incorrect Amplified 
Response Spectre. " No written response required. 

ENOELKEN, R, H. Region 9. Ban Francisco, Office of the Dlractor. 
79/18/13. Ip. 
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S, R.portabU occ«rr«nc6 6^_LERs_^_relat*b_corr.spond.n» 

informed HRC that ln»pector» 



H. ,i»flcioncu rapt re omission of vertical reinforcing 
7912120470 Forwards deficiency repi. 

STRANO^N. a ^'viashiigtOT. Public Power Supply System. 79/12/'03, Ip. 

--7912120473 Deficiency rept re ommissionof^v.rlic.l^re^ »t..l 

;;rS:lmrii:l.s‘sLu"e'tnttall^d in drilled holes . 
arouted in place using approved nonshrin ^ • 

r wa^ington Public Power Supply System. 79/12/03. 2pp. 

ENOELKEN-R.H. Region 5- San Francisco, 

79/12/14. Ip 

DOCKET STN-50-S09 HPPSS WCLEAR PR OJ E C T. _W!T J 

r'/ipiuciition/Ionlt ration stag._document8_fc_eDrr.iipondence 

7912110264 Discusses plans to “*• 

wllrof" SSrirSepenSroi industry response. Support. 

formation of owners groups to ' 79/10/17. 3pp. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 

7912100022 Disc of Amend 17 

authoriied operation at lOOX power. Mai allowable fee already 
paid by util. No addl fee required. ,o/il/ia Id 

HtLlsERiW. D. Lic«n»s F«f Managament Branch. 79/1 P* 

—7912100066 Provides ACRS prof manpower eipendlture estimates for CP & 

FRALEY^r'^f! ACRS - Advisory Committee on Reactor Safeguards. 
78/11/01. Ip. 

-7912100079 Requests info re ACRS prof 

nnSe^rshouirbe includ.dVsoclated travel should not be 

H, 0 . License Fee Management Branch. 70/10/02. Ip. 

7912100626 Notifies of plans to submit MNP-1/4 FSAR for acceptance 
review by B00930 6 HNP-3/S FSAR by B10630. 79 / 10/12 

RENBEROER, D. L. Heshington Public Power Supply System. 79/12/ 

If. 

F. Security, medical, emergency U fire protectlon^plens 

7912040471 Forwards info re upgraded emergency plans to plants undar 
const 6 DL review. Appl Icants required to make certain 
tmarganeg arrangement* ui/fltate t* local organl lationi « 
submit emergency plans per Reg Guide 1. 101. -o/n/oi aod 

VASSALLOi D. B. Division of Project Management. 79/1 1/Bl. «»PP. 

0. inspection reports, IE Bulletins fc correspondent# 

7912100205 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads." No »'e*Pon»» 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director, 
79/11/16. Ip. 

7912110522 Forwards IE Info Notice 79-29. "Lose of Nonsafety-Releted 
Reactor Coolant Sys Instrumentation During Operation. No 
specific action or response required. 

ENOEUREN, R. H. Region 9, San Francisco, Office 0 # the Director. 
79/11/16. ip. 

It IE Circular 79-24, "Proper Inetallation fc Calibr of 
Break Detection Equipment on BHRs. " No 

'--‘on 5, San Franeleco, Office of the Director. 


7912110500 Notifies l^toJ ^3^"* J 

“S^::Srof:s1::iero“:scrut:reiforc2m^ent correspondence 
ENSLK'a” San Francisco, Office of the Director. 

79/11/26. Ip. 

7912110462 Aek receipt R** }ngp*ReptJ*50-9oL79-07 »i 

correct violations noted In IE Insp Repb. o 

30-509/79-06, Francisco. Reactor Construe tlon t 

SPENCER, 0.8. Region S, 10 

Engineering Support Branch, 79/11/29. p. 

RENBEROER, D, L. Washington Public rauier au,,r v 
3pp. 

...» O ... qm-BQH/79-07 & 809/79-06 on 790827-30 
7912110401 Forwards IE Insp Repts SO 900/79 w 

t notice of violation, c-.ncisco, Reactor Construction *i 

Engln«rlng' support® Branch. 79/09/20. 2pp. 

--79l2ilO400^Notic,^of violation^ 'S??l!rSf"hrS?rI;?ar. 79/09/26. 

2pp. 

—7912110493 IE Insp Repts 50-300/79-07 «< 

SIrLtor. DODDS. R.T. Region ^•"5^*09/26 lOpp. 

Conetruetlon 6 Engineering Support Branch. 79/09/,! PP 

7912190161 Forward. IE Bulletin 79-27, "Loee of ^ 

Instrumentation 6 Control Power 9y. Bu. During Operation, 

No written responee required. naai... nf fehe Director. 

ENOEUKEN.R.H. Region 5, San Franeleco, Office of the Direcbor. 

79/11/30. Ip. 

7912310279 Forwards !E Info Notice 79-30, "RepoTtiRB Difaeti fc 



79/12/06, 4pp. 

7912200292 Forwards IE Bulletin 79-20, "Potslble Malfunction of Na«Co 
^Modei BAiao Limit Suiitehee et Elevated Tempi. Action 

eSoeSr.H. Region 9. Ban Francisco. Office of th. Dlractor. 
79/12/07. Ip. 

7912260626 Forward. IE Info Notice 79-31. "Uee of Incorrect Amplified 

of th. Director. 

79/12/13. Ip. 

a. Reportable occurrences. LERs_6_r.l.ted^corro.pondene. 

0001110902 PNO-V-003;on 791009, licensee informed NRG that inepeetors 
eignature had been forged on we»<l‘Rfl to 

related pipe. Contractor examined all records in field to 
datarmtne If other falsif Icatlone occurred. 

KIRSCHiD. F. Region 8, Sen Franeleco, Office of th# Director. 
79/10/09. Ip. 


DOCKET 80-913 HPPSS NUCLEAR PROJECT, UNIT 4 
A. Appllcation/construetion stage documents 6 

7912110264 Discusses NRC plane to use ‘ 

verification program to resolve ATMS Issue for PWfie fc 0MRe. 

Sueesst of program depends on industry retponea. Supports 
formation of owners groups to provide 

DENTONiH. R. Office of Nuclear Raactop Ragolatlon. 7f/10/17. 3pR. 

7912060476 Forwardi responses to NRC 791029 Itr requeetlng Info re 
sensitivity of primary coolant eyt behavior to feedwater 
transient! 6 stetus of various syt, Includes reeommendatlone 

RENBEROER, D, L. ® Washington Public Power Supply Byetem. 79/18/03. 
200pp. 


ular 79-12, "Motor Starters 6 Contractor# 
iponse required. 

. San Francisco, Office of the Director, 
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r. Sfcuritvi inedle«li emergency h fire protection plan* 


7912040471 Forward* info re upgraded emergency plant to plant* under 
eonit ti OL review. App 1 leant* required to make certain 
emergency arrangement* ui/ttate & local organl latlans tt 
*uiiinlt emergency plan* per Reg Oulde 1. 101. 

VASSALLOj D. 0. Dlvlelon of Project tianagement. 79/11/21. App. 


0. Adjudicatory carratpondenea 


7912110043 Forward* comment* on NUREQ-OSl 1. Draft OEIB reflect* 
canectou* V deliberate NRC policy to jeopardize public 
health li lafaty U thwart objectives of NEPA. 

KEPFORDt C. Environmental Coalition on Nuclear Power. 79/10/34. 
23pp. 


<1. Inspection reportsi IE Bulletins t* correspondenc* 


7912100SS9 Forward* IE Info Notice 79-38> "Overloading of Structural 
Elament* Due to Pipe Support Load*. " No response rs<|ulred. 

ENOELKEN. R. H. Rag Ion 5i San Franc ieeo. Office of the Director. 
79/ll/lA. Ip. 


7913110S22 Forward* IE Info Notice 79-S9i "Los* of Nonsaf ety-Related 
Reactor Coolant Sye Instrumentation During Operation.'' No 
ipaclfic action or response required. 

ENOELKEN.R. K. Region 9, San Francisco. Office of the Director. 
79/11/16. ip. 


7912070031 Forwards IE Circular 79-24, "Proper' Instelletlon « Calibr of 
Core Spray Pipe Break Detection Equipment on BURe. " No 
response required. 

ENOELKEN. R, H. Region 9. San Francisco, Office of the Olrector. 
79/11/26, ip. 


7918110274 Forward* IE Circular 79-23, "Motor Starfcsra t< Contactors 
Failed to Operate. " No response required. 

ENOELKEN, R. H. Region 9, San Francisco, Office of the Director. 
79/11/26, Ip. 


7913110900 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups t» state atty 
gentral ofes capias of sscalatad snforeament eorrtspondince 
lant by NRC to licensees. 

ENOELKEN, R. H. Region 9, San Francisco, Qfflca of the Director. 
79/11/26. Ip. 


7912190161 Forwards IE Bullatln 79-27, "Loss of Non-Class IE 
Instrumtntatlon b Control Pewar Sya Bus During Operation, " 

No written response required. 

ENOELKEN, R. H. Region 9, San Francisco, Office of the Director. 
79/11/30. Ip. 


7912310379 Forwarde IE Info Notice 79-30, "Reporting of Defect* h 
Noncompliancas, 10CFR21. " No action required. 

ENOELKEN, R. H. Region 9, Ban Francisco, Offlci of the Olrsctar, 
79/12/06, 4pp. 


7912200292 Forwards IE Bulletin 79-2B, "Possible Malfunction of Nemco 
Modal EAISO Limit Switches at Elevated Temp*. " Action 
required. 

ENOELKEN.R.H, Region 8, Sen Frenelsea, Offies of the Director. 
79/12/07. Ip. 


7912260626 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written response rsquirad. 

ENOELKEN, R. H. Region 9, San Francisco, Office of the Dtractor. 
79/12/13, Ip. 


DOCKET 90-914 PEBBLE BPRIMOB NUCLEAR PLANT, UNIT 1 


A. Afplicatlon/construetion stag* documents (< correspondence 


79112B0193 Discusses mod* to NRC position re status ti applicability of 
TMI-2 accident review t, NUREO-0978 to facilities under 
const. Forwards addl Info to be considered In davalopmant of 
final plant design I, procedures, 

VASBALLO, D, B. Division of Project Management, 79/10/10. App. 


7912110264 Discusses NRC plans to use gonerlc enalyses to develop early 
verification program to resolve ATMS issue for PUR* t, BUR*. 

Buecesi of program depend* on industry response. Supp orti 
formation of owners groups to provide necessary info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7913070004 Requests distribution of one! memorandum to board 
notification sve lists. 

VAROA, S. A. Assistant Director for Light Nater Reactors. 79/11/OB. 
3pp. 


D. NRC Draft/Finat Environmental Statement*, suppls & correspondence 


7913060968 Forwards NURE0-75/02S. draft Suppl 1 to FES re re-evaluation 
of alternative const sites. Notice of Issuance & availability 
also encl. 

BALLARD, R.L. Environmental Projects Branch 1. 79/11/31. 3pp. 


— 7912060S79 Notice of issuance t< availability of draft Suppl i to FES. 
BALLARD, R. L. Environmental Projects Dranch 1. 79/11/21. 3pp. 


7913170096 Forwards DES U Ffi notice of availability of FEB. W/o 
statement. 

DALLARD>R. L. Environmental Projects Branch 1. 79/11/31. App. 


79120S0464 Qffora no eommants on draft EIS. 

CQTNER,M. U. Agri cult ure. Dept, of . 79/11/30. Ip. 


7912130328 Act receipt of draft Suppl 1 to final EIS. Regrets that 
review tt comments on EIS cannot be made in timely manner 
pursuant bn Natl Environ Policy Act of 1969. 

UALLi L, 8. Advisory Council on Historic Preservation. 79/12/06. 
2pp. 


7913370SS4 Submits no comments following review of draft suppl to FES. 
NUTT, O. H. Agriculture, Dept. of. 79/12/31. Ip. 


F. Security, medical, emergency & fire protection plans 


7912070469 Notification of 791204 meeting w/utils in BethesdatHB re 
Nile info requirements for emergency preparedneia. Room change 
Indicated. 

MOON, C. N. Light Hater Reactors Branch 4. 79/11/16. 11pp. 


0. Adjudicatory c orr espondenc e 


791206D130 Hemorandum 8, order scheduling 791219 conference at Portland, 
OR. Schodu 1 es, State of OR proceeding status t< open item 
status re alternative sites tt generic issues will be 
discussed. No limited appearances will be permitted. 

OOMERB, E. S. Atomic Safety and Licensing Board Panel. 79/11/16. 

3pp. 


DOCKET 50-519 PEBBLE SPRINSS NUCLEAR PLANT, UNIT 2 


A. App I Icat 1 on/cons true 1 1 on stage document* i< correspondence 


79112601S3 Discusses mads to NRC position re status ti appl icab ility of 
TJ1I-2 accident review *< NUREO-O970 to facilities under 
const . Forward s addl info to be considered In development of 
final plant design t, procedures. 

VASBALLO, D. B. Dlvlelon of Project Management. 79/10/10. App. 


7912110264 Discusses NRC plans to use generic analyse* to develop early 
verification program to resolve ATW8 Issue for PWRs tt BHRb. 

Success of program depends on Industry res ponso. Supports 
formation of owners groups to provide neceseery Info. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912070004 Requests distribution of end memorandum to board 
notification sve lists. 

VAROA, 8. A. Assistant Director for Light Hater Reactor*. 79/11/08. 
3pp. 


D. NRC Draft/Final Environmental Btatements, suppls !, correspondence 


791206096B Forwarifs NUREO-7S/039, draft Suppl 1 to FES re rc-evaiuation 
ef alternative const sites. Notice of issuance t< availability 
alio and. 

BALLARD, R.L, Environmental Project* Branch 1. 79/11/31. 8pp. 


— 7912060978 Notice of Issuance b availability of draft Buppl 1 to FES. 
BALLARD, R. L. Environmental Project* Branch 1. 79/11/21. 2pp. 


7912170096 Forwards DES S, FR notice of availability of FES. H/o 
staticvant. 

BALLARD, R. L. Environmental Projects Branch 1. 79/11/21. App. 


79120S0464 Offers no comments on draft ElB. 

COTNER, H. L. Agriculture, Dept. of. 79/U/30. Ip. 
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7913120326 Act recfript of drdffc Suppl 1 to final £18. Regrata that 
revieu % coewenta on EIS cannot bo aads In tlnelg Banner 
pursuant to Natl Environ Policy Act of 19A9. 

MAlXi L. S. Advisory Council on Historic Preaervafelon. 79/t3/0A. 
2pp. 


791227*354 Subelts no coiaaenta following review of draft suppl to FEO. 
NUTTiO.M. AgriculturoiDept. of. 79/12/21. Ip. 


F. Security! Bedical> eaergency 6 fire protection plans 


7912O704&9 Kotifi cation of 791204 Boeting w/utlls in BethesdatHO re 
NBC info reguirenents for eoergency preparedness. Roo.n chenga 
indicated. 

HtXBI>C. U. Light Hater Reactors Branch 4. 79/11/16. 11pp. 


0. Adjudicatory correspondence 


7912060130 Hesorandua & order scheduling 791219 conference at Portland! 
OR. Schedules! State of OR proceeding status & open itea 
status re alternative sites b generic issues will he 
discussed. No tialted appearances will be peraltted. 

BOBERS! E.S. Atonic Safety and Licensing Board Panel. 79/11/16. 

SPP- 


DQCKET SlN-50-516 JAHESPDRT NUCLEAR STATION. UNIT 1 
A. Applteatian/construction stage docunents b correspondanca 


7908070310 Forwards NUREO/CR-0660. "Enhancenent of Onsite Eneirgencg 
Diesel Oenerator Reliability." Requests conaants.H/o end. 
VASSALLDt D. B. Assistant Director for Light Hater Reactors. 
79/04/18. 3pp. 


7912110264 Olscusses fWC plans to use generic analyses to develop early 
verification prograa to resolve ATWS issue for PURs 6 BHRs. 

Success of progrsB depends on Industry response. Supports 
foreiatlon of owners groups to provide necessary Info. 

DEMTON.ILR. Office of Nuclear Reactor Regulation. 79/10/17. Spp. 


7912070004 Requests distribution of end aenorandua to Board 
notification svc lists. 

VAR0A.8.A. Assistant Director for Light Water Reactors. 79/11/06. 
3pp. 


F. Security! aedical! eaergency & fire protection plans 


7^12040471 Forwards info re upgraded energency plans to plants under 
const 6 OL review. Applicants required to nake certain 
•etergsncy arrangeaents w/ state h local organ liations 6 
subnlt eaergency plans per Reg Culde 1. XOt. 

VASSALLOi D. B. Division of Project Hanegeoent. 79/11/21. 6pp. 


0. Adjudicatory correspondence 


7918100344 Fifth status rep t. per. ASLAB 790607 Indefinite estension for 
NRC to respond to Suffolk County antlon to file supploBental 
brief. Exploring possibility of stipulation re Suffolk 
County pending nation. Certificate of Svc end. 

BOROENICK. B. N. Hearing Branch 4. 79/11/09. 4pp. 


— 7912100343 "Rules of Practice for Deaestic Licensing Proceedings - 
Hodiflea Adjudicatory Procedures!" lQCFR2i of fectiva 791109. 
Suspends tOCnt2. 764 until further notice. Suppleaentary info 
encl. 

CHILK!8. J. Office of the Secretary of the Coaeiission. 79/11/05. 
lOff- 


791S170227 Notice by NY State Board on Electric fienoration Siting b 
Environ. Replies to utile' application for rehearing- of ASLD 
order disnlsslng application fur certificate of environ 
coapatibility will be accepted If filed by 791203. 

HAOlStlN.8. R. New York! State uf. 77/11/20. Ip. 


7918120431 Siskh status rept.per ASLAB 790607 grant for Indefinite 
estension to respond to Suffolk County notion to file 
supplcBental brlef.Keaeny Coaaisslan racooBendailons being 
reviewed b evalueted. Certificate of 8vc end. 

BGRDENICK. B. H. Hearing Branch 4. 79/18/10. 4pp. 


— 7918180443 Forwards Revision 1 to "EMorgtncy Planing Review Buideline 
1 - Eaergency Planning Acceptance Criteria for Licensed 
Nuclear Power Plantsi " to he used to review OL 6 near-tera 
OL plants. Supporting docuaentation end, 

HILLeRi-J. R. Aselstant Director for Reayter Bafaguardi. 79/09/07. 

aspp. 


-7912120433 Proposed rule changes for “Ewergeney Planning!* lOCfaSO t 
App E. Provides Interim upgrade of IWC vogulotionsi requiring 
applicant energency plans to be approved by NRC. Supporting 
docuaentation end, 
e CuBaission. 79/13/10. 3Spp. 


0. Inspection reports! IE Bulletins b correspondence 


7918030036 Forwards IE Circular 79-23, "Stroke Times for Power Operstad 
Relief Valves." No response required. 

OflIER!a. K Region l! Philadelphia! Office of the Director. 
79/11/16. ip. 


7918050296 Forwards IE Info Notica 79-87! "Bteaa Oaneratar Tube 
Ruptures at Two PUR Plants. * No response required. 

CRTERpB. H. Region Ip Philadelphia! Office of the Director. 
79/11/16. Ip. 


7918100124 Forwards IE Info Notica 79-28! "Overloading of Btructwral 
Eleaents Due to Pipe Support Loads." No response required. 
DRIERpB.H. Region ip Philadelphia. Office of the Director. 
79/11/16. Ip. 


7918110413 Forwards IE Info Notice 79-89. "Lose of Nonsafety-Related 
Reactor Coolant Sys Instrunentatlon During Operation. ” No 
specific action or response required. 

DRIERpB.H. Region Ip Philadelphia! Office of the Director. 
79/11/19. tp. 


7918030243 Forwards IE Bulletin 79-26! "Boron Loss Fro* BWI Control 
Blades." No response required. 

CRIER, a. a Region 1. Philadelphia. Office of the Director. 
79/11/20. ip. 


7918060574 Forwards IE Circular 79-24. "Proper Installation b Callbr o# 
Core Spray Pipe Break Detection Equipment on DHRs. " No 
response required. 

CRIER. B.H. Region i. Philadelphia. Office of the Director. 
79/11/26. Ip. 


79121 lOOSl Forwards IE Circular 79-23, "Motor Btartcrs b Contactor e 
Failed to Operate. " Ho rosponae required, 

ORIERpB. H. Region i. Philadelphia, Office of the Director. 
79/11/26. Ip. 


7912190031 Forwards IE Bulletin 79-27, "Lost of Non-Class IE 
Instruwantatlan & Control Power Sys Bus During Operation." 

No written response required. 

DRIER. B.K Region 1, Phlladalphla, Office of the Directaf. 
79/11/30. ip. 


7912310220 Forwards IE Info Notice 79-30. "Reparttng of Dafecte b 
Noncoapllancet. lOCFRSl. " Mo action required. 

CRIER. Q.H. Region 1. Philadelphia, Office of the Dlraetor. 
79/18/06. 4pp. 


791219O7S0 Forsiards IE Bulletin 79-23, "Possible Malfunction of Hom* 
Model EAIBO Liait Switches at Elevated Teaps. ■ Urltten 
response required. 

DRIERpB.H. Region 1, Philadelphia, Office of the Director. 
79/18/07. Ip. 


79122B0200 Foraiards IE Info Notice 79-31, "Use of Incorrect Aap lifted 
Response Bpactra. " No written response required. 

DRIER. B.H. Region 1. Phlledelphla. Office of the Directer. 
79/18/13. Ip. 


DOCKET 8TH-SO-517 JAHEBPORT NUCLEAR STATION. UNIT 2 
A. Applicatien/construction stage docueente b correspondence 


7908070310 Forwards NUREC/C 8-0660, "Enhenceaent of Onsite Eaergency 
Diesel Oenerator Reliability.” Requests coeoMinte.W/o end. 
VA8SAULD.D. B. Assistant Directer for Light Mater Raaciers. 
79/04/1B. 3pp. 


7912110264 Discusses NRC plans to use generic analyses tn davelep early 
veriflcetlen prograw to resolve AIMS issue for PNRs b BURs. 

Success of program dapends on industry response. Supports 
foraation of ownsre groups to provide necessary info. 

DENTON, K.R. Office of Nuclear Reactor Regulatlerf. 79/10/17. Syy. 


7912070C04 Requests dietrlbutlen of encl aeauirandMs to heard 
notification svc lists. 

VARDA, B. A. Assistant Director for Light Netor Reactore. 79/ti/m. 
3pp. 



DOCKETED ITEMS 


F. B<icurit||> Bidlcalt esargancu h flra protaction plans 


7918040471 Forwards info r# upgradad oaargsncg plans to plants undsr 
const & OL rovlsM. Applicants rsquirod to aato eartain 
scMrgancy arrangsaonts w/state fc local organitatlans fc 
aubolt aeargancg plans par Rag Ouida 1. lOl. 

VAS8AUU)> D. B. Division of Projoct Hanagoaont. 79/11/21, 6pp. 


0. Adjudicatory corraspondanca 


7913100344 Fifth status rapt. par AStAB 790A07 indoflnita attanslon for 
NRC to raspond to Suffolk County notion to fila supptaaantal 
brlaf. Esploring possihillty of stipulation ro Suffolk 
County ponding nation. Cartiflcata of Svc and. 

BmO^ICKiB. H. Haaring Branch 4. 79/11/09. 4pp. 


7913170237 Notlca by NY State Board on Elactrie Oansration Siting h 
Environ. Rap lisa to utils' application for rohaarlng of ABUS 
ardor dtaaiaslng application for cortlficato of environ 
coapatlblllty will be accaptari if fllari by 791303. 

HA01SCM>B, R. Nasi Yorft> State of, 79/11/30. Ip. 


7913130431 Sixth status raptipar AStAB 790*07 grant for Indoflnita 
astanalon to raspond to Suffolk County notion to file 
supploaantal brlaf. Koaany Coasilsslon rocoaaandatlons being 
raviawad & avaluatad, Cortlficato of Svc and. 

BORDEN ICKi B. N. Haaring Branch 4. 79/13/10. 4pp. 


Q. Xnapactlon raportsi IE Bulletins li corraspondanca 


791809003* Forwards IE Circular 79-22. ■Stroko Tiaaa for Power Dporatod 
Ballof Valvaa. " No raaponsa royuirad. 

ORIER.B.H. Region t. Phlladalphla. Offico of the Director. 

79/11/1*. Ip. 


79I309O3S* Forwarda IE Info Notlca 79-87. "Stoaa Oanorator Tube 
Rupturoa pt Two PHR Plants, " No responss rayuirad, 

ORIER.B.H. Ragion t. Phlladalphla. Offlcd of the Director. 
79/11/1*. Ip. 


7913100134 Forwarda IE Info Notice 79-38. -Over loading of Structural 
Elawanta Due to Pipe Support Leads. ** No rasponaa required. 
ORIER.B.H. Raglan 1. Philadelphia. Office of tha Director. 
79/11/1*. Ip. 


7918110413 Forwards IE Info Notlca 79-39, ■Losi of Nonsafaty-Ralatod 
Reactor Coolant Bye Instruaentation During Oparatian. " No 
■pacific aettan or rasponaa raqulrad. 

ORIER.B.H. Region 1. Philadelphia. Office of tha Director. 
79/11/19. Ip. 


7913090343 Forwards IE Bulletin 79-3*. "Boron Loss Froa BHR Control 
Bladaa. " No raaponae required. 

ORtERiB. H. Raglan 1. Phlladatphlo. Office of tha Director. 
79/11/30. tp. 


79130*0974 Forwarda IE Circular 79-34. ■'Proper Installation * Callbr of 
Cora Bprag Pipe Braak Dstactlon Equlpaant on BURs. " No 
reaponao raqulrad. 

CRIER. B.H, Raglen 1. Phlladalphla. Office of kha Director. 

79/11/3*. Ip. 


7918110091 Forwards IE Circular 79-33. "Ho tor Starters h Contactors 
Failed to Operate. "'No response required. 

ORIER.B.H. Region !• PMladolphla. Office of tha Director. 
79/11/3*. Ip. 


7913190031 FortMrda IE Bulletin 79-87. "Loss of Non-Class IE 
• Inatruaantatlon It Control Power Bye Bus During Operation, * 

No written rooponsa raqulrad. 

ORIER.B.H. Ragion 1» Philadelphia. Office of tha Director. 
79/11/30, Ip. 


7918310330 Forwards IE Info Notice 79-30. "Reporting of Dsfacta * 
Noneeapllancas. 10CFR31. ■ No action roqulrad, 

ORlER.B.a Ragion 1. Philadelphia. Office of tha Dlractar. 
79/13/0*. 4pp; 


7913190790 Forwards IE Bullatln 79-38. "Posaibla Halfunetlon of Naaco 
Hadal EAIBO Llalt Switches at Elevated Taaps. " Written 
raaponsa required. 

ORIER.B.H. Ragion 1. Philadelphia. Office of tha Directer. 
79/18/07, ip, 

79183B0300 Forwarda IE Info Notice 79-31, "Uee of Incorrect Aaplifind 
Reaponea Spectra. * No written response required. 

ORlER.B.a Region 1, Pblladalphfa. Office- of the Dlractar. 
79/18/13. Ip. 


DOCKET 8TN-30-aia HART8V1LLE NUCLEAR PLANT. UNIT 1 


A. Application/construction stage daeuasnts It correipandanca 


7912110264 Discusses NRC plans to use generic analysea to davelop early 
varifleatian prograa to resolve ATW8 issue for PHRs It BNRs. 

SuccssB of prograw depends on Industry raaponsa. Supports 
foraation of owners groups to provide nsceitary info. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7911140192 Aaend 3 to CPPB-150, CPPR-lSl. CPPR-lSa * CPPR-1S3 deleting 
requireaents for aridl studies to astlaata (i evaluate drift 
dapoBition inpact associatad w/cooling tower oparatian. 

VASSALJLO, D. 8. Division of Project Henagensnt, 79/10/33. 4pp. 


7918140232 Porwarda topographic naps. clearing b seadlng spaes fc 
findings it nltigatlvo actions re transalsslon line const. 
Drawings availabla in Central Piles only. 

HILLS, L.H. Tennessee Valley Authority. 79/11/30. Stpp. 


7912130023 Notification of 800110 aeetlng w/util to discuss reporting 
Isvel of util OA Cl aanager & QA review of docuaacits. 

6PRAUL.J. 0. Quality Assurance Branch, 79/12/09. Ip. 


7912280*07 Forwarda "Const Effects Monitoring Prograa. " 
EL-AB»BtY, M. T. Tonnassee Valley Authority. 79/12/19. Ip. 


— 7912380613 "Const Effects Monitoring Prograa. * 
a Tannassea Valley Authority, 77/12/19. 2pp. 


F. Security, asdlcal. seergency It fira protection plans 


7912040471 Forwards info re upgraded eaergency plans to plants under 
const li OL review. App 1 ieents required to aake certain 
eaeryency arrangaaants w/state b local organiiationi b 
fubalt eaergency plans per Reg Oulde 1.101. 

VAS8ALL0. D. B. Division of Project Managaaink. 79/11/21. *pp. 


O. Adjudicatory correspondence 


7913110043 Forwards coswnents on NUHEO-OSll. Draft 0E18 reflects 
coniclovs b dellbarata NRC policy to jaopardlxt public 
health b safety b thwart objectives of NEPA. 

KEPFORD.C, Envlronaental Coalition on Nuclear Power. 79/10/34. 

82pp. 


Q. Inepactlon reports. IE Bulletins b corraspondsnea 


791209OS23 Forwards IE Insp Repts S0-91B/79-83, SO-S 19/79-83, 
30-320/79-23 b 90-921/79-23 on 790929-20. No noncoepl lance 
noted. 

MVRPHY.C. E. Region 3. Atlanta. Reactor Construction b Engineering 
Support Branch. 79/10/29. 2pp. 


— 7913030338 IE Insp Repts 50-318/79-23,90-919/79-33,50-820/79-33 b 
30-321/79-23 on 790923-28. No nonCDspliance noted. Major 
areas inipactad: stee t structures b supports b welding ewtl 
control, 

BLAKE, V.J. Region 3i Atlanta, Office of the Director. 
HERDT,A. R. Region 2. Atlanta. Reactor Construction b 
Engineering Support Branch. 79/10/24. 4pp. 


79120*01*3 Forwards IE Info Notice 79-12A, "Attanptad Dasiaga to New 
Fual Assaabllas. * No specific action or ratpense raqulrad. 
O'REILLY. V.P. Region 2. Atlanta. Office of tha Director. 
79/11/09. 3pp. 


7912070499 Forisardi IE Info Notice 79-37, "Staaa Oanaralor Tuba 
Ruptures at Two Pt4R Plants. " 

Q'REILLYi J. P. Region 2. Atlanta. Office of the Oirector. 
79/11/1*. 14pp. 


7912100192 Forwards IE Info Notlca 79-38. "Overloading of Structural 
Elawents Duo to Pipe Support Loads." No response roqulrad. 
O'REILLY. J.P, Regien 3. Atlanta. Office of tha Diraetar. 
79/11/1*. Ip. 


7918110373 Forwards. IE Info Notlca 79-39. 'Lois of Nonsafoty-Ralatad 
Reactor Coolant Sys Instrunontatlon During Operation. * No 
specific action or response required. 

O'REILLY. V. P, Region 2. Atlanta, Offlca of the Director. 
79/11/1*. Spp. 
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j I- ■ iji- 7<?-24. "Proper Instal l»t 4 “f* *• Callbr of 

79ia0i0i20 Forwards IE Cjrcula. ^ 

core Spraw Pipe Dreak Detection Enutpment on BHRc. 

response required^ Afi.nt= Office of the Director. 

O’REIULY. JP. Region 2. Atlanta, urrice 

79/11/25 Ip. 


7918110157 Foruar 
Failed to Opera 
O'REILLV, J P 
79/11/26 Ip. 


dt IE Circular 79-23, "Motor 
te. “ No response required. 
Region 2, Atlanta, Office 


Starters & Contactors 
of the Director. 


7912190478 Forwards IE Bulletin 79-27, 
Instrumentation 6 Control Power Sqs 
Mo written response required. 
Q'REILI-V, J. P. Region 2, Atlanta, 
79/11/30 Ip 


"Loss of Non-Class IE 
Bus During Operation. “ 

Office of the Director. 


7912310316 Forwards IE Info Notice 79-30, "Reporting of Defects t, 

NoneompUances. 10CFR21. " No action nir.ctor 

Q'HEILLY.J, P. Reqion 2' Atlanta, Office of the Director. 

79/12/06. 6pp. 


7918200060 Forwards IE Bulletin 79-28, "Possible 
Model EA180 Limit Switches at Elevated Tamps, 
requlrad. 

O'REILLV, J. P. Region 8, Atlanta, Office of 
79/18/07. 3pp. 


Malfunction 

Action 

the ptrector. 


of Namco 


7918200426 Forwards 
Rasponie Spectra. 
O'REILLY, J P. 
79/12/13, 3pp 


IE Info Notice 79-31, "Use of Incorrect Amplified 
" No written response required. 

Region 2. Atlanta, Office of the Director. 


F. Security, medical, emergency 8< 



0, Adjudicatory corroepondonce 


7912110043 Forwards comments on NUREO-031 1. Draft 
conscious I. dellherate NRC pol icy to jeopard i la 
health t< safety t< thwart objectives of NlPA. 
KEPFORD, C, Environment a 1 Coalition on Nuclear 


OEIB reflects 
pub lie 

Power. 79/10/24, 


Q. Inspection reports, IE 


7912090383 Forwards IE Insp Repts 
50-920/79-23 it 90-921/79-23 on 


90-518/79-83, 90-919/79-23. 
790989-20. No noneomp 1 ianca 


noted. 

MURPHY, C. E, 
Support Branch. 


Region 2, Atlanta, Reactor Construction b Englneerim 
79/10/29, 2pp. 


-7912090338 IE Insp Repts 50-916/79-23,90-919/79-83,90-920/79-23 1. 
50-921/79-83 on 790929-88. No noncompi lance , 

areas inspected ; steel structures b supports b welding mail 

BLAKE, J. U. Region 2, Atlanta, Office 

HERDTiA.fi. Region 2, Atlanta, Reactor Constroetion b 

Engineering Support liranch. 79/10/24. 4pp. 


79182S0150 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Interference," No written response required, 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/20. 4pp. 


7912060163 Forwards 
Fuel Assemblies. " 
O'REILLY. J. P. 
79/11/09. 3pp. 


IE Info Notice 79-12Ai "Attempted Damage to New 
No specific action or response required. 

Region St Atlanta, Office of the Director. 


S. Reportable occurrences, LERs b related correspondence 


7912210039 PNO-Il-79-014: on 791085, Immediate action Itr issued to TVA 
confirming that actions assuring design of reactor vessel 
pedestals not compromised during oitensive weld repairs will 
be completed prior to placing concrete around structure. 

CANTRELL, F. S. , HERDT, A.fl. Region 2, Atlanta, Office of the 
Director. 79/10/25, ip. 


912070499 Forwards IE Info Notice 79-27, “Steam Oenarator Tub# 
fiuptures at Two PUR Plants. 

O'REILLYi J. P. Region 2f Atlanta* Office of the Director. 




7912100192 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads," No respontt requlrad. 

O'REILLV, J.P. Region 2. Atlanta, Office of the Director. 
79/11/16. Ip. 


7912130S81 Forwards final deficiency rept re design deficiency of T- 
htad section of Anchor/Oarl ing gate valves. 

HILLS.L. H. Tennessee Valley Authority. 79/11/19. Ip. 


— 7912130601 Final deficiency rept re design deficiency of T-haad section 
of Anchor/Darl ing gate valves. Company has implemented 
results of evaluation of T-head section for sve condition, 
into Internal design std. 

a Tennessee Valley Authority. 79/11/15. 2pp. 


DOCKET STN-5Q-S19 HART5VILLE NUCLEAR PLANT, UNIT 8 
A. AppUcation/construction stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analysts to develop early 
verification program to resolve ATH8 issue for PHRs b BURs. 

Success of program depends on industry response. Supports 
foraation of owners groups to provide necessary info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912140238 Forwards topographic maps, clearing b seeding specs b 
findings b mitlgative actions re transmission line const. 
Drawings available in Central Files only. 

MILLS. L.M. Tennessee Valley Authority. 79/11/30. 21pp. 


7912130023 Notificetlon of 800110 meeting w/util to discuss reporting 
level of util QA b manager b DA review of documents. 

SPRAUL, J, 0. Quality Assurance Branch. 79/12/09. Ip. 


7912280607 Forwards "Const Effects Monitoring Program. " 
EL-ASHRY. M. T. Tennessee Valley Authority, 79/12/19. Ip. 


912110979 Forwards IE Info Notice 79-29, "Loss of Nonoafety-Related 
Reactor Coolant Sys Instrumentation During Operation. No 
spoelfic action or response required. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director. 


•JO/i t /i A 


912060620 Forwards IE Circular 79-84, "Propar Installation b Callbr of 
Core Spray Pipe Break Doteetlon Equipment on BWRs. " No 
responso required. . 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 




7912110197 Forwards IE Circular 79-23, "Motor Btarters b Contactors 
Fallsd to Operats. " No response required. 

O'REILLV, J. P. Region 2, Atlanta, Off lea of the Director. 
79/11/26. Ip, 


7912190478 Forwards IE Bulletin 79-27, "Lois of Non-Class IE 
Instrumentation b Control Power Sys Bos During Operation. “ 
No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Offiea of the Director. 
79/11/30. ip. 


7912310316 Forwards 16 Info Notice 79-30, "Reporting of Defects b 
NoneompUanees, 10CFR21. " No action required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/06. 6pp. 


7912800060 Forwards IE Dulletln 79-88, "Possible Malfunction of Namco 
Modal EA180 Limit Switches at Elevated Temps. “ Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/12/07. 3pp. 


— 7912880613 "Const Efftets Monitoring Program." 
s Tenntssei Valley Authority. 79/18/19. 2pp. 


7918880426 Forwards IE Info Notice 79-31, "Ust of Incorrect Ampllflo^ 
Response Spectra. " No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of tha Director. 
79/12/13. 3pp. 
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79t8S80190 Foruiard* IE Circular 79-2Si ''Shock Arraator Strut Assemblg 
InttrAarinci. " No uirittan rctpenio rcqulrad. 

0 'REII.I.Y1 0. P. Raglon Si Atlantai Office of the Director. 

79/13/20. 4pp. 


a. flepertable occurrenccai LER» it related eerracpondence 


7912130881 Poruardi final deficlsneij ript re dailjin deftclcncg of T- 
haad eectlDn of Anehor/Darl Ing gate valves. 
niLLSi L. K. Tennessee Valleg Authoritg. 79/11/lS. Ip. 


--79i2130fi01 Final deficlencg rept re design dafleiencg of T-head section 
of Anchor/Oarl ing gate valvee. Conpang has implemented 
results of evaluation of T-head section for sve condition) 

Into internal design std. 

• Tennessee Valleg Authoritg. 79/11/13. 2pp. 


DOCKET BTN-90-820 HART8VILLE NUCLEAR PLANT) UNIT 3 


A. Application/construction stage documents it correspondence 


7912110264 Discusses NRC plans to use generic analgses to develop earlg 
verification program to resolve ATHS tesue for PWRs li DURs. 

Success of program depends on industrg response. Supports 
formation of owners groups to provide neeessarg info. 

OENTONiH.fl. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912140232 Forwardt topographic mapsi clearing ti seeding specs ti 
findings it mittgative actions rs transmission line const, 
Drawings available in Central Files onlg, 

NILL61L. H. Tsnnessee Valleg Authoritg. 79/11/30. 2tpp. 


7912130023 Notification of 800110 meeting w/utl 1 to discuss reporting 
level of util OA h manager ti QA revieui of documente. 

BPRAULi J. 0, Quelltg Assurance Branch. 79/13/08. Ip. 


7912260607 Forwards "Const Effects Monitoring Program. " 
EL-A8HRV1 M. T. Tennessee Valleg Authoritg. 79/12/19. Ip, 


--79122B0613 "Const Effects Monitoring Program. " 

* Tennessee Valleg Authoritg. 79/12/19. 2pp. 


F. Bccuritgi medicelr emergeneg l< fire protection plans 


7912040471 Forwards info re upgraded smergeneg plans to plants undtr 
const l( OL review. Appl icents re^^ulred to make certain 
emsrgancg errangamants w/stats ti local organliatlons li 
submit emergeneg plans psr Rag Guide 1, 101. 

VABSALLOt D, a, Division of Project Hanegiment. 79/11/21. 6pp. 


G. Adjudlcetorg correspondence 


7912110043 Forwards commtnts on NUREO-OSl 1. Drift OEIB reflects 
conscious it deliberate NRC pollcg to jeoperdixe public 
health b sefitg ti thwart abjectlvei of NEPA. 

KEPFORDiC. Environmental Coalition on Nuclear Power. 79/10/24. 

22pp. 


G. Inepectlon reports) IE Bulletins l< correspondence 


7912090323 Forwards IE Inep Repts 30-910/79-23)90-919/79-23) 
90-920/79-23 li 90-321/79-23 on 790923-28. No noneomplUnct 
noted. 

MURPHY) C. E. Region 2i Atlanta) Reactor Construction b Engineering 
Support Branch. 79/10/29. 8pp. 


—7912080338 IE Insp Repte 80-815/79-83)90-919/79-33.90-920/79-23 t. 
90-921/79-83 on 790928-88, No noncomp 1 lance noted. Major 
ereat Inipected: steel itruetures b supports b wsldlng natl 
control. 

BLAKE. J, J, Region 2. Atlanta. Office of the Director. 

HEflOT.A. R. Region 2. Atlanta. Reactor Canstruetion b 
Engineering Support Branch. 79/10/24. 4pp. 


7918060163 Forwards IE Info Notice 79-18A( "Attempted Damage to New 
Fuel Aseemblles, " No specific action or reeponte required. 
O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09, 3pp. 


7918070499 Forwards I£ Info Notice 79-27. "Steam Generator , Tube 
Buptorei at Two PWl Plants, " 

O'REILLY. J, P. Region 2. Atlanta. Office of the Director, 
79/11/16. 14pp. 


7912100192 Forwards IE Info Notice 79—28. "Overloading of Structural 
Elements Due to Pipe Support Loads. " Mo response required. 

0 'REILLY, J. P, Region 2, Atlanta) Office of the Director. 
79/11/16. ip. 


7912110373 Forwards IE Info Notice 79-29i "Loss of Nonsa f etg-Ralated 
Reactor Coolant Sgs Instrumentation During Operation." No 
specific action or response required. 

O'REILLY, J. P, Region 8. Atlanta. Office of the Director. 
79/11/16. 3pp. 


7918060620 Forwards IE Circular 79—24. "Propor Installation & Calibr of 
Core Bprag Pipe Break Detection Equipment on QVIRs, " No 
response required. 

O'REILLV) J. P. Region 2. Atlanta. Office of the Director. 

79/11/26. Ip. 


7913110157 Forwards IE Circular 79-23i "Motor Starters b Contactors 
Failed to Dperate. " No response required. 

O'REILLY) J. P, Region 2i Atlanta. Office of the Director. 
79/11/26. Ip. 


7912190473 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
Instrumentation b Control Power Sgs Bus During Oparafcton. " 
No written response required. 

Q 'REILLY) J. P. Region 2i Atlanta. Office of the Director. 
79/11/30. ip. 


7912310316 Forwards IE Info Notice 79-30i "Reporting of Defects U 
Noncomp 1 lance I) 10CFR81," No action required, 

□ 'REILLY. J. P, Region 2i Atlanta. Office of the Director. 
79/12/06. 6pp. 


7918800060 Forwards IE Bulletin 79-26i "Possible Malfunction of Namce 
Model EA180 Limit Switches at Elevated Tempe. " Action 
required. 

O'REILLY) J. P. Region 2i Atlanta. Office of the Director, 

79/12/07. 3pp, 


7912280426 Forwards IE Info Notice 79-31. “Use of Incorrect Amplified 
Response Spectra." No written response required. 

O'REILLV. J, P. Region 8. Atlanta. Office of the Director. 

79/12/13. 3pp. 


7918280130 Forwards IE Circular 79-29. "Shock Arrestor Strut Assembig 
Interferencs, " No written response required. 

O'REILLY, d, P, Region 2. Atlanta. Office of the Director. 

79/12/20. 4pp. 


8. Reportable occurrences. LERs b related correspondence 


7912210039 PNO- 1 1 -79-01 4: on 771029. Immed la te action Itr iesusd to TVA 
confirming that actions assuring design of reactor vassal 
pedestals not compromised during extensive weld repairs will 
be completed prior to placing concrete around structure. 

CANTRELL, F. 9. , HERDT. A, R, Region 2. Atlanta. Office of the 
Director. 79/10/25, Ip, 


7918130901 Forwards final dofleleneg rept re design deficlencg of T- 
hsad section of Anchor/Oarllng gate valves. 

MILLS. L.M. Tennessee Valleg Authoritg. 79/11/15. Ip. 


"7912130601 Final deficlencg rapt re design deflclenev of T-heed section 
of Anchor/Darl ing gate valves. Compeng has Imptamehted 
results of evaluation of T-haad section for sve conditinn. 

Into internal design std. 

a Tannesste Vallig Authoritg. 79/11/15. 8pp. 


DOCKET 8TN-S0-981 HARTSVIULE NUCLEAR PLANT. UNIT 4 


A, App 1 Icatlon/cons true t ion stage documents b correspondence 


7918110264 Discusses NRC plans to use generic analgses to devslop earlg 
verification program to resolve ATMS issue for PWRs b BNRs. 

Succsss of program depends on Industrg response, Bupporte 
formation of owners groups tn provide neeessarg info. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/IO/I7. 3pp. 


7918140232 Forwards topographic maps. clterlng b teedlng space b 
findinge b mttlgetlve actions re transmission line const, 
Drewinge avelleble in Central Files onlg. 

HILLS, L.M. Tennessee Valleg Authoritg. 79/11/30, 81pp. 


7918130023 Notification of 800110 meeting u/uttl to discuss reporting 
levil of util OA b manager b OA review of documents. 

8PRAUL. J, 0. Oualltg Assurance Branch. 79/12/05, Ip. 
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7712260607 Forward* "Const 
EJ.-/VSHHY. M. T. Tannaiss* 


Effect* Monitoring Progran. " 
Valley Authority. 79/12/19. 


7912280150 Forward* 
Interference. " No 
O'REILLY. J. P. 
79/18/aO. 4pp. 


IE Circular 79-25. "Shoe 
written responae require 
Region 2. Atlanta. Office 


li 

d 


Arrestor Strut Atsaably 
of the Director. 


F. Security, oedital, eaergency 

7912040471 Forward* info re upgraded emergency !*•*"* plant* under 
const 1. OL review. Applicants required to make certain 
•aereency arrangeoienti w/»t*te i local orgenl latian* 8< 


eaorgency arrange-. - - _ 

subait eoergency plan* per Reg Oujde 1. 101. 
VASSALLOr D. 8. Division of Project Manageaent. 


79/11/21. 6pp. 


0. Adjudicatory correspond enee 


7912110043 Forward* comment* on NUREO-OSll. Draft OEIB reflect* 
conscious t. deliberate NflC policy to public 

health ti safety 1. thwart objectives of NEPA. /.«/•*« 

KEPFORD. C. Environsental Coalition on Nuclear Power. 79/ 

22pp 


Inspection reports, IE Bulletins 1, correspondence 


7912050323 Forwards JE Insp Rapts 50-518/79-23, 50-51g/79-23, 
50-520/79-23 l< 50-521/79-23 on 790925-28. No noneomp 1 1 one# 

MORPHV.C-E. Region 2. Atlanta. Reactor Conitruetlon fc Engineering 

Support Branch. 79/10/25. 2pp. 


8. Reportable oecurrinees, 


UERs 8< related correspondence 


7912130581 Forwards final deficiency rept re design deficiency of T- 
head section of Anchor/Darllng gete valves. 

MILLS, L.M. Tennessee Valley Authority. 79/11/15. Ip. 

7912130601 Final deficiency rept re design deficiency of T-head section 

of Anchor/Darllng gate valves. Company has 

results of evaluation of T-head section for sve condition, 
into internal design std. ^ 


DOCKET STN-50-522 8KA0IT NUCLEAR POWER PROJECT, UNIT 1 
A. Appl Icatlon/eonstruetlon stage document* fc ® 


7911280153 Discusses mod* to NRC position re statu* I. applicability of 
TMI-2 accident review It NUREO-057B to faeilttle* under 
const. Forward* addl Info to be considered in development of 
final plant design I, procedure*. 

VA98ALL0. D. 0. Division of Project Management. 79/10/10. 4pp. 


— ^7912050339 IE In*p Repts 80-519/79-23.50-519/79-23.50-520/79-23 I. 
SO-521/79-23 on 790925-28. No nonconpliance noted. Major 
areas Inspected : itetl structure* L supports b welding matl 

BLAKE^jIj. Region 2, Atlanta. Office of the Director. 79/10/24. 
4pp. 


7912060163 Forward* IE Info Notice 79-12Ar "Attempted Damage to New 
Fool Assemblies. * No ipoclfic action or response required. 
O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/11/09. 3?p. 


7912110264 Discusses NRC plan* to use generic analysee to develop early 
verification program to resolve ATMS Issue for PMRe tc BWRs. 

Suceest of program depends on industry rasp onse. Support* 
formation of owners groups to provide necessary ^ 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


79123100BO Summary of 791026 maatlng u/Dechtel. U803 ti util In Bethaidai 
MD re new USDS data which could reviso evaluation of geology 
t< seismology re high angle faults not previously considered 
for potential high energy generator*. 

PELTIER. I. A. Light Water Reactor* Branch 1. 79/12/05, 4pp. 


7912070499 Forwards IE Info Notice 79-27, “Steio Oenerator Tube 
Ruptures at Two PMR Plants. “ 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. 14pp. 


7912100192 Forwards IE Info Notice 79-20. "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

O'REILLY. J. P. Region 2. Atlanta, Office of the Director. 
79/11/16, Ip. 


7912270215 Forward* Mobil Oil Corp shot point map for Whldbey Island 
vicinity. Hap available In Central Fllai only. 

MECCA. J. E. Puget Bound Power fc Light Co. 79/12/19. Bpp. 

C. Utility Environmental Report <ER>. amend* t< correspondence 

7912200098 Forward* updated distribution list for environ rept suppls li 
amende for facility, 

DUNCAN. M. Environmental Project* Branch 2, 79/12/07, 8pp. 


7912110575 Forwards IE Info Notice 79-29. "Loss of Nonsaf ety-Related 
Reactor Coolant By*' Instrumentation During Opsration. " No 
specific action or response required. 

O'REILLY. J.P. Region 2, Atlanta, Office of the Director. 
79/11/16. 2pp. 


7912060620 Forwards IE Circular 79-24. "Proper Installation b Caltbr of 
Core Spray Pipe Break Detection Equipment on QWRs. " No 
response required. 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 

79/11/26. Ip. 


D, NRC Draft/Final Environmental Btatement*. supple b correspondence 


7912310113 Advise* of error in EIS re Impact on demography. agrleultura 
b industry from increase In moisture. Dumping 24 million 
gallon* of watsr per day will bring cloudiness b hours or 
days of haavy drlttle. 

BRADY. E. Affiliation Unknown. 79/11/13. Ip. 


F. Baeurlty. medical, emergency & fire protection plans 


7912110157 Forwards IE Circular 79-23, "Motor Starter* b Contactor* 
Failed to Operate. " No response requlrsd, 

O'REILLY. J.P. Region 2, Atlanta, Office of the Director. 
79/11/26. ip. 


7912070469 Notification of 791204 meeting w/utili In Bothesda, MD re 
NRC Info requirement* for emergency preparedness. Room change 
indicated. 

MOON. C.H, Light Water Reactor* Branch 4. 79/11/16. Hpp. 


7912190478 Forwards IE Bulletin 79-27. “Loss of Non-Class IE 
Instrumentation b Control Power 8ys Bus During Operation. '' 
No written response required. 

O'REILLY, J.P. Region 2. Atlanta. Office of the Director. 
79/11/30. lo. 


' b 


M»mco 


WPP- 


7912280426 Forwards IE Info Notice 79-31, “Use of Incorrect Amplified 
Response Spectra." No written response required, 

O'REILLY. J.P. Region 2. Atlanta, Office of the Director. 

79/12/13. 3pp. 


0, Adjudicatory correspondence 


7912030007 Answers tn opposition to Intarvenor Bkagitonians Concernad 
About Nueltar Power 791017 motion for Implementation 
of Esecutiva Order 12114. FES b final suppl to FEB addreeead 
environ lesuet. Certificate of Sve end. 

THOMSEN, F. T. . LITTLE. D. 8., BAUBER, M. A. Puget Bound Power b Light Cp, 
79/11/01. 0pp. 


7912060101 Request to postpone geologic b seismic evidentiary hearings 
until after applicant responds to USOS outstanding concerns. 

RE Jackson affidavit b Certificate of Bve end, 

BLACK. R.L. Hearing Branch 1. 79/11/02. 6pp. 


7918060115 Requeets extension until 791109 for intevinor Bkagitonians 
Concarned About Nuclear Power to file proposed finding* ra 
applicant financial qualifications. 

OENOLER.H.W. Lead. Robert M. 79/11/05. ip. 
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— 79120&0189 Appllt* for (ubpaona to taka dapoaltlon of Haattrn 
Oaophyilcal rt ptology tt lalimolagy of Uatttrn UA Sr 
Pugat Bound rag Ion. Propotad dapoiea it In poftaition of 
Important data. Cartl f Icata of Svc and. 

SENOLERrK. U. Laadr Robert N. 79/U/09. 3pp. 


791S2001O2 “Rulai of Praetlca for Donaatic Lleonaing Procaadlngii *■ 
10CFR2 affectlva rula. Suapanda rule of practica on iaauanco 
of llcanaaa aftar adjudicatory procaadtnga. Forwarding Itr Sr 
Cartlflcate of Bvc and. 

CHILKt 8, J. Offlca of tha Saeratarij of tha Commiaaion. 79/11/05 

10pp. 


7912070398 Raaponaa in oppoaition to fikagitoniona Concarnad About 
Nudaar Pouar 791116 notion to diract car tif icationi atay 
prodaadlnga li ravlaw A6La aetlona. Datrlnant to public 
intaraat aa baiia for intarlocutory raviaw not aatahtiahad. 
TKOHSSNr F. T. . LITTLE. D. 9. Pugat Sound Power S. Light Co. 
TH0H8EN.F. T. Parkinti Colo, Stone, Qlaan tcMilllana. 79/11/OB 
I9pp. 


■7918070472 Praaanta appllcanta' poaition ra util avldanca on gaology 
li aalanotogy achadulad par Black, Load Sc Thonaan agraamant on 
erdar of praaantation for 790717 aaaaion. Appl icanta ' 
praeantation rnuat ha poatponad. Car t i f icata of Bvc and. 

THOMSEN, F.T. Parkini, Coia, Btona, Olaan Bi Hllllana, 79/06/29 
*PP. 


791S110267 Ack raealpt of 791018 Itr, Subpoena forma complatad It 
raturnad for aignatura. Skagitonlana Concarnad About Nudaar 
Powar 791028 Itr denonatratad relevance of taatlmony aought 
from thraa axparta on gaology l< aalatnology. 

LEEDcR. H. Lead, Robert M. 79/11/08. Ip. 


7918100344 Fifth atatua rapt, par A8LAB 790607 Indefinite extanaion for 
NRC to raapond to Suffolk County motion to file aupplamantal 
brief. Exploring poaalblllty of atipulatlon re Suffolk 
County pending motion. Certificate of Bvc end, 

BDRDENICK, B. M. Hearing Branch 4, 79/11/09. 4pp. 


•7918100348 “Rulae of Practica for Domaatlc Llceneing Procaedlnge - 
Modlflea Adjudicatory Procaduraa, " tOCFFI8, ef factlve 791109. 
Suepandi 10CFR8. 764 until further notice. Supplamantary Info 
and. 

CHILK>8, J. Qfflca of tha Sacratary of the Commltslon. 79/11/08. 

10pp. 


7912140088 Pleading r# appllcante' financial quail fUatlona. Total coat 
of project axcaada appl Icanta' flgurea. Cartlflcate of 8ve 
and. 

LEED.R, M. Lead, Robert M. 79/11/09. 12pp. 


79121701S2 Raaponaa in oppoaitian to Skagltontani Concarnad About 
Nudaar Pouar 791017 Sr 24 motlona to direct certification Sr 
atay proceed tng. Stda not mat. ABLAB diacrettonary involvamant 
not warranted. Cartlflcate of Sye and. 

BLACKrR.L. Hearing Branch 1. 79/11/13. IBpp. 


7912170216 Raaponie to CA Energy Conmlaaion 791024 motion for 
raconaldaratlon of A8LB 791005 order ruling on acopa of 
contantiona, Urgia Indualon of amargancy planning laauaa St 
axclualon of offaita mettera. 

LENIBrS. H. Hearing Branch 2. 79/11/13. 7pp. 


—7918170236 "Modified Adjudicatory Procaduraa, " 10CFR2. 764 auipantlon St 
atatemant of policy on conduct of adjudicatory proeaadingi. 
Conatttutaa final’ action on petitions rtcaivad in 
proeaadinga, 8J Chilk 791105 auppl ti Certificate of Svc and. 

* Office of tha Bacratary of tha Commiadon. 79/11/09, I2pp, 


79180S016B Order axtendlng to 791121 time to raapond to Intarvanor 
Tribal aupplamantal petition for revlau. 

CHlLKrS.J. Office of tha Secretary of tha Commlailon. 79/11/20. 
Ip. 


7912060078 Memorandum St order ALAB-S78 denying Skagltonlana Concarnad 
About Nuclear Pouar motion raqueettng Interlocutory ravlaw 
by directed certification. Intarvanor complalnta rt axclualon 
of radon iaaua Sr aelamology ltd do not warrant Intarcaaaien. 

318HOP, C. J. Atomic . Safety and Llceneing Appeal Panel. 79/11/80, 
7pp, 


7912060150 Order denying Oreenpeace Foundation of Vancouvart Brltlah 
Columbia, 790913 patltlon to intervana. No good cauia thown. 
Contention of improving record apeeulat iva. Proper Intaraat 
not aatabl lahed. Petitioner documentation and, 

OEALEtV.B. Atomic Safety and Llceneing Board Penal. 79/11/20,. 
SiPP- 


7912100473 Responie in oppoaition to Indian Tribal 791103 aupplamantal 
petition for ALAB-552 & AUAB-559 review. Petitioner failed to 
raiae good cause re alleged ASLB mlsappllcatian of late 
Intervention fee tor. Cert i flcate of Svc end, 

LITTLE, D.B. Pugat Bound PtJuar Sc Light Co. LITTLEiD. B, Parklnst 
Cole. Stone, 01 sen Sr HI 1 1 lama. 79/11/20. 12pp. 


7912050376 Response in opposition to Indian Trlbia 700613 petition to 
1 ntervene. Stda for Commission review ra precedura ir pol icu 6 
factual Itsuas not met. Certifleata of Svc end. 

BLACRiR. L. Hearing Branch 1. 79/11/21. 14pp. 

7912050059 Order granting eitansion until 791817 for CaaMalesion to 
datermlna whether to review ALAB-559. 

CHlLKiS.J. Office of the Secretary of tha Comafaslon. 79/11/86. 

Ip- 


7912060004 Submits typographical correction to NRC 791121 rasponae In 
opposition to Indian Tribes supplemental petition for 
review. Corrected page re last paragraphi Lina 3 and. 

BLACKrR.L. Hearing Branch 1. 79/11/26. 2pp. 


7912050421 Request for extension to 791221 to file proposed findings of 
fact Sr conduaions of law. Opposing attya have no objeciioti. 

BLACKrR.L. Hearing Branch 1. 79/11/28. 3pp, 


7912100132 Adviaea that Coalition for Safe Power petition to review 
ASLB dactslon is deemed deniedrdue to Comitilsslon negative 
exercise of discretion to taka review. Statai Commisa loners 
Ollinaky St Bradford diaeentlng vlaua. 

CHlLKrB. J. Office of the Secretary of the Comnleeion. 79/11/29. 
Ip- 


79i21l0407 Order denying Intervenor Skagltoniani Against Nuclear Power 
790927 request for ASLB reconilderation of 790913 ordera. 

0 Btenaby 790913 affidavit insufficient re concentration of 
cycles Issue. 

OEALEtV.B. AtO'mic Bafety and Licensing Board Panel 79/li/30. 9pp, 


7912170020 Reply In opposition to intervenor Forolaws on Boerd/Ci tizans 
for Safe Power findings of fact re alternative sltei Sr 
postulated acc identa. Car tif Icate of Svc and. 

THOMSEN, F. T. , LITTLE, D.B, Puget Sound Power St Light Co. 

THQMBENiF.T. Parkins, Cole. Stone, Olsen StUllltami. 79/11/30. 

8pp. 


•7912170041 Reply to NRC 791005 proposed findings of fact. Urges Board to 
raject Recommandation 3 contained in Finding 44,Fagee 27-28. 

Condition re environ evaluation prior ’to commencement of 
const activities la not authoriied by NEPA Sc NRC rulet. 

THOMBENt F. T. , LITTLE, D. 8. Puget Bound Power Sc Light Co. 

THOMSEN, F.T. Perkins, Coie, Stone, Olsen I, Hi 1 1 iaai. 79/11/30. 

2pp. 


—7912170048 Reply to Skagitoniana Concerned About Nudaar Powar 791118 
proposed findings of fact. FES «, FES final auppl addraeead 
environ impacts & whole papulation Issues indiscriminately 
Certificate of Svc end. 

THOMSEN, F. T. , LITTLE, D. 8. Puget Sound Power b Light Co. 

THOMSEN, F.T. Perkins, Coie, Stone, Olsen b HI 1 1 iama, 79/11/30. 
lOOpp. 


7912260039 Raply to Skagltonlana Concerned About Nuclear Pouar 791109 
proposed findings on financial qualifications, Intervenor 
adopted short-term view rather than long-term conaldaratlons 
re Inflation rates b market ratioi. Certifleata of Bvc end. 
THOMBENiF. T. Puget Sound Power b Light Co. THOMSEN, F.T. Parkins, 
Cole, Btone, Olson b Williams. 79/12/05. 4pp. 


7918310494 Forwards draft subpoena for Hestarn Ceophyslcal Co 
dapoaltlon, per 791109 Itr. Signature requested, 

OENDLER.M. M. Leed, Robert M. 79/12/05. 2pp. 


7918140117 Responds to 791203 request for extension until 791203 for 
filing certain replies b request for eiteneion until 791207 
time to raply to intervenor Skagltonlana Against Nuclear 
Power findings ra financial qualifications, 

DEAUEiV. B. Atomic Bafety and Llceneing Board Panel, 79/12/06. tp. 


7912310503 Advises that TF Carr has been replaced by KM Ryan as cpwnsal 
in proceeding, Tl tie b address remain unchanged. 

RYAN, K. M. Washington, State of. 79/12/06. Ip. 


7912870090 Forwards NRC subpoena form addrassad to efflcars of Hestarn 
Oaophyetcal Co, In response to 791205 request. 

OEALE, V.B, Atomic Safety and Licensing Board Panal. 79/12/10, 2pp. 
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docketed items 


7912270J0ii Denies IntervenoT Skagitonians 

7<?1'017 reiuest that ^SLB imp 1 eisen t El ec ut i vB 

NflC if independent agency, not utthin Eiecutive Dept. 

Intervenop has no standing under order. Panol 79/ia/ll) 3PP- 

BEALE. V D Atomic Safety and Licensing Board Panel. 79/lai/iu. PP 


7912270054 Forwards AO Motulsky rept, "Poffible Impact of Planned 
Nuclear Power Plant on Skagit Indian Population, m 
response to intervention attempt 6 g Indian Tribes. 

BLACK. R.L. Hoaring Branch 1. 79/13/14. Ip. 


— 79l327005fa Forwards "Pass idle Impact of 
Skagit Indian Population " 

HQTULSKV.A 0 Uashington. Unlv. of 


Planned Nuclear 
79/10/30. ip. 


Power Plant 


on 


—7912270059 "Possible Impact of Planned 
Indian Population. " 

MOTOLSKY. A. 0. Washington, Univ. of. 


Nuclear Power Plant 
79/10/30. 5pp. 


on Skagit 


0. Adjudicatory corroapondonce 


7912030007 Answors in opposition to intervenop Skagitonians Concerned 
About Nuclear Power 791017 motion for implementation 
of Eiecutive Order 12114. FEB 8 . final suppl to FES addressed 
environ issues. Certificate of Svc and. . « t i i n 

THOMSEN, F. T, . LITTLE, D.B., DAUBER, M. A. Puget Sound Power «< Light Co. 

79/11/01. Qdd. 


7912060101 fioiiuest to postpone geologic fc seismic evidentiary hearing* 
until after applicant responds to USQ 8 outstanding conetrnt. 

RE Jackson affidavit «< Certificate of Svc end. 

BLACK, R.L. Hearing Branch 1. 79/11/02. 6 pp. 


7912060115 Reguests extension until 791109 for Intevenor Skagitonlana 
Concerned About Nuclear Power to file proposed findings re 
applicant financial gual i fi cat ions. 

OENDLERiM. W, Lead, Robert M. 79/11/05. Ip. 


7912260369 Order granting eitension 
elect whether to review ALAB-559. 
CHILK.S. J. Office of the Secretar 


until Boons for Commission to 
y of the Co/nnlsiion 79/12/17. 


IP- 


— 7912060125 Applies for subpoena to take deposition of Western 
Geophysical re geology «< seismology of Mettern WA l< 

Puget Sound region. Proposed depose* is In possession of 
Important data. Cartlficate of Bvc end. 

OENDLER, M. W. Loed, Robert M. 79/11/05. 3pp. 


7912310207 Ack receipt of 791207 
ASLB 791120 decision 
deale. V.B. Atomic Safety and 


Ur requesting permission to appea 
Licensing Board Panel. 79/12/17. 


1 


ip. 


H. General correspondence 


7912200102 "Rules of Practice for Domestic Licensing Proceedlngi, " 
lOCFRS effective rul e. Suspends rule of practice on issuance 
of licenses after adjudicatory proceedings. Forwarding Itr t 
Certificate of Svc end. 

CHILK, 8 . J. Office of the Secretary of the Commission. 79/11/08. 
lOnp. 


7912170350 Forwards NUHE0-05SS, NUREG-0625, NUREG-0S7a, SECV-79-300 «< 
SEC¥-79-362i in response to 791114 6 20 requests for 
documents. Explains NRC policy re distribution of documents. 
Eiecutive Order 11969 may be requested under FDIA. 

BLACK, R.L Hearing Branch 1. 79/12/10. 2pp. 


7912270512 Notifies of personnel change for manager of nuclear 
licensing 6 safetg.M Stimac replaced by JE Mecca. 

MECCA, J. E Puget Sound Power i Light Co. 79/12/20. Ip. 


DOCKET 9rN-S0-S23 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 
A. Application/construction stage documents U correspondence 


7911230153 Discusses mods to NRC position re status *i applicability of 
TMI-2 accident review i NJRE0-O57B to facilities under 
const. Forwards addl info to be considered in development of 
final plant design 6 procedures. 

VAS5ALL0, D. B. Division of Project Management. 79/10/10. 4pp. 


79I20703SS Response in opposition to Bkagitonlon* Concerned About 
Nuclear Power 791116 motion to direct certification! stay 
proceedings tc review ASLB actions. Detriment to public 
Interest as basis for interlocutory review not established. 
THOMSEN, F. T. , LITTLE, D. 8 . Puget Sound Power *c Light Co. 

THOMSEN, F.T. Perkins, Cole, Stont! Olsen 8 c Williams. 79/lt/OB. 
I5pp. 


“-7912070472 Presents applicants' position re util evidence on geotogy 
ti seismology scheduled per Black, Lecd 8 i Thomsen agreement on 
order of presentation for 790717 sesi Ion. App 1 leant* ' 
presentation must be postponed. Certif teat# of Svc end. 

THOMSEN, F. T. Perkins, Colei Stoner Olsen 8 i Williams. 79/06/29. 

6 pp. 


7912110267 Ack receipt of 791018 Itr.Subpoene forms completed 8 i 
returned for signature. Bkagltonien* Concerned About Nuclear 
Power 791028 Itr demonstrated relevance of testimony sought 
from three experts on geology 81 seismology. 

LEED.fi.M. Loed, Robert M. 79/11/00, Ip. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS Issue for PHRs 81 DWRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary Info. 

DENTON. H R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912100344 Fifth status rept, per A 8 UAB 790607 indefinite extension for 
NRC to respond to Suffolk County motion to file supplements! 
brief. Exploring possibility of stlpulatton re Suffolk 
County pending motion. Certif icate of Svc end. 

BDRDENICK, B. M. Hearing Branch 4. 79/11/09. 4pp. 


7912310080 Summary of 791026 meeting u/Dech tel, USOS 8 < util in Bethesda, 
M3 re new USOS data which could revise evaluation of geology 
ti seismology re high angle faults not prevloualy considered 
for potential high energy generators. 

PELTIER, I. A. Light Water Reactors Branch 1. 79/12/05. 4pp. 


7912270218 Forwards Mobil Oil Corp shot point map for Whidboy Island 
vicinity. Map available in Central Piles only, 

MECCA. J.E. Puget Sound Power 8 . Light Co, 79/13/19. 2pp. 


C. Utility Environmental Report (ER), amends 81 correspondence 


7912200098 Forwards updated distribution list for environ rept suppls 8 c 
amends for facility. 

- c.. o Branch 2. 79/12/07. 5pp. 


uppls 81 correspondence 


iraphyi agriculture 
lion 
urs or 


—7912100340 "Rules of Practice for Domestic Licensing Proceedings - 
Modifies Adjudicatory Procedureii " lOCFR2c effective 791109. 

Suspends 10CFR2. 764 until further notice. Supplementary info 
end. 

CHILK, 8 . J. Office of tho Secretary of the Commltilon. 79/11/09. 
10 pp. 

7912140025 Pleading re applicants' financial qual If leatlons. Total cost 
of project exceeds applicants' figures. Certif icate of Sve 
end. 

LEEDrR.M. Leedi Robert M. 79/11/09. 12pp, 


7912170152 Response In opposition to Skagitonians Concerned About 
Nuclear Power 791017 8c 24 motions to direct certification t< 
stay proceeding. 8 tds not met. ASLAB discretionary involvement 
not warranted. Cert if 1 cate of Sve end. 

BLACK, R. L. Hearing Branch 1. 79/11/13. IBpp. 


7912170216 Response to CA Energy Commiesion 791024 motion for 
reconsideration of ASLB 791005 order ruling on icopi of 
contentions. Urges inclusion of emergency planning Isiuet t< 
exclusion of offsite matter*. 

LEHIB. 8 .H. Hearing Branch 2, 79/11/13; 7pp. 


— 7912170236 "Modified Adjudicatory Proeeduras, " 10CFR2.764 suepenelan 8 c 
statement of policy on conduct of adjudicatory proceedings. 
Canetltutes final action on petition* received In 
proceedings. 9J Ghllk 791109 suppl ti Certtficata of Svc and. 

* Office of the Secretary of the Commission. 79/11/09. ISpp. 



DOCKETED ITEMS 


7912090168 Ordir (ittndtng to 791121 tlrn« to rsipond to Intti'vanor 
Trlbti suppl«/ti«ntal pitltion for ravleu, 

cmLK.8. J. Offioo of tho Socratarg of the Commlseion. 79/11/ao. 
Ip. 


7912060072 Hamoranduffl h order ALAB-372 denying Stagi t onlans Concerned 
About Nuclear Power motion requeetlng interloeutory revieui 
by directed certification. Intervener complaint* re exclusion 
of radon leeue (c selenology ltd do not warrant interceseion. 
BiaHOPiC.J. Atonic Safety and Uic*n*.lng Appeal Panel, 79/11/20, 
7pp. 


7912060190 Order denying Oreenpeace Foundation of Vancouvari Bri ti«)i 
ColuAbiat 790913 petition to Intervene. No good caue# shown. 
Contention of improving record ep aculat 1 va. Prop er interest 
not tf tab liihsd. Pe 1 1 1 1 oner documentation end. 

OEALEi V. B. Atomic Bafcty and Licensing Board Panel. 79/11/20, 

21pp. 


7912100473 Reeponte in opposition to Indian Tribes 791105 eupptamental 
petition for ALAB-992 (< ALAD-S39 rev! eui. Pet 1 1 loner failed to 
raise good cause re alleged A8LB misapplication of late 
intervention fector. Certl f Icate of Svc end. 

LITTLEjD. 8. Puget Bound Power Ic Light Co, LITTLE. D, 8. Parklnsi 
Colt. Stone. Olsen (< Uilliame. 79/11/20. 12pp. 


7912090376 Response In opposition to Indian Tribes 700613 petition to 
intervene. 8tde for Commission revltu re procsdural. policy b 
factual issues not met. Certificate of Svc end, 

BLACK. R.L. Hearing Branch 1. 79/11/21. 14pp. 


7912090099 Order granting extension until 791217 for Commies ion to 
determine whether to review ALAB-S89, 

CHILK. B. d. Office of the Secretory of the Cumitilstlon. 79/11/26, 
Ip. 


7912060004 Submlte typographical correction to HRC 791121 reeponee in 
oppoeltton to Indian Tribes supplsmental petition for 
ravliw. Corrected page re last paragraph. Line 3 end, 

BLACK. R.L. Hairing Branch 1. 79/11/26, 2pp, 


7912090481 Request for extension to 791221 to file propoeed findings of 
fact (i concluflena of taw. Opposing attys have no objection. 

BLACKiR.L. Hearing Branch 1. 79/II/2B. 3pp. 


7918100132 Advisee that Coalition for Bafe Power petition to review 
A8LB deelilon is deemed denled.dua to Commission negative 
exerclts ef discretion to take review. States Commistlopera 
Oliineky b Bradford dissenting views. 

CHILK. B.J. Office of the Secretary of the Cammlsilon, 79/11/89. 
ip. 


7912110407 Order denying intervener Skagltonlans Against Nuclear Power 
790927 request for ABLO reconsideration of 790913 order*. 

D Stensby 790913 affidavit Insufficient re concentre tlon of 
cydii istuo, 

DEALE. l/.D. Atomic Safety and Licensing Baard Panel. 79/11/30. 9pp. 


7912170080 Reply In opposition to Intorvenor Forslaws on Board /Citi len* 
for Bafa Power findings of feet re alternative sites b 
postulated accidents. Certl f Icate of Svc and. 

THOMSEN. F. T. I LITTLE. D. 8. Puget Bound Power b Light Co. 

THOMBEN.F.T. Perkins. Coie. Stone. Olsen bUilliems. 79/11/30, 

8pp. 


—7918170041 Reply to NpC 791009 proposed findings of fact. Urge* Board to 
reject Recommendation 3 contained in Finding 44iPagee 87-88. 

Condition re environ evaluation prior to commencement of 
const activities is not authorltad by NSPA b NRC rules. 

THOMSEN) F. T. ( LITTLE. 0.8, Puget Sound Power & Light Co. 

THOMBEN.F.T. Perkins. Cols. Btone. Olsen b UlUiaitis. 79/11/30, 

2pp. 


— 791217004B Reply to Skagltoniani Concerned About Nudeer Power 791H8 
proposed findings of fact. FEB b FEB final suppl addressed 
environ impacts b whole population lesuec indiscriminately 
Certlficeta of Svc enel. 

THOMBEN.F.T.. LITTLE. 0. 8. Puget Bound Power b Light Co. 

THOMBEN.F.T. Perkin*. Coie, Stone, alien b HilUams. 79/11/30. 
lOOpp. 


7918260039 Reply to Skegltonlane Concerned About Nudeer Power 791109 
proposed finding* on financial qual if tcations. Intsrvenor 
adopted ihort-term view rather than long-term eonsideratione 
re inflation retee, b market ret lot. Cert ifleate of Svc end, 
THOMBEN.F.T. Puget Bound Power b Light Co, ■ THOMSEN, F, T. Perkins. 
Cola. Stone, Olsen b Hllliame. 79/18/09, 4pp. 


7912310494 Forward* draft eubpoena for Heitern Oaophyeleal Co 
dcpoiitien. per 791109 Itr. Signature requested. 

OENDLER.H.If. Lead. Robert H. 79/12/OS. 2pp. 


7912140117 Responds to 791203 request for extension until 791203 for 
filing certain replies b request for extension until 791207 
time to reply to Intervenor Skagitoniane Against Nudear 
Power findingo re financial qualifications. 

DEALE, V.D. Atomic Safety and Liceniing Board Panel. 79/12/06. ip 


79!2310SO3 Advise* that TF Carr has been replaced by KM Ryan a* couns 
in proceed Ing. Tl tie b address remain unchanged. 

RVAN. K. M. Washington, State of, 79/18/06. tp. 


7912270090 Forwards NRC subpoena form addressed to officers of Wester 
Oaophyiical Co. in reiponse to 791205 request. 

DEALE. V.B. Atomic Safety and Licensing Board Panel. 79/12/10. 2p 

7912270106 Denies intervenor Skagitoniane Concernsd About Nuclear Pou 
791017 request that A8LD implement Executive Order J21i4, 

NRC is independent agency.not within Executive Dept. 

Intervener has no standing under order, 

DEALErV. B. Atomic Safety and Licensing Board Panel. 79/12/10. 3p 


7912270094 Forwards AO Motulsky rept, ’'Posiibll Impact of Planned 
Nuclear Power Plant on Skagit Indian Population, “ In 
response to intervention attempt by Indian Tribe*. 

BLACK, R.L. Hearing Branch i. 79/12/14. Ip. 


—7912270096 Forwards “Possible Impact of Planned Nuclear Powtr Plant 
Skagit Indian Papulation." 

MOTULSKY. A. 0. Washington, Unlv. of. 79/10/30. Ip. 


”“T9i22700S9 “Possible Impact of Plannad Nuclear Power Plant on Stagi' 
Indian Population. “ 

MOTULSKY, A. 0. Washington. Univ. of. 79/10/30. Opp. 


7912260369 Ordor granting extension until 800110 for Commission to 
elect whether to review ALAD-399. 

CHILK. 3. J. Of fice of the Seerstary of the Commission. 79/12/17. 
Ip. 


7912310207 Aek receipt of 791207 Itr requesting permission to apaaal 
ASLB 791180 dscision. 

DEALE, V.B. Atomic Safety and Licensing Board Parrel. 79/12/17. Ip. 


K. 0 antra L corraspondence 


79 12 1703 SB Forward* NURE8-0993, NUREO-0628, NURE0-O87B4 8ECV-79-30O b 
SECY— 79-362. in raspon*B to 791114 b 80 requests for 
documents. Explains NRC policy re distribution of documents. 
Exscut Ive Order 11986 may be requested under FQIA. 

BLACK. R.L. Heor Ing Branch 1. 79/12/10. 2pp. 


7912270912 Notifies of penonnei change for manager of nuclear 
licensing b safety. M Stlmac replaced by JE Mecca. 

MECCA. U.E. Puget Sound Power b Light Co. 79/18/20. Ip. 


DOCKET 90-929 BARTON, UNIT 2 


A, App llcatlon/construc tlon stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analyses to develop earl 
verification program to resolve ATH8 issue for PHRe b BHfli, 

Success of program depends on industry raspons*. Support* 
formation of owners groups to provide necessary info. 

DENTONiH.R. Office of Mucluar Reactor Regulation. 79/10/17. 3pp. 


DOCKET STN“90-8aa PALO VERDE NUCLEAR STATION, UNIT i 

A. App I Icatl on/e onstruet ion stage documents b corresponilenee 


7912170030 Forwards WA Baldwin of Friend* of the Earth 791024 request: 
for preparation of addl environ statements re Class 9 
accident* at faci 1 Itie*. Petit Ion being handled a* request 
for action under 10CFR2. 206, 

DENTOM.H.R. Office of Nuclear Reactor Regulation. 79/11/87. 8pp. i 

7912170064 Forward* WA Baldwin of Friends of the Earth 791024 rsqoesti 
for preparation of addl environ statements re Class 9 
accident* at fac 1 1 i tie*. Petl tion being handled as request 
for action under I0CFR2. 806. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/11/27. 2pp.; 

7912130048 Ratponds to 790411 Itr rs concern* w/tmarg*n«y situation* ij 
disposal of waste matl, Bummar i xis requirimonts b procedura* ',i 

affecting design b operational aspect* of nuclear power 
plants. 

VAR0A.3. A. Assistant Director for Light Water Reactors. 79/11/3$ 
app- i 
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DOCKETED ITEMS 


7912130132 RAspenilB to 77040S 1 tr re concerns w/const of plant. 
Suauaariies reautrsBentsj It procedures affecting design It 
operattenal aspects of nuclear power plants, 

VAHOA.S. A. Assistant Director far Light Itater Reactors. 79/11/20. 
□pp. 


7912130135 Respeniis to 790329 Itr re concerns w/nuclear pouer. 
SuMarlies ri^uireaents fc proeidures affecting design It 
operational aspects of nuclear power plants. 

VAROAiS.A, Assistant Director for Light Katsr Reactors. 79/11/20. 
2pp. 


7912190165 Forwards Aeand 2 to CPPR-141. CPPR-142 ti CPPR-t43 L notice 
of issuance tc availabtlitg. 

6ELL8>D. E. Environmental Projects Branch 2. 79/11/29. 2pp. 


-7912190173 Aaend 2 to CPPR-141. CPPR-142 It CPPII-143. ref lec ting waiver to 
licensee coMltesnt made during environ review h providing 
for weed control along pipeline route. 

VAS8ALL0> D. B. Division of Project Management. 79/11/30. 3pp. 


--7912190186 Notice of Issuance b availalil litg of Amend S> to CPPR-141> 
CPPR-t42 b CPPR-143. 

BEU-StD. E. Environmental Projects Branch 2. 79/11/30. 3pp. 


D. NEC Draft/Final Environmental Stetementst auppls b correspondancs 


7912130861 Discusses rejection of preferred right-of-wag for allgneent 
of transnission line froei plant site to KgrenotAZt b 
provides alternative routing through Rainbow Valleg. One 
overelia drawing> available In Cantral Files only. 

VAN BRlBITtE. E. Aril ana Public Service Co. 79/12/03. 3pp. 


F. Security! nedlcalt energencii b fire protection plans 


7912040471 Forwards info re upgraded eeergency plans to plants undsr 
const b CX. review. Applicants reguired to make certain 
emergency arrangeeents w/state b local erganitatleni b 
submit emergency plans per Reg Oulde 1. lOl. 

VABSALLOj D. B. Division of Project Management, 79/11/21. 6pp. 


D. Adiudlcmtory correspondence 


7912130038 Forwards petition by UA Baldwin^ rsqutsting that NRC prepare 
supplemental environ statements re Class 9 accidents at 
facilities. Appropriate action will be taken. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/27. 3pp. 


—7912130070 Request for action under 10CFR2. 206, for preparation ef 
supplamental ETS concerning impact of Class 9 accidents at 
facilities. 

MVLLER.D. R. Division of Site Safety b Environmental Analysis. 
79/11/23. Ip. 


79122001SB Act receipt of 791024 petition b forwards FR notice for 
request for action per 10CFR2. 206. 

DENTON.H.R. Off ice of Nuc leap Reactor Regulation. 79/11/27. 3pp. 


— 79122O016B Notice of Issuance & availability of Friends of the Earth 
791024 petition requesting that NRC proparo supplemental 
Els ro impact of Class 9 accident at facilities, 
fRPLLERaO. R. Division Of Bite Safety b Environmental Analysis. 
79/11/23. tp. 


79123flOSDB Requests substantive response to 791024 request for NRC to 
supplement £18 to consider consequences of Class 9 nuclear 
accidents. Falluro to respond by 600104 will indlcats NRC 
doos not plan to require suppl. 

BALOHIN, U A. Friends of the Earth. 79/12/21. Ip. 


I. Financial information 


7912190627 Notiflos of cempletlun ef review of util regie tration 
statement per SEC request. No Inaccuracies or omissions 
found. 

LIClTflA.E.A. Light Uater Reactors Branch 3. 79/12/03. ip. 


0. Inspection reports, IE Bulletins beorrespondsnet 


7913060035 Forwards IE Insp Repts 50-528/79-06 b SO-929/79-06 on 
790917-21. No noncompllance noted. 

8FENCER, O. 8. Region /5< San Franc Isco* Roactnr Construction b 
Engineering Support Branch. 79/11/02, 2pp. 


— 7912060047 IE Insp Hepts S0-82B/79-06 b 30-529/79-06 on 790917-21, Ho 
noncompliance noted. Major areas inspected; ASHE certifled- 
const activities, safety-related piping installation b 
welding b containment steel structures b supports. 

DODDS, R.T. Region S, Ban Francisco, Reactor Construction b 

Engineering Support Branch. ECKKARDT, J. H. > IfUTBON, T. H. Region 
9, Ban Francisco, Office of the Director. 79/11/01. Bpp. 


7912100271 Forwards IE Info Notice 79-2B. "Overloading of Btructural 
Eleaents Due to Pipe Support Loads,** No response required. 
^EUKEN,R.H. Region 3, Ban Francisco, Office of the Director. 
79/11/16, Ip. 


791211050B Forwards IE Info Notice 79-29, "Loss of Nonsaf ety-flelated 
Reactor Coolant Sgs Instrumentation During Operation. ** No 
specific action or response required. 

EN9ELKEN, R. H. Region S, Ban Francisco, Office of the Director. 
79/11/16. Ip. 


7912070016 Forwards IE Circular 79-24. "Propar Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BMRs. ** No 
response required, 

ENOELKEN. R. H. Region 3. Ban Francieco. Office of the Director. 
79/11/26. Ip. 


7912110266 Forwards IE Circular 79-23, "Motor Startsrs b Contsetore 
Failed to Operate." No response required. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/11/26. Ip. 


7912110492 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspandcnco 
sent by NRC to licensees. 

ENOELKEN, R. H. Region S, San Francisco, Office of the Director. 
79/11/26. Ip. 


7912190118 Forwards IE Bulletin 79-27. "Loss of Non-Class IE 
InstruBsntatlon b Control Power Sys Bus During Operation." 

No written response required. 

ENOELKEN, R. H. Region 3, San Francisco, Office of the Director. 
79/11/30. Ip. 


7912310268 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompliances, 10CFni21. " No action required. 

ENOELKEN, R. H. Region S, Ban Francisco, Office of the Director. 
79/12/06. 4pp, 


7912180439 Forwards reply to IE Bulletin 79-23, "Packaging Failura of 
Emergency Diesel Oenerator Field Escitar Transformer. " 

SPENCER, 0.8. Region 3, Ban Frenctsco, Reactor Construction b 

Engineering Support Branch. 79/12/07. ip. 


— 7912180445 Responds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Generator Field Eiclter Transformer. " 

Startup schedule includes 24-h full load test for Unit 1 
prior to fuel load. 

VAN BRUNT, E.E. Arizona Public Service Co. 79/10/05. Ip. 


7912200229 Forwards IE Bulletin 79-29, "Possible Malfunction of Nameo 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

ENOELKEN, R. H. Region 5, Ban Francisco, Office of the Director. 
79/12/07. ip. 


79122B0S93 Forwards IE Info Notice 79-31. "Use of Incorrect Amplified 
Response Spectra. * No urittan response required. 

ENOELKEN, R. H. Region S> San Francisco, Office of the Dtrectar. 
79/12/13. ip. 


DOCKET 8TN-50-S29 PALO VERDE NUCLEAR STATION, IMIT 2 


A. Application/consiruction stage documents b correspondence 


7912110264 Dlscusssa WC plans to use generic analyses to develop early 
verification program to resolve ATNS issue for PHRs b BURs. 

Success of program depends on Industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON.H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912170038 Forwards UA Baldwin ef Friends of the Earth 791024 request 
for prsperatlon of eddl environ statements re Class 9 
accidents at facilltias. Patitlon being handled as requast 
for action under 10CFR2. 206. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/27. 2pp. 



DOCKETED ITEMS 


7913170064 Foruard* WA BaUuln of Frlendi of th* Earth 791034 rac^uast 
for praparatlon of addl anvlron atatamants pa Clasi 9 
accidants at fae 1 lltlti. Petl tlon being handled as req.uast 
for action under lOCFRS. 306. 

DENTDNiH. R. Off lea of Nuclear Raactor Regulation. 79/11/37. 8pp. 


7913130048 Responds bo 790411 Itr ra coneerns u/eiaergancg situations l< 
dlspoeal of uaste inatl. Suirnnarliss requlremants b procedures 
affecting design b aperatlonal aspects of nuclear power 
plants. 

VAROAt 8. A. Assistant Director for Light Hater Reactors. 79/il/SB. 
Spp. 


7912130132 Responds to 790403 Itr re concerns w/const of plant. 
Suoinarizes requlreoientsi b proeadures affecting design b 
Dperatlanal aspects of nuclear power plants. 

VAROA) 8. A. Assistant Director for Light Mater Reactors. 79/11/2B. 
3pp. 


7918130139 Responds to 790329 Itr re concerns u/nuclear power. 
BumMerlxae requirements b procedures effecting design b 
operetlonal aspects of nuclear power plants. 

VAR6A>8. A. Assistant Director for Light Hater Reactors. 79/11/38. 
Spp. 


7912190169 Forwards Amend 3 to CPPR-141.CPPR-148 b CPPn-143 b notice 
of issuance b availah 1 11 tg. 

SELLBi 0. E. Envlrenmsntsl Projects Branch 2. 79/11/29. 8pp. 


— 7912190178 Amind 2 to CPPR-141. CPPR-t43 b CPPR-143 j reflecting waiver to 
licetiase commttinant made during environ review b providing 
for weed control along pipeline route. 

VAB6ALLO> D. B. Division of Project Management. 79/11/30. Spp. 


--7913190186 Notice of issuance b availahllltg of Amend 8i to CPPR-141i 
CPPR-14S b CPPR-143. 

SELLQi 0. C. Environmental Projects Branch S. . 79/11/30. 2pp. 


]>. NRC Draft/Pinal Environmental Stetementsi supple b correspondence 


7912130861 Discusses rejection of preferred right-of-way for alignment 
of transmlsfion line from plant site to Kgrene.AZ. b 
provides alternative routing through Rainbow Valloq.One 
ovorsiie dr awlngi avallabl e in Central Files only. 

VAN BRUMTiE. E. Ari zone Public Birvica Co. 79/12/03. 3pp. 


F. Securltyt nedical< emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plana to plants under 
const b OL review. Appl Icants required to make certain 
emergency arrangements u/atate b local organ! lations b 
submit emergency plans per Reg Oulde 1.101. 

VABBALLQ. D. B. Division of Project Management. 79/11/21. 6pp. 


ti. Adjudicatory correspondence 


791213009B Forwards petition by UA Balduin> requesting that NRC prepare 
supplemental environ statements re Class 9 accidents at 
facilities. Appropriate action will be taken. 

DENTON.M. R. Office of Nuclear Reactor Regulation. 79/11/37. 3pp. 


—7913130070 Request for action under 10CFR2, 206i for preparation of 
supplemental EI8 concerning impact of Class 9 accidents at 
facilities, 

MULLER) D. R. Division of Site Safety b Environmental Analysis. 
79/11/23. Ip, 


7913300188 Ack receipt of 791084 petition b forwards FR notice for 
ra<iuist for action per tOCFRB. 306. 

DENTONiH. R. Office of Nuclear Reactor Regulation. 79/11/27. 3pp. 


— 7913200168 Notice of issuance b availability of Friends of Ihs Earth 
791024 petition requesting that NRC prepare supplemental 
EI8 re impact of Class 9 accident at facilities. 

MULLERj 0. R. Division of Site Safety b Environmental Analysis. 
79/11/83. ip. 


79182B0S0S Requests substantive rssponsa to 791024 request for NRC to 
tupplemtnb EI8 to consider conssqueneas of Class 9 nuclear 
accidents. Fal lure to respond by B00104 will Indicate NRC 
dots not plan to raqulre suppl, 

BALDWIN.^. A, Friends of the Earth. 79/12/21. ip. 


I. Financial inf orma t i on 


7918190627 Notifies of completion of review of util registration 
statement per SEC request. No inaccuracies or omissions 
found. 

LICITRA.E. A. Light Hater Reactors Branch 3. 79/18/03. Ip. 


Q. Inspection reports, IE Bulletins b correspandonce 


7918060035 Forwards IE Insp Repts 50-538/79-06 b 50-529/79-06 on 
790917-81. No noncofspHanco noted. 

SPENCER, 0.8. Region 5, San Francisco, Reactor Construction b 

Engineering Support Branch. 79/11/03. Spp. 


—7913060047 IE Insp Repts S0-5S8/79-06 b 50-529/79-06 on 790917-81. No 
noncanvpliancB noted. Major areas inspected: ASME certified— 
const activities) safety -related piping installation b 
welding b containment steel structures b supports. 

DODDB, R. T. Region S> Ban Francisco, Reactor Construction b 

Engineering Support Branch. ECKHAHDT, J. H. , HUTSONtT. H. Region 
S, Ban Francisco, Office of the Director. 79/11/Oi. 8pp. 


7918100371 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
ENOELKEN, R. H. Region 5, Ban Francisco, OfFlce of the Director. 
79/11/16, Ip. 


7918110808 Forwards IE Info Notice 79-29, "Loss of Nonsaf ety-Related 
Reactor Coolant Sgo Instrumentation During Operation. ** No 
specific action or response required. 

ENOELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/11/16. Ip. 


7918070016 Forwards IE Circular 79-24, "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
response required. 

ENOELKEN, R. H. Region. 5, Ban Francisco, Office of the Director. 
79/11/26. Ip. 


7918110266 Forwards IE Circular 79-23. "Motor Starters b Contactors 
Failed to Operate." No response required. 

ENOELKEN, R. H. Region 5, Ban Francisco, Office of the Director. 
79/11/26, Ip, 


7918110492 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

ENOELKEN, R. H, Region 3, San Francisco, Office of the Director. 
79/11/26, Ip. 


7918190118 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Power Sys Bus During Operation." 

No written response required. 

ENOELKEN, R. H. Region S, Ban Francisco, Office of the Director. 
79/11/30. tp. 


7918310263 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noncompl lances, 10CFR21. " No action required. 

ENOELKEN, R. H. Region 5. Ban Francisco. Office of the Director. 
79/12/06. 4pp. 


7918180439 Forwards reply to IE Bulletin 79-23, "Packaging Failure of 
Emergency Diesel Generator Field Eieiter Transformer." 

SPENCER, 0.8. Rtglon 5. Ban Francisco, Raactor Construction b 

Eng ineer ing Support Branch. 79/12/07. tp. 


— 7912180443 Responds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel Generator Field Esciter Transformer." 

Startup sehedole includes 24-h full load test for Unit i 
prior to fuel load. 

VAN BRUNT.E.E. Arizona Public Service Co. 79/10/03. Ip. 


7912200229 Forwards IE Bulletin 79-28, “Possible Malfunction of Hamco 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

ENOELKEN, R. H, Region 5, San Francisco, QPfic# of the Director. 
79/18/07. ip. 


7918260S9S Forwards IE Info Notice 79-31, "Use of Inebrroet Amplified 
ftosponee Spectra." No written reeponse required. 

ENOELKEN, R. H. Region 5, San Francisco, affice of the Director. 
79/18/13. Ip. 
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DOCKET STH-50-S30 PALD VERDE NUCLEAR STATION, UNIT 3 


A App L ic^ t i bn/( onstruc t i oil btsge docunients ti carrespondenc b 


7912110264 l>l«cusseR NfiC pljite, to use penoric onalyaes to develop earlg 
verification pTograra to resolve ATWB issue for PWfls L DWRs 
Success of prograir depends on industry response. 5upp orts 
formation of ouners gi’oups to provide necessary info. 

DENTON, H fl. Office Of Nuclear Reactor Reguiation, 79/10/17. 3pp. 


7912l7003fi rorwards HA Dalduin of Friends of the Earth 791024 request 
for preparation of add! environ statements re Class 9 
accidents at fac i li ti e s Pe t i t ion being handled as request 
for action under EOCPRE, S06 

DENTON, M fi. Office of Nuclear Reactor Regulation. 79/11/37. 2pp. 


7913170064 Foruiards WA Balduin of Friends of the Earth 791024 request 
for preparation of addi environ statements re Class 9 
accidents at fac 1 1 i t i e s Pe t i t ion being handled as request 
for action under 10CFR2. 206 

OENTDNiH.R. Office of Nuclear Reactor Regulation. 79/11/27. 2pp. 


791213004B Responds to 79041:1 I tr re concerns lo/emergency situations 4* 
disposal of uaste mat 1 . Summari zos requirements & procedures 
affecting design U operational aspects of nuclear pouicr 
p lants. 

VAROA, S. A. Assistant Director for Light Hater Reactor*. 79/H/2B. 
2PM 


7912130132 Responds tn 790405 Itr re concerns u/const of plant. 
Summarizes requirements, t< procedures affecting design t 
operational aspects of nuclear potuer plants. 

VARDA, S, A. Assistant Director far Light Hater Reactors, 79/11/28. 
3|ip. 


7913130135 Responds to 790329 Itr re concerns si/nuclear pouier. 
SummarliBB requirements 6 pi'oeedures affecting design Ir 
operational aspects of nuclear pouer plants. 

VARQA. S A. Assistant Director for Light Hater Reactors 79/U/2S. 

2pp 


7912I90J65 Foruards Amend 2 to C PPR- 1 41 , CPPR-143 h CPPR-143 6 notice 
of Issuance !< availability. 

SELLS, D. E. Environmental Projects Dranch 2 79/11/29. 2pp. 

—7912190173 Amend S to CPPR-I 41 , CPPR-l 42 1. CPPR-143, re f 1 ec t ing yaiver to 
licensee cominitmcnt made during environ reviecu & providing 
for bleed control along pipeline rnnte. 

VASSAL L CJ, D D Division of Project Management, 79/11/30. 3pp. 


— 7912190106 Notice of issuance t, availability of Amend 2, to CPPR-141, 
CHPR-14? & CPPn-J43, 

SELLS, D E. Environmental Projects Branch 2. 79/11/30. 2pp. 


D. NRt Dra f I'/Fina 1 Environmental Statements, supple 6 correspondence 


79I2I30S61 Discusses rejection of preferred right-of-way for alignment 
of transmission line from plant situ to Kyrene, A7, ti 
provides alternative routing through Rainbohi Valley. One 
oversize d raiuiny , ava i lab le in Central Files only. 

VAN ORUNTiE E. Arizona Public Service Co. 79/12/03. 3pp. 


F. Security, medical, emergency !• fire protection plans 


7912D40471 Foruiards info ro upgraded emergency plans to plants under 
const t< OL revi eui. App I i r an t s inquired to make certain 
emergency arrangements ui/state ii local organizations 6 
submit emergency plans per Reg Guide 1.101. 

VASSALLO, S. 0. Division of Project Hanagoment. 79/11/21. 6pp. 


G. Adjudacatory correspondpnc e 


7913130038 Forwards petition by WA Balduii n, request ing that NRG pTeparo 
supplemsntal environ statements rp Class 9 accidents at 
facilities Appropriate action lai i 1 be taken, 

OENTDNiH.R, Office of Nuclear Reactor Regulation. 79/11/27. 3pp. 


— 7912130070 Request for action under I0CFR3 206. for preparation of 
supplemental EIS concerning impact of Class 9 accidents at 
Facilities. 

MULLER, D.R. Division of Site Safety 6 Environmental Analysis. 
79/11/33. tp 


— 7912200168 Notice of issuance 1, availability of Friends of the Earth 
791024 petition requesting that NRC prepare supplemental 
EIS re impact of Class 9 accident at facllitioB. 

MULLER, D.R. Division of Site Safety 6 Environmental Analysis. 
79/11/23. ip. 


7913280508 Requests substantive response to 791024 request for NRC to 
supplement EIS to consider consequences of Class 9 nuclear 
acc idents. Fa i lure to respond by 600104 will Indicate NRC 
does not plan to require suppl. 

BALDWIN, W, A. Friends of the Earth . 79/13/21, 1 p. 


I. Financial in forma t ion 


7913190627 Notifies of completion of revieui of util registration 
statement per EEC request, No inaccuracies nr omissions 
found. 

LICITRAiE. A Light Water Reactors Dranch 3. 79/13/03. ip. 


Q. Inspection reports, IE Bulletins & correspondence 


7912100271 Foruards IE Info Notice 79-2Bi “Overloading of Structural 
Elements Due to Pipe Support Loads. “ No response required. 

ENOELKEN, R, H. Region 5, San Franciscoi Office of the Director, 
79/11/16. ip. 


7912110508 Forwards IE Info Notice 79-29i "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation." No 
specific action or response required. 

ENSELKENi R, H, Region 5, San Francisco, Office of the Dlrectur. 
79/11/16, ip. 


7913070016 Forwards IE Circular 79-24, "Proper InstaUatlon fc Calibr of 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
response required. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/11/26. ip. 


7913110266 Forwards IE Circular 79-23, "Motor Starters & Contactors 
Failed to Operate," No response required. 

ENGELKEN, R.H Region 5, San Francisco, Dfflco of the Directar, 
79/11/36, Ip. 


7912110492 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

ENGELKEN, R. H. Region 5, San Francisco, Office of the Director. 
79/11/36. ip. 


7912190118 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation b Control Pouer Sys Bus During Operation. " 

No hirlbten response required. 

ENGELKEN. R, H, Region 5, Ban Francisco, Office of the Director. 
79/11/30. ip. 


7912310268 Forwards IE Info Notice 79-30, "Reporting of Defects h 
Noncompliances, 10CFR21. " No action required. 

ENGELKEN, fi, H. Region 3, San Francisco, Office of tlio Dlpeetor. 
79/12/06, 4pp, 


7912130439 Forwards reply to IE Bulletin 79-23, "Packaging Failure of 
Emergency Diesel Generator Field Ezcller Transformer." 

SPENCER, G. S. Region 5, Ban Francisco, Reactor Construction b 

Etiginearing Support Branch. 79/13/07. ip. 


— 79121B044S Responds to IE Bulletin 79-23, "Potential Failure of 
Emergency Diesel aeneretor Field Exciter Transformer. " 

Startup schedule includes 24-h full load test for Unit 1 
prior to fuel load. 

VAN BRUNT, E.E. Arizona Public Service Co, 79/10/05. Ip, 


7912200229 Forwards IE Bulletin 79-28, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

ENGELKEN, R. Kt, Raginn 3, San Francisco, Office of the Director. 
79/12/07. Ip. 


7912230395 Forwards IE Info Notice 79-31. “Use of Incorrect Amplified 
Response Spectra." No written response required. 

ENGELKEN, R. H, Region 5, San Francisco, Office of the Director 
79/12/13. ip. 


7912300158 Ack receipt of 791024 petition b foruards FR notice for 
request for action par 10CFR8 306. 

DENTON, H, R. Office of Nuclear Reactor Regulation. 79/11/27, 3pp. 
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docket 50-537 CLINCH RIVER BREEDER REACTOR 


A. Appllcatlon/conttructlon stage documents (> correspondence 


7911290153 Discusses mods to NRC position re status b applicability at 
TMI-2 accident revieui b NURE0-097Q to facilities under 
const. Forwards addl Info to be considered in development of 
final plant design b procedures. 

VA98ALL0. D. B. Division of Project Manasemant. 79/10/10, dpp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PURs b BURs. 
aucceis of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTONpH.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912200578 Forwards WARD-D-0050, Revl sion 3. "Facility Core Assembly 
Hot Channel Fectors Preliminary Analysis." 

COPELAND) R. L. Energyi Dept. of> Clinch River Breeder Reactor Plant. 
79/12/14. Ip. 


— 79122005B4 "Facility Core Assembly Hot Channel Factors Preliminary 
Analysis." Revision 3. 

FRIEDLAND. A. J. . MARKLEY.R.A. Mestlnghouse Electric Corp. 
WARD-D-0050 R3. 79/12/14. 16Spp. 


DOCKET 50-538 MEMPHIB STATE UN IV. RESEARCH REACTOR 


F. Security) medical) emergency b fire protection plans 


7912120206 Forwards draft Reg Oulde 5. XX) "Std Format b Content for 
Licensee Physical Security Plan for Protection of SNH of 
Moderate or Lou Strategic Significance." W/o end. 

REID.R.W. Operating Reactors Branch 4 <Pre 791030). 79/08/22. 

app. 


J. Insuranca b indemnity information 


7912210297 Forwards executed Amend 3 to Indemnity Agreement E-S9 
defining "in course of transportation. " 

JONES) D.W. Memphis State Unlv. 79/12/14. 2pp. 


9. Reportable occurrances) LERs b related correspondence 


7912130615 Forwards followup rept to RD-79-3. 
JONES) D.W. Hemp)>ls State On tv. 79/11/26. Ip. 


"791213062B Followup rept to RO-79-3: on 791 1 16/ dor Ing pres tar tup > sh i old 
water level float switch assembly failed to Initiate 
protective trip signal. Caused by gradual buildup of 
corrosion products in Internal mechanism of microswitch. 

* Memphis State Unlv. 79/11/26. 6pp. 


DOCKET 9TN-50-545 RE6AR-39 


A. Appllcatlon/constructlan stage documents b correspondence 


79122S0049 Dtscusees extension review mattere for preliminary design 
approvals) In response to 781215 Itr submitting Amend 14 to 
REBAR-Sa. 

VASSALLO) D. D, Division of Project Management. 79/12/13. 5pp. 


B. Utility Preliminary Safety Analysis Report) amends 


7912200396 Forwards Amend 15 to RESAR-SS, In responio to NRC 791213 
request for addl info, 

ANDERSON) T. M, Uestlnghouse Electric Corp, 79/12/10. 2pp. 


—7912200400 Amend 15 to RE8AR-3a, 

* Westinghouso Electric Corn. 79/12/31. 23pp. 


DOCKET 8TN-S0-546 MARBLE HILL NUCLEAR STATION) UNIT 1 
A. Appltcetlon/constructlon stage documents b correspondence 


7912110264 Dlscuaies NRC plans to use generic analyses to develop early 
verification program to resolve ATW9 issue for PWRs b BWRs. 

Success of program depends on industry response. Supports . 
formation of owners groups to provide necessary info. 

DENT0N)H. R. Office of Nuclear Reaitor Regulation, 79/10/17. 3pp, 


7912100028 Discusses issuance of Amend 17 to License DHR-64i wh ich 
authorited operation at lOOX power, Ha» allowable foe already 
paid by util. No addl fee required. 

MILLER, W.O. License Fee Management Branch, V9/ll/i3. Ip. 


■7912100066 Provides ACRS prof manpower expenditure estimates for CP b 
DL reviews. 

FRALEVi R. F. ACRS - Advisory Committee on Reactor Safeguards, 
70/11/01. Ip, 


"‘"7912100079 Requests info re ACRS prof man-hrs expended on review ef 
each reactor. Data for safety, environ b antitrust hearing 
concerns should be inc luded. Associated travel should not be 
shown, 

MILLER. W. 0 License Fee Management Branch. 70/10/08. Ip. 


7918170021 Informs of denial of 790629 b 0787 requests for suspension 
or revocation of CPs. 

CASE.E. &. Office of Nuclear Reactor Regulation. 79/li/37. 4pp. 


7913170026 Denies 790629 b 0727 requests for suspension or revocation 
of CPs due to absence of special ctrcunstanceo. Itans raised 
ware considered In OL review. 

CASE. E. 0. Office of Nuclear Reactor Regulation. 79/11/37. 14pp. 


— 7912170031 Submits addl items to be considered in review of 790629 
request for suspension or revocation of CPs. Requests 
hearing. 

EVED. J. A. Sassafras Audubon Society. 79/09/04. 3pp. 


7912120398 Forwards proposed pre-operational radiological environ 
monitoring program. Requests concurrence. 

SHIELDS. S.W. Public Service Co. of Indiana. Inc, 79/11/30. 6pp. 


F. Becurity. medical, emergency b fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const b DL review, App 1 icants required to mate certain 
emergency arrangements w/state b local organixations b 
submit emergency plans per Reg Guide 1. 101. 

VASBALLO. D. B. Division nf Project Management. 79/11/31. 6pp. 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUREO-051 1. Draft CEIS reflects 
conscious b deliberate NRC policy to jenpardite public 
health b safety b thwart objectives of NEPA. 

KEPFORD. C. Environmental Coalition on Nuclear Power. 79/10/24. 
33p p . 


7912210360 Forwards appeal re NRC review of Director's decision under 
10CFR2. 206. 

EYED. J. A. Sassafras Audubon Society. 79/12/14. Ip. 


--7912210364 Appeals for review of Director's decision under 10CFR2. 306. 
Director abused discretionary power in denying requests to 
reopen safety hearings at meaningful point in ticensin.q 
process. 

EVED. J. A. Sassafras Audubon Society. 79/12/10. tSpp. 


7913200517 Orders extension until S00104 for NRC to review 791127 
director's decision denying Sassafras Audubon Society 
request for action under 10CFR3. 206 

CHILK.S. J. Office op the Secretary of the Commission 79/12/17. 
ip. 


Q. Inspection reports) IE Bulletins b correspondence 


7912130131 Forwards IE Insp Repts 50-546/79-19 b 50-547/79-19 on 
790935-28 b 1007-12. No nunc omp 1 iance noted. 

FIORELLl)0. Region 3. Chicago. Reactor Construction b Engineering 

Support Branch. 79/10/23. 2pp. 


—7912130136 IE Insp Repts 50-546/79-19 b SO-547/79-19 on 790925-28 b 
1009-12. No noncompliance noted. Major areas inspected: revi ew 
of quality records, na i n t for installed Category I mafcl b 
uorl re off-loading reactor pressure vessel. 

MAYES) D. H. Region 3. Chicago) Reactor Construction t, 
Engineering Support Branch. HANKINS. F. C. . WILLIAMS. C. C. Region 
3. Chicago. Office of the Director 79/10/16. 5pp. 


7912110261 Forwards IE Insp Repts 50-546/79-19 & 50-547/79-19 on 
790925-2B b 1007-13. No noncomp 1 iance noted. 

FIORELLIiO. Region. 3. Chicago. Reactor Construction b Engineering 
Support Branch. 77/10/25. 2pp. 
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— 79131102341 IE Insp Repti 50-346/79-19 6 30-347/79-19 on 790925-28 U 
1009-12. No noneomp 1 lane e notffd Major area* Inspectetl: 
observation of concrete coring uork & malnt for installed 
Category 1 iratl It revieu of <iualltg records. 

HAWKlNSi F. C. . HARRISON, vl. J. Region 3. Chicago. Office of the 
DlrBcto.r. HAYES, D. H, Region 3. Chicago. Reactor Construction 6 

Engineering Support Branch. 79/10/18. Spp. 


79120600S7 Responds to. NRC 791002 Itr re violations noted in IE Insp 
Repts 80-946/79-10 h 50-547/79-10. Correc t ive actions; 

Instructed personnel to verify rate of load tulee dally for 
min of 10 intervals. 

SHIELDS. S.H, Public Service Co. of Indiana, Inc. 79/11/01. Spp. 


7918030148 Foruards IE Circular 79-22. ‘'Stroke Tines for Power Operated 
Relief Valves." No response required. 

HEPPLER. J. 0. Region 3, Chicago. Office of the Director. 79/11/16. 

Ip. 


7918100243 Foruards IE Info Notice 79-2Q. “Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

HEPPLER. JO. Region 3. Chicago. Office of the Director. 79/11/16. 

Ip. 


7918110508 Foruards IE Info Notice 79-29. ''Loss of Nonsa fety-Related 
Reactor Coolant Sys Instrumentation During Operation.'" No 
specific action or response required. 

HEPPLER, J.O. Region 3, Chicago, Office of the Director. 79/11/16. 

Ip. 


7918260148 Foruards IE Insp Repts 50-546/79-21 6 50-947/79-21 on 
791022-23. No nonccfopllance noted. 

FIORELLKO. Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch. 79/11/16. 8pp. 


— 7912260153 IE Insp Repts 50-546/79-21 ti 50-547/79-21 on 791023-26. No 
none ompl lane e noted. Major areas inspec ted: surve 1 1 lance of 
auslllary b 1 d g> containments. storage areas & various 
locations to verify compliance u/790a07 stop uork order. 

JONES.C. E. I MtLLIAHS,C. C. Region 3. Chicago, Office of the 
Director. 79/11/14. 3pp. 


7918050407 Foraards IE Bulletin 79-86, "Boron Loss From BHR Control 
Blades." No response required. 

KEPPLER.J. 0. Regions. Chicago. Office of the Director. 79/11/20. 
tp. 


7918050410 Ack receipt of 791102 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-546/79-09 h 
50-947/79-09. 

FIORELLl, 0. Region 3. Chicago. Reactor Construction U Engineering 

Support Branch. 79/11/20. Ip. 


—7912050424 Responds to NRC 791002 Itr re violations noted in IE Insp 
Rapts 50-546/77-09 b 50-547/79-09. Corrective actions; all 
nuclear safety-related const stopped. Organ! ration b 
procedures being re-evaluated. 

aillELDB. 8. M. Public Service Co. of Indiana, Inc. 79/11/02. 2pp. 


7912100442 Foruards IE Circular 79-24. "Proper Installation b Calibr of 
Core Spray Pipe Break Detection Equipment on BHRs. No 
urltten response required. 

KEPPLER.J. 0. Region 3, Chicago, Office of tho Direetor. 79/11/26. 
IP- 


7912140228 Forwards IE Circular 79-23, ‘''Motor Starters b Contactors 
Failed to Operate.*' No uiritten response required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/11/26. 
Ip. 


7912030290 Ack receipt of 771101 Itr informing NRC of steps taken to 
correct vlolatlone noted In IE Insp Repts 50-546/79-11 b 
S0-S47/79-11. 

FIORELLl, 0. Region 3, Chicago, Reactor Construe ticn b Engineering 

Support Branch. 79/11/27. Ip. 


— 7912090301 Responds to NRC Itr re violations noted In IE Insp 
Rapt 50-346/77-11 b 50-947/79-11. Correc tlve actions: 
independent Rig t evaluation of PS1 Nuclear Project. Stringer 
bead technique under re-evaluation. 

SHIELDSiS.R Public Service Co. of Indiana, Inc. 79/11/01, 4pp. 


7912070402 Ack receipt of 791101 Itr Informing NRC of itapi taken to 
correct violations noted In IE Insp Repts 50-546/79-07 b 
50-547/79-07. 

FIORELLl, 9. Region 3, Chicago, Reactor Construction b Engineering 
Support Branch. 79/11/27. ip. 


— 7912070411 Responds to NRC 791002 Itr re violations noted In !E Insp 
Repts 90-546/79-07 b 50-947/79-07. Correc t ive actions; 
personnel instructed to acquire records b retest areas 
tested before records were on site b accepted. 

SHIELDS, 8. W. Public Service Co. of Indiana, Inc. 79/11/01. 2pp. 


7912110440 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups b state atty 
general ofes copies of escalated enforcement correspondence 
sent by NRC to licensees. 

KEPPLERiJ. 0. Region 3, Chicago, Office of the Director. 79/11/28, 
Ip- 


7912190244 Forwards IE Bulletin 79-87, "Loss of Non-Clast IE 
Instrumentation b Control Power 9yt Due During Operation. * 

No written response required. 

KEPPLERiJ. 0. Region 3, Chicago, Office of tho Director. 79/11/30. 
ip. 


7912140099 Fisrwardt IE Info Notice 79-30. "Reporting of Defects b 
Noneompllancesi lOCFRai. " No action or response required. 

KEPPLER.J. 0. Region 3, Chicago, Office of the Director. 79/12/06. 
ip. 


7912200141 Forwards IE Bulletin 79-28, "Poselbls Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Temps." Action 
required. 

KEPPLER.J, 0. Region 3, Chicago, Office of the Direetor. 79/12/10. 
Ip. 


B. Reportable occurrences, LERs b related correspondence 


7912210047 PNQ-III-79-12; on 791010, NRC will hold press confsrencB to 
summartie activities re project. 

KEPPLER.J. 0. , FIORELLl, 0. Region 3, Chicago, Office of the 
Director. 79/10/10. Ip. 


7912200442 PNa-III-79-047: on 791 127, regional direction b selected 
members of Const Branch requested by Chairmen of 
Bubcommlttec on Environ, Energy b Natural Reioureet to 
testify b respond to questions on faellltlas. 

FIORELLl. 0., KEPPLER.J. 0. Region 3, Chicago, Office of the 
Director. 79/11/86. Ip. 


T. Hearing tranicripte on non-antitrust matters 


7912100362 Statement of CC 141 11 lams before Houee Committee on Oovt 
□perations, Subcommittee on Energy b Natural Resources re 
quality of const at site. 

UILLIAM3, C. C. Region 3, Chienga, Office of the Direetor. 
79/12/06. I2pp. 


U. Congress ionat/E> ecu t ive Correspondence 


7912130171 Comments on House testimony re difficulty in evacuation of 
large population ctrs in event of nuclear accident, Fac illty 
should be considered for shutdown, due to proklmlty to 
LouisvlUo.KV. 

FORD.U. H. Senate. 79/11/06. Ip. 


DOCKET 8TN-S0-S47 MARBLE HILL NUCLEAR STATION, UNIT 2 


A. Appl Icatlon/eonstruct Ion stage documents b correspondence 


7912110264 Discusses NRC plans to use generic analyses to divelop early 
verification program to resolve ATU8 Issue for PI4Rs b BURs. 

Success of program depends on Industry response. Supports 
formation of owners groups to provide necessary Info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7918100022 Dlscussat Issuance of Amend 17 to License DPR-64, which 
authorlcad operation at lOOX power. Nai allowable fee already 
paid by ubtl.No addl fee required. 

MILLER, H.Q. License Fee Management Branch. 79/11/13. ip. 


— 7912100066 Provides ACRB prof manpower expenditure estimates for CP b 
OL reviews. 

FRALEViR.F. ACRB - Advisory Commlttse on Reactor Safeguards. 
7S/11/01. Ip. 


—7912100079 Rsquesti info re ACRB prof man^^hrs expanded on rtvlew of 
each reactor, Data for safety, environ b antitrust hearing 
concerns should be Inc ludad. Associated travel ehould not be 
shown, 

MILLER, N.O. License Fee Management Branch. 79/10/02. ip. 
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7918170031 In^orni of d«nlal of 790639 & 0727 requaitt for suspendon 
or Tpvoeatlon of CP«. 

CASEtC. 0. Offlct of Nucltar Riactor Rigulation. 77/11/27. 4pp. 


— 7912170026 Danlot 790629 it 0727 roquett# for su»p»n»lon or rovocatlon 
of CPi duo to abfonct of spoclal c Ircumt tancei. Itim* raiiod 
vtoTO canddarod In OL rtvlau. 

CABE>E.O. Offieo of Nuelaar Roactor Regulation. 79/11/27. 14pp. 


— 7912170031 Submtti addl itoms to bo eonsldordd In rovloui of 790629 
raquBit for suppindon or rovocation of CPo. Raqutito 
hoarlng. 

EYED. J. A. Sasoafrao Audubon Soclotg. 79/09/04. 3pp. 


7912180390 Foryard I propoied pra-oparational radiological anvtron 
monitoring program. Raquaata eoncurrenea. 

OHlELOSiB.U. Public Barvlco Co. of Indiana. Inc. 79/11/30. 6pp. 


F. Sacuritg. madleal. emarganeg & fire protactlon plana 


7912040471 Forwardi Info re upgraded emargencg plana to plant* undar 
canet b OL review. Applicants required to make certain 
aMergancg arrengementa u/atate b local organisation* b 
eubmlt amarganey plant per Reg Oulde 1. 101, 

YASSALLO. D. fi. Di vision of Project Hanag ament. 79/11/21. 6pp. 


0. Adjudicatory eorretpondance 


7912110043 Forwardi eommanta an NUREO^-OSll. Draft 0EI8 raflacte 
consdlout b dellbarata NRC policy to jaopardlse public 
health b lofatg b thwart objactivaa of NEPA. 

KEPFDRD. C. Environmental Coalition on Nuclear Power. 77/10/24. 
22pg. 


7912210360 Forward* appeal re NRC review of Director 'a declaion undar 
iaCFR2. 206. 

EYED. J. A. Baeiafrai Audubon Boclaty, 79/12/14. Ip. 


**^7918810364 Appealt for review of Director 'a daclaion undar 10CFR2. 806. 
Director abu*ed dlicretionary power in denying requeata to 
reopen lafetg hearingt at meaningful point in tlceneing 
procat*. 

EYED. J. A. Bataafrai Audubon Society. 79/12/10. 12pp. 


7912200817 Order* eetanaion until B00104 for NRC to review 791127 
director'* declaion denying Baatafra* Audubon Society 
requett for action under 10CFR2. 206. 

CHILK.B. J. Office of the Secretary of the Camniation. 79/12/17. 
ip. 


Q. Inepection raporta. IE Bullatine b correapondence 


7912130131 Forward! IE Inap Repta S0-S46/79-19 b 80-847/79-19 on 
79092B-2B b 1009-12. No noncomp 1 ianca noted. 

FIONELLl.O, Region 3> Chicago. Reactor Conetruction It Engineering 
Support Branch. 79/10/23,. 2pp. 


—7912130136 IE In*p Repta 30-846/79-19 b 80-847/79-19 on 790928-28 b 
t009-12.Na noncomp 1 Ianca notad. Major araas inepactad; review 
of quality record*. malnt for installed Category 1 mail b 
work re off-loading reactor prassura vessel. 

HAYEB.D, N. Region 3. Chicago. Reactor Construction b 
Engineering Support Branch. HANKINS. F. G, . UILLIAHS. C. C. Region 
3. Chicago. Office of ‘the Director. 79/10/18. Spp, 


7912110261 Forwards IE Intp Rapt* 80-846/79-19 b 80-347/79-19 on 
790928-28 b 1009-12. No noncompliance noted. 

FIORELLI.O. Region 3. Chleego. Reactor Construction b Engineering 
Support Branch. 79/10/28. 8pp. 


—7912110266 IE Imp Rapta 80-846/79-19 b 80-847/79-19 on 790988-26 b 
1009-12, No noneeapllanct notad. Kajor anas Inapeetad; 
obeervation of concreta coring work b maint for inatalled 
Category t matl b review of quality racorda. 

KAMKtNS. F. C. . HARRISON, J. J. Region 3. Chicago. Office of the 
Dlractor. HAYES. D.H. Region 3. Chicago. Reactor Construction b 
Englnotring Support Branch. 79/10/18. Spp. 

7912060087 Rtspenda to NRC 791002 . 1 tr re vlolatlona noted in IE Intp 
Rapt* 80-S46/79-1B b 80-847/79-ia.Garrtctive actions: 

InotTuetad personnel to verify rate of load twice daily for 
■In of 10 Interval*. 

BHlELDS.a.H. Public Service Co. of Indiana, Ine. 79/11/01. Spp, * 


7918080148 Forwards IE Circular 79-22. . "Stroke Timos for Power Operated 
Relief Valves, " No responae raqulred. 

KEPPLBR.J, 0, Raglon 3. Chicago. Off Tea of the Director. 79/11/16. 
Ip. 


7912100243 Forwards IE Info Notice 79-23, "Ovarloading of Structural 
Elements Due to Pips Support Loads. " No rospotiaa required, 

KEPPLER. J. 0. Region 3. Chicago, Office of the Director. 79/11/16, 
IP- 


7912110583 Forwards IE Info Notice 79-29. "Loss of Nonsafety-Related 
Reactor Coolant 8ys Instrumentation During Operation." No 
specific action or response required. 

KEPPLER.J.O. Region s, Chicago, Office of the Director. 79/11/16. 
ip. 


791226014B Forwards IE Insp Repta 50-546/79-21 b S0-S47/79-21 on 
791022-23. No noncomp 1 lance noted. 

FIORELLI.O. Region 3. Chicago. Reactor Construction b Engineering 
Support Branch. 79/11/16. 2pp. 


—7912260153 IE Insp Repts 50-546/79-21 & 50-547/79-21 on 791023-26. No 
noncomp 1 lance noted. Major areas Inspected: surveillance of 
auilllary b Idg. containments, storage areas b various 
locations to verifu compliance w/790Ba7 stop work order. 
vKlNES. C.E. . MILLIAHS.C.C. Region 3, Chicago, Office of the 
Director. 79/11/14. 3pp. 


7912050407 Forwards IE Bulletin 79-26, "Boron Loss From BWR Control 
Blades." No response required. 

KEPPLER.J.O, Region 3, Chicago, Office of tha Director. 79/11/20. 
IP- 


7912050418 Act receipt of 791102 Itr informing NRC of etepa taken to 
correct violations noted in IE Insp Repts 30-S46/79-09 b 
50-547/79-09. 

FIORELLI.O. Region 3. Chicago. Reactor Construction b Engineering 
Support Branch. 79/11/20. Ip. 


—7912080424 Responds to NRC 791002 Itr re violations noted in IE Intp 
Repts 80-546/79-09 b 50-847/79-09, Corrac tive actlunsiall 
nuclear safety-related const stopped. Organiiation b 
procedures being re-evaluated. ' 

BMIELDS.S.U. Public Service Co. of Indiana. Inc. 79/11/02. 2pp. 


7918100442 Forwards IE Circular 79-24, "Proper Installation b Calibr of 
Cora Spray Pipe Break Detection Equipment on BNRs. ^ No 
written response required. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/11/26, 
Ip- 


7918140228 Forwards IE Circular 79-23, "Motor Starters b Contectori 
Failed to Oparete. " No written response required. 

KEPPLER.J.O. Raglan 3. Chicago. Office of the Director. 79/11/26. 
ip. 


7918080290 Aek receipt of 791101 Itr Informing NRC of atop* taken to 
correct violations noted in IE Insp Rapt* 30-946/79-11 b 
90-947/79-11. 

FIORELLI.O. Region 3. Chicago. Reactor Conitructlon b Engineering 

Support Branch. 79/11/87. Ip. 


— 7912050301 Responds to NRC Hr re violatlani noted in IE Inap 
Rapt 80-546/79-11 b 50-347/79-11 , Correct ive actions: 
independent mgt evaluation of PSI Nuclear Project. Stringer 
bead technique undar r e-avaluatlon. 

BHIELOe.B, U. Public Service Co. of Indiana. Inc. 79/11/Oi. 4pp. 


7918070402 Ack receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rapt* 90-846/79-07 b 
50-847/79-07, 

FIORELLI.O. Region 3. Chicago, Reactor Construction b Enginttring 
Support Branch. 79/11/27. Ip. 


— 7912070411 Respond* to NRC 791002 Itr re violations noted in IE Inap 
Repts 50-346/79-07 b 80-947/79-07. Corrac tlve actions: 
ptrsonnal instructed to acqulrt records b ratast areas 
tasted before racorda wart on iLbe b accepted. 

BHIELDB.S.W, Public Service Co. of Indiana. Inc. 79/11/01. 2pp. 


7918110440 Notifies that NRC intends to routinely forward to 
appropriate itata public util regulatory groups b state atty 
general ofet copies of ascalatad enforcement corraspondanea 
sent by NRC to llcansaaa. 

KEPPLER.J.O. Region 3, Chicago, Office of the Director. 79/U/8S. 
‘P- ■ 


7918190244 Forward a IE Bulletin 79-27. "Lota of Non-Claat IE 
Inatrumentatlon b Control Power Bye Sue During Dperation. " 

No written raaponse raqulred. 

KEPPLER. J. 0. Regions, Chicago, Office of the Director. 79/11/30. 
Ip. 
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79k2H009Q Forujards IE Info Notiio 79-30. "Reporting of Defects & 
Noncompliances. 10CFR21. " No action or response required. 

KEPPLER. J, 0. Region 3. Chicago. Office of the Director, 79/12/06. 
ip. 


79122001A1 Foruiards IE Dulletin 79-2B. "Possible Malfunction of Namco 
Model EAiQO Limit Switches at Elevated Temps. " Action 
required. 

KEPPLEHtJ. 0, Region 3. Chicago. Office of the Director. 79/12/10. 

Ip 

S. Reportable occorrentes. LERs l< related correspondence 


79iaatOQ47 PND-1 11-79-12; on 791010. NRC will hold press conference to 
suittmariie activities re project. 

KEPPLER. J. 0. i FlDRELLIiO. Region 0. Chicago. Office of the 
Director. 79/10/10. Ip. 

7912200442 PHD -1 1 1-79-047; on 79 1 127. r eg ional direction & selected 
members of Const Branch requested bg Chairman of 
■Suhconunittee on Environ. Energy tn Matural Resources to 
testify & respond to questions on facilities. 

FIORELLI. 0. . KEPPLER. J, 0. Region 3. Chicago. Office of the 
Director. 79/11/26, Ip. 


T. Hearing transcripts on non-anti trust matters 


7912100362 Statement of CC till Hams before House Committee on Oovl 
Opera ti ons. Sub comm i ttee on Energy 6 Natural Resources re 
quality of const at site. 

HILL t AMS. C. C. Region 3. Chicago, nffiee of the Director, 

79/12/06. 12pp, 


U. Congressional/Executive Correspondence 


7912130171 Comments on House testimony ro difficulty in evacuation of 
large population c trs in event of nuclear acc ident. Fad li tg 
should be considorod for shetdotun. doe to proximity to 
LouisviUo.KV. 

FDRD.M. H, Senate. 79/11/06, Ip. 


DOCKET 30-549 SHEENE COUNTV NUCLEAR POWER PLANT 


A. App 1 1 cati on/construc t ion stage documents L correspondence 


79112D0133 Discusses nods to NRC position re status fc applicability of 
TMl-2 accident review 6 NURE0-0S7Q to facilities under 
cons t. Forward s addl info to bo considered in development of 
Final plant design Si procedures. 

WASSALLO. D. 11. Division of Project Management, 79/10/10. 4pp. 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATWS issue for PWRs L BHRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info, 

DENTON. H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 

7912070004 Bequests distribution of end memorandum to board 
notification lists 

VARDA. B. A. Assistant Director for Light Water Reactors. 79/11/OB, 
3pp. 

7912070291 Submits partial response to FQIA request for documents re 
Huclaar Development Assoda t ion.. Un 1 ted Nuclear Corp.Gulf 
United Nuclear Corp & ATCDR. Inc. concerning facility site. 

Forwards requested inf o. Provid es add! info re site. 

CARR.O. C. Division of Roles and Records. 79/11/16. 3pp. 


0. Adjudicatory correspondence 

79120S0447 Forwards response of Breene .County et/al to util 791016 rept 
re status of application. 

DUTZELpA.K, Derle. Outiel.Knss L Case. 79/10/24. Ip. 

— 7912050431 Response to utU 791016 rept ro status of appl i cation. Util 
application must be dismissed per ASLB 791016 order. 
flUTZEL. A. K. Oreene County. NY. BUTZEL.A, K. Daker Ji Botts. 
79/10/24. 4pp, 


J. Insurance & indemnity information 


7912270605 Confirms that PA8NY has loan commitment for *10 million from 
Manufacturers Hanover Trust for retrospective insurance 
payment* if necessary, in event of nuclear disaster. Commitment 
• spires 800630. 

KCCARTHV.R H. Affiliation Unknown. 79/12/18. Ip. 


P. Operating license stage documents L correspondence 


7912070263 Partially responds to FOIA request for document re Pawling. 
NY 8 i te. Forwa rd s requested info. Submits addl info; sodium 
deuterium reactor never built at site, no matl ever used at 
site 6 no radioactive matl disposed of in lake. 

CARRiJ. C. Division of Rules and Records. 79/11/16. 3pp. 


DOCKET 3TN-50-353 PHIPPS BEND NUCLEAR PLANT. UNIT 1 


A, App 1 1 cati on/construction stage documents 6 correapondertee 


7912110264 Discusses NRC plana to use generic analyses to develop early 
verification program to resolve ATWS issue for PHRe 8< DHHs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTON. H. R. Office of Nuclear Reactor Regulation. 79/10/17, Spp. 


7912130023 Notification of 000110 meeting u/utiJ to discuss reporting 
level of util QA 6 manager 6 QA review of documents. 

SPRAUL. J. 0, Quality Assurance Branch. 79/lB/OS. ip. 


7912270424 Forwards UB Fish & Wildlife Sve 791101 Itr stating that no 
federally listed proposed endangered or threatened spec 1 es 
are known to Inhabit area to be impacted by const of 
transmission lino connectors. 

MILLS.L, M. Tennessee Valley Authority. 79/12/17. 2pp. 


F. Security, medical, emergency & fire protection plans 


7912040471 Forwards Info ro upgraded emergency plans to plants ulvdBr 
const *< DL review. Applicants required to make certain 
emergency arrangements w/state tt local organ! latlons A 
submit emergency plans per Reg Ouido 1. lOl. 

VASSALLO. D. D. Division of Project Management. 79/11/21, 6pp. 


0. Adjudicatory correspondence 


7912110043 Forwards comments on NUHEO~05U. Draft OEIS reflects 
conscious ti deliberate NRC policy to jeopardixe public 
health & safety tt thwart objectives of NEPA. 

KEPFORDiC. Environmental Coalition on Nuclear Power. 79/10/24. 
22pp. 


Q. Inspection reports. IE Bulletins & correspondence 


7912060392 Forwards IE Insp Ropts 50-353/79-13 6 50-354/79-14 on 
791009-12. No noncompliance noted. 

MURPHY. C. E. Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch. 79/10/31. 2pp. 


—7912060594 IE Insp Repts 50-553/79-13 *< 30-554/79-14 on 791009-12, No 
noncomp I lance noted. Major areas inspec ted : action on previous 
insp findings. general insp of const status. review of QA 
manual t< licensee identified items. 

WRIOHT.R.W. Region 2. Atlante, Office of the Director. 

CANTRELL. F. S, Region 2. Atlanta. Reactor Construction & 

EnglnoBring Support Branch. 79/10/31. 5pp. 


7912060163 Forwards lE info Notice 79-12A. "Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 
O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/09. 3pp. 


7912070499 Forwards IE Info Notice 79-27, ’'Steam Generator Tube 
Ruptures at Two PWR Plants. " 

D'REILLV, J. P. Region 2. Atlanta, Office of the Director. 
79/U/16. 14pp. 


7912100192 Forwards IE Info Notice 79-20, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

O'REILLY. J. P. Region 2. Atlanta. Office of the Director. 
79/11/16. Ip. 


7912110375 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. ” No 
specific action or response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/16. 2pp. 


7912060620 Forwards IE Circular 79-24, "Proper Installation tt Calibr of 
Core Spray Pipe Break Detection Equipment on BHRs. " No 
response required, 

O'REILLY, J. P. Region 2. Atlanta. Office of the Director. 

79/11/26, Ip, 
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791Sli0197 Foruiards IE Circular 79-23> “Motor Starters & Contactors 
Failed to Operate." No response required. 

0 'REIULYt J. P. flegion S< Atlanta< Office of the Director. 
79/11/26. Ip, 


7912190478 Forwards IE Bulletin 79-27< "Loss of Non-Class IE 
Instrumentation & Control Power Sgs Dus During Operation," 
No written response required. 

O'REILLY. J. P. Region 8, Atlanta, Office of the Director. 
79/11/30. Ip. 


7918310316 Forwards IE Info Notice 79-30, "Reporting of Defects «, 
Noncompliances, 10CFR81 . " No action required. 

O'REILLY.d. P. Region 2. Atlanta, Office of the Director. 
79/12/06. 6pp, 


791S200060 Forwards IE Bulletin 79-28, “Possible Malfunction of Namco 
Model EA180 Limit Switches at Elevated Temps." Action 
required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/07. 3pp. 


79122B0426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Rceponsa Spectra." No written response required. 

O'REILLY. J. P, Region 2, Atlanta, Office of the Director, 

79/12/13. 3pp. 


7918880180 Forwards IE Circular 79-25, "Shock Arrestor Strut Assembly 
Intarference, '* No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/20, 4pp. 


3. Reportable occurrences, LERs ti related correspondence 


7912130429 Forwards Interim deficiency rept re brittle rebar, produc ed 
by FL Steel Corp. 

MILLS, L.M. Tennessee Valley Authority. 79/ll/i9. Ip. 


—7918130431 Interim deficiency rept re discovery of extremely brittle 
rebar produced by FL Steel Corp. Caused by high manganese 
content. Defec tlve rebar heats will be returned by 791116. 

Othor heatf found acceptable. 

6 Tennessee Valley Authority. 79/11/19. 2pp. 


7912130581 Forwards final deficiency rept re design deficiency of T— 
head section of Anchor /Dari Ing gata valves, 

MIUL8,U, M. Tennessee Valley Authority. 79/11/19. Ip. 


—7912130601 Final deficiency rept re design deficiency of T-head section 
of Anchor/Darling gate valves. Company has implemented 
results of evaluation of T-head section for sve condition, 
into internal design std, 

* Tennessee Valley Authority. 79/11/19. 2pp. 


DOCKET STN-90-954 PHIPPS BEND NUCLEAR PLANT. UNIT 2 


A. Apflicatlon/construct Ion stage documents & correspondence 


7912110264 Diecusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PURs I, OMRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide nscuaeary info. 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/10/17. 3pp. 


7912130023 Notification of 800110 meeting w/utll to discuss reporting 
level of util OA 6 manager (c QA review of documente. 

BPRAULr U. 0. Quality Assurance Branch, 79/12/05, Ip. 


7918270484 Forwards US Fish U Uildllfe Sve 791101 Itr stating that no 
federally listed proposed endangered or threatened epsciss 
are known to Inhabit area to be Impacted by const of 
transmleslon line connectors. 

HlLLSiL.H. Tennessee Valley Authority. 79/12/17. 2pp. 


F. Security, medical, emergency t< fire protection plans 


7918040471 Forwards info re upgraded emergency plans to plants under 
const (i OL review, Appl icants required to make certain 
amergtncy arrangements w/state t< local organisations t,' 
submit emergency plans per Rag Quids 1. lOi. 

VASBALLO, 0. B. Division of Project Management. 79/11/21. 6pp. 


0. Adjudicatory corresp ondence 


7912110043 Forwards comments on NUREO-0911. Draf t GEIS reflects 
conscious St deliberate NRC policy to jeopardiie public 
health U safety 6 thwart objectives of NEPA, 

KEPFORDi C. Environmental Coalition on Nueloar Power. 79/10/24. 

22pp . 


0. Inspection reports, IE Dulletins 6 correspondence 


7912060592 Forwards IE Insp Repts 50-953/79-19 & 50-8S4/79-14 on 
791009-12. No none ompl lance noted. 

MURPHYiC, E Region 2, Atlanta, Reactor Construction It Engineering 

Support Branch. 79/10/31. 2pp 


— 7912060594 IE Insp Repbe 50-553/79-15 It 50-594 / 79-14 on 791009-12. No 
noncomp liance noted. Major areas inspected: act 1 on on previous 
inap f indings, g eneral insp of const status, revl ew of QA 
manual It licensee identified 1 terns. 

NRIGHT, R. U. Region 2. Atlanta, Office of the Director. 

CANTRELL. F. S. Region 2, Atlanta, Reactor Construction It 

Engineering Support Branch 79/10/31, Spp. 


7912060163 Forwardo IE Info Notice 79-12A, “Attempted Damage to New 
Fuel Assemblies." No specific action or response required. 

0 'REILLY, J. F. Region 2. Atlanta, Office of the Director. 
79/11/09. 3pp, 


7912070499 Forwards IE Info Notice 79-87, "Steam Oenerator Tube 
Ruptures at Two PHR Plants, " 

O'REILLY, J, P. Region 2. Atlanta, Office of the Director. 
79/11/16. J4pp, 


7912100192 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 
O'REILLY, J. P, Region 2. Atlanta, Office of the Director. 
79/11/16, Ip. 


7912110975 Forwards IE Info Notice 79-29, “Loss of Honsafety-Related 
Reactor Coolant Sya Instrumentation During Operation." No 
specific action or response required. 

O'REILLY, 0. P. Region 2. Atlanta, Office of the Director. 
79/11/16. 2pp. 


7912060620 Forwards IE Circular 79-24, "Proper Installation & Calibr of 
Coro Spray Pipo Break Detection Equipment on BNRo. “ Nn 
response required. 

O'REILLY, J. P. Region 2. Atlanta, Office of the Director. 

79/11/26. Ip, 


7912190470 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation I, Control Power Sgs Bus During Operation." 
No written response required, 

□ 'REILLY, J. P. Region 3r Atlanta, Dffice of the Director. 
79/11/30, Ip. 


7918310316 Forwards IE Info Notice 79-30, "Reporting of Defects & 
None ompl lances, tOCFR21. " No action required. 

□ 'REILLY, J. P. Region 2. Atlanta, Office of the Director. 
79/12/06. 6pp. 


7912200060 Forwards iE Bulletin 79-20, "Possible Malfunction of Namco 
Model EAIBO Limit Switches at Elevated Tomps. " Action 
required. 

0 'REILLY, J. P. Region 2< Atlanta, Office of the Director. 

79/12/07. 3pp. 


7912280426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra." No written response required. 

Q'REILLV, J. F. Region Sr Atlanta, Office of the Director. 
79/12/13. 3pp. 


7912280150 Forwards IE Circular 79-35, "Shock Arrestor Strut Assembly 
Interference. " No written response required. 

O'REILLY, vl. P. Region 2, Atlanta, Dffice of the Director. 
79/12/20. 4pp, 


8. Reportable occurrences, LERs It related correspondence 


7912130429 Forwards interim deficiency rept re brittle rebar, produced 
by FL Steel Corp. 

MILLS, L.M. Tennessee Valley Authority. 79/11/15. ip. 


— 7912130431 Interim deficiency rept re discovery of extremely brittle 
rabar produced by FL Steel Corp. Caused by high manganese 
content. Defective rebar heats wilt be returned by 791116. 

□ ther heats found acceptable. 

a Tennessee Valley Authority. 79/11/19. 2pp. 
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7712130S91 Forwarda final deficiencv rept re design deficiency af T- 
lieaif section of AnehopfOarl tng gate valves. 

HlLLSiL.M Tennessee Valley Authority. 79/11/15. Ip. 


— 7912130ti01 Final deficiency rept re design deficiency of T-head section 
of Anchor/Oarl Ing gate valves. Company has implemented 
results of evaluation of T-head section for svc eondition> 
into Internal design std. 

* Tennessee Valley Authority, 79/11/15. Spp. 


DOCKET 8TN-50-55A BLACK FOX STATION^ UMIT 1 


A. Appllcatlara/canstructian stage documents b correspondence 


79112B01S3 Discusses mods to NRC position re status ti applicability of 
TMI-a accident revleu U NURE8-057B to facilities under 
const. Foruards addl info to be considered in development of 
final plant design & procedures. 

VASSALLOj D. Q. Division of Project Jtanagement. 79/10/10, 4pp. 


791Slt03&4 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATMS issue for PMRs U BMRs. 

Success of program depends on industry response. Supports 
formation of ouners groups to provide necessary Info. 

DENTOM. H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


791218D9S9 Foriuards analyses re excavation seal. Analyses involve 
assessment of strength of mass fill of lean concrete vs 
natural rock structure b effect on dynamic response of 
safety-related structures. 

EMINO. T. H. Public Service Co. of Qklahoisa. 79/12/13. Spp. 


■7912190567 Informs NRC of delay In preparation of analytes re 
excavation sea 1. Excavation authorised under Amend 3 of LUA, 
To bring entire structure up to design base elevationi 
mass fill of lean concreta will be rei^ulrsd. 

EMINQ. T. N. Public Service Co. of Oklahoma. 79/10/19. Qpp. 


F. Becurity« medical, smergency & fire protection plans 


7912070469 Notification of 791204 meeting u/utils in Befchesda.HD re 
NRC Info requirements for emergency preparedness, Room change 
indicated. 

NQONiC.M. Light Mater Reactors Branch 4, 79/11/16. lipp. 


0. Adjudicatory cor respondanee 


7912200102 "Rules of Practice for Domestic Licensing Proeeedlngsi " 
10CFn2 effective rule. Suspend s rule of practice on Issyance 
of licenses after adjudicatory proceedings. Forwarding Itr b 
Certificate of Svc end. 

CHILK. 8. J. Office of the Secretary of the Commission. 79/11/09. 

10pp. 


7912100344 Fifth status rapt, per ASLAB 790607 indefinite estentlon for 
NRC to respond to Suffolk County motion' to file supplemental 
brief. Expler Ing possibility of stipulation re Suffolk 
County pendl'ng mo t ion. Cerbif 1 cate of Svc end. 

QOROENICK. B. H. Hearing Branch 4. 79/11/09, 4pp. 


“7912100348 "Rules of Pracbtce for Domesbte Licensing Proceedings - 
Nodifies Adjudicatory Proceduresi " 10CFR2.> effective 791109. 
Suspends 10CFR2. 764 until further notice. Supplementary info 
end. 

CHlLKi S. U. Office of the Secretary of the Commission. 79/11/09. 

10pp. 


7912170216 Response to CA Energy Commission 791024 aofclon for 
rec onsi deratl on of ASLB 791005 order ruling on scope of 
contentions. Urges Inclusion of emergshcy plennlng issues b 
exclusion of offsite matters. 

LEMI8.S.H. Hearing Branch 2. 79/U/I3. 7pp. 


—7912170236 "Kodifled Adjudicatory Proceduresi" 10CFR2, 764 suspension b 
statement of policy on conduct of adjudicatory procesdlngs. 
Constitutes final action on petitions rsceivsd In 
procetd Ings. SJ Chllk 79110S suppl b Certificata of Bve and. 
s Office of the Secretary of the Conmleelon, 79/11/09. ISpp, 


7912030004 Notion for c lari f icatl on of Commission 791105 final 
statement modifying adjudicatory procedures. Questions 
whether final statement euperiedss or supplemente Commiesion 
791005 Interim statement. Certificate of Svc end. 

OALLOiJ. > OlBBBiH. E. Public Service Co. of Oklahoma, OALLOrJ, 
Ithami Lincoln b Beale. 79/tl/16. 9pp. 


7912180069 Requests that CP not be granted b United work order be 
cencelsd. 

BUERCKLIN. J. E. Aff 1 liation Unknown. 79/11/20. Ip.' 


7912170101 Requests revocation of CPs due to Inherent lack of safety b 
soaring const costs. Recommends other power sources be used. 

P1ERCE< J. Affiliation Unknown. 79/11/25. 2pp. 


7912140006 Beeks denial of applicant 791116 request for order 
clarifying NRC 791109 statement re modified adjudicatory 
procedures. No valid basis for motion. NRC statement 
sufficiently clear. Cert if i cate of Svc end. 

DAVIS, L.D. Hearing Branch 4. 79/12/04. 6pp. 


7912180033 Decision ALAD-573 affirming A6L0 determination re power 
from proposed faci li ty. Decis ion was supported by weight of 
evidence b ruling that App I precludes litigation of health 
affects of radioactive eoilssions. 

SALZHANiR. S. < JOHNSON. H. R. Atomic Safety and Licensing Board Pant}. 
79/12/07. 94pp. 


0. Inspection roports, IE Bulletins b correspondence 


7912030011 Ack receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-556/79-04 b 
90-557/79-04. 

SEIOLE.M, C. Region 4> Dallas. Reactor Construction b Engi'ntering 
Support Branch. 79/11/14. Ip. 


--791203001S Responds to NRC 791016 Itr re violations notsd In IE Insp 
Repts '90-556/79-04 b 50-557/79-04. Corrective actions: 
preventative malnt record forms revised b approved 791030. 

PEREZ. J.B. Public Service Co. of Oklahoma. 79/11/01. Ip. 


—7912030020 Notice of deviation from Insp on 791002-09. 

e Region 4. Dallas. Reactor Construction b Englnesring Support 
Branch. 79/10/15, Ip. 


DOCKET 8TN-50-557 BLACK FOX STATION. UNIT 2 


A. Appllcation/constructlon stage documents b correspondence 


7911280153 Discusses mods to NRC position re status b applicability of 
THl-2 accident reviou b NUREO-OS78 to facilitiee under 
eons t, Forwards addl Info to be considered in development oP 
final plant design b procedures. 

VAS8ALL0. D. B, Oivltion of Projact Managsmint, 79/10/10. 4pp, 


7912110364 Discusses NRC plans to uta generic analysee to develop early 
verification program to resolve ATMS itsue for PMRs b BMRs, 

Success of program depends on industry respansa, Supportl 
formation of owners groups to provide necessary info. 

OENTQH.H. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


79121G0SS9 Foruards analyses re excavation teal. Analyses Involve 
assessment of strength of mass fill of lean concrete vs 
natural rock structure b affect on dynamic respansa of 
safsty-ralated structures. 

EMINS. T.N. Public Service Co. of Oklahoma. 79/12/12. 3pp. 


— 7912160567 Informs NRC oF delay in preparation of analyses re 
eieevation seel, Excavation authorixed under Amend 3 of LMA. 
To bring entire structure up to daeign bate elevationi 
mass fill of lean concrete will be required. 

EMINO. T.N. Public Service Co. of aklehoma. 79/10/19. Bpp. 


F. Baeurlty. medleal. emergency b fire protection plans 


7918070469 Notification of 791204 msetlng w/utlls in BsthesdaiHD ra 
NRC Info requlreissnts for emergency preparedness. Room change 
Indicated. 

NOON. C.M. Light Mater Reactors Branch 4. 79/11/16. 11pp. 


G. Adjudicatory eorrespondance 


7912300102 "Rules oP Practice for Domestic Licensing ProcesdingSt " 
10CFR2 effsetiva rule. Suspends rule oP pracllci on Issuance 
of licenses after adjudicatory proceedings. Forwarding Itr b 
Certificate of Svc end, 

CHILK. 6.%/. Office of the Secretary of the Commission. 79/tl/OS. 

10pp. 


7912100344 Fifth status rept. per A8LAB 790607 Indefinite extension for 
NBC to respond to Suffolk County motion to file supplemtnial 
brief , Exploring possibility of stipulation re Suffolk 
County pending motion. Certificate of Svc end. 
aORDENlCKiG. H. Hearing Branch 4. 79/11/09. 4pp. 
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-“7918100340 "RuIhi of Proctics for Oonootle Llean^lng Proeoo^inQt — 
nadlftsf Ad judleotorv Preceduroii “ lOCFRSi affoctlvs 791109, 
Sutpand* 10CFR2, 764 until further notice. Supptenentaru info 
end. 

CHILKi B, 0. Office of the Secretary of the Contmlseion. 79/11/09 
10pp. 


7912170316 Retponee to CA Enerpy Cammlselon 7910S4 motion for 
reconilderatlon of ASLB 791009 order ruling on tcope of 
contenttone. Urgei inelueton of energeney planning ieeuet b 
eiclueion of offiite matters. 

LEUlBtS. H. Hearing Branch 8. 79/11/13. 7pp. 


—7912170836 “Modified Adjudicatory Procedures/" lOCFRS, 764 luepentlon tf 
statement of policy on conduct of adjudicatory proceedings. 
Constitutes final action on petitions received in- 
proceedings. BJ Chllk 791109 suppl ti Certificate of Svc end. 

* Office of th# Boeretary of the Commlsiien. 79/11/09. tSpp. 


7913030004 Motion for clarification of Commission 791109 final 
statement modifying adjudicatory procedures. Questions 
whether fine! statement supersedes or supplements Commission 
791009 interim statement. Certificate of Bve end. 

OALLO/J. > OIBBBiM. E. Public Service Co. of Oklahoma. OALLO.J. 
Ishaeii Lincoln (i Beale. 79/11/16. 9pp. 


7912180069 Requeiti that CP not be granted b limited work order be 
cenealed. 

BUERCKLINi J. E,' Affiliation Unknown. 79/11/20. ip. 


7912170101 Re%uestt revocation of CPs due to inherent lack of eafety li 
soaring const costs. Recommsnds othsr power sourcee be uead. 

PIERCEtU. Affiliation Unknown. 79/11/23. Spp. 


7912140006 Beeks denial of applicant 791116 request for order 
clarifying NRC 791109 statement re modified adjudicatory 
precadupes. No valid basis for motion. NRC statement 
sufficiently dear. Certificate of Bvc end, 

DAUIBiL. D. Hearing Branch 4. 79/12/04. 6pp. 


7912180032 Decision ALAB-S73 affirming ASLB detsminatloh re power 
from proposed fee illty. Decision was supported by weight of 
evidence «i ruling that App I precludes litigation of haalth 
affects of radioactive emissions. 

SALZKANi R. 8. > U0HN60N> H. R. Atomic Safety end Licensing Board Panel, 
79/12/07. 94pp. 


O. Inspection reports/ IE Dulletine b correspondence 


7918030011 Ack receipt of 791101 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 80-896/79-04 b 
80-597/79-04. 

BEIDLEi H. C. Region ,4i Delias/ Reactor Conitructlon b Enginearing 
Support Branch. 79/11/14, Ip. 


■7912030019 Responds to NRC 791016 Ur re violations noted in IE Insp 
Repts 90-996/79-04 b 90-987/79-04. Corrective actions; 
praventatlve meint record forms revised b approved 791030. 

PEREZtd. B. Public Service Co. of Oklahoma. 79/U/Ol, Ip. 


■7912030020 Notice of deviation from insp on 791002-09, 

• Raglan 4/ Dallas/ Reactor Construction it Engineering Support 
Branch. 79/iO/19, Ip. 


DOCKET 8TN-90-966 YELLDM CREEK NUCLEAR PLANT/ UNIT 1 
A. Appllcation/cone truction etaga tfocumenti b e orreepondenee 


7912110264 Discusses NRC plans to use generic analyses to develop early 
verification program to resolve ATW8 issue for PHRs b BNRs, 

Success of program depends on industry response. Supports 
faraation of owners groups to provids necessary info. 

DENTON/ H.fl. Office of Nuclear Reactor Regulation. 79/10/17. Spp. 


7912130023 Notification of 600110 meeting w/util to discuss reporting 
level of util OA b manager b flA review of documents. 
ePRAULiJ. 0, Quatity Assurance Branch. 79/18/09. Ip. 


F. Becurltyi medical/ emergancy b fire protection plans 


7918040471 Forwards info re upgraded tmergency plans to plants under 
const b OL review. Applicants, required 'to make certain 
eaargency arrangements w/state b local orgenisatione b 
•ubmlt emergency: plans, per Reg Ouide 1.101. 

VABSALLO/ D. B. Division of Project Management. 79/41/81, 6pp, 


0. Inspection reports. IE Bulletins b correspondence 


7918090687 Forwards IE Insp Repts SO-366/79-15 & SO-967/79-15 on 
790936-36. No none omp 1 { anc a noted. 

SUTHERLAND/ J. T. Raglan 3. Atlanta, Fuel Facility b Materials 
Safety Branch. 79/10/34. Spp. 


— 7918090666 IE Insp Repts SO-566/79-tS b 30-967/79-19 on 790926-88. No 
noncompllanee noted. Major areas inspected; admJ'nlstrative 
procedures, plant site insp b review of matsorologlcal 
measurements program. 

CUNNINOHAM/ A. L. Region 2. Atlanta, Office of the Director. 
HUFHAM.J.W. Region 2. Atlanta, Fuel Facility b Materials Befeto 
Branch. ■ 79/10/33. 3pp. 


7918060077 Forwards IE Insp Repts 50-566/79-16 b 30-967/79-16 on 
791016-18. No noneompl iantc noted. 

MURPHY, C.E. Region St Atlanta, Reactor Construction b Engineering 
Support Branch. 79/10/31. 3pp. 


■7913060089 IE Insp Repts SO-S66/79-16 b 50-567/79-16 on 791016-18. No 
noncompliance noted. Major areas Inspected: concrete placement 
(Unit U/QA audits, work packages b IE circulars. 

CANRTELL, F. 9. Region 8, Atlante, Reactor Construction b 
Engineering Support Branch. OOUOE. M. J. Region S, Atlanta, 
Office of the Director. 79/10/29. Spp. 


7918060163 Forwards IE Info Notice 79-12A/ "Attempted Damege to Mew 
Fuel Assemblies.” No specific action or responso required, 
D'REILLY, J. P. Region 3, Atlanta, Office of the Director. 
79/11/09. 3pp. 


7912070499 Forwards IE Info Notice 79-37/ "Steam ■Oenerator Tube 
Ruptures at Two PHR Plants. " 

O 'REILLY, U. P. Region Si Atlanta, Office of the Director. 
79/11/16, 14pp. 


7912100192 Forwards IE Info Notice 79-23, "Overloading of Structural 
Elements Due to Pipe Support Loads." No response required. 

0 'REILLY,0. P. Region 8, Atlanta, Office of the Director. 
79/11/16. Ip. 


7918110973 Forwards IE Info Notice 79-89, "Lois of Nonsafety-Relatsd 
Reactor Coolant Byi Instrumentation During Oporatlon. " No 
specific action or response required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/U/I6. 3pp. 


7912060680 Forwards IE Circular 79-24, "Proper Installation b Gailbr of 
Coro Spray Pipe Break Detection Equipment on BWRs," No 
reeponse required. 

□ 'REILLY, J. P. Region 8, Atlanta, Office of the Director, 

79/11/86. Ip. 


7918110197 Forwards IE Circular 79-23, "Motor Starters b Contactors 
Failed to Operate, “ No response required, 

0 'REILLY, 0. P, Region S, Atlanta, Office of the Director. 
79/11/36. ip. 


7918190470 Forwards IE Bulletin 79-87, "Loss of Non-Cless IE 
Instrumentation b Control Power Sys Bus During Operation. " 
No written reeponse required. 

O'REILLY, J. P. Region 3, Atlento, Office of the Director. 
79/11/30. tp. 


7913310316 Forwerds IE Info Notice 79—30, "Reporting of Defects b 
Noneampllancso, 10CFR31. " No action required, 

O'REILLY, J. P, Region 8, Atlanta, Office of the Director. 
79/18/06. 6pp, 


7913800060 Forwards IB Bulletin 79-28, "Possible Malfunction of Nemco 
Modil EA160 Limit Switches at Elevated Temps. " Action 
rsqulred. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/18/07. 3pp. 


791SS804S6 Forwards IE Info Notice 79-31, "Use. of Incorrect Amplified 
Response Spectra." No written reiponee required, 

O'REILLY, J, P. Region 2, Atlanta, Office of the Director, 
79/18/13, 3pp. 


7918880190 Forwards IE Circular 79-a9» "Shock Arrastor Strut Assembly 
Interference. " No written response required. 

O'REILLY, J. P, Region 8, Atlanta, Office of the Director. 
79/lB/aO. 4pp, 
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S. Repartabls acturrencesi l.ERs & relatad correspondence 


7912050541 Second interim deflciencij rapt ra crack in. partially 
embedided rebar. Const procedures at sites rev is ed. Pi ans to 
submit neit rept by 60050S 

MILLSrL. M. Tennessee Valley Authority. 79/11/23. 2pp. 

7913190578 Forwards second interim deficiency rept re rebar bending not 
in accordance u/apacs. 

KILLStL.H. Tennessee Valley Authority. 79/11/23, Ip. 

— 7912190S10 Second interim deficiency rept re rebar bending not in 
accordance u/specs.Div of Const procedures for bending 
partially embedded rebar did not implement Const Spec Q-2 
requirements. Const procedures revised. 

» Tennessee Valley Authority. 79/11/23. 5p. 


7912030199 First interim deficiency rept re nonconformance In metal 
condu i Is. Damaged threads p burr s 8i flaked galvanlied coating 
detected. Defective parts will be returned to Triangle PHC U 
all conduits inspected. 

HILLSiL. H. Tennessee Valley Authority. 79/11/2A. 2pp. 

79iai9Di92 Forwards first interim deficiency rept re defective 
electrical conduit. 

MILLSi L. H. Tennessee Valley Authority. 79/il/2i. ip. 

— 791219069B First interim deficiency rept re defective electrical 
conduit. Defects identified as damaged threadst burr5> out of 
round & flaking of galvanlied coating. All conduits being 
inspected & defective conduit returned to Triangle PWC. 

• Tennessee Valley Authority. 79/11/26. Ip. 


DOCKET 8TN-50-567 YELLOW CHEEK NUCLEAR PLANT, UNIT 2 
A, Application/construction stage documents U correspondence 


7912110264 Discusses NHC plans to use generic analyses to develnp early 
verification program to resolve ATWS Issue for PWRs t» DURs. 

Success of program depends on industry response. Supports 
formation of ounovs groups to provide necessary Info. 

DENTONiH.n. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


7912130023 Notification of BOOi 10 meeting w/util to discuss reporting 
tovel of util OA it manager t< OA review of documents. 

SPRAWL, J.O. Ouality Assurance Branch. 79/12/05. Ip. 


F. Security, medical, emeryency h fire protection plans 


7912040471 Forwards info re upgraded emergency plans to plants under 
const & OL r BV i eu). Ap p 1 i ca n ts required to mala certain 
emergency arrangements y/state ti local organ! i at ions 8< 

BOtmlfc emorgency plans per Reg Guide 1. 101. 

VASSALLO. D. B Division of Project Management. 79/11/21. 6pp. 


Q. Inspection reports, tE Bulletins I, correspondence 


79I2OS0657 Forwards IE Insp Repts 50-566/79-15 l« 50-567/79-15 on 
790926-2 B, No noncomp I i anc e noted, 

SUTHERLAND, J. t. Region 2, Atlanta, Fuel Facility t Materials 

Safety Branch. 79/10/24. 2pp. 


— 7912050666 IE Insp Repts 50-566/79-15 & 50-567/79-15 on 790926-23. No 
noficomp 1 ianc e noted. Major areas Inspec ted: admini strative 
procedures, p lant site insp l< review of meteoro lo.gico 1 
measurements program. 

CUNNINGHAM. A, L. Region 2, Atlanta, Office of the Director. 
HUFHAti, J. H. Region 2, Atlanta, Fuel Facility & Materials Safety 

Drartli. 79/10/23. 3pp. 


7912060077 Fpriirards IE Insp Rep ts. 50-566/79-16 be 50-567/79-16 on 
791016-13. No noncompliancc noted, 

MURPHY, C. E. Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch. 79/10/31. 2pp, 


—7912060009 IE Insp Repts 50-566/79-16 tc 50-367/79-16 on 791016-iB. No 
noncompliance noted. Major areas inspected : concrete placement 
(Unit iliBA audits, work packages it IE circulars. 

CANRTELL.F. S. Region 2, Atlanta, Reactor Construction li 

Engineering Support Branch. GDUGE, M. J. Region 3, Atlanta, 
Office of fche Director. 79/10/29. 3pp. 


7912060163 Forwards IE Info Notice 79-12A, "Attempted Damage to New 
Fuel Asiemtlies. '' No specific action or response required, 
0*BEII.LV, J, P. Region 2, Atlanta, Office of the Director. 
79/11/09. 3pp. 


7912070499 Forwards IE Info Notice 79-27, "Btoam Generator Tube 
Ruptures at Two PWR Plants. “ 

O'REILLY, J. P Region 2, Atlanta, Office of the Director. 

79/11/16. 14pp, 

7912100192 Forwards IE Info Notice 79-28, "Overloading of Structural 
Elements Due to Pipe Support Loads. " No response required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/16. Ip. 

7912110575 Forwards IE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Ins trumentatl nn During Operation." No 
specific action or response required. 

D'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/11/16. 2pp. 

7912060620 Forwards IE Circular 79-24, "Proper Installation fc Calihr of 
Core Spray Pipe Break Detection Equipment on DWRs. " No 
responSD required. 

D 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 

79/11/26, Ip. 

7912110157 Forwards IE Circular 79-23, "Motor Starters & Contactors 
Failed to Operate," No rosporso required. 

0 'REILLY, J. P, Region 2, Atlanta, Office of the Director. 

79/11/26. ip. 


791219047a Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation 6 Control Power Sys Dus During Operation." 
No written rosponso required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 
79/11/30. Ip. 


7912310316 Forwards IE Info Notice 79-30. "Reporting of Defects & 
Noncompliances, 10CFR21. " No action required. 

0 'REILLY, J, P. Region 2, Atlanta, Office of the Director. 
79/12/06. 6pp. 


7912200060 Forwards IE Bulletin 79-28, "Possible Malfunction of NaihCO 
Model EAISO Limit Buttches at Elevated Temps, " Action 
required. 

0 'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/07. 3pp. 


79122B0426 Forwards IE Info Notice 79-31, "Use of Incorrect Amplified 
Response Spectra. " No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/13. 3pp. 


79122B0150 Forwards IE Circular 79-25. "Shock Arrestor Strut Assembly 
Interference." No written response required. 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director. 

79/12/20. 4pp. 


S. Reportable occurrences, LERs Ci related correspondence 


7912050541 Second interim deficiency rapt re crack In partially 
embedded rebar. Const procedures at sites revised. Plans td 
submit nest rept by 80020B. 

MILLS, L.M. Tennessee Valley Authority. 79/11/23. 2pp. 

791219057B Forwards second interim deficiency rept re rebar bending not 
In accordance w/specs. 

MILLS, L. M. Tennessee Valley Authority. 79/H/23. ip. 

"7912190610 Second interim deficiency rept re rebar bending not in 
accordance w/specs. Dlv of Const procedures for bending 
partially erabaddod rebar did not Implement Const Bpec G-2 
requirements. Const procedures revised. 

« Tennessee Valley Authority. 79/11/23, Ip. 


7912030199 First interim deficiency rept re nonconformance In matal ■ 
conduits. Damaged threads, burrs U flaked galvanlied coating 
deteeted. Defective parts will be returned to Triangle PMC 
all conduits inspected. 

MILLS, L.M. Tennessee Valley Authority. 79/H/26. 2pp. 


7912190692 Forwards first interim deficiency rept re defective 
electrical conduit. 

MILLS, L.M. Tennessee Valley Authority. 79/11/26. Ip. 


•7912190698 First interim deficiency rept re defective electrical 
conduit. Defects identified as damaged threads, burrs, out of 
round h flaking of galvanlied coating. All conduits being 
inspected & defective conduit returned to Triangle PMC. 

* Tennessee Valley Authority: 79/11/26. ip. 
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DaCKET 8TN-S0-56B N5P NUCLEAR, UNIT 1 


A. App i Icdtion/conatruc tion stage document's b correspondence 


7?liaaoi93 Discusses mods to NRC position re status b appl icabi lltu of 
TMJ— a accident review b NUfiE0-0S78 to facilities under 
cons t. Forwards addl Info to be considered in development of 
final plant design b procedures. 

VAS8ALLO, 0. D. Division of Project Management. 77/10/10. dpp. 


771S1102A4 Discusses NRC plans to use generic analgses to develop earlg 
verification program to resolve ATMS Issue for PWRs b DWRs. 

Success of program depends on industry response. Supports 
formation of owners groups to provide necessary info. 

DENTQNiH. R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp. 


H. Oennral correspondence 


791S2OOb03 Responds to end request for data on positive points on 
nucloar energy. Forwards eicorpts of DE8 (NUREO-0589). 

Probable llfetlms generating costs b health effects favored 
nuclear plant over coal. 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/12/03. Ip. 


■-79iaS00605 Requests data on positive points of nuclear energy, for 
us« in class debate. 

PEEBLES, Y.8. Affiliation Unknown. 79/12/03. Ip. 


7913190019 Responds to 791101 Itr requesting nuclear energy info. 
Poruiardt DE8 re facility const. 

DENTON.H. R. Office of Nuclear Reactor Regulation. 79/12/04. Ip. 


DOCKET BTN-S0-S69 NEP NUCLEAR, UNIT 2 


A. Appllcatlan/constructlon stage documents b correspondence 


7911380193 Discusses mods to NRC position re status b applicablUty of 
THI— a accident review b NUREO-097B to facilities under 
cans b. Forwards addl info to be considered In development of 
final plant design b procedures. 

VASSALLOi Q. Division of Project Management, 79/10/10. 4pp. 


791S110264 Discusses NRC plans to use generic analytes to develop early 
verlPtcation program to resolve ATHQ issue for PURs b DMRs. 

Buccass of program depends on Industry response. Supports 
formation of owners groups to provide necessary Info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 3pp, 


H. Oeneral correspondence 


7912200&03 Responds to end request for data on positive points on 
nuclear energy. Forwards eicerpts of DE8 <NURE0-0929). 

Probabla Ilfetlma generating costs b health effects favored 
nuclear plant over coal, 

DENTON, H. R. Office of Nuclear Reactor Regulation, 79/12/03. Ip. 


— 7918300609 Requests data on positive points of nuclear energy, for 
use in class debate. 

PEEBLES, Y. 9. Affiliation Unknown. 79/12/03. ip. 


7918190019 Responds to 791101 Itr requesting nuclear energy Info. 
Forieards DEB re facility const. 

DENTON.H. fi. Office of Nuclear Reactor Regulation. 79/1S/04. Ip. 


DOCKET 9TN-90-974 DAONAC NUCLEAR POWER PROJECT 


A. App 1 Ication/constructlon stage documents b correspondence 


791S030071 Forwards comments re procedural b jurisdictional issues 
raisad by Usstinghouse opp llca tlon. Has 1 th b safety impact 
of axportsd nuclear metis In foreign nations outside NRC 
jurlstfUtlon. 

DANKHEYER, T. R. Oeneral Electric Co. 79/11/13. 14pp. 


7918030078 Submits comments on procedural b jurisdictianal issues 
Involved In Hestlnghousa appl Icetion. NRC has no 
ertr«tprrltorlal juried ictlon. Health, safety b environ 
aspects are rasponslbilltg of recipient country. 

DEPDIX.V. P. Atomic Industrial Forum, 79/11/16. 9pp, 


7912030066 Comments on safety b environ factors ra proposed 
Wfstinghouse application. Opposes loan to Filipino govt to 
flnanca nuclear plant. NRC obliged to study safety health b 
environ impacts of fadltty. 

COLLINS, B.H. Affiliation Unknown. 79/11/19. App, 


7912050219 Forwards notes b errata sheet to views on procedural b 
jurisdictional issues re Uestinghouse application to ctport 
nuclear reactor to Philippines, 

PERLAS, J. N, Affiliation Unknown. 79/11/21, Bpp. 


7912210141 Forwards IAEA safety espert ropts b cover Itr. 

HAUBER.R, D. Office of International Programs. 79/12/09, 2pp, 


7912210160 "Technical Assistance In OA b NonOestructive Testina, " Field 
Rept 1,790710-0010. 

ALBERT, M.G. International Atomic Energy Agency (Austria! 

79/QB/31. Bpp. 

7912210173 "Technical Assistance In OA b NonOestructive Teitlno, • Field 
Rept 3,790310-1110. 

ALBERT, W. 6. International Atomic Energy Agency (Austria), 

79/11/30. 30pp, 


0. Adjudicato-ry correspondence 


7912050392 Forwards, on be)ialf of Embassy of Philippines, Natl Power 
Corp views re export as interested state agency of Oovt of 
Philippines. 

RCJMUALDE2. E. Z. Philippines. 79/11/15. Ip. 


"7912050396 Statement of views by Matl Power Corp. agency of Oovt of 
Philippines, in response to Commission 791019 order. Atomic 
Energy b Nuclear Nonproliferation Acts were not promulgated 
to dictate policies on foreign nations 
» Philippines. 79/11/15. Bpp. 


7912030023 Response to Commission 791019 order requesting views on 
nuclear reactor export to Phi lippines. Requests hearing on 
Issues presented In 790419 petition to intervene. Supporting 
documentati'On and. 

ASHER, T. R. Center for Development Policy. BOOIMiT. R. Bogin, N. a, 
79/11/19. 67pp. 


7912050097 Comments in response to Commission 791019 order requesting 
views on Commission jurisdiction to consider nuclear reactor 
effects in foreign country. Proceed ing affects foreign policy 
which NRC cannot formulate. 

SCAROLA, J. A. Ebasco ServiCBS. Inc. (subs, of Enserch Corp.). 
79/11/19. ITpn- 


7912050328 Affidavit of C Planas on 791119 re Westinghouse application 
to ojport nuclear reactor to Phil ippines. Application should 
be denied due to health b safety risks b high cost of maint 
FLANAS.C. Affiliation Unknown. 79/11/19. 4pp. 


7918050336 Forwards petition stating views of 16 individuals b 14 
public Interest groups re Uestinghause application to export 
nuclear reactor to Philippines in response to NRC 791019 
request for comoients, 

A3HER,T. R. Asher, T.fi., PC. 79/11/19. Ip. 


——7912050343 Urges NRC to undertake examination of healtli, safety b 
environ impacts of proposed Philippines reactor. 

MATTiaONrL. Center for Devolopment Policy. 79/11/13. 2pp. 


7918110379 Forwards Concerned Citliens Reactor Export Review Board 
responses re NRC hearing on nuclear reactor export to 
Philippines. 

HAYES, P. J. Ca lifornla, Univ. of, Berkeley. 79/1 1/19. !p. 


— 7912110333 Brief in lieu of pleading, re nuclear reactor export to 
Philippines, Questions ability of less developed nations to 
deal w/nuclear technology Issues. Supporting documentation 
end. 

ZARSKYfL. Concerned Cititens Reactor Export Review BO'ard. 
79/11/19. 132pp, 


7918090806 Forwards revised request for hearing on seven Issues 
outlined in 790419 request to Intervene. 

ABHER.T.R. Asher, T.R., PC. 79/11/21. Ip. 


— 7912050211 Response to NRC 791019 request for views on Philippine 
export proceedings. Hearing on seven items outlined in 790419 
petition to intervene requested. 

ASHER, T.R. Center for Development Policy. 79/11/21. 69pp. 


7918090077 Response in apposition to Ctr for Development Policy, 
Philippine Movement for Environ Protection et al 791119 
request that Cammlssion waive rules on export proceedings. 

Kelleher rept available to public. Certificate of Sve end. 

BECKER, J.M. Office of the Executive Legal Director. 79/11/29. 9pp. 
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7>?12I0047‘^ RBaponsj in oppoaitlon tp Ctr #OT Dbvo lopraent Policijj 
Philippine Movompnt for Environ Protec t ion, Movement for Free 
Philippines Ic NJ Periaa 791119 p 1 ead Ing Wa 1 ver of eipori 
rules will create uncertainty among Importing cauntries. 
BETTAUER. n. J. S tato j Dep t , 0 f 79/11/29. 4pp. 


791SI 10437 Notifies that NRC intends to routinely forward to 
appropriate state public util regulatory groups !, state atty 
general ofcs copies of escalated enforcement correspondence 

sent by NRC to licensees. /aa 

KSPPLEfttJ 0. Region 3, Chicago, Office of the Uirictor, 79/11/83. 


79iajl0349 forwards Friends of the Flipino People 791114 Itr 
transmitting 1.900 slffnatures requesting denial of nuclear 
reactor oiport license to Phi 1 1 ppines, Ent ire document 
available in PDJl in Mashingon. DC. 

9 Docketing U Services Branch. 79/12/06. ip. 


7913190240 Forwards IE Bulletin 79-27, "Loss of Non-Class IE 
Instrurasntation I, Control Power Sys Dus During Operation. 
No written response required. 

KEPPLEHrJ. 0. Region 3, Chicago, Office of the Director, 
tp. 


— 7912110330 Forwards petitions containing 1,900 
denial of nuclear reactor aiport license to 
Public hearing urged. 

SCHIRMER, D. S. Friends of the Filipino Peopl 


signatures requesting 
Phil Ipptnes. 

B. 79/11/14. 5pp. 


7912140093 Forwards IE Info Notice 79-30, "Reporting of Defects b 
Noneompliances, lOCFRSl. " No action 

KEPPLERiJ. 0. Region 3, Chicago, Offic^'.of the Director 
Ip. 


79/IB/04, 


DOCKET STN-50-S80 ERIE NUCLEAR PLANT, UNIT I 

A. Appllcatlon/constructlon stage documents *< correspondence 


7911230153 Discusses nods to NRC position re status b app I Icab til ty of 
THI-2 accident review h NURE0-037e to facilities under 
const. Forwards addl info to be considered In devolopment of 
final plant design b procedures. „ 

VASBALLO, D. 0. Division of Project Management. 79/10/10. 4pp. 


7912200136 Forwards IE Bulletin 79-2B. "Possible Malfunction of Naaco 
Model BAiaO Limit Switches at Elevated Temps. " Action 

KEPPLE^j. 0. Region 3, Chicago, Office of the Director. 

Ip. 


79/18/ 10. 


DOCKET 8TN-50-SQ1 ERIE NUCLEAR PLANT, UNIT 2 

A. Appl leatlon/construet Ion stage documents b correepondenei 


7912110264 Discusses NRC plans to use generic analyses to develop 
verification program to resolve ATMS issue for PWRs b BHRs. 
Success of p-rogram depends on industry response. Supper ts 
formation of owners groups to provide necessary 
DENTON, H.R. Office of Nuclear Reactor Regulation. 79/10/17. 


ear ly 


3pp. 


791I2B01S3 Discusses mods to NRC position re status b applicability of 
Tm-2 accident review & NUREO-0370 to facilities under 
const. Forwards addl Info to be considered in development of 
flnel plant design b procedures. 




...a 




7912070004 Requests distribution of encl memorandum bo board 
notification svt lists. 

VAROA, S. A. Assistant Director for Light Water Reactors. 

app- 


79/ll/OB. 


C, Utility Environmental Report iERl, amends b correspondence 
7918S70081 Forwards updated distribution list for environ repts b 

flltlQndSi A 

DUNCAN, M. Environmental Projects Branch 8, 79/1Z/06. 4pp. 


7912110264 Discusses NRC plans to use generic analyses to develop sarly 
verification program to resolve ATMS Issue for PHRs b BHRi. 

Success of program depends on industry response. Supports 
formation of owners groups to provide neciitory , _ 

DENTON, H.R. Office of Nuclear Reactor Ragulation, 79/10/17. 3pp. 


7912070004 Requests distribution of 
notification sve lists. 

VAROA, 8. A. Assistant Director 


encl memorandum to board 
for Light Mater Reactors. 


3pp. 


79/ll/OB. 


P Operating license stage documents b corroipondenee 

7912120340 Forwards 10-yr forecast rept to be used in updating plants 
Final Environ Bt atomant. M/o encl. 

MILL£ft,B.H. Ohio Edison Co. 79/12/05. ip. 


C. Utility Environmental Report <ER>, amends b correspondence 

7912270081 Forwards updated distribution list for environ repte b 
DUNCAN, M. Environmental Projects Branch 2. 79/12/06. 4pp. 


flj. Inspection reports, IE Eulletins b correspondence 


P, Operating license stage documents b eorreipondence 


7912030147 Forwards IE Circular 79-22. "Stroke Times for Power Operated 
Relief Valwae. " No response required. 

KEPPUERj-J. 8. Region 3, Chicago, Office of the Director. 79/11/16. 
Ip- 


7912100241 Forwards IE Info Notice 79-28, ‘’Overloading of Structural 
Elements Due to Pipe Support Loads." No reaponse required. 

KEPPLERiU. 0. Region 3, Chicago, Office of the Director. 79/11/16. 

Ip. 


7912110386 Forwards JE Info Notice 79-29, "Loss of Nonsafety-Related 
Reactor Coolant Sys Instrumentation During Operation. " No 
specific action or reepons# required. 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 
Ip. 


7912120340 Forwards iO-yr forecast rept to be used in updating plants 
Final Environ Statement. M/o encl. 

MILLER, B.M. Ohio Edison Co. 79/12/03. Ip. 


0. Inepaction reports. IE Bulletins b correspondence 


912080147 Forwardi IE Circular 79-88, "Btroke Times for Power Operated 
Relief Valves." No response required. 

HEPPLER,J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 


112100241 Forwards IE Info Notice 79-23, "Over loading of Structural 
Elements Due to Pipe Support Loads," No response 

KEPPLER,J. 0. Region 3, Chicago, Office of the Director. 79/11/16. 


7918030405 Forwards IE Bulletin 79-26, “Boron 
Blades." No reaponae required. 

REPPLER,J.O. Region 3, Chicago,. Office of 

Ip. 


Loss From BUR Control 
the Director. 79/11/80. 


7912100441 Forwardi IE Circular 79-24, "Proper Installation b Callbr of 
Core Spray Pipe Break Detection Equipment on BHRs. '• No 
written response required, 

KEPPLERrJ. 0. Region 3, Chicago, Office of the Director. 79/11/86. 
Ip. 


i21lOSQ6 Forwards IE Info Notice 79-89, "Loss of Nonsaf ety-Helated 
leaetor Coolant Sys Instrumentation During Operation. No 
ipeelflc action or response required, 

lEPPLER, J. 0, Region 3, Ch t eago, Of f ice of the Director. 79/11/16. 
tp. 


I1B05040S Forwards IE Bulletin 79-26, "Boron Lose From BUR Control 
Blades." No response required. taittjon 

KEPPLER, 0. 0. Region 3, Chicago, Office of the Director. 79/11/80. 

lo. 


7912140283 Forwards IE Circular 79-23, "Motor Starters tt Contactors 
FaLlad to Operate. " No written response required. 

KEPPLER,J.O. Region 3, Chicago, Office of the Director. 79/11/26. 

ip. 


12100441 Forwards IE Circular 79-84, "Proper Installation fc Callbr al 
Core Spray Pipe Break Detection Equipment on BWRs. " No. 
written response required. . To/iuab 

KEPPLERfJ. 0. Region 3, Chicago, Office of the Director. 79/11/86. 
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7912140323 F6rw*rdi IB Circular 79-83i "Motor Startaro b Contactor! 
Fallad to Qporata. " No wrtttan rttpo'nto ri<iulrad, 

KEFPLSRi v>. 0. Ragion 3> Chicagot Off lea of tha Dlraetor. 79/11/26, 


791SI10437 Notlfiai that NRC intandf to routinelg forward to 
appreprlata itata public util ragulatorg groupi b atata attg - 
ganaral ofci cbplat of aacalatad anf orcotnant eorraapondanca 
aant bg NRC to llcanaaai. 

KCFFLERi J. 0. Roglon 3i Chlcagoi Offleo of tha Dlraetor. 79/11/32. 


791S190340 Forward! IE Bollatin 79-27. "Loss of Non-Clagi IE 
InttruAontatlon b Control Pouar Sgt But During Oparation. " 

Ho urltton raiponaa raquirad. 

KEPPLERtO, 0. Raglon 3. Chicago. Offica of tha Dlraetor. 79/11/30 
Ip- 


7913140099 Forwards IE Info Notica 79-30, "Raporting of Dafaets b 
Naneo«pllancas> 10CFR21. " No action or rasponaa ra<iulrad. 

KEPPLERi J. 0. Raglon 3, Chicago, Office of the Director. 79/12/06 
Ip. 


Q. Adjudieatorg eorraspondance 


7912120040 Ra^uests for reversal of NY State Board on Electric 
Generation Siting b Environ 791012 dli/nitial of application 
or. if revareal denied, for rehear ing. Ounorsh Ip op propoiad 
atatlon did not conitltute sufficient grounds for dismissal, 
SCHUTTi R. Nau York State Electric b Oas Corp. SCHUTTiR. Huber, 
*• ^“''^•811. PUTTER, J.L. Long Inland Lighting Co. 

79/11/12. 34pp. 


7912170149 Supports util 791029 reqosst for tndsfiniti 
NY State Siting Board 791012 dismissal of Case 00000, 
Raeomtnands waiting for outcome of util motion, due to 
federal b state proceedings. Certi flea te of Sve sncl. 
LEWIS, 8. H, Hearing Drench 2. 79/11/19. 6pp. 


daleg due to 
joint 


7912170327 Notice by NY State Board on Electric Oanaration Siting b 
Environ. Replia* to utils' application for rehearing of ASLB 
order dismissing application for cartlflcata of environ 
compatibility will be accepted If filed bu 791203. 

MADISON, S.R. New York, Stats of. 79/11/20. Ip. 


7912300136 Forwyds IE aulletln 79-28, "Possible Malfunction of Nameo 
Modal EAIBO Limit Switches at Elevated Temps. " Action 
r# 4 utra<l, 

KEPPLER, J, 0. Region 3, Chicago, Office of tha Dlraetor. 79/12/10. 

tf. 


791214001B Statement In opposition to applicants 791113 motion for 
rihaarlng ra ASLB order dismissing application. Appl Icants 
failed to ostabllsh prssont intention to build plant. 

Csrtlfleeta of 9ve and. 

ABRAMS, R., BIALIK, E. I. New York, State of, 79/11/21. 12pp. 


tXDCKET BTN-90-8a4 OIBBSAR, 01 DBS b HILL 

A. ApplKatlon/eonstruetlon stage documents b correspondanet 


7912260282 Reply In opposition to applicants 791US motion for 
rehearing ra NY State Siting Board dismissal of proceeding. 
Applicants failed to state naw arguments. No beneficial 
purpose will be served by rehearing. Certificate of Sve sncl. 
INDYKEiC.M. , FUYNN, M. New York, State of. 79/12/03, 81pp. 


‘2918120474 Forwards verification documents for in-housa computer 
programs 8CDNV, SPECTRA, OUAKE b TIME, In support of rtsponsa 
to MRC Question 131.63, 

PRIETO, R. Olbbs b Hill, Inc. (subs, of Dravo Corp. ). 79/11/30. 

53fp. 


DOCKET STN-SO-897 NEW HAVEN, UNIT 2 

A. Applleatlon/construction stage documents b corratpondance 


K. Utility Final Safety Analysis Report <FSAR> b amends 


7912180319 Forwards Amend 19 to OIBBSAR. 

PR1ET0,R. Olbbs b Hill, Inc. (sobs, of Dravo Corp. ). 79/11/30 

app. 


‘791813031B Amend 19 to OIBBSAR, revising pages in Vole 1,2, 3, 9 b 6. Three 
ovaralia drawings and. 

a Olbbs b Hill, Inc, (subs, of Dravo Corp. ), 79/11/30. 200pp. 


7912110264 Discusses NRC plans to use generic analyses to devalgp early 
verification program to resolve ATHB issue for PWRs b BHfle. 
success of program depends on industry response. Supports 
formation of owners groups to provide necessary Info. 

DENTON, H.fi, Office of Nuclear Reactor Regulation. 79/10/17. 3 pp, 


C, Utility Env Ironmental Report ( ER 1, amends b correspondsnes 


79128006S6 Forwards updated distribution list for environ rept supbIs b 
amends. 

DUNCAN, M. Envlronmontal Projects Branch 2. 79/12/07. Spp. 


DCkCKET aTN-gO-992 PALO VERDE NUCLEAR STATION, UNIT 4 
0. Adjudicatory correspondence 


7912200900 Requests substantive response to 791024 request for NRC to 
supplement EI8 to consider eonsequeneai of Class 9 nuclear 
accldanti. Failure to respond by 800104 will Indlcata NRC 
doaa not plan to require suppl. 

BALDMlHiH. A. Friends of the Earth. 79/12/21. Ip. 


DOCKET eTN-SO-993 PALO VERDE NUCLEAR BTATION, UNIT 9 
0. Adjudicatory eorraspondsnea 


0. Adjudicatory correspondonca 


fTiKi/xjit'r oupporcs Utji 791029 request for Indefinite 
NY State Siting Board 791018 dismissal of Case 80008 




Racommandi waiting for outcome of otlt motion, due to joint 
federal b state proceed ings. Certificate of Bve end. 

LEWIS, a. H, Hearing Branch 2. 79/11/19, 6pp. 


7912170227 Notice by NY State Board on Eloctrie Oeneratlon Siting b 
Environ. Replies to utils' application for rehearing of A8LB 
order dlsmisting application for cortiflcate of environ 
eompatlb 11 Ity will be accepted if filed by 791803. 

MADISDN, 8, R. Naw York, State of. 79/11/20. Ip. 


7912200900 Requeets eubstantlve response to 791024 raquest for NRC to 
Bupflamant Eia to consider eonsequencas of Gloss 9 nuclear 
accidents. Failure to raipond by B00104 will indicate NRC 
does not plan to require suppl. 

HALDMIN, M. A. Frlands of tha Earth. 79/12/21. Ip. 


7912140010 Statement In opposition to applicants 791118 motion for 
rahaartng re ASLB order dlsmlsalng application. App llcanti 
failed to establish present Intention to build plant. 

Cartlficits of Bve end. 

ABRAMS, Tl,, DlALlKiE. t. New York, State of, 79/11/81. ISpp. 


DOCKET 8TN-B0-S96 NEW HAVEN, UNIT I 

■A, Applleatlon/construction stag# documents b eorraepondenea 


7912110364 Discusses NRC plans to use generic analyses to develop early 
variflcatlan program to raeolve ATW8 Istua for PWRe b BWRs. 

Bueeass of program depends on industry rtsporiaa. Siuppof ti 
fdraatldn of owners groups to provide neqefsary Info. 

DENTON, H.R. Office ef Nuelsar Reactor Regulation, 79/10/17, 3pp, 


vu aHKovenvB /vittw mocion rOT 
rehearing re NY State Siting Board dismissal of proceeding. 
Applicants failed to stats new argumente.Nq beneficial 

••’'vsd by rehearing. Certificate of 0vc and. 
INDYKE, C.M., FLYNN, M. New York, State of. 79/12/03. 21pp. 


DOCKET 80-0990 NORTHWESTERN UNIV. 

F. Security, medical, emergency b fire protection ptani 


C. Utility EnylTOpmental Raport <ER>, amands b e orr eepondahee 



7912200696 Forwards updated distribution Hat for ahvlifon rapt ailppTs b 
amands. 

DUNCAN, M. Environmental Projacts Branch 2. 79/12/07. 8pp, 


7912120206 Forwards draft Rig Oulde 9, XX, "Std Format b Content for 
Licensee Physical Security Plan for Protection of BNM of 
‘"‘ ‘•"w Strategic Significance," W'/o end, 

REID,R. W. Dparetlng Reactors Branch 4 (Pre 791030). 79/08/22.. 
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DOCKET SO -599 CABROLL FACILITY^ I 

0. Ad jodteatoTij correspondence 


9 re solar energg. Detai la 


7913130098 Sopplee-enlary brief for ContentiunJ^re 


t< gain 
Svc end. 
SCHUAB. J. C 


loua Public Interest Research Group. 


79/11/14. 3pp. 


i.Ji.uit. ..u. 

Certificate of Svc ene I . Research Group. 79/11/14. 3pp. 

SCHWAB. J.C. lOLia Public Interest Reaearcn uruuy 

7912130049 Opposition tp admission of Jist'partg^**''** 

Nuclear Power Contention 19 . inlervenor lA Socialist Partg 
.. ^ ih^tr £t 1 d ( i ) j intervenop Stste of il 

Contentsons la( ii). lb< * c s. J on «. i Jlla. 

contentions 0,9 i ISb J. intervenor , i3pp, 

GODDARD, R. J.. COLDBERO, S C. Hearing Branch 2. 79/il/Sl. PP 

7912130294 Notice of 79U23 filing of motion to file second amended 

petition, memorandum in support “"“[J t of% Gogol 

filing, second amended petition, brief in support of E Gogol 
sJanSi^g Tpetttion fa!- reconsideration of 3 

HODNERfJ. L, Citizens Against Nuclear Power. 

7912140192 Response to ASLD 791010 memorandum 8. 

erehearing conference. Requests dismissal or mod of «me of 
interveners' contentions due to noncompl iance u/regulatlons. 

Certificate of Svc end. , . n ..ib •ro/li/n'l 

a Commonwealth Edison Co, * Isham. Lincoln t. Beale. 79/11/23. 

34pp. 


7912120557 Request for reconsideration of ASLB 791010 order for 
enlargement of hearing scope t. for acceptance of previous g 
flled^contentions. ASLD should consider modified ad judicatorg 
procedures 1. facts in case, 

SEKULEfi.B. N. Illinois. State of. 79/11/26. 16pp. 


7912200226 Dpposos Citizens Against Nuclear Power. Inc 791123 raquest to 
file second amended petition to intervene. Inexperience is no 
cause for filing late contentions nor is withdrawal of two 
proposed findings. ..... 

D lELAWSKI. A. P Consolidated Edison Co. of New Yod. 

Isham, Lincoln it Deale. 79/12/10. 7pp. 


BtELAHSKI, A. P. 


7912S00297 Opposes intervenor Jo Daviess County request to recansidar 

rejected contentions. Contentions lb, III ti ViaKlK21 & 
amended Contention IIKg) re fuel t, radwaste onsite storag* 
should be d i smi ssed. Cer t i f Icato of Svc end. 

BIELAWSKI,A, P. Consolidated Edison Co, of Now York. 

DIELAWSKl. A, P. Isham. Lincoln & Deale. 79/12/10. Spp. 


7912210406 Opposes Citizens Against Nuclear Power. Inc. J Runyon 8, 
E Gogol 791123 request for reconsideration of ABLD 791107 
denial of request to defer further consideration of early 
site review. Cert i fie ate of Svc end. 

GODDARD. R. J. Hearing Branch 2. 79/12/19. 4pp. 


7912260110 Seeks denial of Citliens Against Nuclear Power. J Runyon It 
e Gogol 791123 request to file second amended petition to 
intervene. New contentions do not expand Issues before ASLB. 
Certificate of Svc end. 

QDDDARD.R.J. Hearing Branch 2. 79/12/12. llpp. 


7912210093 RBBpnnse to intervenor Jo Daviess County Ad Hoc Comniittee on 
Nuclear Energy Info 791123 motion to roconsidep cententlons 
rejected on ASLD 791010 order. Opposes Contention IV i 
supports Contention IIKg) deferrals. W/Certl fi cato of Svc. 

QDDDARD.R.J. Hearing Branch 2. 79/12/13. 6pp. 


H, General correspondence 


7912310539 Certificate of Bve for NRC statement of position on 
contentions 8i motion to consolidate. 

GODDARD, R. J. Hearing Branch 2. 79/11/21. 2pp. 


DOCKET 50-600 CARROLL FACILITY 11 


7912130117 Motion to file seton 
KGDNER, J. L. Citizens Against 
J.L. 79/11/26 ip. 


d amended petition to intervene. 

Nuc 1 ear Power. KQDNER. J. L. Kodner. 


-7912130120 Memorandum in support of motion to file amended 

petition to intervene. Petitioner standing was confirmed by 
ASLB fol lowing 790919 prehearing conference. 

KODNER, J, L. Citizens Against Nucloar Power. KODNER, J. L. Kodnor, 
J.L. 79/11/26. 5pp, 


-7912130121 Second amended petition to intervene. Applicants failed to 
establish that Plum River fault 8, proximity to Stansky 
Airport 6 Savanna Army Depot will not affect site geologic 
8, safety suitability, 

KODNER. J.L. Citizens Against Nuclear Power. 79/11/26. ip. 


7912140295 Petition for reconsideration of Intervenors 791107 oral 
motion to defer further consideration of applicants' request 
re early site review until President's Commission results 
are known. Radiation-re lated issues should be insured. 
kodner, J.L. Citizens Against Nuclear Power. KQDNER, J.L. Kodner, 
J.L. 79/11/26 2pp 


7912310340 Forwards Cerlificale of Svc for State of IL 791121 motion 
for reconsideration 

SEKULER.S.N, lilinois. State of, 79/11/26, 3pp. 


7912130066 Requests for reconsideration of ASLB 791010 order re 
uests acceptance of Contentions I 
),IV 16). V (a) (I) 8< (21. Submits 
<j) 8i VI 

nranlttee on Nuclear Energy 


O. Adjudicatory correspondence 


'912130098 Supplementary brief for Contention 9 ro solar eneTgy. Detail* 
geographical & meteorological basis to establish credibility 
8< gain admissibility for early site review, Certi flcate Of 

Schwab' J C. lowa Public Interest Research Group. 79/11/14. 3pp. 

8912140034 Supplementary brief In lieu of pleading re Contention 9. 
Submits detailed geographical t< meteorological basis for 
contention re feasibility studies of solar energy. 

Certificate of Svc end. 

SCHWAB, J.C. lowa Public Interest Research Group. 79/11/14. app. 

7912130049 Opposition to admission of Intervenor Citizens Against 
Nucloar Power Contention 15, intervenor lA Socialist Party 
Contentions lailU.lb.lc 8. Id 1 1 J. Intervenor State of IL 
Contontions 0,9 J< 15b t< intervenor lA PIRO Contention Ilia, 

GODDARD, R. J. . GOLDBERG, S, C. Hearing Branch 2. 79/11/21. I3pp. 

7912130294 Notice of 791123 filing of motion to file second ameodod 
pet it ion, memorandum In support of second amended petition 
filing, second amended petition, brief in support of E Gogol 
standing 8< petition for reconsideration of motion to defer. 

KQDNER, J.L. Citizens Against Nuclear Power, 79/11/23. Zpp- 


7912140192 Response to ASLB 791010 memorandum 8c order re special 
prehearing conference. Requests dismissal or mod of some of 
intervenors' contentions due to noncompllance w/regulatlon*. 


intervenor 
Certificate of Svc end. 
f Commonwealth Edison Co. 
b4pp. 


» Isham. Lincoln It Beale. 79/11/23. 


pport of E Gogol standing 6 
of rejected 
EPA roquireaants. 
wer. KODNER. J. L. Kodner. 


2120557 Request for reconsideration of ASLD 791010 order for 
nlargement of hearing scope it for acceptance of previously 
lied contentions. ASLD should conaidor modified adjudicatory 
rocedures 8> facts in case. 


7918270049 Notifies that "Site Suitability - Slto Safety Rept" t< “Site 
Suitability - Environ Rept" will be updated it forwarded to 
ASLB in response to 79I2Q4 telcon, 

DIELAVISKI, A. P. Isham, Lincoln 6 Beale. 79/12/05. ip. 


7912130117 Motion to fil 
kodner, j. L. Citizens 
J.L, 79/11/26. ip. 


e second amendad petition to intervene. , 
Against Nuclear Power. KODNER, J.L. Kodnerz 


— 7912130120 Memorandum In 
petition to intervene. 
ASLB following 790919 
KODNER. J. U, Citizens 
J. L. 79/11/26. 5pp. 


support of notion to file second 
Petitioner standing was confirmed 
prehearing conference, 

Against Nuclear Power. KODNER.J. 


amended 
by ' 


L. Kodnern 
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—“7912130121 Second amended petition ' 
■ atablieh that Plum River fault tt 
Airport <( Savanna Army Depot ul ) 1 
b lafety suitability. 

K0DNER> J. L. Citiiens Against NucI 


;o intervene. Applicants failed to 
proilmity to Stansky 
not affect site geologic 

ear Power. 79/11/26. Ip. 


7912I2005S Refunds portion of 
incorporating site security 
MILLER. W.O. License Tee 


fee for License SNM-7 re Amend MPP-1, 
personnel training plan. 

Management Branch. 79/11/02. Ip. 


7918140295 Petition for reconsideration of Intervonors 791107 oral 
motion to defer further consideration of applicants' request 
re early site review until President's Commission results 
are known. Rad latlon-related issues should be Insured. 

KOONER. J. L. Citizens Against Nuclear Power. KODNER, J. L. KodneD 


7918310340 Forwards Certificate of Bvc for State of IL 791121 motion 
for reconsideration. 

SEKULER. S. N. Illinolsi State of. 79/11/26, 3pp. 


7918130066 Requests for reconsideration of ABLB 791010 order re 
rejected contentions. Requests acceptance of Contentions I 
fbl.III 18), in (c) L <g),IV <6)rV (a) (1) It (2). Submits 
amended Contentions III (j) b vi. 

COXjJ. N. Jo Daviess County Ad Hoc Committee on Nuclear Enerau 
Information. 77/11/20. 5pp. 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP, 


7912860352 Requests esemption from licensing 
to lleencees to incorporate decommissioning 
plans as conditions of licenses. 

ROUSE, L.C. Probabilistic Analysts Branch 
5pp. 


feus. Amends will be issued 
e/]3ei>g ency 

(Pre 791030). 70/07/13. 




. ■ , . r - rae.w, aus • J I T U I ' Ml 1 1 1 Q MM V Of 

correct violations noted in 791026 notice of violation. 
Corrective action Itr withheld <ref 10CFR2. 7901. 

79/1 1/19^°’ ^ fioglon 5. Ban Francisco, Safeguards Branch. 


DOCKET 70-0027 BABCOCK b WILCOX CO, 


7912130120 Brief In lieu of pleading in support of E Gogol standing b 
rejected contentions. Urges reinstatement of rejected 

1'2'?'S,7,B, 10, II b 13 per NEPA requirements. 

KODNER^ J.^L.^^^Cttliens Against Nuclear Power. KODNER, J.L. Kodner, 


79120S0093 Discusses IE insp of facility to review adequacy of 
□ poratlons, 1 icensos b amend application to modify emergency 
evacuation procedures. s s 

I'ETZLACH, N. Uranium Fuel Licensing Branch. 79/10/31. 4 pp, 


*'!** "Site Suitability - Bite Safety Rapt" b “Bite 

Bultabtlity - Environ Rept" will be updated b forwarded to 
ABLB in response to 791204 telcon. 

aiELAMSKI, A. P. Isham, Lincoln b Beale. 79/12/05. Ip, 


Commercial Nuclear Fpel Plant b Lynchburg Research Ctr. 
Implementation of packaging, transport b burial of low level 
raduaste per IE Bulletin 79-19 was adequate, 

KETZLACH, M. Uranium Fuol Licensing Branch. 79/10/31. 4pp. 


7918280226 Opposes Citizens Against Nuclear Power, Inc 791123 request to 
filo second amended petition to Intervene, Inexperience is no 
cauee for filing late contentions nor is withdrawal of two 
proposed findings. 

BIEUAWBKI, A, P. Consolidated Edison Co. of New York, BIELAMBKI,A P 
Isham, Lincoln b Beale. 79/12/10. 7pp. 


“79188B0257 Opposes Intervenor Jo Daviess County request to reconsider 
rejected contentions. Contentions lb, III b V<a><lK 2 ) b 
amended Contention IIKgl re fuel b radwaste onsite storage 
should be dismissed. Certificate of Sve end, 

BIELAHSKI, A. P, Consolidated Edison Co, of New York, 

BIELAH9KI. A. P, Isham, Lincoln b Beale. 79/12/10. 0pp, 


7918210406 Opposes Citiiens Against Nuclear Power, Inc, J Runyon b 
E Oogol 791123 request for reconsideration of A8LB 791107 
denial of request to defer further consideration of early 
sits review. Certificate of Bvc end. 

OODDARD.R.J, Hearing Branch 2. 79/12/12. 4pp. 


0^ Citiiens Against Nuclear Power, J Runyon b 
E Oogol 791123 request to file second amended petition to 
Intervene. New contentions do not expand Issues before ABLB 
Certificate of Sve end. 

OODDARD.R.J, Hearing Branch 2. 79/12/18, Upp. 


7912200594 Discusses site visit of facilities for routine insp b 
review actions taken in response to IE Bulletin 79-19, 

Haste for Transport b Burial. " 
KETZLACNrN. Uranium Fuel Licensing Branch. 79/10/31, 4 pp 


7912110536 Forwards IE Insp Rept 70-0027/79-12 
noncompliance noted. 

KENNA.M.B. Region 8, Atlanta, Safeguards 


on 791016-19. No 
Branch. 79/11/01. 


8pp. 






I., - -r --r- -- - — Ml, , f iuia-i-7, no norcom 

noted. Major areas Inspoc ted : organl lat 1 on, fac i 1 1 ty change b 
mod, internal review, oporat 1 ons pracedure control & 
activities re packaging b shipment of low level waste 

Region 2, Atlanta. Office of the Director. 
KETZLACH. N. Division of Fuel Cycle b Material Safety. 

GILLESPIE, F, P, Region 8, Atlanta, Safeguards Branch. 79/10/31 

5pp. 


7912110288 Refunds portion of foe for Amend MPP-l 
incorporating safeguards contingency plan, 
Miller, w o. License Fee iianagemont Branch. 


to License aNM'42 
79/11/02. Ip, 


7912120252 Refunds portion of fee for License 8NM-42 re Amond HPP-1, 


Incorporating guard qualification t training plan. 

MILLER, W.O, License Fee Management Branch. 79/11/02, 


If- 


79I82I0093 Response to intervenor Jo Daviess County Ad Hoc Committee on 
Nuclear Energy Info 79U23 motion to reconsider contentions 
rejected on A9LB 791010 order, Opposes Contention IV b 
supports Contention IIKgl d eferral s. W/Certi f icate of 8vc. 

QDDDARD. R.J. Hearing Branch 8. 79/12/13, App, 


7912200600 Forwards IE Insp Rept 70-0027/79-14 on 791001-05 No 
noncompl lance noted. 

SUTHERLAND, J. T. Region 2, Atlanta, Fuel Facility b Materials 
Safety Branch. 79/IJ/06. Ip. " "riais 


H. General correspondence 


7912310339 Certificate of Sve for NRC statement of 
contentions b (notion to consolidate, 

ODDDARDiR.J. Hearing Branch 2. 79/11/81. 8pp. 


position on 








noted. Major areos ins pec t ed : ex ternal b internal exposure, 
respiratory pro tec tl on, in terna I aodi ts, shipping containers 
independent surveys b procedures. 

Facility & Materials Safety 
Reflion S. AtJantai Office of the Director. 

/v/lJi/Oo, “pp 


DOMESTIC LICENSINQ OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0008 BATTELLE COLUMBUS LABORATORIES 


7918130172 Denies 790008 request for approval of tri-stale prlinary b 
alternate routes. Approves 770830 request for tri-state/ 
alternate route. Proposal b Initial arrangements w/loeal law 
enforcement agencies withheld iref 10CFR8. 7901. 

MCCORKLE.O. W. Physical Security Licensing Branch. 79/10/83. 


7912170052 Responds to 790209 request For exemption to License 
Condition 3,1 re measuring retainer samples. No exemption 
or license revision required if outlined procedure followed. 
Ltr of 790809 deemed proprietary (ref 10CFR2, 790k. 

PARTLOW, J. 0. Material Control Licensing Branch. 79/11/19. 


Ip. 


of revised pages to fundamental 
^ control p Ian. Safeguards Amend MPP-1 to License 
SNM-42 revised by adding Contention 5,5 re physical 
iUo??’™*’,’’*,"*' 7^1002 ltr proprietary (ref lOCFRa, 7901. 

PARTLOtJ, J, o. Material Control Licensing Branch. 79/11/19. ip. 


7918180038 Refunds portion of fee for License 8NM-7 re Amend MPP-1, 
incorporating safeguards contingency plan. 

HILLER, W.O. License Fee Management Branch, 79/11/01. Ip. 


7912270015 Responds to 7911J5 ltr requesting time extension to complete 
requirements of 10CFR70, 51 ( oH4 1 C 1 ) for Sept-Oet mail ^ 

balance period. Safeguards A(nBnd MPP-1 revised to oranl 
request. * 

PARTLOW, J.O, Material Control Licensing Branch. 79/12/05, Ip. 
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DOCKET 70-0033 TEXAS INSTROMENTSj INC. 


791820029* Foruards IE In»p 
noncomp 1 lance noted. 
HARTIIN4U. 0. Res ion 1. 

2pp. 


ftept 70-0033/79-tl on 790911-13. No 
PhiUdalphia. Safeguards Branch. 79/10726. 


-7918800308 IE Insp Ropt 70-0033/79-U on 790911-13. Mo noncompliance 
noted, Major areas Inspee ted : measurement fc statistical 
controls fc ID *< associated LEID. Details withheld 
(ref 10CFn2, 790). ^ „ 

JDVMER. J. H. fiagton 1< Philadelphia. Safeguards Branch. 

HOLOOY. D. J. Raglon 1. Ph I lade IpMa. Office of the Director. 
79/10/8S. ip. 


7912040093 RenuffSts registration as user 
Container. 

SMERHAM. F. L. Te«as Instruments, Ine. 


of Model ORNL-BNU-NBa UN Fuel 
79/11/15. Ip. 


7912130197 Confirms 791114 approval to use statistical procedure 
desCPlIsad In Section 3.3.8 of JL Jaech “Statistical Methods 
In Nuclear Matl pontrol," in waste drum measureinont igs. 

PARTLOWiJ. 0. Material Control Licensing Branch. 79/11/80. Ip. 


DOCKET 70-0036 COMBUSTION ENOINEERIN&, INC. 


7912200426 Ac k receipt of 790906 Itr Informing NRC of steps taken to 
cerrect violations noted in IE Insp Repts 70—0135/79—04 8t 
70-0364/79-04. 

MARTIN, H.O, Region 1, Ph i ledolphia, Bafeguerdi Branch. 79/11/19. 

Ip. 


—7918200433 Forwards IE Insp Repts 70-0135/79-04 t, 70-0364/79-04 on 
79020S-0302 J< notice of violation. Ene Is withheld 
(ref 10CFR2. 90. > 

MARTIN, M. (3. ' Region 1, Philadelphia, Bafeguardi Branch, 

79/OQ/OB. 8pp. 


7918310351 RO; on 791 1 16, technic ian exposed to airborne insoluble Pu. 
Caused bg leak in flanged connection on gloveboi 175 due to 
failures of gasket surface 6 room temp vulcanlied caulking 
t ompound. 01 oveboKBs Inspected L air monitors used. 

AUSTIN. M.A. Babcock *1 Wilcox Co. 79/12/14. 8pp. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC. 


7918800477 PN3-I I-79-102J; on 791010, mobi li lab analgiad metal slag 
turned in to Johnson Cltg Press Chronicle reporter. Matl 
found to be depleted U measuring one by two Inches. No 
radicloglcal hazard. 

OILLESPIE, F. P. Region 2, Atlanta, Offtee of the Director. 
79/10/10. Ip. 


7912130445 Amend 4 to License SNM-33 authoriilng incinerator operation 
k semiannual insp bg Radiation Spec lal Is t-Windsor. Forwards 
updated Page 1. 

CROH.W, T. Uranium. Fuel Licensing Branch. 79/10/86. 2pp. 


7918170044 Confirms clarifications re 791108 Itr on measurinent 
regulrement for Inventory setup los. Condition 2.14 of Amend 
MPP-1 to License aNH-124 revised. Info In licensee Itr 
proprietary iref 10CFJI2. 790). 

PARTLQW, J. 0. Material Control Licensing Branch. 79/U/20. 2pp. 


7912170110 Discusses environ tt safety reviews of license amend 
application ?< supp 1. Ine i nera tor for combustible scrap lo 
acceptable. 

STEVENBON, R. L. Uranium Recovery Licensing Branch. 79/10, 

3pp. 


7918200305 Requests foe for 791107 application for amend of Hcenie 
gNM-124 for exemption Prom annuel evacuation drill 
requirements for each shift. 

WEISS, J. D. License Fee Manegemont Branch. 79/11/23. Ip. 


7912110882 F onwards IE Insp Rept 70-0036/79-06 on 791023-86. No 
noiicomp 1 ie n c e not ed. De tails withheld (ref 10CFR2,790), 

HIND, J, A Region 3, Chicago, Safeguards Branch. 79/11/21. 3pp. 


7918260171 Aek receipt of 7911S6 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0143/79-39, 

KENNA, W. B. Region 2, Atlanta, Safeguards Branch. 79/18/li. Ip. 


— 7912110275 IE Insp Rept 70-0036/79-03 on 791023-86. No noneompl lanCH 
noted. I^ajor areas insp ec ted ; measurement control program. 

Details withheld {ref 10CFR2. 790). 

PATTERSON, J. P. . HQLODY, D. J. Region 3, Chicago, Office of t(>o 
Director. HIND, J. A. Region 3. Chicago, Safeguards Branch. 

79/11/20. Ip. 


DOCKET 70-0135 BABCOCK i WILCOX CO, 


—7918260175 Responds to NRC 791108 Itr re violations noted in IE Insp 
Ropt 70-0143/79-39. Corrective actions withhild (ref 
10CFft2.790>. _ . 

MANSER, W.C. Nuclear Fuel Services, Ine, (tubs, of Ostty Oil Ca. }. 
79/11/86. Ip. 


— 7918260178 Forwards IE Insp Rept 70-0143/79-39 on 790910-14 It notice *• 
vl olat ion. Mot le e of violation withheld (tef i0CFRa.790J, 

KENNA, W.B. Region 8, Atlanta, Safeguards Branch. 79/11/02, 

8pp. 


7912050120 Aek receipt of 790918 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0135/79-08 It 
79-0364/79-12, Do tai Is withheld (ref lOCFRa. 7901. 

MARTIN.W.O. Region 1, Philadelphia, Safeguards Branch. 79/10/11. 

Ip. 


— 7918050127 Forwards IE Insp Rept 70-0135/79-08 fc 70-0364/79-12 on 
790416-20 *, notice of vio lat ion. Not I ce of violation withheld 
(ref lOCFRa. 790), 

MARTIN.W.O. Region i. Philadelphia, Bafeguarda Branch. 

79/00/20. 2pp. 


— 7918050141 IE Insp Rept 70-0135/79-08 b 70-0364/79-12 on 790416-20. 
Noneompl ianee noted : failure to properly search vehicle 
entering protected area. Details witMield {ref 10CFR8. 790), 
8MITH,{). C.i JDVNER. J. H, Region 1, Philadelphia, Bafeguarde 

Branch, 79/OB/OO. 4pp. 


7918200092 Ac It receiiit of 791012 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 70-0135/79-06 b 
70-0364/79-09. , 

MABTIN.H. O, Region 1, Philadelphia, fiafeguarde Branch. 79/11/19. 

tp- 


— 7912800095 Forwards IE Insp Repts 70-0135/79-06 fc 70-0364/79-09 on 
790305-0427 k notice of viola tlon. Notlc » of violation 
withheld (ref 10CFR3. 790). 

MARTIN.W.O. Region 1, Philadelphia, Safeguards Branch. 

79/10/01. 2pp. 


—7912200100 IE Insp Repts 70-0135/79-06 b 70-0364/79-09 on 790305-0427. 
Nanconpliance no ted; fa 1 lure to maintain required number of 
armed guards at Apollo faci 1 1 ty. Portions withheld 
(ref 10CFR2, 790). 

JOYNER, J.H. Region 2, Atlanta, Safeguards Branch. KUBKNER, M,L. 
Region 1, Philadelphia, Office of the Director. 79/09/24. 7pp. 


— 7918260181 IE Insp Rept 70-0143/79-39 on 790910-14. Noncomp lienee natel: 
failure to report stack, laundry b sanitary sewer losses for 
May, June b Jul 1979. Details withheld (ref iOCFR8. 790). 

DATES, J.W. Region 2, Atlanta, Office of the Director. 

OILLESPIE, F. P, Region 8, Atlanta, Bafeguarda Branch. 79/10/31. 

2pp. 


DOCKET 70-0850 THE DOEINO CD. 


7918800685 IE Insp Findings b Licensee Ack dtd 791083 of License 
BNM-255. Insp findlngsino Items of noncompliance or unsafe 
conditions found. ....... 

* Region 5, Ban Francisco, Office of the Director, 79/10/83. 


l>. 


DOCKET 70-0364 PARKS TOWNSHIP BITE. BABCOCK b WILCOX CO. 


7918030180 Aek receipt of 790912 Itr informing NRC of steps taken ts 
correct violations noted In IE Insp Rept 70-0135/79-00 b 
79-0364/79-12, Details withheld (re# i0CFfi2. 7901, 

MARTIN, H.O. Region 1, Phi ledelphia. Safeguards Branch. 79/10/U, 

tP- 


— 79120S0127 Forwards IE Insp Rept 70-0135/79-08 b 70-0364/79-12 on 
790416-20, b notice of violation. Notice of violation withheld 
(ref 10CFR2. 7901. 

MARTIN.W.O. Region 1, PhiUdalphia, Safeguards Branch. 
79/0B/20. 2pp. 


— 7912050141 IE Insp Rapt 70-0135/79-00 b 70-0364/79-18 on 790416-20. 
Noneompllance noted; failure to properly search vehicle 
entering protected area, Details withheld (ref 10CFR8.79O), 

SMITH, O.C., JOVNER.J. H. Region 1, Philadelphia, Saftyuards 

Branch. 79/08/08. 4pp. 
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79I&200910 Foruardt IE Imp Rapt 70-03i4/79“23 on 790910-14. No 
noncopipliane* noted. 

HADTINjW. 0. Region li Ph 1 tadolpliler Safeguarde Branch. 79/tl/OS. 

app. 


--7912800916 IE Imp Rept 70- 0364/79-23 on 790910-14. No noncompllance 
no.tsed. Ha jer areas Inspeetad; meaiuriment control program 
Invantorg raeoncll iation U records ti repts. Oetailp withheld 
(ref lOCFfia. 790. ) 

tlOYNERi J. H. < RATTAiA. D. . ZIBUL8KV. H. Region 1. Philadelphia. 
BaPeguards Branch. 79/10/23. ip. 


7912180101 Act receipt aP 791009 Itr informing NRC of atepte taken to 
correct violation* noted in IE Imp Rept 70-0364/79-22. 

ORlEfti B. H. Region 1. Phi ladelphia. Qfflee of the Director. 
79/11/09. Ip. 


—7912120106 Retpondi to NRC 790910 Itr re violations noted in IE Insp 
fiept 70-0364/79-22. Corrective actions; neutron meter* celifcr 
In aceordene* «/Prec*dure QC-CD-QO-019. 

AUSTlNtH, A. Babcock t< Hileoi Co. t Nuclear Material Div. 79/10/09. 

3pp. 


—7912120110 Forward* IE Insp Rspt 70-0364/79-22 on 790021-23 li notic* qP 
violation. 

BHITHiO. H. Rtgion 1. Ph 1 ladslphia. Fuel Facility ti Materials 
Safety Brench. 79/09/10. 2pp. 


— 7912120119 Notice of violation from insp on 790021-23. 

* Region 1. Philadelphia. Office of the Director. 79/09/17. 

2pp. 


7912200092 Ack receipt of 791012 itr informing NRC of steps takin to 
correct violations noted in IE Insp Rept* 70-0139/79-06 (i 
70-0364/79-09. 

MARTINiM. 0. Region 1. Philadelphia. Safeguards Branch. 79/11/19. 
Ip. 


— 7912200100 IE Insp Rept* 70-0139/79-06 b 70-0364/79-09 on 790309-0427. 
Noncompllance noted: failure to maintain required number of 
armed guards at Apollo fac i 1 i ty. Port! ons withhsld 
tref 10CFfi2. 790). 

OQYNER.J. H. Rtgion 2. Atlanta. Safeguards Branch. KUSHNER. U. L. 

Region 1. Philadelphia. Office of the Director. 79/09/24. 7pp. 


7912200426 Ack receipt of 790906 itr Informing NRC of steps taken to 
correct violations notsd in IE Insp Rapt* 70-0139/79-04 b 
70-0364/79-04. 

MARTIN. U. 0. Region 1. Ph i ladelph ia. Safeguard* Branch. 79/11/19. 
»P- 


—7912200433 Forward* IE Insp Repts 70-0139/79-04 b 70-0364/79-04 on 
790209-0302 b notice of vl olat ion. Ene is withheld 
(rtf 10CFR2. 90. > 

MARTIN. U.O. Region 1. Philadelphia. Safaguards Branch. 
79/OS/OB. 2pp. 


DOCKET 70-0371 UNITED NUCLEAR CORP, 


7912070269 Forward* IE Insp Rspt 70-0371/79-14 on 790013-17. No 
noncanipllanca noted. 

MARTIN. W.O. Raglon 1. Philadelphia. Safeguards Branch. 79/09/26. 
Ip. 


—7912070273 IE Insp Rept 70-0371/79-14 on 790813-17. No noneompl iance 
noted. Major araa* Insptctsd: physical inventory 
rtcanc illation b record* b rept*. 

COHEN. I. Region 1. Philadelphia. Office of the Director. 
NOLTNER. E, . JOVNER. 0, H. Region 1. Philadelphia. Safeguards 
Branch. 79/09/20. tp. 


7912200317 Forward* IE Insp Rept 70-0371/79-17 on 790910-14. No 
noncomptianee noted. 

MARTIN. U. 0. Region 1. Philadelphia. Safeguard* Branch. 79/10/29. 

Ip. 


“7912200333 IB Insp Rept ,70-0371/79-17 on 790910-14. No noncompllance 
noted. Major areas Inspectsd; fact 1 i ty organixatton. facility 
operetlan b storage b internal control. Detai Is withheld 
<rmf 10CFR2. 790), 

JOYNERiJ.K. . UOLTNER.E. < SMITH. 0. Region ii Phi ladelph la. 
Bafeguardi Branch. 79/10/23. Ip. 


7912180032 Notifies of completion of review of 790307 revised emergency 
plan. Forward* request for addl Info. 

ftOWiV). T. Uranium Fuel Licensing Branch. 79/10/30, 4pp. 


7912260043 Forwards IE Insp Rept 70-0371/79-10 on 791001-04. No 
nancompllance noted. 

HARTINiM.Q. Region 1. Philadelphia. Safeguards Branch. 79/11/07. 

2pp. 


— 7912260046 IE Insp Rapt 70-0371/79-19 on 791001-14. No noncompllance 
noted. Major areas insp ected : mg t of matls control sya b 
licensee action on previous Insp findings. 

MOLTNER. E. Region 1. Ph 1 lad elphla. Dfflce of the Director. 
JOYNER. J.H. Region 1, Ph 1 ladalphia. Safeguards Branch. 

79/11/05. Ip. 


7912200076 Ack receipt of 7910Q8 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0371/79-09. 

Detat Is withheld <ref 10CFR2. 790). 

MARTIN. H.O, Raglon 1. Philadelphia, Safeguards Branch. 79/11/19. 
Ip. 


— 7912200081 Forwards IE Insp Ropt 79-0371/79-09 on 790317-24 b notice 
of viola tion. Notice of violation withheld (ref 10CFR2.790). 

MARTIN. U.O. Region 1, Philadelphia. Safeguards Branch. 
79/09/13. 2pp. 


— 7912200080 IE Insp Rept 70-0371/79-09 on 790517-24. Noncomp 1 lance noted; 
unsecured botes did not Include verification of serial 
numbers. 9)1 of items in scrap storage area have errors in 
stated U inventory va I uos, Detai Is withheld (ref 10CFR2. 790). 

JOYNER. J.H. Region t, Philadelphia. Safeguards Branch. 

COHEN. I. Region 1. Philadelphia. Office of the Director. 

79/09/01. Ip. 


DOCKET 70-0687 UNION CARBIDE CORP. 


7912070077 Ack receipt of 790906 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0687/79-02. 

SMITH, 0. H. Region 1, Philadelphia. Fuel Facility b Materials 

Safety Branch. 79/10/15. Ip. 


— 7912070006 Responds to NRC 790B0B Itr re violation* noted in IE Imp 
Rept 70-0607/79-02. Corrective actions: radiation personnel 
monitors conveniently placed b warning sign posted on QC lab 
door. 

MCOaVERN. J. J. Union Carbide Carp. 79/09/06. 4pp. 

--7912070080 Forward* 790907 memo instructing personnel to uso monitoring 
equipment. 

MCOOVERN. J. J. Union CaTblda Corp. 79/09/13. Spp. 


— 7912070093 Forwards IE Insp Rept 70-0607/79-02 on 790514-16 b notice of 
violation. 

SMITH, O.M. Region i, Philadelphia, Fuel Facility b Materials 
Safety Branch, 79/O0/OB, 2pp. 


— 7912070090 Notice of violation from insp on 790514-16. 

» Region 1,- Phi I adelphia. Office of the Director. 79/08/06. 

app. 


--7912070113 IE Imp Rapt 70-0687/79-02 on 790514-16. Noncompllance noted; 
failure to maintain drum array in storage hot cells, to 
survey for alpha contamination b to maintain running 
inventory log of U-235. 

ROTH. J. , CROCKER, H.M. Region 1, Philadelphia. Fuel Facility b 

Materials Safety Branch. 79/00/06. tlpp. 


7912030642 Ack receipt of 790924 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 79-0667/79-03. 

SMITH, O.H. Region 1. Phi ladolphla. Fuel Facility b Materials 

Safety Branch. 79/10/24. 2pp. 


— 7912OSO640 Responds to NRC 790030 Itr re violations noted in IE Insp 
Rept 70-0687/79-03. Corrective actions: revieuad b updated 
personnel esposura history forms b urinalyses performed on 
hot lab personnol. 

MCOOVERN. J. J. Union Carbide Corp. 79/09/24, 3pp. 


—7912000635 Forwards IE Insp Rapt 70-06Q7/79-03 on 790711-13 b notice of 
violation. 

8MITH.0.K. Region 1. Philadelphia. Fuel Facility b Materials 
Safety Branch, 79/00/30. 2pp, 


—7912030658 Notice of violation from insp on 790711-13. 

# Region 1, Philadelphia, Office of the DlrectoT. 79/00/27. 
3pp. 
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-7-712050462 IE Inap Rept 70-06B7/79-03 on 79071 I - 12 , Non c arnp 1 ( anc e noted; 
failure to post criticality sign, c omp 1 ete Form 4, provide 
alpha monitor t perform bioassay. t. 

SraHRiJ P Region 1. Philadelphia. Fuel Facility t Hsterlals 

alfJty Drench C^MONS, P. E Roplen 1, Philadelphia, Office of 

the Director 77/09/37 9pp. 


791?afiOOS4 Atk receipt of 
correct violations note 
70-0687/79-01 
J1ARTIN.M. G, Region 

Ip 


791025 itr informing NRC of steps 
d in IE Insp Repts 90-054/79-03 h 

1, Phi ladclphia, Safeguards Branch. 


taien to 
79/U/19. 


-79I2B60061 Responds to NRC 790919 Ltr re violations noted in IE Insp 
Rept* 50-054/79-03 B< 70 - 0697 / 79 - 01 . C orrec t ive actions: 
incroasing mgt control of training program i< schedule of 
audits pramulHatcd , 

MCGOVERN. J. J. Union Carbide Corp. 79/10/25. Ip. 


7912310166 Responds to 790Q1S request for approval of spent fuel 
shipment routes. Primary routing disapproved. Alternate 
routing approved w/mod recommended by CA Highway Patrol. 
MCCORKLE, 0. W, Physical Security Licenulng Branch. 79/11/21. 

2 pp. 


7912190113 Forwards analyses of postulated accident scenarios at 
facility to support Chapter 7 of OE SER. for which LASL was 
raaponslble. ..o 

ROSE, D. 0. Los Alamos Scientific Laboratory, 79/12/13. 7Bpp. 


DOCHET 70-0B20 UNITED NUCLEAR CQRP. 


7912120531 AcV receipt of 790710 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0820/79-08. 

MARTIN, H.O. Region 1. Philadelphia. Safeguards Branch. 79/iO/U. 

Ip. 


-7912260068 Forwards IE Insp Repts 50-054/79-03 t 70-06B7/79-O1 on 
790424-27 U notice of vi o lation. Wot i ce of vioifltion 
uiithheld <rof 10CFR2. 790). 

MARTIN. H.O Region 1. Pb i 1 ad 9 1 ph i a. Safeguards Branch, 

79/09/19. 2pp. 


— 7918120540 Responds to NRC 790622 ltr re violations noted 
Rapt 70-0820/79-08. Corrective actions withhold 
(ref I0CFR2, 7901, „ ^ 

DaWERS.C. E. United Nuclear Corp., UNC Recovery Systems 
79/07/10. Ip. 


in IE Insp 


Dlv. 


-7912260074 IE Insp Repts 50-054/79-03 ti 70-0687/79-01 on 790424 97. 
NoncDmpliar.ce noted ; fal lure 

of aersonnol. Detail s of ln%p withheld Cref lOCPRS. 7?0), 

HOUODYiD. J. . ZIBULSKY. H. Region 1, Ph i I adelph ia. Of f ice of the 
Director. ODVNEH.U H. Region 1. Philadelphia, Safeguards 

Oraiich. 79/00/20, Ip. 


ODCHET 70-0693 NUCLEAR RESEARCH CORP. 


7912110182 Discusses IE Insp Repts 30-06068/79-01,30-08867/79-01, 
40-8621/79-01 N 70-0693/79-01 on 791003. No noncomp 1 lane o 
noted Mayor areas Inspected ; rad la t ion safety N eompllance 
w/NRC rogulatiuns. . i. 

HCCLINTOCtii R. □. Region 1. Philadelphia. Office of the Director. 

79/10/18 2pp 


— 7912120549 Forwards IE Insp Rept 70-0020/79-08 & notice of violation. 
Notice of violation withheld (ref 10CFR2.790). 

MARTIN. W.O. Region 1. Ph I ladelph ia. Safeguards Branch. 

79/06/22. 2pp. 


—7912120560 IE Insp Rept 70-0820/79-08 on 790313 - 16 , Non comp Uane* noted: 
failure to adjust control 1 < subsidiary accounts to results 
of two physical inventories within 30 calendar days after 
start of each inven tory . De tai Is withheld (ref 10CFR2. 7901i. 

ODDy, A. r HOLODYi D. J. Region h Ph I lade Iph lai Office of the 
Director. JOYNER, J.H. Region 1, Philadelphia, aafeguards 

Branch. 79/06/20. tp. 


7912100049 Forwards IE Insp 
noncomp iiance noted. 
MARTIN, H.O. Region 1. 

2 pp. 


Rept 70-0920/79-14 on 790710-13. No 
Philadelphia, Safeguards Branch. 79/10/23. 


DOCHEr 70-0734 GENERAL ATOMIC CO. 


7912120050 Refunds portion of fee for License BNM-696 rn Amend MPP— 1, 
Incorporating security guard training t qualification plan. 
MILLERpH. U. License F'eu Manapomont Branch. 79/11/01. Ip. 


7912120043 Refunds portion nf 
incorporating icuntingeiicy p 
MILLER. H O. License Fee 


fee for License BNM-696 ro Amend MPP-1. 

, .in 

Hanagemont Branch. 79/11/02. ip. 


7912190244 Forwards IE Insp Dept 70-0734/79-10 on 791013-19. No 
noncompUanco nokori, Major areas I nspec tod : proc odureo t 
records re program for conti'olling 8 , accounting for SNrI. 

Insp rept withheld fref 10CFR2. 790). . _ 

NDBOERHAUO, L R Region 3. San Francisco, Safeguards Branch. 

79/ll/OB. 2pp. 


791S260029 Forwards IE Insp Rept 70-0734/79-12 on 791113-15. No 
noncomp ti ance notod Major areas Inspec t od : ac t I vi t les re 
physical protection against Industrial sabotage l< theft or 
nuclear matl.Rept withheld (ref 10CfR2,790). 

NORDERHAilO, L. R. Region S, San Francisco, Safeguards Branch, 

79/12/11. 2pp 


-7912100057 IE Insp Rept 70-0880/79-14 on 790710-13, No noncompllance 
noted. Major areas inspec ted; security p Ian, socori ty 
organliation, physical barriers. aceoss control s. detection 
aids 4< response controls. Beta 1 1 s withheld (ref 10CFR2. 7901. 
LAOUNiR. , ROSANO.R. Region 1, Philadelphia, Office of the 
OiTOctor, DEVLIN, J. W, Region 1, Philadelphia, aafeguards 






7912260059 Forwards IE Insp 
none amp 1 iance noted. 
MARTIN, W O. Region 1. 
Ip, 


Rept 70-0820/79-19 on 790910-14. No 
Philadelphia, Safeguards Branch. 79/11/06. 


—7912260063 IE Insp Rept 70-0820/79-19 on 790910-14. No noncompHancf 
noted. Major areas lnspectBd:facillty organiiation 1< 
operati on. Dotai Is withheld (ref 10CFR2. 790). 

COHEN, I. , OQDYi A Region 1, Philadelphia, Office of the 

Director. JOYNER, J. H. Region 1, Philadelphia. Bafeguards 

Branch, 79/10/25 Ip. 


791S0600B5 Ack receipt of 791003 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Rept 70-0820/79-18, 

Q l-l Region li Ph I ladelph la* Fuel Facilltg & Material* 

Safety Branch. 79/11/09. Ip, 


DOCKET 70-0754 VALLEC I TOS NUCLEAR CENTER, GENERAL ELECTRIC CO, 


7912070256 Request for Interlocutory appeal from ASLO 791010 memorandum 
h order re denial of RV Dellums request to participate in 
proceedings tc to be represented by staff members not 
admitted to practice before federal or state bars. 

DELLDrtS, H. V. House of Rep. 79/10/26. 3pp. 


7912100350 Refunds portion of foe for Amend MPP-2 to License SNM-960, 
incorporating securtty guard training t, qualification plan, 

HILLER, H.O. License Foe Management Branch. 79/11/02. Ip. 


7912180086 Forwards IE Insp Rept 70-0754/79-09 on 790918-21, Nu 
noncomplianco noted. 

BDOKiH.E. Region 3, Ban Francisco, Fuel Facility S< Materials 

Safety Branch. 79/11/13. 2pp. 


— 7912180092 IE Insp Rept 70-0754/79-09 on 790918-21. No noncompliance 
noted. Major areas Inspec led: opganl rat 1 on, facility changes 
b mods, safety committee activities b operations review. 

COOLEY, W, J. Region 3, Chicago, Fuel Facility *, Materials Safety 

Branch. BDOK.H. E. NRC Regional Qffieas. 79/11/09, 5pp. 


— 7918060091 Responds to NRC 790924 ltr re violations noted in IE Insp 
Rept 70-0020/79-10, Advises ref sign not required for Co-60 
room. Twlce-ueek ly surveys of beta-gamma radiation conducted. 
BOHERBjC.E, United Nuclear Corp., UNC Recovery Systems Dlv. 
79/10/03. 4pp. 


— 7912060096 Forwards IE Insp 
violation. 

SMITH, O.H. Region 1, 

Safety Branch. 79/09/84. 


Rept 70-0820/79-18 on 790905-07 b notice 

Philadelphia, Fuel Facility b Materials 
2 pp. 


of 


— 7912060105 Notice uf violation 
« Region I, Philadelphia, 
ip. 


from insp on 790905-07. 

Office of the Blrector. 79/09/21. 


—7918060110 IE Insp Rept 70-0880/79-18 on 790905-07. Noncomp I iance notei: 
failure to post room b failure to perform survey at stated 
frequency. , . , 

CLEMONBiP.E. Region 1, Philadelphia, Office of the DlriClor. 
flTOHR,J,P. Region 1, Philadelphia, Fuel Facility It Material! 

Safety Branch. 79/09/21. 6 pp. 
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7912170067 Reapofids to 790420 submittal of roviaO'd pages to fuiidomental 
nuclear matl control p Ian. Reque a t a rovlobi of and coitimenta U 
foruiardinp of revisions ulthin 30 days. Info In 790420 Ibr 
proprietary (ref 10CFR2. 790>. 

RARTLOHi J. 0. Material Control Licensing Branch. 79/11/16. 2pp., 


7912310291 Ack receipt of 791024 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-0820/79-16. 

SMITH. O.H. Region 1. Philadelphia, fuel Facility t Materials 

Safety Branch. 79/11/30. 2pp. 


”7912310299 Responds to NRC 791009 Itr re violations noted in IE Insp 
Rapt 70-0020/79- 16. Correc t i VO acts ons: future shipments of 
SNM in containers u/lnner container mill have required 
records. 

BOWERS. C. E. United Nuclear Corp, > UNC Recovery Systems Div 
79/10/24. 4pp. 


— 7912310304 Forwards IE Insp Rept 70-0320/79-16 on 790B27-31 & notice 
of violation. 

SMITH. 0. H. Region 1. Philadelphia. Fuel Facility 1. Materials 

Safety Branch. 79/10/09. 2pp. 


— 7912310311 Notice of violation from insp on 790B27— 31. 

* Region 1. Philadelphia. Office of the Director. 79/10/04. 
2pp, 


— 7912310320 IE Insp Rept 70-0020/79-16 on 790827-31. Noncomp I iance noted: 
failure to have procedures which specifically address proper 
Closure of shipping con tainers. espec ia 1 ly Inner container. 

KINNEV.H. H. Region i. Philadelphia. Office of the Director. 
CROCKER. M. U. Region 1. Philadelphia. Fuel Facility Materials 

Bafsty Branch. 79/10/04. I3pp. 


DOCKET 70-0024 BABCOCK I WILCOX CO, 


79k22603S2 Requests esomption from licensing fees. Amends uill be issued 
to llcencees to incorporate decommissioning S< emergency 
plans as conditions of licenses. 

RQUSe.L.C. Probabilistic Analysis Branch (Pre 791030). 70/07/13. 

3pp. 


7912050093 Discusses IE insp of facility to revieu/ adequacy of 
oparatlons. I Icenses {< amend application to modify emergency 
evacuation procedures. 

KET21.ACH. N. Uranium Fuel Licensing Branch. 79/10/31. 4pp, 


79IS170043 Discusses insp of B&W Naval Nuclear Fuel Div facility. 
Commercial Nuclear Fuel Plant !< Lynchburg Research Ctr. 
Impleatentation of pac kag Ing. transport L burial of low level 
raduastc per IE Bulletin 79-19 uas adequate. 

KETZLACHi N. Uranium Fuel Licensing Branch. 79/10/31. 4pp. 


7918280594 Discusses site visit of facilities for routine insp & 
revleui actions taken in response to IE Bulletin 79-19. 
"Paelcaging of Lain Level Waste for Transport & Burial." 
KETILACH.N. Uranium Fuel Licensing Branch. 79/10/31. 4pp. 


7912100046 Ack receipt of 791112 itr informing NRC of steps taken to 
correct vlalotlons noted in IE Insp Rept 70-0024/79-06. 

SUTHERLAND. J. T. Region 2i Atlanta. Fool Facility {< Materials 

Safety Branch, 79/11/19. Ip, 


”7912100052 Responds to NRC 791019 Itr re violation noted in IE Insp 
Rept 70-0024/79-06. Correc tiVB actions: power ad air 
respirators used in hot cell entries & supplied air sys 
being installed. 

ENQELDER. T. C. Babcock & Wilcox Co 79/11/12. Ip. 


—7912100056 Forwards IE Insp Rept 70-0024/79-06 on 790910-14 & notice 
of violation. 

SUTHERLAND. J, T. Region 2. Atlanta. Fuel Facility !< Materials 
Safety Branch. 79/10/19. 2pp. 


“7912100060 Notice of violation from insp on 790910-14. 

* Region 2. Atlanta. Office of the Director. 79/10/10. Ip. 


—7912100070 IE Insp Rept 70-0024/79-06 on 790910-14, Noncorap liance 
noted: improper control of issuance return of reepiratlrs. 
tilLLSAPi W. J. Region 2. Atlanta. Office of the Director. 

OIBSDN. A. F, Region 2. Atlanta. Fuel Facility ti Materials Safety 

Branch. 79/10/10. 7pp. 


DOCKET 70-0903 GULF UNITED NUCLEAR FUELS CORF 


7912070263 Partially responds tu FOIA request for document re Pauling. 
NY site. Forwards requested info. Submits addl Info: sodium 
deuterium reactor never built at site, no matl ever used at 
site li no radioactive matl disposed of in lake. 

CARR.J.C. Division of Pules and Records. 79/11/16, 3pp. 


”7912070276 Discusses OA Co 740311 application to delete Pawling. NY as 
aothoriied place of use for License SNK-07l.3ile represents 
Insign 1 f i c ant risk to pub 1 ic. Rec ommonds that license be 
terminated 

CROW. W. T. Divisiutt of Fuel Cycle L Material Safety. 75/07/14. 

6pp. 


— 7912070209 Forwards Itrs sent to NY transmitting analytical results of 
7Q040B soil sampling at Gulf United Nuclear in Pauling. NV. 

Submits tabulation of Pu— 236 6 Pu— 239 results. No objoctlon 
to termination of Gulf United Nuclear license. U/o end. 

DAVIE. J. G. Office of Inspection Enforcement. Uffice of the 
Director, 75/07/07. 2p.p. 


— 7918070899 Discusses 740603 notification by Region 1 re suspicion of 
Pu contamination In concrete. Reg Ion 1 uill investigate. 

Region 1 has requested that Pawling.NY site not be deleted 
from Licenao SNI1-87i, 

CROW. W, T, Division of Fuel Cycle & Material 3afetij. 74/06/03, 

Ip. 


— 7912070305 Discusses review of data on Pu concentratinns in soil 
samples taken at Pawling.NY s lie. Concentrations do not 
represent radiation exposure haiard. 

MAQNO, P. J, Commission 75/06/25. ip. 


— 7918070335 Forwards results of analyses porformod by IE Health Sves Lab 
on soil samples taken at Gulf United Nuc lear. Paul ing i NY 
site. NY Health Dept 750300 Itr h EPA 750100 Ups end. 

NELSON. P.R. Region 1. Philadelphia. Office of the Director. 
75/05/06, 6pp. 


--7918O7O360 Forwards Insp Rept 70-0903/74-17 on 740905. No noncomp liance 
noted. Major areas inspoc ted : f oi louiup on decontamination of 
facility. 

NELSON.P.R. Region 1. Philadelphia. Office of the Director. 
74/09/86, 9pp 


— 7912070376 Bummary of 740729 meeting in Washington. DC re Pu 
concentrations in soil, in cunncctidn w/docommi s sioni ng. NRC 
recommended that ALAP approach be used L each site be 
treated on case-by-case bas is. W/dotommlss ioning description. 
HAMADAi G. Atomic Energy Cammlsslon. 74/00/22. 6pp. 


7912070291 Submits partial response to FOIA request for documents re 
Nuclear Development Assoc iati on. Uni ted Nuclear Corp.Oulf 
United Nuclear Corp L ATCDR. Inc, concerning facility site. 

Forwards requested info. Provi des addl info re site. 

CARR.J.C. Division of Rules and Records. 79/11/16. 3pp. 


—7912070300 Requests deletion of Pauling £< Eastvteu.NV as aothoriied 
places of use (< that all records re locatlens be destroyed. 

Also requests that License SNM-671 not be terminated. 

LOYSEN.P. Gulf Dll Corp, 74/03/11. 3pp. 


"7918070303 "Results of Radiological Survey." 
* ATCOR. 74/03/11. 67pp. 


— 7918070316 Forwards addl results of analyses performed by ID Health 
Sves Lab on soil samples taken at site. 

NELBON.P. R. Region 1, Ph iladelphla, Office of the Director. 
75/06/09. 2pp. 


— 7918070319 Forwards supporting documentation for conclusion that 2.0 
d Isln tegrations/mlniitB of P-u/g of soil is appropriate 
criteria for use In determining acceptable Pu concentration. 
STRNIOA.F.V. New York. State of. 75/06/20. 13pp, 


—7912070347 Requests guidance re levels ef Pu acceptable to AEC for 
unrestricted areas. Forwards results of licensee 
subcontractor b AEC analyses of four soil samples. 

BTOHR. J. P. Atomic Energy Commission. 74/07/10. 7pp. 


—7912070360 Discusses 74O0OB site visit by OA Co ti United Nuclear Corp 
to eiamine site. review results of analyses of radioactive 
matl In soil tt to determine course of action for termination 
of 1 icens e portion c one ernlng Pawl ing. NY, 

LOYSEN.P. General Atomic Co. (subs, of Oulf Oil Ce. 1. 74/00/15. 

2pp. 
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DOCKETED ITEMS 


docket 70-0935 CIHMARDH PACIUITY. 


7912040013 Forward* IE Irsp Rspt* TO 
790827-29 i 0926-27 t notUe af vi 
DAVIS.A. B. Ragion 3( Chitagoi 

Branch. 79/10/30. 2pp. 


-0925/79-04 fc 70-1193/79-04 on 
FiBi*Facility 6 Material* Safotg 


-79i2040015^Notice^oT^vioUtian^fro. 


7612050099 Respond* to NRC 790621 I tr r« violation* notad »n TE Ifll 

Rep WO-1 143/79-05. Disagree 0 u;/NHC ^ ‘ . 


"Kune; Ue dropJ^S.rlBurea re l.praperlv cenfrad 
^S£RL‘5.‘a ‘^S.U^;JoSSr^w:tr:c“cS,‘.p, . Micear En.r«V 

79/07/12. 8pp. 


—7912030102 Foruar 
of violation. 
BtllTH.O. H. 
Safety Branch. 


(I* IE Insp Rept 70-1143/79-03 on 790387-30 % Pidlll 

Realon 1. t’hl ladalpMa* FacUltd *< Hattr)*!* 

79/06/31 3pp. 


-7912040016 IE In.p Rept* 70-0925/79-04 6 70"‘‘”/79-04 on 790827-29 6 
0926-27. NoneonpliancB notsd: fatlor* to luboil P 

termination repts to NRC. c-,nitu 6 Material* flaPety 

CREOER.L.R. Repion 3, Chicago, Fuel FacU ty « 

Branch. DUBBV.N.E. Region 3, Chicago, Office of 
79/10/30. 10pp. 


DOCKET 70-1100 COMBUSTION ENOINEERINO, INC^ 


7912030104 Notice of violation 

• Region 1. Philadelphia, 
Ip. 


fretn Inap 
Office ef 


on 790337-30. 
the Director. 


79/06 /CO. 


-7912030100 IE In.p Rept 70-1143/79-08 on 790327-30. More oaif H irci p 
failure to maintain PlfslU unit “PRt*'*#' . 

KTNNSVi U W Region 1, Philadelphia, Office of the OlfiitoT. 
enS.H W. Region 1, Philadelphia, Fuel FacUltM k HalirU 
Qafetu Branch. 79/06/20, 10pp. ^ 


7912190768 Ack receipt of 791010 Itr 

79/11/19. 

Ip 


7912030374 Forwards IE Insp 
noncompllance rioted. 
MARTIN, W, 0. Region 1. 

3pp. 


Rept 70-1143/79-14 on 790029-31. Nfl 

I’h 1 lade Iphla, Oafeguards Branch. 79/10'/ 


-7912190775 Forwards IE Insp Rept 70- 100/79 ^"j^cFRf 790)^ 

of violation. Notice of violation withheld (ref lOCFRa^/vo 
MARTIN, HO. Region 1. Ph iladelphra. Safeguard* Branch. 

79/09/25. 2pp. 


-7912190781 IE In.p Rept 70-1100/79-06 

limit of error calculation* for receipt* of U dloklde powder 
i ihipment* of finished fuel failed to Include proper error 
rate. Details withheld (ref lOCFRE, 790). 

JOYNER, J H Region 1, Philadelphia, Safeguarde Branch. 

S?:d: j! Region 1, Philadelphia, Of flea of the Director. 
79/09/13 Ip. 


7912260256 Notifies of partial refund af 
License SNM-1067, 

MILLER, W.O. License Fee Management 


review fee for Amend 22 
Branch. 79/12/06. Ip. 


to 


DOCKET 70-1113 OENERAL ELECTRIC CO. 


7912190320 Discusses review of GE transfer of liquid hydrogen fluoride 
containing 2,600 uCi U enriched to 4X. Matl will bo used by 
Brush Heilman Co for beryllium pebble production. 

Environ contamination not expected. — >in/mn 'o»n 

SHUM, E. Y. Uranium Recovery Lleansing Branch. 79/10/28. 2pp. 


7912180035 U Process Licensing Section input to safety evaluation re 
amend deleting requirement for separate training program for 
each worker category. -0,1. .m. 

STEVENSON, R. L. Office of Nuclear Reactor Regulation. 79/11/06. 
2pp. 


79I21B0239 Amends License SNH-t097 to delete requirement for separate 
radiation safety training program for each working position 
tn fuel mfg operation. Corrects date error In Amend 8. 

CBOHiH. T, Uranium Fuel Licensing Branch, 79/11/06. ip. 


DOCKET 70-U43 HEBTINOHOUSE ELECTRIC CORF. 


79120500BO Aek receipt of 790928 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1 143/79-0, 

SMITH, O.H. Region 1, Philadelphia, Fuel Facility & Material* 

Safety Branch, 79/10/13. Ip. 


— 79120SOOSO Responds to NRC 790906 Itr re violation noted tn IE Insp 
Rept 70-1143/79-05. Corrective actions: until renewed license 
is issued, storage h Gatling gun arrangement will be 
llmi ted to 3 8 kg Pu. 

MOORE, J.S. Hesbinghouse Electric Corp., Nuclear Energy Systems. 
79/09/28. Ip. 


--79120S0093 Responds to 790712 Itr re violation noted in IE Insp Rapt 
70-1 143/79-05. Kay permissible value in storage rack h 
horiiontal square aroa for fissile matl overlapped 
comp letely. Requests Info re corrective actions. 

SMITH, O.H. Region 1, PhlUdelphla, Fuel Facility 6 Nateriats 
Safety Branch, 79/09/06, 2pp. 


-7912030303 IE In»P Rapt 70-U43/79-14 on 790029-tll. Mo nontompllini 
noted. Major areos inspected; enriched U l< Po pliysicml 
Uventorles. Details withheld (ref 10CFm 79(J>, 

SHITILO.C., fiUMHGHH,R. , JOVNER, O.H. flegloti I, Fhl 


naeaauards Branch. 79/10/10, 


7712120348 Forwards IE Insp Dept 70-1 14CI/79-1B on 790917—111.114 

noncompllance noted, 

SMITH, O.H, Region 1. PhlUdolphU, Office of tho Direct op. 
79/10/24. 2pp. 


-7912120353 IE Insp Rept 70-1143/79-15 on 790917-3 1. No. nontomp 1 1 irtl 
noted, Mejor areas inipscted : packag Ing of radioactive siall 
for transport, operation*, nuc lemr criticality safaty l< 

IQCFR21 compllanco. < 

CROCKER, M.W, Region 1, IMi 1 ladolph I «, Fuel Faculty If Ka tip 1 1 

Safety Ornneh, KINNEY, H W, Region 1, I'hlladelphiai Offid fl 








7912060674 PNO-I-79-014: on 791028, uiel dad Itmer vessel Of Oni of l09f 
FL-10-1 shipping container* received hy Hovannah River from 
Hestlnghouse was slightly pressurlied resulting in alrborM 
contamination. Caused by ruptured can of Pu oxide. 

RINNEV,H. H. , CROCKER, H. H. , OlilTMiO.H. Region 1> Ph 1 Imf elpMl p ■ 
Office of thu Director. 79/10/39, 3pp. 


7912200023 Itequests registration ao user of Model BU-'7 shlpflng 
container. . 

DlPlAZZA, R. P. Weetlnghouse lileclrlc Carp. 79/11/1)3. If. 

7912360066 Forwards IE Insp Rept VO-t 143/79-16 on 7909ID-aO, Wa 
nonenmpllanco noted. 

MARTIN, H.O. Region 1, Philadelphia, Hafeguards llparith. 79/1I1 

8pp. 

—7913260071 IE Insp Rept /O-l 143/79-16 on 790910-30. Mo tiOne»i»ptl«l»( 
noted. Major areas inspected: security plan>central mlaem t 
communication sys, testing 6 ma Int. Dstal I e withheld 
(ref 10CFR2. 790). 

JONEO.E. H. , MADDEN, W. Region 1, Ph { ladelpN la. Office of the 
Director. DEVLIN, J. H Region 1, Philadelphia, UefeguaPil 

Drench, 79/10/29, Ip, 


7912370173 Forwards 1C Insp Rept 70 •! 143/79-17 on 7909B4-2D Mo 
noncompllance noted. 

MARTIN, H.O. Region 1, Philadelphia, Mafeguarde Branch. 79/|Ji 

app. 


— 79123701Q0 IE Insp Rept 70-1143/79-17 on 791029, Mo noncompl I *nc» I 
Major arsas inspected: phyo leal inventory reconctllatiLon. 

RATTAcA. D, , UtlVNER, U. H, Region 1. Philadelphia. Office Pf tV 
Director, 79/10/89. 3pp, 


DOCKET 70-1131 MEOTINOHOUSE ELECTRIC CORF. 


79122603S2 Requeste exemption fron licensing fees. Amend ■ Mill hb ft 
to llcencoee to incorporate deconstiesioriiitg h emergency 
plans as condiblons of license*. 

ROUSE, L.C. Probabilistic Analysti tiranch <Fr* 7910301. 70/WI 

Spp. 


DOCKETED ITEMS 
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7918130484 Amtnd 3 to License SNM-1107 Authorising const & use oP 
uasto mtorege bl(tg> b<j revising Condition 10. 
cnOH. U. T. Ureniurs Fuel Licensing Branch. 79/10/83. Ip. 


--7912130927 Safety evaluation supporting 790903 amend application to 
License 8NN-1107 re const (• use of masts storage bldg. 

BTEVEfiSON, R. L. I CROU. U. T, Uranium Fuel Licensing Branch. 
79/10/23. 2pp, 


7918S102S4 Forwards IE Insp Rept 70-1151/79-13 on 790911-14. No 
noncompliance noted. Oetai Is ulthheld (ref 10CFR2. 790), 

KENNA>U. B. Regions. Atlanta. Bafeguards Branch. 79/11/29. 8pp. 


—7918810S3S IE Insp Rept 70-11S1/79-1S on 790911-14. No noneonpllance 
noted. tlajor areas Inspected; inventory difference'll limit of 
errors. shipping L rscelving records h repis & followup on 
Items of noneofflpl lance. Details withheld (ref lOCFRS. 790). 

OILLESPIE. F. P. Region 8. Atlanta. Bafeguards Branch, 

TODO.O. A. . JONES.O. U. Region 2. Atlanta, affice of the Director. 

79/11/89. Ip. 


DOCKET 70-1193 CIMARRON FAC IL ITT. KERR-NCOEE COfiP. 


7912040013 Forwards IE Insp Repts 70-0925/79-04 & 70-1193/79-04 on 
790827-39 li 0926-27 ti notice of violation. 

0AV19. A. B. Region 3. Chicago. Fuel Facility ti Materials Safety 
Branch. 79/10/30. 2pp. 


—7912040015 Notice of violation from insp on 790827-29 ti 0926-27, 
e Region 3. Chicago. Office of the Director. 79/10/30. Ip. 


—7912040016 IE Imp Repts 70-0925/79-04 fc 70-1193/79-04 on 790B27-29 b 
0926-87. Noncompllance noted: failure to submit employee 
termination repts to NRC. 

0RE6ER. L. R. Region 3. Chicago. Fual Facility b Haterlels Safety 
Branch. DUBRY. N. E. Region 3. Chicago. Office of the Director. 
79/10/30. 10pp. 


DOCKET 70-1801 UF 6 CONVERSION FACILITY. BABCOCK b WILCOX CO. 


7918050093 Discusees IE insp of facility to review adequacy of 
operations. 1 icensos b amend application to modify emergency 
aveciuatlon procedures, 

KETZLACH.N. Uranium Fuel Licensing Branch, 79/10/31. 4pp. 


7918170043 Discusses insp of BbM Naval Nuclear Fuel Div facility. 
Cosmerelal Nuclear Fuel Plant b Lynchburg Research Ctr. 
lAplementation of packaging. transport, b. burial of low level 
radwasto per IE Bulletin 79-19 was adequate. 

KETZLACH.N. Uranium Fuel Licensing Branch. 79/10/31. 4pp. 


7912280994 Discusses site visit of facilities for routine Insp b 
revitw actions teken in response to IE Bullotin 79-19. 
"Packaging of Low Level Haste for Transport b Burial. " 
KETZLACH. N. Uranium Fuel Licensing Branch. 79/10/31, 4pp. 


7918280001 Advises that complete revieien of procedure addressing 
shipment b receipt of radioactive matls per IE Bulletin 
79-19 will be completed by 800201 instead of 791231. as 
indicated. 

ZEFF.D, H. Babcock b Hllcoi Co. 79/12/12. Ip. 


DOCKET 70-1297 MIXED OXIDE FABRICATION PLANT. EXXON NUCLEAR CO.. INC, 


7912100353 Refunds portion of fee for Amend MPP-S to License BNM-9A0. 
incorporating security guard training b qualification plan. 

MILLER. W. 0, License Fee Management Branch. 79/11/02. Ip. 


7918180029 U Process Licensing Bsction input to safety evaluation re 
proposad laundry sys for U-contamtnated clothing. 
flTEVENOON. R. L. Office of Nuclear Reactor Ragulatlon. 79/11/06. 
app. 


7918300289 Notifies of Ameiid 20 to License SNM-t227. author 1 ling 
installation b use of laundry for U-centaminated protective 
clothing. 

CBDW.H. T. Uranium Fool Licer.slng Branch. 79/11/06. Ip. 


7912170073 Responds to 791005 submittal of revised pages to fundamental 
'nuelaar matl control plan. Revision 8.1 of Amend HPP-2 
approvad. Info In 791009 Itr proprietary <ref lOCFRS. 790). 

PARTLCM. J, 0. Materiel Control Licensing Branch. 79/11/iS, Ip, 


7912170121 Notifies of partial refund of amount paid for review of 
Amend 20 to License SNM-1227. 

MILLEfl.H. 0, Uranium Recovery Licensing Rpanch. 79/11/15. Ip. 


7912200437 PN3-V-79-O02: on 791 120, 1 Ic ensee reported questioning by FBI 
Portland. OR ofc as to whether Pu was SNN. Agency 
Investigating offers to sell Pu nltrete. 

NORDERHAUO. L. R. Regio'n 5, San Francisco, QFflce of the Director. 
79/11/20. Ip. 


7913190543 Requests payment of Category 1C fee re 791114 amend request 
for physical protection plan to process mlied oxide finished 
fuel reds. 

NEISS. J. D. License Fee Management Branch. 79/12/03 Ip. 


DOCKET 70-1303 MORRIQ OPERATIONS. QENERAU ELECTRIC CO, 


7912110416 Summary of 791004 meeting w/OE in Silver Spring. HD re 
possible addl work at Morris operation. 

EKPSDN.F. M. Advanced Fuel & Spent Fuel Licensing Branch. 79/lO/i7. 

app. 


7912120069 PNO-tll-79-029. on 791023. essential svcs motor generator set 
tripped. re stfl ting In tripping of Unit 3 reactor. Caused by 
e lamming of essential svcs electrical panel doer, 

CREED. J. Region 3. Chicago, Office of the Dlredtor. 79/10/26, 

app. 


7912310002 Responds to vendor 790819 b 1001 Itrs re revised security 
personnel training b qua 1 1 f icat ion plan b to 791002 Itr re 
revised safeguards contingency plan. Doth revised plane 
ac ceptable. 

MCCORKLEi 0. H. Physical Security Licensing Branch. 79/11/06. 

3pp. 


7912060032 Requests to be notified ef all hearings b actions re 6E 
nuclear waste facility at Morris. IL. 

CREEK, L. Af f il ia tlon Unkno.wn. 79/11/19. Ip . 


7912110148 Btatemont of position objecting to State of IL 790S2i 
contentions. Fai led to satisfy specificity b basis 
requirements. Petition may be amended w/o prior approval 
uithln time limit specified in rules. 

ROTHSCHILD. M. U. Hoariny Branch 1. 79/11/20. 23pp. 


— 7912110176 Statement of position objecting to D Rorem.et nl 790583 
contentions. Adheres to NRC 790614 respanse noting 
deficiencies in pet i t ion. Fai led to satisfy specificity b 
basis requirements. Cert 1 f ieate of Svc encl. 

ROTHSCHILD, M. U. Hearing Branch t. 79/11/20. 17pp. 


7912120040 Objection to Intervonor State of IL 790521 contentions. All 
contentions should be stricken for failure to meet cade 
requirements b for lack of spec 1 fic 1 ty. Cert if icata of Svc 
encl. 

8ZVIAJK0HBKI, R. H. ROONEY, M. A. Osnoral Electric Co. 8ZUAJK0HSK1. R. U 
Hayar. Drawn, b Flatt. 79/11/20. 13pp. 


7912130156 Objaetiun to interveners BL b R Rorem 790585 contentions. 
Contentions 3. 4. 6.7 b 9 irrelevant. Contentions 2. S b 8 
attack validity ef existing regula t ion. All contentions 
should be stricken. Cer tl f 1 cate of Svc encl. 

8ZUAJK0VISK1, R. U, RODNEY, M. A. Oqneral Electric Co. SZUAJKDUSKI. R. W 
Hayer. Broun b Platt. 79/11/20. 7pp. 


DOCKET 70-1362 HAHNEMANN MEDICAL COLLEGE b HOSP. PHILADELPHIA, PA 


7912060240 Ack receipt of 791015 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-08959/79-01 b 
70-1368/79-01. 

MCCLINTOCK.R. □. Region 1, Philadelphia. Office of the Director. 
79/11/01. Ip. 


—7912060239 Responds to NfIC 791001 Itr re violations noted in IE Insp 
Repts 30-08939/79-01 b 70-1362/79-Oi, Corree t Ive actions; new 
equipment ordered to chock lodination b safety procedures 
Initiated ro radioactive package disposal b lab. 

LIKOFF. H. Hahnemann Medical College b Hosp. of Philadelphia. PH. 
Pennsylvania. 79/l'O/lS. Spp. 


—7918060869 Forwards IE Insp Repts 30-02959/79-01 b 70-1362/79-01 on 
790920-21 b notice of violation. 

PiCCLINTOCK, R. D. Region 1. Phil adeiphla. Office of the Director. 
79/01/01. 2pp. 
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-79ia060£7V Notice of violation from inap on 790920 *< 21 . Noncamp 1 iance 
notBO: Failure to make adequate ourveys of iodination In 
labs it unrestri t tcii areas ^ failure to initiate safety 
procedures ro radioactive packaqe disposal 

» Region 1. Pti i lad e Ipli ia. Office oF the Director, 79/10/01. 

2pp. 


7912260371 Reaponso to interveiiors Carolina Environ Study GroupiMRDC 
t, State of SC opposition to NRC 790907 request for 
protective order re spent Fuel transport route Info. 

Certificate of Sve end. 

KETCHENiE. 0. Hearing Branch 4. 79/12/10. 7pp. 


DOCKET 70-1729 FUEL HEC. !/ STOH EfA, >■ ALLIED GENERAL NUCLEAR 8EBU1CE8 


7912060041 Hegoests correction of record to substitute RP Wilson. 
Assistant Atty General. SC Dept of Health t Environ Control, 


Assistant Atty 
for Rohersau. 

WILSON, R. P South Carolina. State of. 


7912060036 Forieards notice of TS Itqore withdrawal from proceedings. 
Cei ti ficate of 8vc encl 

QOSKEV. B. Volpe. Has key t/ Lyons 79/11/28. 3pp. 


DOCKET 70-2205 ST. LUKE'S HOBP MILWAUKEE. MI 


DOCKET 70-2756 TRANSNUCLEAR, INC. 


7912070085 Forwards IE Insp Ropts 70-2756/79-01.79-2761/79-01 tt 
70-2776/79-01 on 790925. No none omp 1 iant a noted. 

MARTIN, W. 0, Region 1. Philadelphia. Safeguards Branch. 79/10/17. 

2pp. 


— 7912070091 IE Insp Repts 70-2796/79-01.70-2761/79-01 8< 70-2776/79-01 
on 790926. No noncompliance noted. Major areas Inspected; 
security measures re esport shipment of SNM. Details withheld 
<ref 10CFR2. 790). , 

6M17H.R.H, . nOOERa.M, E. Region 1. Philadelphia. Office of the 
Director. DEVLIN, J. Region 1. Philadelphia. Safeguards Dranch. 

79/10/16. Ip. 


7912050471 Responds to FOIA request for documents re MRC insps of 3t 
Luke's St Mary's Hasps in Mlluaukoe.WI since Jan 19/9. 

Forwards insp repts of 791102 for each facility. 

CARR. J. C. Division of Rules and llaeords, 79/11/19. Ip. 


— 7912050482 Forwards IE Insp Rep t on 
DAVIS, A. B. Region 3. Chicago, 

Branch. 79/09/12 Ip 


790 B24 & 27. 

Fuel Facility 6 Materials Safety 


—7912050409 IE Insp Rept on 790B24 1. 27, Noncomp 1 iance not stated. 
TONOUE. T. M. Region 3, Chicago, Office of the Director. 
79/09/11. 19pp, 


DOCKET 70-2761 TRANSNUCLEAR, INC. 


7912070089 forwards IE Insp Repts 70-2756/79-01,79-2761/79-01 li 
70-2776/79-01 on 790925. No n oticomp 1 i anc e noted. 

MARTIN, H.O. Region I, Philadelphia, Safeguards Branch. 79/10/17. 

2pp. 


— 7918070091 IE Insp Repts 70-2756/79-01,70-2761/79-01 t< 70-2776/79-01 
on 790923. No noncomp ! iance noted. Major areas Inspected; 
security measures re export shipment of SNM. Details withheld 
(ref 10CFR2. 790). , . 

BHITHiR.H. > ROOERB.M.E, Region 1, Philadelphia, Office of the 
Director. DEVLIN, J. Region 1, Philadelphia, Safeguards Branch. 

•70/tnj iA its 


DOCKET 70-2623 MCGUIRE SPENT FUEL POOL. DUKE POWER CO. 


7912050313 Notice of transmittal of proposed interfacility 
transportation route desc r Ip t ion, maps S, route summary in 
response to NRC 791102 order. W/o enc 1 Cer t i fica te of Sve 
end, 

HOEFLING, R. K, Kearing Branch 4 79/li/07. 3pp 


DOCKET 70-2776 TRANSNUCLEAR, INC. 


791207 0009 Forwards IE Insp Repts 70-2756/79-01.79-2761/79-01 *, 
70-2776/79-01 on 790923. No noneomp I lance noted. 

MARTIN, H.O. Region 1, Philadelphia, Bafoguards Branch. 79/k0/17. 

2pp. 


7912060092 Memarandum explaining 
order will be issued. 

BISHOP, C.J. Atomic Safety and 
4pp. 


why no Full opinion re NRC 790906 
Licensing Board Panel. 79/tl/OB. 


7912100135 Forwards description of proposed transportation routes from 
Oconee to HcGwiro.maps of routes & route summary. per 
affidavits of nondisclosure 

HDEFLINQ, R M. Hearing Branch 4 79/11/16. Ip. 


7912060034 Acl receipt of Carolina Environ Study Group, State of SC I, 
licensee executed affidavits ro protected matls per 
Commission 791102 order, NHDC will not execute affidavit. 

Protected Info should be sent to persons listed in end. 

QICKWIT.L. Office of the General Counsel. 79/11/27. 2pp. 


-7912070091 IE Insp Repts 70-2756/79-01,70-2761/79—01 t< 70-2776/79-01 
□n 790985, No noncompliance noted. Major areas inspected: 
security measures re export shipment of SNM. Details withheld 
iref 10CFR2. 790). , . 

SMITH, n.H., ROOERS, M. E. Region 1, Philadelphia, Office of the 
Director. DEVLIN, J. Region 1, Philadelphia, Safeguards Branch. 

79/10/16. Ip. 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0003 EXXON NUCLEAR CO. , INC. 


791206060B Response to Comrni ss ion 791102 order inviting execution 
nondisclosure affidavits re routing of info for spent 
nuclear fuel trans shipment Urges denial of NRC petition for 
review. Certificate of Sve end. ,-,e-L,*ucn 

FLEISCHAKER, D. Natural Resources Defense Council. FLEISCHAKEH, 
Flelsthaker, 0, S 79/11/30, 7pp. 


of 


D. 


7912270124 Forwards chart of Exxon Nuclear current corporate 
organixation. Supplies addresses for correspondence re fuel 
facility licensing U transportation licensing. 

NlLSONiR. Exxon Nuclear Co., Ine. Isubs. of Exxon Corp. ). 

2pp. 


79/11/20. 


7912110432 Response In opposition to Commission 791102 order inviting 
execution of affidavits of nondisclosure re spent nuclear 
fuel transshipment routing info. Declines invi tation. Urges 
denial of NRC request for revi ew. Cert if icale of 8vc . 

FLEISCHAKER, D. Natural Resources Defense Council. FUEIBCHAKER, O. 
Fleischaker. D. S. 79/11/30. 7pp. 


7912190084 floquBsta confirmation of availability of C Marotta to assist 
in Oconee/McOulre hearings w/comp 1 e tion date of 791214. 

R0U3E. I..C. Advanced Fuel {< Spent Fuel Licensing Branch. 79/12/03. 

Ip 


7912140108 Order correcting transcript of W Bateman 790913 testimony. 
Grants KS McGovern request that 791116 Itr fc attachment be 
associated w/transeript of H Oateman testimony. 

MILLERjrt. E. Atomic Safety and Licensing Board Panel. 79/12/06. Ip. 


DOCKET 71-0006 UNITED NUCLEAR CORP. 


7912040020 Forwards OA program approval for radioactive metl package. 
MACDONALD, C. E. Transportation Branch. 79/11/20. Ip. 

—7918040023 QA program approval for radioactive matl package! 0006 
R^vlsicn 0. 

MACDONALD, C. E. Transportation Branch. 79/10/17. Ip. 


7912060140 Forwards QA program approval for radioactive matl padcage. 
MACDONALD, C. E. Transportation Branch. 79/11/26. Ip. 


"7912060147 QA program approval for radioactive matl paekaga; 0006, 
Revision 0. n, • 

MACDONALD, C. E. Transportation Branch. 79/11/26. ip. 


—7912140112 Forwards corrections to transcript of U Bateman 790913 
teitlfflony. 

MCGOVERN, K. S. Energy, Dept, of 79/11/16. 3pp. 


7912270050 Disavows 791126 QA progrem approval for radloaetlva matl 
packages 0006, Revision 0, as previous 791120 approval remains 
in effect. ^ . 

MACDONALD, C. E. Transportation Branch. 79/12/10. ip. 



DOCKETED ITEMS 


319 


DOCKET 7J-OOa4 HITTMAN NUCLEAR *. DEVELOPMENT CORP, 


7?lS2600Sa Foruard* QA prograrn approval for radioactive matl package 
MACDONALD. C, E, Transp orta 1 1 on Dra nc h . 79/12/06. ip. 


--7912260050 Qa pragram approval for radioactive matl packag e: OOS4. 
Revision 0. 

MACDONALD. C. E, Transportation Dranch. 79/12/06. Ip. 


DOCKET 71-0026 EASTERN TESTING «< INSPECTION 


7912120525 Foryards QA program approval for radioactive matl package. 
MACDONALD. C. E. Transportation Branch. 79/12/04. ip. 


— 7912LS0527 QA program approval for radioactive matl pac kage: 0026. 
Revision 0. 

MACDONALD. C. E. Transportation Branch. 79/12/04. Ip. 


DOCKET 71-0027 BABCOCK & WILCOX CD. 


7912170155 Foryards revised QA reiiulromcnts t. measures for 
ferantpar tatlon packaging as applied to industrial 
radtographg. 

VAUOHN. H. Babcock ti Wllcor Co. 79/12/12. Ip. 


"7912170142 Revised QA requirements & measures for transportation 
packaging as applied to industrial radiography, 
a Babcock fc Milcoi Co. 79/12/12. Qpp. 


DOCKET 71-0060 MQRRISDN-KNUDSEN CO. . INC. 


7912260036 Forwards QA program reflecting addl info requested In 791029 
I tr. 

PETERfiONt B. H, Morrison Knudsan Co.. Inc. 79/12/04. ip. 


--791226O03B OA program reflecting addl info requested in 791029 Itr. 
* Harrison Knudsen Co. . Ine. 79/12/04. 3pp. 


DOCKET 71-0073 HOHRISON-KNUDEEN CD. p INC. 


7912360036 Forwards QA program reflecting addl info requested in 791039 

Itp. 

PETERSONf B.H. Morrl son Knudsen Co. . Inc. 79/12/04. Ip. 


--791226003B QA program reflecting addl info requested in 791029 Itr. 
a Herrlson Knudsen Co.. Inc. 79/12/04. 3pp. 


DOCKET 71-0079 BABCOCK 8i WILCOX CD, 


7913060151 Forwards QA program approval for radioactive matl package. 
MACDONALD. C. E. Transportation Branch, 79/11/26. Ip. 


— 7912060160 QA program approval for radioactive matt package: 0079. 
Navi si on 0. 

MACDONALD. C. E. Transportation Dranch. 79/ii/26. Ip. 


DOCKET 71-OOBQ BABCOCK b WILCDX CO. 


7912200030 Forwards QA program for shipping containers. Revi sion 2. 
CDRDANI.R.A. Babcock b Wilcox Co. 79/11/12. ip. 


““7912200035 QA program for shipping cental ners. Revisl on 2. 
■» Babcock b Wilcox Co. 79/11/12. 35pp. 


7912190469 Forwards QA program approval for radioactive matl package. 
MACDONALD. C. E. Transportation Branch. 79/12/10. Ip. 


—7912190474 OA program approval for radioactive matl package: OOBS. 
Ravi a ion 0. 

MACDONALD. C. E. Transportation Dranch. 79/12/10. Ip. 


DOCKET 71-0096 PAN AMERICAN WORLD AIRWAYS 


7912200116 Requests oitension until 791231 to file revised QA program. 
DUNNiN. H. Pan American World Airways. Inc. 79/11/00. 2pp, 


7912210149 Approves of request for extension until 791231 to file QA 
program for radioactive shipping packages. 

MACDONALD. C. E, Transportation Branch, 79/12/04. Ip. 


DOCKET 71-0114 CaLDV-THIEUHEIER TESTING CO. 


7912210185 Foryards QA program for industrial radiography. 

7HIELMEIER, U. F. Co I by-Th i elmi o r Testing Co. .Inc. 79/11/29. ip. 


— 7912210199 OA program for industrial radiography. 

e Colby-Thtelmi or Testing Co.. Inc. 79/11/23. 3pp, 


DOCKET 71-0121 NEUTRON PRODUCTS, INC. 


7912060209 Submits request for addl info to complete review of 
Revision 1 to QA program 

MACDONALD. C . E. Transportation Branch. 79/11/26. Ip. 


DOCKET 71-0159 LOCKHEED MISSILES b SPACE 


7912140541 Submits addl info necessary for approval of QA program. 
Organ! lational chart end. 

ORR.W, D. Lockheed Missiles b Space Co. (subs. Lockheed Aircraft 
Corp. ), 79/11/03. 2pp. 


DOCKET 71-0160 OMAHA TESTING LABS., INC 


7912140143 Requests copy of NRC 791002 Itr roquesting addl info re QA 
program for rcceip t, hand! ing b shipment of radioactive matl. 
MERTZ.L.R. Omaha Nondestructive b Metal lurgical Testing. Inc. 
79/11/23 ip. 


DOCKET 71-0193 NAVV, DEPT. OF 


7912040071 Forwards QA program approval for radioactive matl package. 
MACDONALD. C. E. Transportation Branch. 79/11/20. Ip. 


— 7912040072 OA program approval for radioactive matl package: 0193. 
Revision 0, 

MACDONALD, C, E, Transportation Branch. 79/11/02. ip, 


DOCKET 71-0199 NAVY, DEPT. OF 


7912200146 Forwards OA program for industrial radiography, in response 
to NRC 700501 Itr. 

SPENCER, H. A. Navy, Dept of. 79/11/08. ip. 


— 7912200154 OA program for Industrial radiography. 
SPENCER, H. A. Navy, Dept, of, 79/11/09, 3pp. 


7912120510 Forwards OA program approval for radioactive matl package. 
MACDONALD. C. E. Transportation Dranch. 79/12/04. Ip. 


— 7912120512 QA program approval for radioactive matl package: 0199. 
Revision 0. 

MACDONALD. C.E. Transportation Dranch. 79/12/04, Ip. 


DOCKET 71-0206 PRYOR FOUNDRY. INC. 


7912180059 Submits QA program in response to NRC 790003 request, 
FULLER. E. J1 Case Co, 79/11/21, Ip. 


—7912160069 Ac k .receipt of 791130 application for approval of OA 
program. Program does not meet requirements. Requests revised 
application b forwards sample OA program. 

MACDQNALDrC. E, Transportation Branch. 79/00/03. 4pp. 



320 


DOCKETED ITEMS 


DOCKET 71-OSa5 NAW. DEPT, OF 


7?12130016 FoTuiofdB QA program approval for radioactive matl package. 
MACOONAUD. C. E. Transportation Branch. Ip. 


DOCKET 71-0049 CATERPILLAR TRACTOR CO. 

7918300124 Foruiardie corrected QA program for Industrial radiography, 
VOGELiR.O. Caterpillar Tractor Co. 79/11/03. ip. 


-7912130019 OA program approval for radioactive matl pa< kago: 0228j 
Hevliion 1. 

MACDONALDi C E. Tranepor tafcion Draneh. 79/12/04. Ip. 


"7912200102 Denies 790926 request for approval of QA program. 
Organliation chart b test are not 'onsistant. 

MACDONALD) C. E. Transportation Branch. 79/11/03. Ip. 


DBCK6T 71-0239 NAVYi DEPT. OP 


79121O0.1S3 Forwards QA program approval for radioactive matl package. 
HACDDNALD. C. E. Transportation Branch. 79/12/04. Ip, 


— 7912200140 QA program for industrial radiography. 

VOGEL) R.vl. Caterpillar Tractor Co. 79/11/03. 4pp. 

7912120519 Forwards QA program approval for radioactive matl package. 
MACDONALD) C, E. Transportation Branch, 79/12/04. Ip. 


— 7912180139 OA program approval for 
Revision 0. 

MACDONALD) C. E. Transportation 


radioactive matl package: 023?) 
Branch. 79/ 18/04. Ip. 


--7912120521 QA program approval for radioactive tnatl paekage:034Vr 
Revision 0. ^ . 

MACDONALD) C. E. Transportation Branch. 79/12/04. Ip. 


DOCKET 71-0240 MONSANTO RESEARCH CORF. 


7912060211 Forwards QA program approval for radioactive mail package, 
MACDONALD) C. E. Transportation Branch, 79/11/26. Ip. 

— 7912060217 OA program approval for radioactive matl package: 0240) 
Revision 1. 

MACDONALD) C. E. Transportati on Branch. 79/11/26, Ip. 


DOCKET 71-0332 NILES STEEL TANK CO. 


79121S0634 Forwards QA program. 

MDQD)J. C. Nlleo Steel Tank. 79/11/20. Ip. 

— 7912180637 Revised QA manual for hand ling, storage li shipping of 
radioactive matl shipping packages. 

UOaOiJ. C. Nllos Steel Tank, 79/11/20. lOpp, 


DOCKET 71-02S0 TRANSNU CLEAR) INC. 


7912270027 Forwarde Revision 1 to QA program For deel gn) mf g) test) usb) 
malnt i< repair of packaglngs In transport of radioactive 
matla. 

OOLDMANM)K. Transnuc leari Ine. 79/12/07. Ip. 


— 791227G029 Revision I to QA program for designi mfg. test) osi) mat nt *< 
repair of packaglngs In transport of radioactive matls. 

* Tranenoc 1 ear* Inc. 79/12/07. 41pp. 


DOCKET 71-0250 NUCLEAR ENQINEERINO CO.) INC. 


7912040010 Forwards request for add! info to complete roview of OA 
program, 

MACDONALD) C. E. Transportat ion Branch, 79/11/20. 2pp. 


7912310064 PNO-1 1 1-79-046; on 79J127iBtate of NV Dept of Public Health 
Is holding public hearing In Carson City to determins 
whether facility license should be sosp ended) revoked, or 
modified, 

JDROENSEN* B. L. Office of Inspection li Enforcement. Office of the 
Director. DOYO.D.C, Region 3. Chicago) Office of the Director. 
79/11/26. ip. 


DOCKET 7i-03SS JERSEY CENTRAL POWER 1< LIGHT CD, 


7912040032 Forwards QA program approval for radioactive matl package. 
MACDONALD) C, E. Transportation Branch. 79/11/20. tp. 


— 7912040035 QA program for radioactive matl package; 0333) Revision 0. 
MACDONALD) C. E. Traniportation Branch. 79/10/23. Ip. 


DOCKET 71-0336 NAVY) DEPT. OF) US3 PIEDMONT 


7912100164 Forwards QA program approval for radioactive matl package. 
MACDONALD) C. E. Transportation Draneh. 79/12/04. Ip. 


— 7912100169 QA program approval for radioactive matl package: 0336) 
Revision 0. 

MACDONALD) C, E. Transportation Branch. 79/12/04. ip. 


DOCKET 71-0357 NAVY. DEPT. OF, USB VULCAN 


7912190231 Forwards QA program for industrial radiography in response 
to NRC 780501 Itr. 

SPENCER) H. A. Navy, Dept. of. 79/11/08. Ip. 


DOCKET 71-0343 CAROLINA POWER A LIGHT CO. 


— 7912190234 QA program for industrial radiography. 
SPENCER) H. A. Navy, Dept. of. 79/11/09. 3pp. 


7918120329 Forwards QA program approval for radioactive matl package. 
MACDONALD. C. E. Transportation Branch. 79/12/04. Ip. 


-7912180303 QA program approval for radioactive matl pac kage; 0343, 
Revision 1. 

MACDONALD, C, E. Transportation Draneh. 79/12/04. tp. 


7912100144 Forwards request for addl info to complete review of OA 
program. 

MACDONALD, C. E. Transportation Branch. 79/12/04. 2pp. 

DOCKET 71-0338 NAVY, DEPT. OF, UBS QIERRA 


DOCKET 71-0347 STONE fc KEOSTER ENGINEERING CORP. 


7912200119 Forwards revised corporate radioactive matls QA program in 
response to NflC 791009 roquost.M/o end. 

0ID3DN, J. D. Stone & Webster Engineering Corp. 79/11/09. Ip. 


7912190473 Forwards OA program for industrial radiography. 
BRYANT) F. 8. Navy, Dept. of. 79/11/14. Ip. 

— 7918190479 QA program for industrial radiography. 
KINOBLEV. 3. 9. Navy, Dept. of. 79/11/14. 3pp. 


791S120S16 Forwards QA program approval for radioactive matl package. 
MACDONALD. C. E. Transportation Branch. 79/18/04. Ip. 


7912180180 Forwards updated QA program for induetrial radiography. 
BRYANT) F. 8. Navy, Dept. of. Forces Afloat. 79/11/21. ip. 


-7918180817 QA program approval for radioactive matl package; 0347, 
Revision 0. 

MACDONALD) C. E. Transportation Branch. 79/18/04, Ip, 


— 7912180187 Updated QA program for industrial radiography. 
KINGSLEY) S. 3. Navy, Dept. of. 79/11/14. 3pp. 


7912270240 Forwards QA program approval for radioactive metl package. 
MACDONALD, C. E. Transportation Branch. 79/18/10. Ip. 
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■791S870S9S OA prDgrJn approval for radioactive mail psc kage; 039Sr 
Ravlalen 0. 

KACDONALD. C. E. Trsniportatlon Branch. 79/12/10. tp. 


DdCKEr 71-0399 PICK INBTnUMENT PRODUCT0 CO. < INC. 


791S11B0339 Forwards OA program for mfg radioactivo matl transport 
aqiiipMant. 

HACODNAI.D. C. E. Pick Instrument Products Co. . Inc. 79/11/27. Ip. 


— 79121B0399 QA program for mfg radioactlvt matl transport equipment. 
PICKENSiP. H. Pick Instrument Products Co. . Inc. 79/11/30. 19pp. 


DOCKET 71 -OSAO NAVV. DEPT. OF. UBS YOBEMITE 


7713100137 ForweTrds OA program for industrial radiography. 
OARIHIER. D. C. Nsvy. Dep t. of . Forces Afloat. 79/11/lA. Ip. 


~-791StB0140 QA program for Industrial radiography. 

VELAZCKSZBUAREZ Navy. Dept. of. Naval Investlgativa Service. 
79/tl/lA. 3pp. 


DOCKET 71-0362 HI8CDN3IN PUBUIC SERVICE CORP. 


DOCKET 71-50Bfa MODEL: UNC-2fa00. OENEffAL ATOMIC CO, 


7912210341 Forwards Revision 1 to Certificate of Compliance 9086 for 
Model UNC-8600. 

MACDONALD. C. E. Transportation Branch. 79/12/10. 2pp. 


—7918210346 Certificate of Compliance 9086. Revision 1 for Model 
UNC-8600. 

MACDONALD. C. E, Transportation Dranch. 79/12/10. 3pp. 


DOCKET 71-939S MODEL: CC. WESTIN0H0U9E ELECTRIC CORP. 


7912180304 Requests rtnoual of Certificate of Compliance 9399. Package 
Info referenced by current NRC certlf icetion consolidated 
into single application. Package description, fee. b drawings 
end. Eleven overilie drawings available Central Files only. 
DIPIAZZA. R. P. HestinghousB Electric Corp. 79/10/17. 37pp. 


7912060219 Forwards Revision 4 to Certificate of Compliance 5395 for 
Model CC shipping container. 

MACDONALD. C. E. Transportation Branch. 79/11/86. Ip. 


— 7918060223 Certificate of Compliance 9395. Revision 4. for Model CC 
shipping container. 

MACDONALD. C. E. Transportation Branch. 79/11/26. 4pp. 


7918810439 Notifies that radioactive matl shipping activities to be 
parf armed par util OA program. 780180 Revliion 8. approved 
790723, 

RICHMONO.J.. LUOMA.C.R. Wisconsin Public Bervica Carp. 79/11/27. 
Ip. 


DOCKET 71-0363 BRIOOB ENOINEERINO b TEBTINO CO.. INC. 


7918210433 Forwards OA program for industrial radiography. 

9KOROHAO.F. H. Briggs Eng interlng ti Test Ing. 79/11/21. 4pp. 


— ^7918210437 OA program for Industrial radiography, 
a Briggs Engineering b Testing. 79/11/21. 3pp. 


DOCKET 71-0364 NAVAL NUCLEAR PPWER UNIT PORT HUENEME, CA 


79l3ai0'418 Forwards indorsed QA program. 

VOOT.J.F, Navy, Dept, of. Naval Nuclear Powpr Unit. 79/11/27, 2pp. 


—7918210429 Endorsed OA Program for radioactiva matl shipping program, 
OREEN.O. E. Navy. Dept. of. 79/11/20. Spp. 


DOCKET 71-494? MODEL; UNC-1 494. COMBUSTION ENOINEERINO CO. . INC. 


7918160039 Forwards revised Page 1 of application for renewal. 
Certificate of Compliance 4949, 

L'HEUREUX.U. United Nuclear Corp,. UNC Recovery Systems Div. 
79/11/14. 2pp. 


DOCKET 71-9026 MODEL: BC-4B-220, ATCOR. INC. 


7918100064 Requests registration at user of Models Vandenburgh. 6144. 
6844.FB-1I LL-90-100,OE-1AOO. CN31-14-199-H. CNSl-ai-SOO, 
CN6-1600>RadwaBta Carrier I. CNS-aOA. 7-100. BC-48-S80. LL-2B-4 
b AL-33-90. 

CLAYTON. F.L, Alabama Power Co. 79/11/06. 8pp. 


7918100399 Notification of registration as user of Models LL-20-4. N-59. 
P3-1. 6844. AL-33-90. CN6-B0A.Raduiaste Carrier 1.7-100. 

LL-90-100. BC-4B-aaO b CNBI-14-I99-H in response to Itr, 

MACDONALD, C. £. Transportation Branch. 79/11/20. Ip. 


DOCKET 71-9099 MODEL: UOANV NIT-TNK. NUCLEAR FUEL SERVICES. INC. 


7918140210 Forwards Revision 6 to Certificate of Compliance S099 for 
Modal NFS Uranyl .Nitrato Tank Trailer, 

MACDONALD, C, E. Transportation Branch. 79/12/04, 2pp. 


—7918140219 Certificate of Campllanc.e 5099. Ravlsion 6. for Model NFS 
Uranll Nitrate Tank Trailer. 

MACDONALD. C. E. Transportation Branch. 79/12/04. 3pp. 


DOCKET 71-9490 MODEL: RCC-l. -2, -3. WESTINOflOUSE ELECTRIC CDRP. 


7918060648 Notification of registration as user of Models RCC. RCC-l. 
RCC-S b RCC-3 in response to request. 

MACDONALD. C, E. Transportation Branch. 79/11/20. Ip. 


DOCKET 71-9467 MODELS: MARK VR. VE b MARK 15. ENEROY, DEPT. OF 


7918050459 Forwards updated Attachment D to Certificate of Compliance 
5467. Revls ion 4 re packaging b shipping limits for Mark VR. 

VE b 19 cores b slugs. 

BOSB. D, M. Energy. Dept. of. 79/10/30. 2pp. 


7918810419 Forwards Revision 4 to Certificate of Compilanca 9467 for 
boxes u/lids b pallets w/covers b w/o covers. Supporting 
technical Info end. 

ROaS.D.M. Energy. Dept. of. 79/12/03. Ip. 


— 7918210429 Certificate of Compliance 9467. Revision 4. for boxeo u/lids. 
pallets u/covers b pallets u/o covers. Interdepartmental 
corraspondence end. 
a Energy. Dept. of. 79/00/ 13. I3pp. 


— 7918210434 Buppl to "BAR for Packaging Steal-Banded Hnnden Shipping 
Containers for Slightly Enriched U Metal (NLCO-l 107). " 

HONKONEN. D. L. E. I. du Pont do Nemours b Co. . Inc. DP8PU 79-184-2. 
79/06/30. 13pp. 


DOCKET 71-9641 MODEL; UNC-2600 


7918810299 Notifies of expiration of Cortifleata of Compliance 9641 for 
Model UNC-2900. To continue using package, should submit 
consolidated applicotion b drauingt for renoual. 

MACDONALD, C. E. Transportation Drench. 79/12/07, Ip. 


DOCKET 71-S76B MODEL; BB-a90-a. COHDU8TION ENOINEERINO CO. . INC. 


7912100469 Foruords Revision 2 to Certificate of Compliance 5760 for 
Model BB-3S0-2. 

MACDONALD. C.E. Transportation Branch. 79/11/30, Opp. 


—7918100466 Certlf icote of Compliance 5769, Revision 8. for Model 
MACDONALD, C. E. Transportation Branch. 79/11/30. Spp, 


DOCKET 71-9796 MODEL; 101361. PICKER CORPORATION 


7918060031 Requests registration as user of Models 131379.181361 b 
E~MEH-00-00004. 

KELBLEY.N.O. Advanced Medical Systems, Inc. 79/11/02. ip. 
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7912070509 Fonuests registration as user of Hodels 101375 ti 101361 fc 
E-«EH-00-00004. 

HELBLEY^N D. Advanced Medical Sijstemsi Inc. 79/11/02. i|>. 


7918070010 Notification of registration as user of Models 101375 & 
1B1361 li E-MEH-O 0-000 04 in response to reguest. 

HACDQNAUDi C. E. Transportation Branch. 79/11/30. Ip. 


791S23084 1 Eoruards request for adldl in-fo re proposed Cs— 137 source 
capsulBafor revioui of 791002 amend request for Model 101361 
packaging 

MACDDNAtDi C. E. Transportation Branch, 79/12/03, 2pp. 


DOCKET 71-5B05 KaQEL:ATCOR VNDB CASK. ATCOR, INC. 


7912100084 Requests registration as user of Models Vandenburgh. 6144. 
6244. PD - 1. LL- 50-1 00 1 0E-16OO, CNSl-14-1 9S-H. CHS 1-21-300. 

CNB— 1600. Raduaste Carrier I. CNS-OOA. 7— IOOp BC— 48-220. LL-2Q-4 
li AL-33-90 

CLAYTON. F. i-. Alabama PoLier Cd. 79/11/06, 2pp. 


7912060144 Notification of registration as user of Models CNSl— 1600. 
CE— 1600. Vandenburgh 6 PB-i. 

MACDONALD. C. E. Transportation Branch. 79/11/20. Ip. 


DOCKET 71-5939 MODEL: QE-ISOO. OENEHAL ELECTRIC CO. 


7912060110 Notification of registration as user of Model OE-ISOO. 
MACDONALD. C. E. Transportation Branch. 79/11/1*. Ip. 


7912060216 Notification of registration as user of Model GE-iSOO. 
MACDONALD. C. E. Transportation Branch. 79/11/1*. Ip. 


7912280622 Notifies that failure to file QA prograni by 790101 resulted 
In elimination of registered user status. Model OA program b 
code acceptance criteria end. 

HACDONALD. C.f . Transportation Branch. 79/12/03. 14pp. 


7912270116 Forifards OA program for shipping radioactive sources. 
Requests program reviesi, OE Model ISOO shipping cask used. 
COTHEERTSDN. B. ATmg. t ep t. of . 79/12/04. 5pp. 


DOCKET 71-5957 MODEL: BMI-1, ENERGY. DEPT. OF 


7912200170 Requests registration as user of Model EMI-l. 
HART.H.C. Onion Carbide Corp, 79/12/04. ip. 


DOCKET 71-5900 MODEL; GE-600, GENERAL ELECTRIC CO. 


7912200105 Certificate of Compliance 5980. Revision 3. for Model GE-600. 
IAEA Certificate of Competent Authority end. 

MACDONALD. C . E, Transportation Branch, 79/10/31. 5pp. 


DOCKET 71-6058 MODEL; D3-1. NUCLEAR ENOINEERINO CO. 


7912030082 Requests amend of Certificate of Compliance 6058 for Model 
D3-1 to allow nonsaf ety-related variances from licensed 
drawing. Tab le outlining proposed changes end. 

VOTH.M. H. Union Carbide Corp, 79/11/03. 3pp. 


7912310379 Requests reneuial of Certificate of Compliance 6058 for Model 
B3-1. 

BAER. T. 8. Nuclear Engineering Co.. Inc., (subs, of Teledyne. Inc.), 
79/11/27. Ip. 


DOCKET 71-6070 MODEL: 927 A1 *< Cl. COMBUSTION ENGINEER 1 NO, INC. 


7912100007 Requests 90-day ei tens ion of Certificate of Compliance &07B 
for Models 927A1 & 927C1. Company Is preparing consolidated 
renewal application. 

DAKEVICH. 0. 0. C-E Power Systems. 79/10/16. Ip. 


7712260040 Forwards Revision 5 to Certificate of Compliance 6078 for 
Models 927AI «c 27C1. 

MACDONALD. C. E. Transportation Branch. 79/12/10. Ip. 


— 7912260041 Certificate of Compliance 6070. Revision 5. for Models 
927AI * 927C1. 

KACODNALD. C . E. Transportation Branch. 79/12/10. 3pp. 


DOCKET 71-6144 MODEL: 6144, NUCLEAR ENGINEERING CO, 


7912100084 Requests registration as user of Models VandBnbUrgh.6144. 
6244,PB-1, LL-SO-lOOi GE-1 600, CNSl- 14- 195-H. CN51-21-300, 

CNS-1600, Raduia ste Carrier 1, CNB-0OA< 7—100. BC-40-820. LL— 88-4 
tc AL-33-90. 

CLAYTON, F.L. Alabama Power Co, 79/11/06. 2pp. 

7912060901 Notification of registration as user of Models Super Ttgsp b 
6144 in response to request. 

MACDONALD, C. E. Transportation Branch, 79/11/20. Ip. 

7912070512 Notifies that approved OA program Is required prior la 
registration as package user or delivery of licensed matl 
to carrier, re 790023 request, 

MACDONALD, C. E, Transportation Branch. 79/11/20. Ip. 


7912130045 Requests renewal of Certification of Compliance 6144. 

BAERiT. 8, Nuclear Engineering Co., Inc. (subs, of Taledyne. Inc. >. 
79/11/27. Ip. 


7912110057 Notification of registration as user of Models 6144 It 
CMB-1600. 

MACDONALD, C. E. Transportation Branch. 79/11/30. Ip. 


7912200619 RequeBts registration as user of Model 6144. 

MUNRO, J. J. Tech/Dps (Technical Operations, Inc. 1. 79/12/03, Ip, 


DOCKET 71-6206 MODEL; D, BABCOCK t, NILCOX CO. 


7912270051 Forwards application for relssuance of Certificate of 
Compliance 6206 for Model B fresh fuel shipping container. 
Certificate dtd 700116 8. supplemented 700303, b 790321. 

ZEFFiD.H. Babcock b Hilco* Cn, 79/11/20. llpp. 


— 7912270055 Responds to 791121 Itr requesting renewal of Certificate of 
Compliance 6206. Requests submittal of ilSO renewal fee. 

HEtSS. D. License Fee Management Branch. 79/11/28. Ip. 


— 7912270090 Responds to NRC 791128 Itr requesting submittal of fee for 
renewal of Certificate of Compliance 6206. Forwards cheek for 
. 4150. 

ZEFF, D. VJ. Dabcock b Nilcos Co. 79/12/04. tp. 


7918310061 Notifies of etplration of Certificate of Compliance 6806 
for Model B. To continue using package. should submit 
consolidated application for renewal b fee. 

MACDONALD. C. E. Transportation Branch. 79/12/07, Ip. 


DOCKET 71-6244 MnDEL:6244. CHEM-NUCLEAR aYBTEMS, INC. 


7918100084 Raquests registration as user of Models Uandenburgh. 6144, 
6244. PB-1, LL-50-100, OE-1600, CNBI-14-195-H, CNSl-21-300, 

CNS-!6(10, Raduasta Carrier I. CNS-0OA. 7-100. BC-40~88Oi LL-28-4 
& AL-33-90. 

CLAYTON, F. L. Alabama Power Co. 79/11/06. 2pp. 


7912100399 Notification of registration as user of Models LL-28-4. M-95, 
PB-1. 6244, AL-33-90, CN6-80A, Radwaste Carrier 1.7-100, 

LL-50-100, aC-40-220 b CN8I-14-195-H In response to Itr. 

MACDONALD, C. E. Transportation Branch. 79/11/20. Ip. 


DOCKET 71-6275 MODEL; LL-8 0-4, CHEM-NUCLEAR SVaTEMB, INC. 


7912100095 Application for renewal of Certificate of Compliance 6278 
for CNS 0-4 (LL-80-4> cask. 

CORBETT. J. 9. Chem-Nuclear Systems. Inc. 79/10/31. BSpp. 


79121000B4 Requests registration as user of Models Vandonturgh. 6144. 
*244. PB-I. LL-50-100, GE-1600, CN81-14-195-H, CN81-21-300, 
CN8-l600.Radwaate Carriar I. CNS-0OA, 7-100, BC-48-220,LL— 28-4 
& AL-33-90. 

CLAVTON.F, L. Alabama Power Co. 79/11/06. 2pp. 


7912100399 Notification of registration as user of Models LL-S8-4, N-SS. 
PB-l, 6244, AL-33-90. CN6-0OA.Radwaste Carrier 1,7-100, 

LL-SO-100, BC-40-220 b CNSI-14-195-H In response to Itr. 

MACDONALD, C. E. Transportation Branch. 79/11/20. Ip. 
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SOCKET 71-6300 MODEL; A-0109 


7913110039 Forwards Revision 3 to Certificate of Compliance 6200 for 
Moilel A-01O9. 

MACDONALDi C. E, Transportation Dranch. 79/11/30. app. 


--7913110063 Certificate of Compliance 6S50> Revision 3< fO'r Model A-0109. 
MACBONALD< C. E. Transportation Branch. 79/11/30. 2pp. 


DOCKET 71-6300 MODEL: 

UNC-i353. COMBUSTION ENOINEERINO, INC. 


7912070326 Plana no renewal of Certificate of Compliance 3495. 

HDNRVj N. R. General Atomic Co. (subs, of Oulf Oil Co.). 79/10/29. 


DOCKET 71-6349 MODEL: ANL-403-6PH, -403-SPM, E, I. DU PONT DE NEMOURS «t 


7912140116 Requests registration as user of Model ANL— 402-SPM-403-SPM. 
FlTZaiMMONSi T. R Energy. Dep t. of . 79/10/04. Ip. 


7912100143 Discusses 791004 request re registration as user of depleted 
U ehlelded cask. Approved certificate of compliance for cask 
not Is sued. App 1 ica tlon currently under review. 

HACDONALDt C. E, Transportation Branch. 79/11/20. Ip. 


DOCKET 71-6397 MODEL: NNFD-10, BABCOCK t, WIUCOX 


79120601:24 Notification of registration as user of Modal NNFD-10. 
MACDONALD. C. E, Transportation Branch. 79/11/16. Ip. 


DOCKET 71-6379 MODEL: PB-1. CHEM-NUCLEAR SYSTEMS, INC. 


7913100004 Requests registration as user of Hodals Vandenburgh. 6144. 
6244rPB-l.LL-SO-lOO, (5E-t600. CNSI-14-199-H. CNSl-21-300, 

CW8-1600, Raduaste Carrier 1, CNS-SOA, 7-100. DC-4a-320, LL -29-4 
i AL-33-90. 

CLAYTON, F. U. Alabama Power Co. 79/11/06. 3pp. 


7912060144 Notification of registration as user of Models CNSl-1600, 
0E-160O, Vandenburgh t> PB-1. 

MACDONALD. C. E. Transpor tat 1 on Dranch. 79/11/20. Ip. 


7912100399 Notification of registration as user of Models LL-2a-4< N-S&, 
PB-1, 6244, AL-33-90, CN6-B0A, Radwaste Carrier 1,7-100. 

LU-50-100, BC-4B-S20 «< CNBl-1 4-199-H in response to 1 tr. 

MACDONALD, C. E. Transportation Branch, 79/11/20. Ip. 


DOCKET 71-6306 MODEL; 239R001, ENEROY, DEPT. OF 


791212056B Forwards Revision 9 to Certificate of Compliance 6B36 for 
Model saSROOl. 

MACDONALD, C. E. Transportation Branch. 79/12/03, Ip. 


— 7912130971 Certificate of Compliance 63B6, Revision S. for Model 239RO01. 
MACDONALD, C. E. Transportation Dranch. 79/12/03. 3pp. 


DOCKET 71-6400 MODEL: SUPER TIOER, UE0TINOHQU8E ELECTRIC CORP. 


7912060196 Notification of registration as user of Modal Super Tiger. 
MACDONALD. C. e. Transportation Branch. 79/11/16. Ip. 

7912070117 Notification of registration as user of Model Super Tlgtr 
In rasponsa to request, 

MACDONALD, C. E. Transportation Branch, 79/11/16. Ip. 


7913060SOI Notification of registration as user of Models Super Tiger l< 
6144 in raiponsB to request, 

MACDONALD, C. E. Transportation Branch. 79/11/80. Ip. 

791S140036 Notification of registration as user of Modal Super Tiger 
in rasponea to request, 

MACDONALD, C. E. Transportation Branch. 79/11/20, Ip. 

7912200662 Requests registration as user of Modal Super Tiger. 

KflEYBA. F. J. Neutron Products, Inc. 79/12/04. Ip. 


DOCKET 71-6569 MODEL: LL-60- 1 50. TVA 


7912060207 Notification of registration as user of Model 11-60-150, 
MACDONALD, C.E. Transportation Branch. 79/1 1/16 Ip. 

7912060633 Notification of registration as user of Model LL-60-150 in 
response to request. 

MACDONALD, C. E. Transportation Branch. 79/11/16. Ip. 


DOCKET 71-6581 MODEL: M033-1 «, lA. EXXON NUCLEAR CO. , INC. 


7912200110 Informs that addl Info t changes to consolidated license 
renewal application, XN-52, Revision I will be completed t< 
forwarded for review by 791130. 

NILSON, R. Elion Nuclear Co. , Inc. (subs, of Esion Corp. >. 79/11/OB. 

Ip- 


79122B0003 Forwards chart of internal structure reorganiiat ion, showing 
revised position titles 6 responsibility lines. Fuel facility 
licensing communications should be addressed to HP Estey, 
Transportation (natters should be directed to LE Hansen. 

NILBON, R. Elion Nucloar Co. , Inc. Csuhs. of Eiion Corp. 1. 79/11/20. 

Ip. 


—7913250006 Corporate organization chart depicting licensing b 
compliance line of responsibility. 

NILSON, R. Exxon Nuclear Co., Inc. (subs, of Eixon Corp.). 
79/11/20. Ip. 


7912200003 Forwards revised pages ef "Consolidated License Application 
for Exxon Nuclear Model 91032-1 8, la Shipping Containers." 

HANSEN, L. E. Exxon Nuclear Co., Inc. (subs, of Exxon Corp. >. 
79/11/30. 7pp. 


— 7912200011 "Consolidated License Application for Exxon Nuclear Co, Inc 
Model 51032-1 & la Shipping Containers," Revision 1. 

HANSENiL.E., EHLERS,R. J., S0FEn,0,A. Exi on Nue tear Co. , Inc. 

(sobs, of Exxon Corp. ). XN-52. 79/11/30. 90pp. 


— 791220001S "Critical PaTamoters of Pu Sys.Part 1: Analysis of 
Experiments. " 

HANSEN.L.E.I CLAYTON, E , D. . LLOYD, R, C. Ba t te 11 e Memor la 1 Institute, 
Pacific Northwest Lahorator ij. 60/12/20. lOpp. 


— 7912200020 "Thermal Reac tors : Ca leu I at ions of Power Distributions b 
Reac t { vl t ios. " 

VOTINEN, U. 0. , HEDMUS, 0. L. , JENQUIN, J. P. Battelle Memorial 
Institute, Pacific Northwest Laboratory. NMWL-1331-2. 79/11/30. 

7pp. 


— 7912200029 "Criticality Safety Oenchmark Calculations for Low Enriched 
U Metal & U Oxide Rod-Uator Lattices. " 

DROWN, C.Q., HANSEN, L.E., ECHQDaH, W, S. Ex ion Nuclear Co. , Inc. 

(subs, of Exxon Corp. ). XN-FN-499. 79/04/30. 36pp. 


DOCKET 71-6601 MODEL; LL-50-100, CHEM-NUCLEAR SYSTEMS. INC. 


7912100034 Requests registration as user of Models Vandenburgh, 6144, 
6244, PO-l, LL-50-100, GE- 1600, CNSI-1 4-199-H, CNSi-21-300, 

CNS-1600. Radwaste Carrier I. CNS-BOA, 7-100, DC-4B-220, LL-2B-4 
it AL-33-90. 

CLAYTON, F. L. Alabama Power Co. 79/11/06. Spp. 


7912100399 Notification of registration as user of Models LL-2B-4, N-55. 
PB-1, 6244, AL-33-90, CN6-B0A, Radwaste Carrier 1,7-100, 

LL-SO-100, DC-4a-220 b CNSI - 1 4- I 95-H in response to Itr. 

MACDONALD, C. E. Transportation Branch 79/11/20. Ip. 


DOCKET 71-6678 MODEL: LP-50, ENERGY, DEPT. OF 


7918O3046I Certificate of Compliance 6678, Revision 0 for Model LP-50. 
DOT 791106 IAEA Certificate of Competent Authority end. 

MACDONALD, C. E. Transportation Branch, 77/09/29, 4pp, 


DOCKET 71-6698 MODEL: NFS-4. NUCLEAR FUEL SERVICES, INC. 


7912310488 Responds to 791017 Itr suggesting nondestructive exaniinatian 
or engineering analysis he performed on C-3 weld on NAC-IC 
cask. U1 trasoni c examination on 791105 verified Integritg of 
weld. 

DONNELL, J. R, Nuclear As suranco Carp. 79/1 1 /09. 2pp. 
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7912SB0033 Forwards. 791212 order amondins 
i690 & lifting suspension of license to 
MAC- ID i «ftC~lE. 

DlBCKSi H, J. Office of Nuclear Material 
79/12/12. 2pp. 


Certificate of Coaplianee 
use Caeks NAC-IBj 

Safety it aafegueTdt.j 


—7912200037 Order amending Certificate of Compliance 6690 U partially 

hearing shall not stay 12^ 12 4pp. 

HACDOMALDtC.F. Transportation Branch. •*pp. 


— 79122B0039 Certificate of Compliance 
pgatl shipping package rtodel NFS-4. 
HACDONALDjC. E. Transportation 


66991 Revision 9i for radioactive 
Branch. 79/12/12. 6pp, 


DOCKET 71-6717 MaDEC: 6717 Q 

7912070503 Renueats registration 
container. 

KUIRAMTrE. M. Argonne National 


as user of Model 6716 B shipping 
Laboratory. 79/M/OI. Ip. 


7912100370 Notification of registration as user of Hoflel 6717-D 
MACDONALDi C, E. Transpor tat ion Branc h. 79/11/30. Ip. 


in 


docket 71-9001 MODEL: IF-300, GENERAL EI-£CTR1 C ^ CO. 


7912260045 Forwards Revision 9 to Certificate 
Mallei JF-300 shipping container. 

MACDONALD. C, E. Transportation Dranch. 


of Compliance 
79/13/10. Bpp. 


9001 for 


“7912260.049 Certificate of Compliance 
shipping container. 

MACDONALD, C. E. Transportation 


9001, Revis 1 on 9. for Hodel 
Branch. 79/12/10. 6pp. 


IF-300 


DOCKET 71-9006 MODEL: SOO SU. ARGQNNE NATIONAL 


7912260042 Requests renewal of Certificates 
BANTORDiM. P, Automation Industries, Inc. 


of Compliance 9006 fc 9007. 
79/11/18. Ip. 


— 79J2260047 Requests payment of fees for renewal 
Compliance 9006 h 9007, 

WEI88, v). D. License Fee Management Dranch. 


of Certificates of 
79/11/26. ip. 


7912270002 Withdraws 791010 request for temporary 
Ing operation 

C.E. NL Industries, NL Nuclear Dlv. 


in packag 
WILLIAMS, 


administrativa change 
79/12/05. Ip. 


DOCKET 71-9011 MODEL; E-MEH-00-00004, TRANSPORTATIO N, DE P T, OF 

7912060001 Requests registration as user of Models 101375, 1B1361 (c 
KELBLEY, N. D. Advanced Medical Systems, Inc. 79/11/02. Ip. 

7912070509 Requests registration as user of Models 101378 li 101361 li 
KELBLEY, N. D. Advanced Medical Systems, Inc. 79/11/02. Ip. 


7912070010 Notification of registration as user of ModeU 101375 6 
101361 6 E-MEH-00-00004 In response to request. 

Transportation Branch. 79/11/30. Ip. 


101361 
MACDONALD, C. E. 


DOCKET 71-9019 MODEL: BU-7, GENERAL ELE CTR IC CO.^ 

7912200023 Raquasts registration as user of Model BU-7 shlppinp 
D1P1AZ2A, k. P. Hestlnghouse Electric Corp. 79/11/02. Ip. 


7912070107 Notification of registration as 
MACDONALD, C. E. Transportation Branch. 


user of Modal HU— 7. 
79/11/16. Ip. 


7912310099 Notification of registration as 
response to vendor request. 

MACDONALD, C. E. Transportation Branch. 


user of Model BU— 7 In 
79/12/10. Ip. 


DOCKET 71-9027 MODEL; 741,' TECHNICAL OPERATIONB, INC^ 


7912200461 Requests renewal of Certificate of CompllancB 9027 far 
Models 741 6 741E Type B pac kages. Consol idated application 

MUNRO.U. J. Tech/Ops ITeehnlcal Operations. Inc. >. 79/11/H9. 70#p. 


DOCKET 71-9020 MODEL: 604, TECHNICAL OPERATIONS, INC. 


7912100293 Forwards revised drawings 
packaging re NRC 791107 request, 
MUNRO, J. U. Teeh/Ops {Technical Op 


of Model 
eretlons. 


■ 684 6 6040 Type B 
Inc. 1. 79/11/09. 


Bpp. 


DOCKET 71-9007 MODEL; 520. ARODNNE NATIONAL LAaO RATORV 



— 7912260047 Requests payment of fees for renewal 
Compliance 9006 h 9007. 

HElSBiO.D. License Fee Management Branch. 


of Certificates of 
79/11/26. ip. 


Ji2O6O150 Notification of registration as user of Models 660, 660E, 650, 
604, 684E. 600,6800.715 6 771. 


DOCKET 71-9032 MODEL: 660, TECHNICAL OPERATIONS, INC^ 


'912060188 Notification of registration as user of Models 660.660E.650, 
684, 604E, 680, 680E. 713 6 771. 








Hi ton 


DOCKET 71-9009 MODEL; FL lO-l, GENERAL 

7912170136 Requests that phenolic foam be approved for Hodel FL-lO-1 
packages. Foam uses starting matls " 

“Evaluation of Matls Used In Fire-Resistant Phenolic Foam. 

TRAVIS, U.H Energy, Dept. of. 79/11/19. 8pp. 


DOCKET 71-9033 MODEL: 660 6 660E, TECHNICAL 

7918060156 Notification of registration as user of Models 660, 6&0E, 650, 

604,6O4E, 660,630E,715 «< 771. -,a,n/on in 

MACDONALD, C. E. Transportation Branch. . 79/11/20. Ip. 


— 7912170144 "Evaluation of Matls Used In 
DAUOMERT V, C . E. , HARR I S , 0. E, i WR 1 GHT, R . 
70/03/01. 18pp. 


Fire Resistant Phenolic Foam. " 
R. Union Carbide Corp. 


7912140078 Reqossts continuation as user 
ROGERS, H.W. H. fi. Inspection Service. 


of Models 660 b 660E. 
79/11/81. »P. 


DOCKET 71-9010 MODEL; NLl-l/2, NL INDUSTRIEB^INC^ 


DOCKET 71-9038 MODEL: 680. TECHNICAL OPERATIO NB, INC. 


7918040000 Notification of registration as 
MACDONALD, C. E. Transportation Branch, 


user of Model NL£— 1/8. 
79/11/16. Ip. 


7912060333 Requests registration as user of Model 690. 
KO'JALSKI, J. 0. ITT Orinnell. . 79/11/09. Ip. 


7918040170 Notification of registration as user of Model NLI-1/2 in 

rssponsa to requost. . - u in. 

MACDONALD, C.E. Traosgor ta t ion Branch. 79/11/16. Ip. 


7912060130 Notification of registration as user of Models 660.660E.650, 

6a4,684E,60O,6eOE.71S t, 771. ,o/ii/on la 

MACDONALD, C. E. Transportation Branch. 79/11/20. ip. 


7912040089 Noti fication of registration as 
MACDONALD, C. E, Transportation Branch. 


user of Model NLI-1/8. 
79/11/20. Ip. 


;8aOOS85 Notification of registration as user of Models 600 6 6Q0C 
In response to request, ^ . .,o,,a,in la. 
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DOCKET 71-9039 MODEL; 715, TECHNICAL OPERATIONa, INC. 


791S0&O15fl Notification of rsgiitration at uicr of Modal* 660, 6A0E> 550, 
Sa4t684E> A80, 6B0E, 719 & 771. 

MACDONALD, C. E. Transportation Branch. 79/11720, Ip. 


DOCKET 71-9044 MODEL; OE-1600, GENERAL ELECTRIC CO. 


7918100064 R*(iu**tt ragistratlon a* uitr of Medtli Vandanburgh, 6144, 
6844., Pfl-l,LL-50-100.0E-iiOO, CNB1-14-19S-H. CNS 1-2 1-300, 

CN&-1600, Radwatta Carritr I, CN8-aOA, 7-100. BC-40-a20, LL-20-4 
ti AL-33-90, 

CLAYTON, F.L, Alabama Powar Co, 79/11/06. Rpp. 


7918060144 Notification of ragistratlon as utar of Modal* CNai-1600, 
SE-1600, Vandanburgh it PE-l. 

MACDONALD, C. E. Transportation Branch. 79/11/20. Ip. 


DOCKET 71-9070 MODEL; N-95, ENERGY, DEPT. OF 


7912040069 RaRUoats registration as user of Modal CNSl 1-8. 

8TRACCIA, P. P. Unlor Carbide Corp. , Cham. t< Plastic* Dlv. 79/11/12. 

Ip. 


7912040064 Raqutsts registration a* ustr of Modal CNSI 1-9. 

LUCAS, S.V. Unior Carblda Corp.,‘Chem, it Plasties Dlv. 79/U/13. 

tp. 


7912170129 RSRuests registration as osar of Modal CNSI 1-0. Notifies 
of proposed ahipmant of Tgpe B quantitg of radioactive mail 
for disposal. 

STRACCIA, P. P. Unior Carblda Corp., Cham. (< Plastics Dtv, 79/11/19. 

* 9 - 


7912100399 Notification of registration as user of Models LL-2B-4, N-55< 
PB-1, 6244,AL-33-90, CN6-aOA,Radufasts Carrisr 1.7-100. 

LL-50-I00, 00-40-220 (c CNBI-14-19S-H In response to Itr, 

MACDONALD, C, E. Transportation Branch. 79/11/20. Ip. 


7912110030 Notification of registration as user of Model N-S3 In 
respanse to 791119 rsRoest. 

MACDONALD, C. E. Transportation Broneh, 79/11/28. Ip. 


DOCKET 71-9079 MODEL: HN-100 EERIEB 2, HITTHAN NUCLEAR ti DEUELOPMENT 


7918070506 RtRUssts rsglstratloTi a* user of Model* Hlttman HN-tOO 
Serlas 2 li CNSI 21-300. 

CALHOUN, J.R. Tennessee Valleg Authoritg. 79/11/07. Ip, 


791S110SS3 Notification of registration as user of Modsl HN-100 Barles 
2 In rasponsa to reRuist. 

MACDONALD, C. E. Transportation Branch, 79/11/20. Ip. 


7918070017 Notification of registration as user of Models HN-100 Bsrlas 
a 6: CNSl-ai-300 in response to request. 

MACDONALD, C, B. Trensportatlon Branch. 79/11/30, Ip. 


DOCKET 71-9001 MODEL: CN9I-1600, CHCM-NUCLEAR SYSTEMB, INC. 


7918070494 Requests registration as osar of Model CNB-1-130. 
ANDOONINI.O. C. Boston Edison Co. 79/10/26. Ip. 


7918100004 Request* registration a* user of Models Vondenburgh, 6144, 
6a44,PB-l, LL-90-tOO, OE-1600, CNBl-i4-l95-H, CN91-ai-300, 
CNS-lAOO.Raduaste CarrioT 1, CNB-80A, 7-100, DC-4S-220. UL-2e-4 
ti AL-33-90. 

CLAYTON, F.L. Alabama Power Co. 79/11/06, app. 


7918040100 Notification of ragistratlon as user of Modtl CN8-1600 in 
rasponsa to requtst. 

HACOONALD, C. E. Transportation Branch. 79/11/16. Ip. 

7918060144 Notification of registration as user of Modtl* CN9I~1600, 
OE-1600, Vandenburgh (t Pfl-t. 

MACDONALD, C, E. Transportation Branch. 79/11/20. Ip. 


7918110037 Notification of registration as user of Models 6144 (c 
CN8-1600. 

MACDONALD, C. E. Transportetion Branch, 79/11/30. Ip. 


DOCKET 71-9083 MODEL; SENTINEL B5 


79180S045S Certificate of Compliance 9005, Revision 1 for Mode] Sentinel 

as. 

MACDONALD, C. E. Transportation Branch. 76/04/07, 4pp, 


DOCKET 71-9006 MODEL; HN-100 SERIES 1, HITTMAN NUCLEAR it DEVELOPMENT 


7918060190 Notification of registration as user of Model HN-100 Series 

1 . 

MACDONALD, C, E. Transportation Branch. 79/11/16. Ip. 


DOCKET 71-9099 MODEL; NH-lOO 8, HITTMAN NUCLEAR Ic DEVELOPMENT CORP, 


7912040076 Notification of registration as user of Model HN-lOOg. 
MACDONALD, C. E. Transportation Branch, 79/11/16. Ip. 


DOCKET 71-9094 MODEL: CN31-14-195-H, CHEM-NUCLEAR SYSTEMS, INC. 


7918100004 Requests registration as user of Models Vandenburgh, 6144, 
6244, PB-1, LL-SO-100, OE-1600, CNSI-14-195-H, CNS 1-21 -300, 
CNS-1600,Raduaste Carrier 1, CNS-90A. 7-100, BC-4e-220, LL-2B-4 
ft AL-33-90. 

CLAYTON, F.L. Alabama Power Co. 79/11/06. 3pp. 


7913100396 Notlficaton of registration as user of Models 7-100, 
CNS1-14-195-H fc CNSI-21-300. 

MACDONALD, C. E. Transportation Branch. 79/11/20. Ip. 


7912100399 Notification of registration as usor of Models LL-88-4, N-5S, 
PB-1,6244, AL-33-90, CN6-aOA, Rad waste Carrier 1,7-100, 

LL-SO-lOO, BC-4S-220 it CN8I-14-195-H in response to Itr. 

MACDONALD, C, E. Transportation Branch. 79/U/20, Ip. 


7912110000 Notification of registration as user of Models 7-100, 
CN9I-14-I95-H tc CN31'2i-300. 

MACDONALD, C. E. Transportation Branch. 79/11/20. Ip. 


DOCKET 71-9096 MODEL: CNSI-21-300, CHEM-NUCLEAR SYSTEMS, INC. 


7912100084 Requests registration as user of Models Vandenburgh, 6144, 
6244, PB-1,LL-S0-I00, OE-1600. CNSI- 1 4- 19S-H, CNSI -21-300, 

CNS-1600, RaduastB Carrier I, CNS-80A, 7-100, BC-4B-220. UL-2B-4 
(< AL-33-90. 

CLAYTON, F.L. Alabama Power Co. 79/11/06. 2pp. 


7912070806 Request* registration as user of Models Hittman HN-tOO 
Bert as 2 t< CNSI 21-300. 

CALHOUN,J.fi. Tennessee Valleg Authoritg. 79/11/07. Ip. 

79I2040IB3 Notificetion of registration as user of Model CNSI-ai-300 in 
response to request. 

MACDONALD, C. E. Transportation Branch. 79/11/16. Ip. 

7912060202 Notification of registration as user of Model CNSI-21-300. 
MACDONALD, C. E. Transportation Branch, 79/11/16. tp. 


7912100396 Notlficaton of registration as user of Models 7-100. 

CNai-i4-i9s-H ti CN3i~ai-aoo, 

MACDONALD. C. E. Transportation Branch. 79/11/20, Ip. 


7912110008 Notification of registration as user of Models 7-100, 
CNSI-14-195-H It CN9I-21-300, 

MACDONALD, C. E. Transportation Branch. 79/11/80, Ip. 


7912070017 Notification of registration as user of Models HN-100 Series 
8 it CN3l-2i-300 in response to request. 

MACDONALD, C. E. Transportation Branch. 79/1 i/30. Ip, 


DOCKET 71-910S MODEL: RA0~WA3TE CR. I, CHEM-NUCLEAR SYSTEMS. INC. 


7918100004 Requests registration as user of Models Vandenburgh, 6144, 
6244, PB-1, LL-50-100,OE-1600. CNSi-l4-i95-H, CN31-21-300, 

CM8—1600, Radwasta Carrisr I, CNS-80A> 7-100, BC-4B-2B0, LL -28-4 
it AL-33-90. 

CLAYTON.F. L. Alabama Power Co. 79/11/06, ' 8pp. 
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7912J003’99 Notification of r 09 i s,tra t Ion as user of Hodals LL-28-<l. N-35, 
Ptt-l.fi244. Al.'33-90i CN6-90A. Faduaste Carrier 1,7-100, 

LU-SO- 1 00. 8C- 43-250 !< CNSI- 1 4-1 9S-H in reoponsa to 1 tr. 

MACDONALD, C. E. Transpcvr ta t i an Dranch. 79/11/20. Ip 


DOCKET 71-9119 MODEL: QAPL 5910 DRDCO, ENEROY. DEPT. OF 

7912100371 Forwards Revision 2 to CortiPlcata of Compliance 9119 for 
MACDONALD, C, e Transportation Dranch, 79/11/30. 2pp. 


DOCKET 71-9107 MUEEL: 771. TECHNICAL OPERATIONS, INC^ 


79120AO15B Notif i cation of registration as 
6B4, <iO'SEi6aO, 6B0E, 715 5, 77 1 , 

MACDONALD, C. E. Transportation Dranch. 


user of Models 660, A60E, A50, 
79/11/20, Ip. 


7912100373 Certificate of Compliance 91 19, Revision 2 for Model DAPL 

MACDONALD, C. E, Tran sp orta t i on Dranch. 79/11/30. 3pp. 

DOCKET 71-9132 MODEL: T-3. NUCLEAR PACKAOINS, INC. 


DOCKET 71-910B MODEL; AL-33-90, ATCOR, INC. 

79iaiOOOB4 Reouests rejistration as user of Models Vandenburgh, 6144. 

6244. P0-l.Ll.-50-t0O, OE- 1600, CNSl~14-195-H,CN51-21-300, 

CNS-I600, Radwaste Carrier I, CN3-B0A, 7-100, DC -46-220, LL-20-4 


U AL-33-90. 
CLAYTON, F. L. 


Alabama Power Co, 79/11/06 2pp, 


7912270057 Forwards request for addl info re 
T-3 packaging to carrier for transport. 
MACDONALD, C. E, Transportation Dranch. 


approval to deliver Hodet 

79/12/06. 3pp. 


DOCKET 71-9137 MODEL: 020 


7912060647 Notification of registration as 
In response to request, 

MACDONALD, C. E. Transportation Dranch. 


user of Model AL-33-90 
79/11/20. Ip. 


7912210209 Requests certificate of compliance 
Paekago description {< fee end. 

MUhjRO, J J. Tcch/Ops (Technical Operations, 


for Model S20 Type B. 
Inc, >, 79/11/09. 60pp. 


7912100399 Notification of registration as user of Models LL-2B-4, N 55, 
PB-I. 6244, AL-33-90, CN6-B0A. Radwaste Carrier 1,7-100, 

LL-5O-JO0, DC-4B-220 S< CN3I- 14-195-H in response to Ur. 

HACDDNALOi C. £. Transportation Dranch. 79/11/20. Ip. 


DOCKET 71-9111 MODEL; CN6-80A, CHEM-NUCLEAR, INC. 


7912100084 Requests registration as user 0 # Models Vandenburgh, 6144, 
6244, Pn-1.LL-50-100,OE-1600,CNS1-14-195-H,CNS1-21-300, 

CN3-I600. Radwaste Carrier I , CNS-BOA, 7-100, 00-40-220, LU-2B-4 
b AL-33-90. 

CLAYTON, F.L, Alabama Power Co 79/11/06. 2pp, 


DOCKET 71-9051 MODEL; LITHIUM HYDROXIDE FIRE/IMPACT SHIELD, 


7912100149 Forwards request for addl info for review of model lithium 
hydroxide fire !< Impact shield shipping package, 

MACDONALD, C, E. Transportation Dranch. 79/11/20. 2pp. 


DOCKET 71-9053 MODEL: ORNL - DNL - NDS UN FUEL CONTAINER, EHEROY. 


7912040093 Requests registration as user 
Container. 

SHERMAN, F.L. Texas Instruments, Inc. 


of Model 0RNL-DNL-ND3 UN Fuel 
79/11/15. Ip. 


791206O64B Notification of registration as 
response to request. 

MACDONALD, C. E. Transportation Dranch. 


user of Model CN6-S0A in 
79/11/20. Ip. 


7912040027 Forwards Revision 0 to Certificate of Compliance 9053 for 
Models ORNL-DNL-NBS unlrradiatod fuel shipping container. 

MACDONALD, C. E. Transportation Dranch. 79/11/20. Ip. 


7912100399 Notification of registration as user of Models LL-2B-4, N-5 
PD-1, 6244, AL-33-90, CN6-B0A, Radwaste Carrier 1,7-100, 

LL-SO-lOO, BC-4B-220 b CNS I - 1 4-19S-H in response to Itr. 

MACDONALD, C. E. Transportation Dranch. 79/11/20. Ip. 


--7912040030 Certificate of Compliance 9053, Revl lion 0, f or Models 
ORNL-ONL-NDS, , - 

MACDONALD, C. E. Transportation Branch. 79/11/20, Opp. 


7912100460 Forwards 
Model CN6-aOA. 
MACDONALD, C, E. 


Revision 2 to Certificate of Compliance 9111 
Transportation Branch. 79/11/30. 2pp. 


for 


7912140135 Requests registration as user of Model ORNL-DNL-NDS. 
CARTER, R.S. Commerc e, De p t . 0 f 1 National Bureau of Standards, 
79/11/20, Ip. 


— 7912100462 Certificate of Compliance 91 1 1, Hevls 1 on 2, for Modal 
MACDONALD, C. E. Transportation Branch. 79/11/30. 3pp. 


CN6-80A. 


7912140096 Requests registration as user of Model ORNL-DNL-NDS W fuel 
container. 

PENNEY, J, A. Drookhaven National Laboratory. 79/11/26. ip. 


DOCKET 71-9113 MODEL: 7-100, CHEM-NUCLEAR SYSTEMS, INC, 


7912100004 Requasts registration as user of Kodeis Vandenburgh, 6144. 
6244. P8-l> LL-50-100, 0E-1600,CNSI-14-19S-H,CNB1-21. -300. 

CN3-1600, Radwaste Carrier 1, CNS-BOA, 7-100, DC-40-220, LL-20-4 
It AL-33-90. 

CLAYTON, F.L. Alabama Power Co. 79/11/06. 2pp. 


7912190130 Requests that Union Carbide Corp,NuelBar Div be registered 
as authorljed user of Model ORNL-DNL-NDB on Fuel Container 
Energy > 

BLALOCK, L. Energ y , Dop t. o f . 79/11/30. ip. 


DOCKET 71-9932 MODEL: UC-609, ENERGY, DEPT. OF 


7912100396 Notiflcaton of registration as user of Models 7-100, 
CNai-l4-195-»l & CNai-2 1-300, 

MACDONALD. C. E. Transportation Branch. 79/11/20. Ip. 


7912210293 Forwards Revision 0 to Certifica 
Model UC-609. 

MACDONALD, C. E, Transportation Branch, 


to of Complianco 9932 for 
79/09/10. Ip. 


7912100399 Notification of registration as user of Models LL-2B-4, N-35i 
PH-1, 6244, AL-33-9Q,CN6-aOAp Radwaste Carrier 1,7-100, 

LL-50-iOO, DC-4B-220 b CNSI-t4-l95-H In response to Ur. 

MACDONALD, C. E. Transportation Branch. 79/11/2D. Ip. 


— 7912210296 Certificate of Compliance 9932, Revls ion 0, f or Model UC-609. 
MACDONALD, C. E. Transportation Branch, 79/09/10. 6pp. 


791211000B Notification of pegistration as user of Models 7-100, 

79/11/20, Ip. 


Q of Compliance 9113 for 
79/11/20. 3pp. 

levleion 2, for Model 7—100. 
79/11/20. 3pp. 
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JOCFR C0KHI8S10N HEETINO RECORDS 


7912030009 Tranicrlpt of Subcommittoe on OE Tssb Reactor 791114 nBetlng 
In BgrlingametCA. Pp 1-331. Presentation bg Earth Sciences 
Aieoclates end. 

e ACRB - Advlsorg Committee on Reactor Safeguards. 79/11/14, 

933pp. 


7912030036 Transcript of Subcommittee on Extreme External Phenomena 
7Sllt9 meeting In Loe Angeles> CA, Pp. l-SSO. Presentat ton 
’’Seismic Ssfetg Margins Research Program" bg JE Richardson 
end. 

• ACRS - Advisorg Committee on Reactor Safeguards, 79/11/15. 
4S3pp, ‘ 


7912030039 Transcript of Subcommittee on Extreme External Phenomena 
791116 meeting In Los Angelesi CA, Pp. 2Q1-933. Presentation 
"Project 6: Component 6 Structural Fragilities" bg RO Dong 
end. 

e ACRS - Advisorg Committee on Reactor Safeguards. 79/11/16. 
449pp. 


7912030213 Transcript of 791119 public meeting in Mashlngtoni DC re 
SECV— 79-980> "Disposal of High Level Raduastes in Ooologic 
Repoei torlss: Procedural Aspacts, ■' Pp 1-64. SEC V-79-9Q0 sncl. 
a Commission. 79/11/19. 73pp. 


7912030160 Transcript of 791114 meeting in Wash ing ton* DC. Pp 1-7. 
* Conifflisslon. 79/11/14. 7pp. 


79120S038B Transcript of 791114 meeting in Wash ing ton* DC. Pp 1-83. 
* Commission. 79/11/14. 64pp. 


79120603B7 Transcript of Commission 791121 briefing in Washing ton* DC re 
technical assistance projects in uaste mgt. Pp 1-32. 

* Commission. 79/11/21. 34pp. 


7912060393 Transcript of Affirmation Session 79-3B on 791121 re 
SECy-79-609* program Impact statement for TMI-2< in 
Washington* DC. Pp 1-3. 

• Commission. e Doclietlng b Services Branch. 79/11/21, Spp, 


7912170094 Transcript of 791203 discussion In Washington* DC on &ECV-7?- 
991. "Plans for Coping w/Emergonc ies at Production b 
Utllixation Facilities." Pp 1-91. Summary end. 

DRDWN* C. H. Office of the Secretary of the Commission. 79/12/03. 

93pp. 


7912180249 Unofficial transcript of 79120S public meeting in 
Washington. DC to discuss b vote on 6ECY-79-591A>BECy-79-991D 
b 8ECY-79-991C, Pp 1-12, Draft FR notice ro proposed rule on 
emergency planning end. 

« Commission. 79/12/05. 91pp. 


7912190198 Transcript of 791212 public meeting in Washington* DC. 
Pp 1-6. 

• CommlBslon. 79/12/12. 7pp. 


7912190272 Transcript of 791212 public meeting in Washington DC. 
Pp 1—63. Forwards visual aids b discussions re Lessons 
Learned Task Force short-term requirements implementation, 
e Commission. 79/12/12. 168pp. 


7912200223 Transcript of 791206 public briefing on pol icy* planning b 
program guidance in Washington* DC. Pp 1-67. 

• Commiision. 79/12/06. 68pp. 


7912200227 Transcript of 791206 public meeting in WashlngtoniDC. 
Pp 1-73. 

* Commission, 79/12/06. 74pp, 


79122Q0620 Transcript of 791212 public meeting in Washingtcin*OC re 
action plan. Pp 1-63. W/draft action plans for implementing 
recDinmendatioTis of President's Commission & other studies of 
TMI accident accident (NURE0-066D). 

e Commission. DENTON* H.R. Office of Nuclear Reactor Regulation. 
MATTSON.R.J. Division of Systems Safety. 79/12/18. 70pp. 


7913310296 Transcript of 791212 public meeting in Washiiigton*DC re IbE 
briefing on TMI leesons loarned.Pp 1-47. Std RbvIbu Oroup 
findings b draft NUREO-0616* "Rept to Director* Of c of IE on 
Lessons Learned From TMI" end. 

* Commission, 79/12/12. S8pp. 


ACRS ADVISORY COMMITTEE ON REACTOR 6AFEQUARDS 


7912050216 Transcript of 791116 ACRS Subcommittee on Fluid Dynamics 
meeting in San Franc isco* CA. Pp 1-389. 

» ACRB - Advisory Coismittee on Reactor Safeguards. 79/11/16. 
233pp. 


79L20702S1 Summary of ACRS Subcommittee on LERs 790638-29 meeting 
bi/Duke Power b EPRI In WashlngtoniDC re review of LERs b 
preparation of draft rept for consideration of full ACRS. 

« ACRS - Advisory Committee on Reactor Safeguards. 79/10/01. 16pp. 


7912070887 Summary of ACRB Sub committee on Evaluation of LERs 790323-34 
meeting u/Univ of CAiUnlon Carbide b lEAL in Wash ington* DC 
re NRC procedures* methods b criteria re LERs. 

» ACRS - Advisory Committee on Reactor Safeguards. 79/06/14. 12pp. 


7912070296 Summary of ACRS Subcommittee on Reactor Operations 790613 
meeting w/C-E* Northeas t UtilSiFL Power b Light b Exxon 
Nuclear Co In WashlngtoniDC re Millstone 2 power level 
increase b safety research program on operational safety. 

* ACRS - Advisory Committee on Reactor Safeguards. 79/08/07. BIpp. 


7912070302 Summary of ACRS ECCS Subcommittee 790317-30 meeting u/Eixon 
Nuclear Co* 8&W* 8ech tel b Westinghouse in Los AngelosiCA re 
review of status of NRC research programs on analytical 
wort related tU LOCA/ECCB b ECCS-related experiments. 

* ACRB - Advisory Committee on Reactor Safeguards. 79/06/14 , 75pp. 


7912070312 Summary of ACRS Subcommittee on Reactor Safety Research 
790710 meeting w/EPRI In Washing ton* DC re gathering Info 
for b preparing draft rept on Ofe of Nuclear Regulatory 
Research PVSO budget suppl b 19B1 budget. 

• ACRS - Advisory Committee on Reactor Safeguards. 79/08/11. Spp. 


7912070319 Summary of ACRS Extreme External Phenomena Subconmlttee 
790711 open moating In WashlngtoniDC re matters concerning 
NRC— sponsored research. 

a ACRS - Advisory Cammitteo on Reactor Safeguards. 79/10/11. I9pp. 


7912070352 Summary of ACRS LER Sufacommittei 790426-27 meeting u/IA 
State Univ in WashlngtoniDC re continued review of LERs. 

• ACRS - Advisory Committee on Reactor Safeguards. 79/06/14. 19pp. 


7912O704B2 Summary of ACRS Subcommittee on LERs 790718-19 meeting 
w/DOE it EPRI in Weshington* DC re continuing review of LERs b 
preparing of draft rept for consideration by full ACRS. 

» ACRS - Advisory Committee on Reactor Safeguards. 79/09/80. 3pp. 


7912070490 Summary of ACRS Subcommittee on Advanced Reactors 790807 
open meeting In Washington* DC re continuing subcommittee 
review of natters related to NRC -span sored research on 
safety of advanced reactors. 

* ACRS - Advisory Committee on Reactor Safeguards. 79/09/09. 19pp. 


7912070910 Summary of ACRS Waste Hgt Subcnmmlttee 790418-19 meeting 
u/DOE. Bechtel* Rockwell b BNWL in Richland<UA re recent 
developments In vitrification & solidification of high level 
wastes. 

* ACRS - Advisory Coainittae on Reactor Safeguards. 79/08/10. 93fp. 
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791S100029 TTanscrlpt of ACRB 791189 »ube noiml ttat msetiog in 

AlbuflUorRU®* 1“317. 1. 

KERR.H. . CARBON, M.. MARK, C. ACR5 - A()vi»org Committ®* on RBOCtor 
Bafogifards, 79/11/29. 31Spp. 


7912170097 Roapondf to 790912 Itr rt tmlifion of lonon from Tm-2. 
Rapt will bo compl®ted within thraa month®. ^ . 

CARBON, M.H. ACRB - Advltopg Committa® on Raoctor Safaguarda. 
79/10/09. Qpp. 


791210003A Tran»«ript of ACRS 791130 aubcommittaa meating In 
Albusuoroua, NM. P p 3IH"679. „ i. 

KERR.H.. CARBON, M,. MARK. C. ACRB - AdvHopg Coirimlttao on Raactor 
SafaguaPd*. 79/11/30. 3SBpp. 


7912100198 aunsmarg of ACRS Subcommlttaa on Regulatory Aetlvltlea 790B09 
maatlno w/EPRI b Bechtal in Haah Ington, DC ra raviaui of 
propoead rag gtrldaa b atda b raviaiona to aalattng guldaa & 

a ACRB - Advlaorg Committee on Raactor Safagoarda. 79/09/18. llpp. 


7912170107 Notlflea of completion of ACRS review of MUfiEO-0600. Rapt 
found to be laaa than aatlafactorg b to have mltlaadlng 
title. Raeommenda praparatlon b laauanca of aupplanantal 

CARBON, M.H. ACRS - Advisory Committee on Raoctor Safeguard®. 
79/11/14. 2pp. 


79121B02S3 Commantt on ACRS Waata Mgt Sobeommittaa meeting. Rattoreh 
program Itfl no gaps in cevaraga b no glaring need for 
eortallmant. Explanation it needed on uaa of voting form. 

ORENDON,A. Affiliation Unknown. 79/09/24. 2pp. 


7912100204 Summarg of ACRB Subeommlttaa on Advanced Reactor® 790711 
meeting in Washington, DC t« mattara related to ACRS review 
of NRC iponaorad reieareh on advanced reactor®. 

* ACRS - Adviaorg Committae on Reactor Safeguardt. 79/i0/l7. llpp. 


79121 100B8 Summary of ACRS Subcommittee on Fort St Vraln Oenerating 
Station 79031S maeting »/OA Co In Longmont. CO re review 
of operatloni to date b diacuaslon of rafoellng operation® 

a" ACRB - Advisory Committee on Reactor Baftguerd®, 79/07/06. 29pp. 


-7918110090 Notifies of ACRB Submcommlttea on Fort Bt Vrain 79031S 
meeting In LongmontiCO to review operations to date b 
witness portion® of refueling operation®. ^ . 

MCKINLEVj J. C. ACRS - Advisory Committee on Reactor Bafaguaree. 
79/03/07. 3pp. 


7912110097 Summary of ACRS Subcommittee on Regulatory Aetlvltlea 
moetlng w/EPRI, OE, IEEE b Yankee Atomic Electric Co in 
Hash ington, DC re review of proposed rag guide® b ravliloni 


ilngte 

to existing reg guides b aids, 
e ACRB - Advisory Committae on Reactor Bafaguardi. 


79/07/13. ISpp. 


"7912110104 Forwarde comment* on Rag Guide 1.9, "Belec tion, Dea ign b 
Qualification of Diesel Generator Units Ussd as Onsite 
Electric Power Sys at Nuclear Power Plante." 

» Tennesiee Valley Authority. 79/04/05. 8pp. 


7912110105 Summery of ACRS Subcommittee on Improved Safety Syi 790626 
meeting w/SbH, Sendia, EPRI b Hestlnghouse in Washington, DC 
re discussion of NRC b DDE plans for research to improve 
reactor safety iy». 

* ACRB - Advisory Committee on Reactor Bafaguardi. 79/08/09. 67pp. 


-7912110108 Notifies of budget allowances b significant policy 
determinations applicable to agency. Budget authority 
approved by President for 1979—1900. 

MCINTYRE, J. Office of Management b Budget, 79/01/31. 3pp. 


791212005B SummaTy of 790709 open meeting of ACRB Bubcoanlttee on 
Accident, Bulletin b Orders, in Mash Ington, DC re vendor b 
util responis to IE bulletins b NRC orders. 

» ACRS - Advisory Committee on Reactor Safeguards. 79/OB/ll. 


TI1I-2 

47pp. 


7912140200 Trsnscrlpt of ACRS 791205 subcommittee noetlng in 

Hashlngton, DC on fire protection. Pp 1-SO. « , 

ETHEHINOTON.H. , BENDER, H. , EBERSOLE, J. C. ACRS - Advisory Committee 
on Reactor Safeguards. 79/18/05. 31pp. 


7912140211 Transcript of ACRS 79120S aubeonmittaa meetiTig In 
Ha ah ing ton, DC on reliability b probabilistic assessment. 

Pp I-27B. 

OKREHT, D., ETHERINOTON,H. , MARKrJ.O. ACRB - Advisory Committee on 
Reactor Safeguards. 79/ 12/OS. 279pp. 


7912140S44 Informs that public safety will not be jaopardlied by 
extending implementation, ichsdule of fhort-ter»i 
r ecommendattonf of Lessoni Learned Ta,sk Force. 

- ■ on Reactor Bafeguards. 


incurred in regulatory 
10 agreed 
vision 2. 
lor Safeguards. 


7918180267 Discuasat conearns re nuclear regulation b diipoeal of 

nuclear waste. „ 

CREHERiB. Affiliation Unknown. 79/09/28. 2pp. 

79121B0276 Summari Its impraisione b racommendatlons arising from recant- 
review of NRC meets mgt rssaereh program. Dutl Inea ^ 

priority procedures. ^ n 

STEINDUER, M. J. Argonnt National Laboratory. 79/09/27. 2pp. 


79tateOSB4 Discusses validity of BSE of 0. 18 gravity for Wolf Crsel 
project b deterioration of eoncreto in base mat of reactor 
containment bldg. BSE should be redetermined. No bases for 
further comment re concrete. 








7918180890 Dlseustee concerns re ACRB Haste Mgt Bubeommittei 790918-19 
meeting. Not enough info was presented on reeeareh programs. 
Doeumentotion for EI8 on milling should hove been sant to 
members prior to meeting. 




7918180294 Summary of ACRB ECC8 Bub committae 790B27-2B aeatlng In Iilshe 
Falls, ID. - . J 

CATTON, I. ACRB - Advisory Committae on Raactor Bafeguarde. 

79/10/09. 3pp. 


7918180457 Summary of 790510-12 open msiting In Washington, DC re 
current statue of TMI-a, Sequoyah Power Plants Units 1 b 2 b 
Oyster Creek transient resulting in low core water 
e ACRB - Advisory Committee on Reactor Bafaguardi. 79/08/12. 
3S8pp. 


7912100461 Forwards draft ropt, “ Intoragoncy Task Force on lonlxing 

Radiation on Institutional Arrangsmsnts. " 

TAYLQRiL.B. National Council on Radiation Protection b 
Msasurement. 79/04/30. 70pp. 


"79t81S0462 Oiscussas fuel element clodding. 
GlLINBKYfV. Commission. 79/08/08. Ip. 


— 7918180582 Ac k receipt of Interagency Task Force Rapt. Committee wilt 
discuss rept at June 1979 meeting. 

CARBON, M.H. ACRB - Advisory Committee on Reactor Safeguards. 

1630. 79/05/15. ip. 


7912190874 Summary of 790614-16 open masting in Hashlngton.DC rs 
status of TMl-8 b implications on futura power plant design. 
Sams end memos rsf Deletion 1. 

* ACRS - Advisory Commlttss on Reactor Safeguards. 79/06/16. 
299pp. 


— 7918190870 Discusses schedule of ACRB subcommittee msotlnge b tours. 
LIBARKIN, M. M. ACRB - Advisory Committee on Reactor Bafaguariti. 
79/06/16. 2pp. 


—7918190882 Dlscussee arroneout etatements provided by applicant at 
Zimmer ACRS subcommittee meeting. 

KEPPLER, -J. G. Region 3, Chicago, Office of the Director. AiiB 


E7^/%AOaiJA 


«*a //\A y « rt 


—7912190897 Discusses apparent false statements by applicant at ZimAir 
ACRB subcommittee mooting. 

THOMPSON, D. Office of Inspection b Enforcement, Office of the 
Director. AITS F304BaH6. 79/05/08. 8pp. 


-evaluation of SEP 
Reactor Safeguards. 


—7918190304 Discusses TMI-8 implications. 

CATTON, 1. ACRB - Advisory Committae on Raactor Safeguards. 
79/06/14. 4pp. 
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— 7912190311 Discusses project status re Millstone Unit 2 power level 
increase 

* ACRS - Advisory Committee on Reactor Safeguards. 79/06/0a 
flpp. 


— 791S190315 Lists plants up/pending applications for power level 
increase. 

» ACR8 - Advisory Committee on Reactor Bafeguarris, 79/06/21. 

tapp 


•7'?12190321 Discusses status of Millstone Nuclear Power Station Unit i! 
CP application. 

HENDRlEi J. M. ACR8 - Advisory Committee on Reactor Safeguards 
70/05/19. 3pp. 


— 7912190325 Discusses status of Millstone Nuclear Power Station Unit 2 
□L application. 

STRATTONi W. R. ACRS - Advisory Committee on Reactor Safeguards 
74/06/11, 4pp. 


•7912190330 Discusses status of Zion Station Units I fc 2 re operating 
power limits. 

MANOELSDORFi H, ACRS •• Advisory Committee on Reactor Safeguards 
73/09/17. app. 


— 7912190336 Discusses status of Zion Station Units 1 6 2 re proposal to 
increase power level. 

STRATTON) W. R, ACRS - Advisory Committee on Reactor Safeguards 
74/12/09, 3pp. 


■7912190341 Discusses status of Zion Station Units 1 ii 2 re reguest to 
Increase mai reactor power. 

HDELLER) 0. U. ACRS - Advisory Committee on Reactor Safeguards 
76/06/09. 3pp. 


— 7912190346 Dlsctsscs status of operations review for Zion Station Units 

1 & a. 

DENDERtH. ACRS - Advisory Committee on Reactor Safeguards. 

77/06/17. 4pp. 


— 7912190382 Discusses review status of Maine Yankee Atomic Power Station 
proposed increased power levels. 

LAWROSKIiB. ACRS - Advisory Committee on Reactor Safeguards. 

79/06/07. 2pp. 


•7912190396 Discusses status of Indian Point Nueloar Ocneratlng Unit 3 
proposed increased power levels. 

LAWRDSKI#S. ACRS - Advisory Committee on Reactor Safeguards, 
79/07/13. 3pp. 


•7912190362 Discusses requests) agreements t commitments during 230th 
ACRS moating on 790614-16. 

FRALEYi R. F. ACRS - Advisory Committee on Reactor Safeguards, 
79/06/19, 2pp, 


•7912190379 Ack receipt of 790609 Itr re generic safety Implications of 
control lye & discusses post-TMt NRC actions, 

CA(IBQN#M.W. ACRS - Advisory Committee on Reactor Bafeguards. 

79/06/ IB, 3pp. 


7912190651 Summary of Ad Hoe Subcommittee on TMI-2 Accident 
Implications 790711 meeting w/S4<H>NU3 Corp) OObE) Dech te 1 b 
Tokyo Electric Power Co in Wash ing toni DC re long-term TMl-2 
impl ieatlons. 

• ACRE - Advisory Committee vn Reactor Safeguards. 79/07/11, 45pp, 


7912210049 Responds to questions raised re development of hybrid power 
reactor des IpO) incorporating plant features that maximljo 
safety, Net value of proposed design approach cannot bo 
adequately measured. 

CARBON) M. W. ACRS - Advisory Committee on Reactor Safeguarde. 
79/10/10. 9pp. 


7912210351 Transcript of ACRS subcommittee on power b electrical sys 
791213 meeting. Pp 1-25B. 

KERRjM. ) MARK) J. C. ) ERERBOLE) J, ACRB - Advisory Committee on Reactor 
Safeguards. 79/12/13. 259pp, 


79122602BB Transcript of 791207 ACRS meeting in Nash Ington, DC. Pp 
210-373. Implications of lessons learned at TMI-8 b 
recommendations of President's Commission on Accident at 
TllI-2 discussed. 

• ACRS - Advisory Committee on Reactor Safeguards. 79/12/07, 
C6Spp. 


791226034 1 Transcript of /‘51206 ACR6 general meeting in Uash ing ton. DC 
Pp i -209 Implications of lessons learned at fMI-2 b 
rat om)iiBnda t i on t of President's Commission on Accident at 
TMI-2 discussed 

< ACRS - Advisory Committee nn Reartor Safeguards 79/12/06 

210pp 


7912310214 Summary of Special nCRS 790416-17 meeting w/UbW t nuiacrous 
public attendees in Wash ing ton, DC re accident at IMl 
» ACRS - Advisory Committee on Reactor Safeguards 79/0B/23 34pp. 

--79S2310227 Transcript of 790416 statement on behalf of HbW. 

MACMILLAN, J H Dabcock b Wilcot Co. 79/04/16 27pp 


7912310239 "Decay Heat Removal During Very Small Sreak LOCA far QbU 
205 Fuel Assembly PHR " 

MlCHELSaN,C. Babcock b Hilcai Co 76/01/31 36pp. 


COMMISSION NRC COMMISSIONERS 


7912040215 Weekly Info rept fur week ending 791123, 

REHN,T, A. Office of the Etecutlve Director for Operations 
79/1 1/27. 26pp, 


7912170051 Weekly info rept for week ending 791116. 

REHM. T. A. Office of the Eiecutive Director for Operations 
79/11/23. 33pp. 


79I21B0146 Weekly info rept for week ending 791130. 

REHM)T. A Office of the Eiecutive Director for Operations. 
79/12/06. 25pp. 


7912200034 Comments on CommisslDna role in emergency response. Emergemry 
situations cannot be anticipated in sufficient detail to 
relieve necessity of on-the-spot jodgemeiits Util has major 
responsibility for emergency planning. 

HENDRIE, J, M, Commission. 79/11/26. 4pp. 


7912270062 Responds to 790614 questions re status b future of nuclear 
power in ML NRC has summariied historical t> economic data 
requested. Forwards NUREO-OSIO Caver sheet only end 
HENDRIE. J. M. Commission 79/IO/J2. 7pp 


•7912270077 "NRC SEP," speech for presentation at Oct 1970 meeting iif 
EN5/ANS in Orusse 1 s, Be 1 g i um. 

EISENHUT)D. 0 Division of Opeiating Reactors 7B/10/31 30pp. 


791327O0BO Notifies that NRC approved proposed agreement u/State of Hi 
whereby R] wi M assume some regulatory authority over 
by produc t> source b SNM 

HENDRIE, J.M. Commission. 79/12/04 Ip 


7912270033 Ack receipt of comments to President on TMI. Comments uiiil bn 
circulated among commissioners. 

HENDRIE, .J. M Commission 79/12/03 2pp 


--7912270O95 "Aielrod Recommendations on Nuclear Power Plant Safety." 
AXELROD, D H. Aielrod, D M. 79/11/30. 33pp 


7912270097 Informs of no objection to DOS proposed rept on S 1119 b 
H,R.5244 re procedures for transport b storage of spent foal 
in US trust territories 

HENDRIE, J.M Commission 79/12/07 Ip. 


— 7912270099 Requests comment on DOS proposed rept on 9 1119 b H. R. 5244 
re nuclear spent fuel (, trust territories by 791212. 

PETERSONiR K. Office of Managerienl (• Budget. 79/11/23. 6pp. 


7912270102 Notifies of comptetinn of NRC form for training course on 
C-£ simulator Payment forthcoming 
HENDRIE, J.M Commission. 79/12/04. Ip. 


7912270107 Responds to 790731 Itr re evacuation distances around TMI— ,7 
Forwards table developed on 790401 giving recommended 
actions for various contingencies b draft of long-term 
contingencies Ten-mile evacuation sufficient. 

HENDRIE, vT. M Commission 79/12/05. 4Bpp. 


7912270110 Requests opinion re M Rogovin 791118 suggestion that NRC 
develop program to alleviate mental stress among residents 
in TrtI area 

HENDRIE, J, M, Commission. 79/11/30. Ip, 


■79122701 14 Recommends implementation of program in TMI area to 
alleviate severe mental stress caused by accident. 

RQOQVIN.M NRC Three Mile Island Task Force 79/11/15. 2pp. 
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NOIMDOCKETED ITEMS 


-79,2270117 ‘^O^^no^ov^^norof^^UrirPA"'"'"' 


Ktros in Trtl area. Memo 
u/reiuesi comments. 

HENDRIE. Jrt Commission. 


79/11 /30 


79,2270,22 Notifies o» ®'r-Sro?o?“"'™‘ 

Vacancies on ASLD for 4-gr ‘>■'9 " 

HENBHie.J-rt Commission. 79/11/Ba. ip. 

-,„2»7o,« Ncui.. =. 

i.t.ncl.. « ASLB 4 -,v I 

KENOntEiJ. M. Commission. 79/11/2B. p. 


Screeninfl Committee for Laugor 

aooioi. 


-7912270131 Notifies of aPP" * ''I'"®'’* . 
vacancies on A5LD for 4-gT 
HENORIE. J. M. Commission. 79/ll/aB. Ip 

. 1 t—ni- tri ScTBBnina Committeo for Uavger 

-7912270,35 Notifies of appointment to Screenig 

Vacancies on ASLD for 4-gr " e^OiO,. 

HENDRIE. J. M. Comm i ss i on , 79/11/20. Ip- 

.-7912270,49 Notifies of 

Vacancies on ASLD for 4-ij|r ‘p’’"' " BOOIOl. 


Vacanc 
HENDRIE. J. M 


Commission. 79/11/23. ip. 


-7,.S=70,S4 N.U.I.. .1 — 

"i:;...!.. .7 ASLO f.r 4-„ *•'" « J”* " 

HENDRIE, J.M. Commission. 79/11/23. ip- 

-7912270153 Notifies of ^PP® ‘ ''J'"® 
vacancies on ASLB for 4-gr 

HEHDRIE.O.H. CommlssioT),. 79/11/23. ip. 

-77!as70140 N.im.. A. “iniSm"""'"” 

sis;u.".s" lii;:;.:;’' 


ji/State of WA. 

HENDRIE. J.H, Comfflls slon. 


79/11/23. ip. 


7912270192 '’f , ^^,03^5 ^r! i es^DL^'f o?*Unlt'‘2 ^ 

mag be restarted in mld-l9B3 at eariiess. 

S«e:3 S'”"-.""!™ 7,nu2s. 3P, 

7AlSai0iaA R.AUe.ti “70*^.721 i* 

administration of thgroid blocking agents 

developing recommendations re stockpiling 
around nuclear power P , .a, 

HENDRIE. <J. H. Commission. 79/11/21. f. 


CONTRACT NRC CONTRACTS AND - 

tlficatlon of contract eeecutlon, Mod I to ''Englrteerlng 
rEitaM?"hment of Criteria Basis 

1 waste Burial Sites " Contractor, Univ of 


79120A0I*7 Not 
Evaluation t< 

of Low Level o-- -- — . 

JACODS. A. Research Contracts Branch. . ... 

79/11/05. ip. 

.0. Regulation of Lou ‘"f''.* t"*,L Br.nch CARR. a. E. A.iion., 
77.R0701.4 R.li.loa.ta; "* c.atr.ct 

rA®.EK!i““ ss-.r. Ni.c-«-7,-a=.. tr/i./re. 

ip. 

ip. 

TRAoksER.C.M. Purchasing Section. FIN B-i557. NRC-„ -00-401. 

79/11/20. Ip. 




Assessment Analgsis. 

PERLMAN. J. Division of Contracts, 
79/11/20. 2PP- 


FIN B-1557. NHC-1 1-80-401. 


. L nvMriition.Mod 2 to "Radioactive 
■)OIS0704B9 Notification of contract oxeco 

^NyK^^^^A^^iMs^rat^irCortract: Branch. NRC-06-70-361. 

79/10/02, ip. 

7912100007 Notification of contract 

®^'*SiLar^rConIrartrBra«h, FIN b-6249. NRC-OA-77-13. 


HAOEY, H. 
79/10/03. 


Ip. 


m. U.1A, ".4. . = ^ "••‘•"A' 





.1 Au....i... rr..".*., 

siu:isrL"’'"»“'.:J:J =,= a-,=.e. 

NRC-OsViei. 79/11/14. ip. 

-7912100105 Contract: - "Technical A.ei.t.nce to IE Technics. 

^Anig^uinr.’SrpS^SfDi^rtpIncles." awarded to Parameter. 

innVoN K V Research Contracts Branch. LOFV.R.A, Parametir, 

4-4015 5S£-05-77-,B6, 79/11/14. 4pp. 

Reported Discrepancies. *“ 3 pane""' fin A-401S, 

DAISDENf U. nts^arch Contrackt Drancn. 

NftC-05-77-186. 79/11/02. Ip. 



Evaluatuion of Incidents, A1 legations 8 < Reported 

" R.snarch Contract. Branch. FIN A-4015. 

NRC-05-77-1B6. 79/11/02. Ip. 

{merer, C.M. =.4...n. FIN «-l=5,. WO-U-eO-40., 

79/11/20. Ip. 

-7912100270 Contract: "R.liabllitg h Prob.bli.tlc A.....«.nt Analgels.* 

,r 

. 

Bouthwest Resoarch Inst. rtw B-li37 NRC-07-70-367. 

PERLMAN, 0. Purchasing Bection. FIN B-lfeJ/. nnv 

79/0B/24. Ip. 

-79.S.00RS3 J™" ■ 

NRC-07-78-367, 79/00/24, Ip. 

7918100305 Notification of =«otraet execution. Mod S to "Environ 
Surveillance for Measuring Coocentrat on. of R-dio.ctivlt« 

,, Radiation Lavoie in Environ of Commlseion Lletneed _ 

Activities..." Contraclror:Stata of ME. b-bi13 

BAISDEN.L. Research Contracts Branch. FIN B 5113, 

NRC-O5-70-3B2, 79/11/30. Ip. j 

79,2100306 Mod C. extending pP^formancs period k providing add, fund 

"Environ Surv.lUance for Measuring Concantralons of 
Radioactlvitg k Radiation Levels i" Commission 1 

Uc.ns.d Actlvtttas Located Within S^NbiiLEY. H. M. MaiM* I 

MOSTDN, K. V. Research Contracts Branch, MiNLnutT.n.n > 



NONDOCKETED ITEMS 
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7912100390 NotificJtlon of contract eivcut ioni Mod 3 to "Memphie Area 
Rtglenal Saiimic Nituork. *' ContractorrHiinphlf Stata Univ. 

HAOEYd H. Raiaarch Contracti Branch. FIN Q-6376. NRC-04-7B-'200 

79/11/30. Ip. 


— 7912100374 Mod 2>*xt»ndlng performanca period It adding fundai to 
“Hemphif Area Regional ieiamie Network." 

HORTONi K. V. Reaearch Contracta Branch. JONES < D. H. Neinphla 

State Ufilv. FIN B-A376. NRC-04-7B-300. 79/11/30. 4pp, 


7912100449 Notification of contract execution: "Kegatone Pear Revieui 
Kartillop on Uaate Hgt Technical Rulei " awarded to Kegatone 
Ctr for Continuing Education. 

HCNULTY. A. Purehaalng Section. FIN B~6936-0. NRC-OB-SO-OdB. 

79/10/28. Ip. 


"7912100493 Contract: "Kegatona Peer Revl iwi Norkahop on Uaste Hgt 
Technical Rulai " awarded to Kegatona Ctr for Continuing 
Education. 

PERLKANtJ. Divlalon of Contracta. CRAtOi R. H. Kegatona Center 
fop Continuing Education. FIN B-6936-0. NR C- 03- BO -048, 79/10/39. 

3pp. 


7912110001 Notifleatlon of contract executloniHod 4 to "Environ 
Survaillance for Haaauring Concentrat Iona of Rad toactivitg A 
Radiation Uevela In Environ of Camnlaaion Llcenaed 
Actlvitlei. . . . " Contractor: State of 8C, 

BAISDEN) L. Reaearch Contracta Branch. B-5112. NRC -09-77 -iOd>. 
79/11/30. Ip, 


—7912110002 Hod 4>extandtng period of performance tc providing addl 
funding! to "Environ Surveillance for Haaauring 
Concantrationa of Radtoactlvltg h Radiation Levtla In 
Environ of Cernmlaalen Llcenaed Aetivitiea. . . . " 

HORTON) K, V. Divlalon of Contracta. 8MITH<J.U. South Carolina. 
State of. FIN B-912, NRC-OS-77-lOh. 79/11/30. Ip. 


7912110003 Notification of contract executloniHod B to "Performance 
Taatlng for Peraonnel Doalmetrg. *' Contractor; Onlv of HI, 

OUSTAVEi R. P. Reaearch Contracta Branch. FIN B-10499. 
NRC-Ol-77-iaO. 79/11/29. Ip. 


—7912110004 Mod B. extending contract at no coattte "Parfarnancs Testing 
for Peraonnel Doalmetrg. " 

HORTONiK.V. Divlalon of Contracta. STEHPLEiP.J. Michigan. 

Unlv. of. FIN 8-10499. NRC-01-77-180. 79/11/39. 2pp. 


791211000h Notification of contract axaeutlon. Hod 4 to "Environ 
Surveillance for Heaauring Concentret ions of Rad loactlvitg 
1( Radiation Levela in Environ of Commiailon Llcenaad 
Actlvltlaa. . . . " Contractor: State of TN. 

SAIBDEN. L. Reaearch Contracta Branch. FIN D-9S0B. 

NR 0-09-77-339. 79/11/30, ip. 


—7912110009 Hod Stextandlng period of performance h providing addl 
funding) to "Environ Surveillance for Heaauring 
Concentration! of Radtoactlvltg U Radiation Uevala In 
Environ of Commiatlon Llcenaed Actlvltlaa,,.." 

HORTON. K. 7. Divlalon of Contracta. FOHINKLE. E. M. Tennesaec. 
State of. FIN B-8206. NRC-08-77-3B3, 79/11/30. Ip. 


7912110013 Notification of contract executloniHod 9 to "Environ 
Surveillance for Heaauring Coneentratlona of Rad ioactivl tg 
A Radiation Levtla In Environ of Commlaalon Llcenaed 
Actlvltlaa,...'' Contractor: State of AR. 

BATSDEN.L. Reaearch Contract! Branch. FIN D-S307, 
NRC-09-7<i-379. 79/11/30, Ip. 


—7912110019 Hod 5i extending period of performance h providing addl 
funding. to "Environ Surveillance for Meaturing 
Concantrationa of Radloaetlvitg & Radiation Levels in 
Environ of Commiatlon Lietnaad Activities,..." 

HORTONiK.V. Divlalon of Contracta. KENT.O.D. Arkansas. State 
of. FINB-8207. NfiC -08-74-379. 79/11/30. Ip. 


7912110023 Notification of contract executloniHod 4 to ''Testing of 
Rtlnforcad Conereti Contalnmanta Under. Combined Membrane 
Tension !< Tangential Shear." Contractor: Portland Cement 
Association. 

NOLLETT. 3, Raatarch Contracts Branch. FIN B-4S03. 
NRC-04-77-1IB. 79/11/28.' ip. 


—7912110034 Hod 4. axtanding period of performance for two months at no 
coat) to ''Testing of Reinforced Concrete Containments Under 
Combined Membrane Tension ti Tangential Shear." 

MORTON. K.V. Division of Contracta. KUNZE.U. E. Portland Cament 
Alfociatton. FIN B-4203. NRC-04-77-I1S, 79/11/28. Ip, 


7912110040 Notification of contract execution: "Revise Detailed 
Definition of Requircmonts Document Which Nas Previouslg 
Prepared Og Booing Computer Sves Under NRC-04-77-045. . . . 
awarded to Boeing Computer Svc s Co. 

MCNULTY. A. Purchasing Section. NRC- lO-BO-464. 79/11/28. ip. 


— 7912110049 Contract: "Revise Detailed Dafinition of Requirements 
Document Which Uai Provlouslg Prepared Dg Boeing Computer 
Bvcs Co Under NRC-04-77-069 to Reflect Reduction of 
Modules... " awarded to Boeing Computer Svcs Co. 

PERLMAN. J. Division of Contracts. HDPKIN9.H. R. Doeing Computor 
Services. Inc. (subs, of Boeing Co. ). NRC-lO-SO-444. 79/11/26. 
7pp. 


7912110179 Notification of contract «x ecu t i on. Mod 4 to "Electrostatic 
Cogging Svcs." Contrac tor: Potomac Research. Inc. 

WIG0IN3. E. Administrative Contracts Branch. NRC-17-77-152. 

79/11/29. Ip, 


— 79121101B5 Mod 4iravising Article I re svcs h pricesito “Electrostatic 
Copging Svcs. " 

MATTIA.M. J. Division of Contracts. MODREiR.E. Potomac 
Research, Inc, NBC-17-77-182. 79/11/29. Ip. 


7912110239 Forwards outlines of tentative work assignments for 
containment purge, control of heavg loads (< performance 
monitor. 

ZeCH, 0. Division of Operating Reactors. NRC-03-79'IlB. 79/11/19. 

4pp. 


79)2110529 Notification of contract e xecut i on. Mod 2 to "Personnel 
Neutron Ooslmetrg for Nuclear Power Plants." Contractor; 

Rensselaer Polgtechnlc Inst. 

JACOBS, A. Research Contracts Branch. FIN B-4481. NR 0-04-70-263. 

79/11/14. Ip. 


— 7912110941 Mod 2, extending period of performance from 790930 to B00229» 
to "Personnel Neutron Dosimetrg for Nuclear Power Plants." 

MORTON, K.V. Research Contracts Branch. LDOIUDICE. J. H. 

Rensselaer Polgtechnlc Inst. FIN D-4491. NRC-04-7B-343. 

79/10/24, 2pp. 


7912120045 Notlflcatlen of contract e ircut 1 on, Hod 2 to "Environ 
Surveillance for Measuring Concentrations of Rad loac ttvi tg 
(i Radiation Levels In Environ of Commission Licensed 
Activities..," Con tract or: State of OR. 

BAISDEN. L. Research Contracts Branch. FIN B-92Q0. 

NRC-OS-78-313, 79/11/30. Ip. 


—7912120073 Mod 2. extending period of performance to 791231 4 changing 
govt support ceiling, to "Surveillance for Measuring 
Concentrations of Rad ioac tlvi tg & Radiation Levels in 
Environ of Commission Licensed Activities..." 

MORTON, K. 9. Research Contracts Branch. CEQDIE.K, M. Oregon. 

State of. FIN 0-9300. NRC-09-7a-313. 79/10/01. Ip. 


7912120078 Notification of contract e x ecut i on. Mod 2 to “Kinetics of 
Nuclear Waste/Reposltorg Interface Reactions." Contractor; 

San Jose State Univ Foundation. 

HAOEY, H. Research Contracts Branch. FIN D-4629. NRC-04-78-2B8. 

79/11/38, Ip, 


— 7912120064 Mod 2. extending period of performance to 791130 to 
"Kinetics of Nuclear Mas te/Reposl torg Interface Reactions." 
MORTON.K.U. Research Contracts Branch. 6TILI..R. C. San Jose 

State Univ. FIN B-4429, NRC -04-7 8-288. 79/10/39, 2pp. 


7912120241 Notification of contract e x ecut i on. Mod 9 to "Improved 
Ultrasonic Nondestructive Testing of Pressure Vessels." 

Contrac tor: Univ of Ml. 

JACOBS, A. Research Contracts Branch. FIN A-4047, NnC-04-73-ia2. 

79/11/19, Ip. 


— 7912180244 Mod 9<daletlng J Frederick & inserting Oanapthg.to 
"Improved Ultrasonic Nondestructive Testing of Pressure 
Vesse 1 s. " 

MORTON.K. V. Research Contracts Branch. HATTREN8.C. M. 
Michigan. Univ. of. FIN A-4047, NRC-04-75-la2, 79/10/39. Spp. 


7912120308 Notification of contract e x ecut 1 on. Mod 9 to "Studies in Two 
Phases Flow Oas Liquid Interaction in Upflow 8gs. " 

Contrac tor: Univ of Houston, 

HAOEV.H, Research Contracts Branch. FIN B-56B4. NRC-04-78-194. 

79/11/30. Ip. 


—7912130310 Mod S. extending period of performance from 790930 to 791215 j 
to "Studies In Two Phase Flow Oaa Liquid Interaction Upflow 
Bgs. " 

MORTQN.K.V, Research Contracts Branch. NORRIS, J.T. Houston. 
Univ. of, FIN D-94&4. NRC-04-7S-ia2. 79/10/01, 2pp. 
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7‘Jiai *10209 Notification of contract e«ec i*t ion. Mod 1 to "DocuMate tl 
B'aaic Sijs, " Contr at tor : Teini na 1 Data CortJ 

MEDROM. L. A. K. Ad mi n I a tra t i ve Contractu Dranch NRG- 10-77- 1 7i 

7<5/12/0<i. Ip 


— 79iai‘10S94 Mod doereasing obliBotion t- closing contract, to “DocuMate 

ii B^asic Sgs, " 

MATTIA.M J Division of Contracts DEAN, D P Terminal Data 

Corp. HRC-10-77-176. 79713706 ip 


79iaj«10a97 Notification of contract eiec ut ion. Mod 3 to "Grievance 
Revieui Eiaminer. “ Cont rac tor : AH Mailer 

MEDROH, U A, K. Administrative Contracts Branch. NRC-10-70-595. 

79/12/06 Ip 


--7912140303 Mod 3. decreasing obligation ti ciosing contratt, to "Grievance 
Revlciii Esamlner. ’’ 

MATTIAtM J. Division of Contracts, WALLER. A, H. Affiliation 
Unknoun. NnC-I0-7a-5a3. 79/12/06. ip. 


7912J70401 Notification of contract e«ec u t ion, Mod 5 to "Document 
Distribution." Contrac tor: Compu t er Control Corp. 

MEDRDHiL.A K Administrative Contracts Dranch NRC-lO-77-121 . 

79/11/30. ip. 


— 7912170406 Hod 3. decreasing total amount Zt completing closo-out action 
for contract* to "Document Distribution " 

MATTIAiM J. Administrative Contracts Dranch. mOCTOn. H. 0. 

Affiliation tlnknouin NRC-kO-77-121 . 79/11/30, Ip. 


7912170414 Notification of contract e» ecu t Ion, Mod 2 to "Determination 
of Occupational Man-Rem Eiposures, ” Contrac tor: Be ience 
App 1 1 ca ti ons, Inc 

HENCZERrU.R. Technical Assistance Contracts Branch. 

NflC-03-7a-l61, 79/11/29, Ip. 


— 7912170420 Mod 2, extending period of performance from 760925 to 000115, 
to “Determination of Occupational Man-Rem Eipoaures, " 

DDUOHERTV. D vl. Technical Assistance Contracts Branch. 

NnC-03-7a-161 . 79/11/29. Ip. 


7912100006 Notification of contract ex ec ut i on, Mod 6 to "Develop 
Certification Criteria for Industrial Radiographers." 

Contrac tor : Univ of Louell. 

6UBTAVE»R,P. Research Contracts Dranch FIN □—10276. 

NRC -01-76-337 . 79/11/30, Ip, 


— 7912100011 Mod 6, corr ecting orror in Mod 5, bo "Develop Certification 
Criteria for Industrial Radiographers. " 

MORTON, K V. Research Contracts Dranch, MILLER, E.F, Uoiuell, 

Univ. of, FIN B-10276 NRC-OI -76-337. 79/11/30. 2pp. 


7912100014 Notification of contract e i ecu t i on, Msd 19 to "DouincomeT 
Effects Eiperimental Program, " Contractor : CREARE, ire . 

MOLLETTiS Research Contracts Branch. FIN A-4070. 

NRC-04-75-16a. 79/11/2S Ip 


—7912100019 Mod 19, providing incremental funding fnr FY60 & specified 
funds due in F/Ol, to "Douncomer Effects Experimental 
Program. 

MORTON. K. W Research Contracts Branch. HtCKlN, R. A, Croare, 

Inc. FIN A-4070 NRC-04-7S-162. 79/11/28 3pp, 


T9I210OO23 Notification of contract e xecut i on. Mod 3 to "Specially 
Designed File Folders " Con trac tor ; Ames Color File. 

HICOINS.E Administrative Contracts Dranch, NRC-lO-79-374. 

79/12/07. Ip 


—7912100026 Mod 3, changing delivery schedule. to "Specially Designed 
Fi le Folders. “ 

MATTIAiH, J, Administrative Contracts Dranch. NRC~0l-79-374, 

79/12/07. ip 


7912180031 Notification of contract ex ecut ion. Mod 2 to "Technical 
Assistance Program for State— ot— the— Art Studg Concerning 
Near-Field Earthquake Motion " Contractor: Sys, Science t. 

Software 

HQLLETTiS. Research Contracts Branch FIN 0-6491. 

NfiC-03-76-l53. 79/11/01. Jp 


— 7912IB0037 Mod 2, providing incremental funding, to "Technical Assistance 
Program for State-of-th e-Art Study Concerning Near-Field 
Earthquake Ground Motion. " 

HORTON. K.V, Research Contracts Branch. BLACHMAN, V. H. Systems, 

Sciences «< Software. FIN B-6491. NRC-03-7B-155. 79/11/01. Ip. 


7912200031 Notification of contract e xecut I on. Hod 1 to "Mobile Lab. 
Contractor: Mobile Sys.. 

WIOOIN8.E. Administrative Contracts Branch. NHC-OB-79-257. 

79/11/16 Ip 


--7912200037 Mod 1 , mere is i ng option for two addl vahielesito “Hobils 
Lab " 

MATTIApH J, Division of Contracts. NRC-05-79-237. 79/11/16. 

ip. 


7912200149 Notification of contract eiecuti on, Mod 4 to “Design of 
IFMIS. " Contractors: Small Business Administration & 

Technassoc iates, Inc. 

HAGAN, T, F. Administrative Contracts Branch. FIN D-5131. 

79/1 1/23. Ip 


— 7912200175 Mod 4, changing contract number to FVOO NnC-09-80-393i to 
"Design of IFMIS," 

MATTIApM, J, Administrative Contracts Branch. ZENTNER, H. A. 

Technassoc iates, Inc. CHISHOLM, J. R. Small Business 
Administration, FIN D-5131. NRC-09-80-393. 79/11/23. 3pp. 


7912200177 Notification of contract execution, Mod 3 to "Design of 
IFMIS" Contractor: US Small Business Administration. 
Subcontractor: Technassoc iates, Inc. 

HAGAN, T.F. Administrative Contracts Dranch. FIN D-513!, 

NRC-09-79-349. 79/11/06. ip, 


—7912200102 Mod 3, revising period of performance ro Article II, to 
"Design of IFMIS, “ 

MATTIA.M. J. Division of Contracts. VTHIER.P. Technaisoclates. 
Inc. BECHETiL.J. Small Dusiness Administration. FIN D-513t, 
NRC-09-79-349. 79/11/06. 2pp. 


7912200179 Notification of contract execution, Mod 3 to "Design of 
tPHIS. “ Con trac tors: Sma 1 1 Dusiness Administration t< 

Technassoc i ates, Inc. 

HAGAN, T. F. Administrative Contracts Dranch. FIN D-5t31. 

NRC-O9-0O-39S. 79/12/03, Ip. 


— 7912200103 Mod 5, changing effective date of contract, to “Design of 
IFMIS. " 

MATTIA.M. J, Administrative Contracts Branch. FIN D-5131. 

NRC-09-00-395. 79/12/03. Ip. 


7912200190 Notification of contract execution: “Publication 
Distribution Sves, " Contractor: Computer Data Sye, Inc. 

HAGAN, T.F. Administrative Contracts Branch, NRC-lO-aO-362. 

79/11/27, ip. 


— 7912200190 Contract: "Publication Distribution Bves, “ awarded to 
Computer Data Sys, Inc. 

MATTIA, M. J. Division of Contracts. CQMDB, C. Computer Data 
Systems, Inc, NRC- 10-80-362. 79/11/27, 109pp. 


7912210302 Notification of contract execution, Hod 1 to “Nuclear Reactor 
Crisis Mgt Alternatives for Govt Action." Contractor; Natl 
Academy of Public Administration Foundation. 

HAGAN, T. F, Administrative Contracts Branch. FIN B-6792. 

NRC-04-79-210, 79/11/06. Ip. 


— 7912210303 Mod I, changing scope of work & eitendlng period of 
performance to 791231, to "Nuclear Reactor Crisis Hgt 
Altornattves for Govt Action. " 

MATTIAfM, J. Administrative Contracts Dranch. W00D,H. L.' 

National Academy of Public Administration Foundation. PIN 0-6792. 
NRC-04-79-210. 79/11/06. 2pp. 


7912210303 Notification of contract execution, Mod 7 to “Keypunch Svet. " 
Contractor; Fed era I Prison Indus tries. 

HAGAN, T. F, Administrative Contracts Dranch. NnC-10-76-334. 

79/11/06. Ip. 


— 7912210307 Mod 7, increasing total astimated cost to "Keypunch 9VC1. " 
HATTIA.M. J. Administrative Contracts Branch. # Federal 

Prisons Industries. NfiC-1 0-76-334. 79/11/06. 2pp, 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


7902260150 Responds to 790116 FOIA request for nine categories of 
documents re fire protection at six nuclear p lants. Documents 
forwarded except for one not found t, one other already 
located in PDR. 

FELTON, J.H. Division of Rules and Records. 79/02/09. Ip. 


79120S0466 FOIA request for documents re NRC Insps of 8t Luke's t: 
8t Mary's Hosps in Mi Iwaukee, NI since Jan 1979. 

VAKERIC6. T, V. O'Cennor & Hannan. 79/10/05, 2pp. 


7912050471 Responds to FOIA request for documents re NRC Insps of 3t 
Luke's tl 8t Mary's Hosps in Milwaukee, U1 since Jan 1979. 

Forwards insp repts of 791102 for each facility. 

CARR.J. C. Division of Rules and Records. 79/11/19. Ip. 
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— 791S050476 IE Insp Rept on 790627-20. No nottcqttip 1 lanes notsd. Major areas 
insp ected: organ! zatl oni training ti instructions to smployeesi 
radiation protection procedures & leak tests of sources. 

TQNGUEiT.M. Region 3i Chicagoi Office at the Director. 

79/09/11. 16pp. 


--79I20S0479 IE Insp Rept on 790027-28. Noncomp 1 lance noted: no surveys 
conducted of incoming byproduct matl since 79061S & no 
records of transfer maintained for returned byproduct matl. 
TONOUE.T. M. Region 3. Chicago, Office of the Director. 
79709/11. 38pp. 


79120S063D FOIih reguest for UCLA Nuclear Energy Lab Facility License 
R-71 j BAR & application for license Amend 10. 

V0EL2KE. D. Committee to Bridge the Oap. 79/10/30. ip. 


7912060&S8 Supplements response to FOIA reguest for documents re 
radwaete d Ispoeal. Foruards tuo addl documents subject to 
regucst: depDsttt on of NRC by JM Hendrie & notice of proposed 
rulemaking. 

CARRfU.C. Division of Rules and Records. 79/11/15. Ip. 


— 79I80605S9 Deposition by UM Hendrie on 790911 In Washington, DC. Pp 1-19. 
Notice of proposed rulemaking re storage disposal on 
nuclear waste end. 

HENDRIE, J.M. Gommistlon. 79/09/11. 23pp. 


7912060571 Supplements response to FOIA request for documents re plants 
operating (* under const (< llbility insurance. Foruiards addl 
documents subject to raguest:OM Hendrie testimony (c notice 
of proposed rulemaking. 

CARRaJ.C. Division of Rules and Records. 79/11/15. Ip. 


7912070161 Supplemsnts response to FOIA request for correspondence 
preparsd by UH Conran from 1960 to present. Portions of 
"threat list" in PDR. Info partially uilthheld <ref FOIA 
Exemption 1). 

FELTON, J.H. Division of Rules and Records. 79/11/16. Ip. 


7912070165 FOIA request for correspondence prepared by JH Conran from' 
1960 to present. 

MCCAINiR. Community Supported Television LA, Cal ifornia. 77/07/26. 
Ip. 


7912070172 FOIA requsst for documents re determination of route for 
shipment of spent nuclear fuel from foreign sources to DOE 
Savannah River plant Info re legal proceedings of 
intervention by Portsmouth cltiiens not sought. 

REYNOLDS, W. American Friends Service Committee. 79/10/26. Ip. 


79120701S1 Submits partial response to FOIA request for documents re 
shipment of spent nuclear fuel from foreign sources to 
Savannah River p lant. Forwards documents listed in app. 

CARRiJ.C. Division of Rules and Raeords. 79/11/23. 2pp. 


--7912070106 Discusses regulatory efforts to protect spent fuel during 
transport. Currently examining public comments on regulation 
.l> guidance, Also discusses study of potential ports of entry. 
Forwards 10CFR73 re fuel in transit. 

OIRCKS, W. J. Office of Nuclear Material Safety & Safeguards. 
79/09/12, 4pp, 


--7912070199 Responds to 790723 Itr re import shipments of spent fuel 
from foreign research reactors. Has not approved any plan to 
Import spent fuel from research reactors through Savannah, 

OA. Owners of foreign research reactors pay cost. 

BURNETT, R.F. Commission. 79/06/29. 3pp. 


--7918070203 Forwards Itr excerpt re spent fuel shipments 6 new physical 
protection rule, w/related guidance document, in response to 
790623 telcon. Also, forwards 10CFR73 re fuel in transit. 

MCCORMICK, R.O. Division of Safeguard s. 79/0B/83. Spp. 


— 7912070206 Responds to 790713 Itr requesting that NRC approve no 
domestic shipping routes for imported spent fuel until local 
haarings are held. Local hearings not appropriate at preeent. 
DIRCKStW.J. Office of Nuclear Material Safety 6 Safeguards. 
79/08/OB. 8pp. 


—7912070211 Discusses request for approval of route for imports of 
Irradiated MTR fuel. Approves proposed route on interim 
basis. Requests analysis of alternativts be submitted. to NRC ' 
by 790631. Proposal suVg to I0CFR2. 790. 

MCCORKLE, 0, W. Commission. 79/07/23, 2pp. 


--7912070214 Forwards informal notes describing 790618 meeting In - 
Norfolk, VA re seeurl ty for spint fuej;, shipments, 

ERICK80N,R. A. Commission. 79/06/14. Ip. 


--7912O7O210 Summary of 790612 meeting w/VA Port Aut hori iy , At lantic 
Container L ines. Port smooth Terminal, Inc t Transnuelear, Inc 
In Norfolk, UA re security for spent fuel shipments 
ERICKSON, n. A. Commission 79,' 06/ 13 Spp. 


7912070192 Responds to 790716 Itr re imports of spent fuel from foreign 
reactors. New regulations require that shipment of spent fuel 
must he routed to avoid heavily populated areas. List of 
foreign research reactors encl. 

BURNETT, R. F. Division of Safeguards. 79/03/28. 6pp. 


7913070224 Supplements response to FOIA request for Info re Nuclear 
Hatls tc Equipment Corp t, NRC investigation into previously 
withheld Executive Director for Dper'ilons remarks. Info 
partially withheld <ref FOIA Exemption 11. 

CARRfJ. C. Division of Rules and Records. 79/11/16. Ip. 


7912070289 Responds to FOIA requests for regulations issued pursuant tu 
or implementing FOIA. Confirms 791119 agreement to limit 
request to 10CFR9. Forwards 10CFR9. W/o end. 

CARRiJ.C. Division of Rules and Records. 79/11/20. Ip. 


7912070231 FOIA request for regulations issued pursuant to or 
implementing FOIA. 

BEIVERi U. D. Cole, Raywid & Draverman. 79/11/16. Ip. 


7912070246 FOIA request for five categories of info re NRC orgenitation 
4t records concerning TMI. 

mENCUS,L. Affiliation Unknown. 79/11/07. Ip. 


7912070250 Responds to FOIA request for five categories of info re NRC 
organitation 4< records concerning TMI. Response to first 
four categories submitted in NRC 791106 Itr. Forwards "Title 
List of Publicly Available Documents." N/o end. 

CARRtJ. C. Division of Rules and Records. 79/11/21. Ip. 


7912070235 FOIA raqueyt for info re United Nuclear Corp activities in 
Pauling, NY. 

DAUI8,C. Affiliation Unknown. 79/10/02. Ip. 


7912070263 Partially responds to FOIA request For document re Pawling, 
NY site. Forwards requested info. Submits addl info: sodium 
deuterium reactor never built at site, no matl ever used at 
site Sc no radioactive matl disposed of in lake. 

CARRiJ.C. Division of Rules and Records. 79/11/16. 0pp. 


— 7912070276 Discusses OA Co 740311 application to delete Pawling, NY as 
authorljed place of use for License SNM-B71.8ite represents 
insignificant risk to public. Rec ommends that license be 
tarninated, 

CROH, W. T. Division of Fuel Cycle 6 Material Safely, 75/07/14. 

6pp. 


— 7912070289 Forwards Itrs sent to NV transmitting analytical results of 
700406 soil sampling at Oulf United Nuclear in Pawling, NY. 

Submits tabulation of Pu— B3B 1, Pu— 239 results. No objection 
to termination of Oulf United Nuclear license. H/o sncl. 

DAVIS, J.O. Office of Inspection & Enforcement, Office of the 
Director. 75/07/07. Spp. 


—7918070299 Oiscussex 740603 notification by Region 1 re suspicion of 
Pu contamination in concre te. Reg ion 1 will investigate. 

Region I has requested that PaulingjNV site not be deleted 
from License BNM-S71. 

GROM, H. T. Division of Fuel Cycle *, Material Safety, 74/06/05. 

Ip, 


•7912070305 Dlscussfi review of data on Pu concentrations in soil 
samples taken at Pawllng>NY el te. Concentrations do not 
represent radiation exposure hacard. 

MA8N0, P. J. Commission, 75/06/25, Tp, 


•7912070335 Forwards results of analyses performed by IE Health Sves Lab 
on soil samples taken at Oulf United Nuc lean, Pawling, NY 
Bile. NY Health Dept 75030B Ur U EPA 750103 Itrs end. 

NELSQN.P. B. Region t, Philadelphia, Office of the Director. 
75/05/06. 6pp. 


— 7912070360 Forwards Insp Rept 70-0903/74-17 on 740905. No noncompUanco 
noted. Major areas inspected; fol lowup on decontamination of 
facility. 

NELSON, P.R, Region 1, Philadelphia, Office of the Director. 
74/09/26, 9pp, 


'7912070376 Bummary of 740729 meeting in Wash in# ton, DC re Pu 
concentrations in soil, in connection u/dseommiss loning. NRC 
recommended that ALAP approach be used 6 each site be 
treated on. caee-by-ease basis. M/decommi ssloning description. 
HAMADA, 0. Atomic Energy Commission. 74/08/28, 6pp. 



334 


NON DOCKETED ITEMS 


79120702SO FOIA rBOKest for dBtumanU rs ATCOR, Inc. Hue Uar D^velapmant 
”A» 4 acU?lon.UnU«d Nuclear Corp i Oulf United 

OU>TMANi J- 8. Levyp Ouksnan# Ooldherg & Kaplan. 79/09/1 . PP 

'7«»l9n70294 FDIA refluest for documents re Nuclear Development 
’ MSfcio^Snrted Nuclear Corp Wor OuH United Nuclear 

OUTHANiJ.S. Uevij) Gutman. Goldberg t. Kaplan. 79/03/30, Ip. 

7912070291 Submits partial response to FDIA 

Nuclear Development Assoc iat Ion, Uni ted 1? 

United Nuclear Carp U ATCOR. Inc, concerni ng faclUtij site. 

Forwards requested InFo. Provides addl InFo '’® ®‘**- „ 

CARR.J.O- ^ Division of Rules and Records. 79/U/l*. 3pp. 

“7912070300 Requests deletion of Pauling & EastviewiNY as authoriied 
Places of use «r that all records re locations be destrogad. 

Also requests that License SNM-B7i not be terminated. 

LQYSEN, P. Gulf Oil Corp. riRA-74--37. 74/03/11. 3pp. 

— 7912070303 “Results of Radiological Surveg.'’ 

* ATCOR. 74/03/ H. 67pp. 

--79I2070316 Foruiards addl results of anaigses performed hg ID Health 
Svcs Lab on soil samples taken at site. 

NELSON»P.H. Region !• Philadelphia, Office of the Director. 
75/06/09. 2pp. 

7912070319 Foruiards supporting documentation for conclusion that 2.0 

dlstntegratlons/minute of Pu/g of soil is appropriate 
criteria for use in determining acceptable fu concentration. 
STRMISA.F. V. Hew York, State of. 75/06/20. 13pp. 

—7912070321 Responds to M Kerr 741031 memo listing alternative actions 
leading to development of Pu soil 

FaGors establishment of task force within Natl Conference of 
Radiation Control Program Directors, ,,.,,,,,0 

MATTSON, R.J. Atomic Energg Commlssiun. 74/11/iS. >p. 

7912070342 Forwards HRC memo requesting guidance re levels of Pu 

acceptable to AEC for unrestricted areas. Spec 1 fical 1 g 
requests determination whether Pu soil levels are low enough 
L guidance on recommended levels. 

KUHLMAN.C.H. Atomic Energg Commission. 


74/07/17. Ip. 


-7912070347 Requests guidance re levels of Pu acceptable to AEG for 
unrestricted areas. Forward s results of licensee 
subcontractor 6 AEC analyses of four * 0 ‘* •*'"?*•*• 

STOUR, J.P. Atomic Energy Commission. 74/07/10. 7pp. 

-7912070360 Discusses 740008 site visit by OA Co 6 United Nuclear Corp 
to eiamlne site, review results of analyses of radioactive 
matl in soil Sc to determine course of action for termination 


of licsnee portion concerning Pauling. NY. . „ . 

LOYSEN. P. General Atomic Co. isubs. of Gulf Oil Co. i. 
74/0B/19. 2pp. 


MRA-74-141, 


79121004BO Supplements response to FOIA request on behalf of OH Ofc of 
Consumers Counsel for documents re postponement S< delay of 
tnservice date for HH Zimmer Unit l.No addl documents 
located subj to request. 

CARRi J. C. Division of Rules and fiecordo. 79/11/21. Ip. 

7912110006 Supplements response to FOIA request for Task Force of 
Safeguards Policy documents 6 ree ommendati one. Forwards 
requested info. Info partially wi thheld ; statements re 
upgrading program 1< internal 

CARRj J. C. Division of Rules and Records. NHDC/TBC/79 23. 

79/1 1/2B. Ip. 

—7912110089 Forwards S Chllk 761223 memo re 

recommendations to upgrade safeguards at existing SSNM fuel 
cycle facilities. Requests classification of memo as 

COHOS. T.R. Office of Administration. 79/01/14. 2pp. 

—7912110099 Submits decision re Commission action on NRC recommendations 
to upgrade safeguards at eiisting SaNM nuclear fuel cycle 
facilities. Portions of document re upgrading program t< 
internal threat withheld (ref FOIA Exrmptiotj 1). TA/ia/on 

CHILKjS. J. Office of the Secretary of the Commiesion. 76/18/2J. 

9pp. 

7912120156 FOIA request for NRC records re CL Stone. 

STONE.C.L. Affiliation Unknown. 79/11/16. Ip. 


7912120160 Responds to FOIA request for all NRC records re CL Stone. No 
nfn sub. CO request In personnel, iteurlty or radiation 

i^JS.Sre'reco^dS Forward; notice listing NRC sy. of records. 
cIrR^'c! Division of Rules and Rseords. 79/12/04. Ip. 

7912120163 FQIA request for winning technical proposal submitted in 
response to RFP NM8-79-024, "Vol Reduction Techniques in Low 

FT^SiEvfar^’scllnc. Applications, Inc. 79/10/03. Ip. 

7912120166 Responds to FDIA request for winning proposal 

submitted by T.knekron Research, Inc in response to RFP 
fj|.^g_7g_024. Forwards nonproprietary version of requested 

CARfiij.C. Division of Rules and Records. 79/11/29. Ip. 

about U8 nuclear power plant aeeldenti from 1949 1979.NRC 
has rsiponded to B Romlc request par FOIA. Forwards NRC 

SSsaiC^UV. Office of tha Executive Director for Operations. 
79/10/02, Ip. 

-7912120279 Forwards B Romlc 790B22 Itr re FOIA request for info about 
UB nuclear Joui.r plant accident, from 1949-1979. Requests 

CULVER, O.C. Senate. 79/08/29. 2pp. 

7912120482 FOIA requeit for License 37-00248-06MD w/amends. 

REDMOREiO. Pharmaco Nuclear, Inc. 79/ll/ov, ip. 


7912120485 Risponde to FOIA request for License a7-00848-06M& w/amendt. 
Forwards requested Info. 

CARR>J.C. Division of Rules and Rscordi. 


79/12/03. ip. 


79I2I20498 Appiali Initial FOIA response re 

concerning proposed routes for transport of irradiated 
reactor fuel, NY Dept of Transportation li Nine Mile Point 

AUDINi'u* Affiliation Unknown. 79/10/22. Spp. 


79/12/04. 2pp. 


7912120538 Responds to FOIA request for IE bulletins & circulars for 
1975 ti IE info notices for ‘’^^"^’•''“rwards documents 
listed in App A. IE clreulare not iesued in 1975 i, IE info 
notices not issued prior to 1979. ,,oy,i/a 7 

CARRdJ. C. Dtvitlon of Rulo* and Record*. 79/11/37. 3pp* 

—7912120543 IE Bulletin 75-02, "Defective Rodionics Rediogrephie 
Eiooiure Devices li Bourcie Changers." . i 

# Office of Inspection ti Enforcement, Office of the Director. 
75/02/14. Spp. 

7912120544 IE Bulletin 75^07 re emlieion of corrosive gases into 

ventilation sgt filtered by HEPA filters. 

e Office of Inspection ti Enforcement, Office of the Director. 
75/11/26. 8pp. 

—7912120548 IE Info Notice 79-04, "Degradation of Engineered Safety 

# Office of Inspection 1< Enforcement, Office of the Director. 
79/02/16. 6pp. 

7912180850 FOIA requeet for IE bulletlne 1, circulars for 1975 (i Info 

CARFAONOi 8. P. Franklin Instltote/Franklln Research Center. 

79/10/89. Ip. 

7912130141 FOIA requeit for technical proposal submitted by EseaT Corp 
for Contract MRC-04-79-a09, "Human tors Evaluation. ' 

FINDLEYiD.E, Science Applications, Ine. 79/10/17. ip. 

— 7912130146 Responds to FOIA request for winning proposal 

submitted by ESSEX Corp for Contract NRC -04-7 9- 20 9, Human 
Factors Evaluation." Forwards nonproprietary version of 
requested info.U/Q end, 
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7'?t8'13030i FOIA requeit for uinnlng proposal submitted bg Tsitneliron 
Rttaarchi Inc. In rasponse to RFP RB-NRn-B0-t03i "Util Hgb 
tt TechnKal Rosources. " 

BALUJA.J- Viking Energy Corp. 79/10/30. Ip, 


791S130310 Respendi to FOIA request for uinnlng proposal submitted by 
Tetnakron fieseareh. Inc. In response to RFP R8-NfiR-0O”lOS, 

Forwards nonproprietary version of requested info, 

CAAR.J-C. Division of Rules and Records. 79/11/30. Ip. 


— 7912130319 Response to RFP RS-NRfi-QO-105. "Util Mgt 6 Technical 
Resources. " Submits technical & cost proposal. 

POWERS. J, A. Teknekron. tne. RB-NRR-BO-105. 79/10/04, 91pp. 


7912L401&4 FOIA request for all KRC prepared case histories of all SNhl 
licensees that have or have had strategic quantities of BNM. 
R018HAN.A. Z. Natural Resources Defense Council. 77/07/18. 2pp. 


7912140171 Discusses delay in repsonse to FOIA 79-452 request. 
OlssamlnatlDn of requested info utlll be through Nucleonics 
Wk t< other HcOrau Hill Pub 1 icat ions. Lists ways in uhich 
public health would be enhanced by release of info. 
MARTINtD.L. McOrau-Hlll Publications Co, 79/11/12. Ip. 


7912140174 Responds to FOIA request for info re closed meetings 
concerning Ofc of Executive Director for Operations. Tapes 
will be audited li releasable portions forwarded. 8ECV 79-B2 
in PDR.NRC authority review withheld (ref FOIA Exemption 9). 
CARRfJ.C. Division of Rules and Records. 79/11/26. 2pp. 


7912140161 Bupplemsnts response to FOIA request for case histories 
prepared by NRC for all 8NM licensaes. Raquested info In 
Maahlngtoni DC PDR. Info partially wi thheld; safeguards 
procedural it security meeruies (ref FOIA Exemption 4>. 

CAHRiJ. C. Division of Rules and Records. 79/11/2B. 3pp. 


7912140302 Forwards FOIA 79-4BB requsst by FU Boncher. 

KEPPLERiJ. 0. Ragion 3. Chicago. Office of the Director. 79/11/03. 

Ip. 


--7912140307 FOIA request for records re Zion 1 it 2. Cook 1 it 2. Brunswick 
1 ti S b Union Carbide nuclear facility in Vabucoa. Puerto 
Rico. 

BONCHER, F.J. Schenk 8t Doncher. 79/10/29. 2pp. 


7912140312 Responds to FOIA request for records re Zion i h 2. Cook 1 b 
2. Brunswick 1 b 2 b Union Carbide nuclear facility in PR. 

Forwards documents listed in App A. No records exist for 
YabucoaiPR facility. DOE rept end. 

CARRiJ. C. Division of Rules and Records. 79/11/30. 9pp. 


— 7912140317 "Eff luent.Uaste Disposal b Potential Doses Semiannual Rept, 
Van-June 1976. " 

« Carolina Power b Light Co. 9290. 76/08/12. 16pp. 


— ^7912140319 "Effluent Waste Disposal b Potential Doses Semiannual Rept, 
Oul-Dec 1976. " 

a Cerollne Power b Light Co. 76/02/08. 17pp. 


— 7912140322 "Bimtannual Environ b Effluent Release Rept for Jan-Jone 
1977. " 

a Caroline Power b Light Co. 77/0B/3t. 20pp. 


— 7912140329 "Environ Rept.Jul-Dec 1977." 

a Ceroline Power b Light Co. 73/02/07, t9pp. 


— 7912140332 "Environ Rept Jan-June 197B. " 

a Carolina Power b Light Co. 76/OS/OO. 20pp. 


— 7912140337 “Betniennual Environ Rept.Jul-Dec 1978." 
« Caroline Power b Light Co. 78/12/31. 20pp. 


— 7912140346 "Bemiennuel Environ Rept. Jan-June 1979." 
e Carolina Power b Light Co. 79/06/30. 17pp, 


—*7912140349 "fiedioeetive Effluent Release Rept, Jan-June 1977." 
a Indiana b Michigan Power Co. 77/06/30. 17pp. 


—7912140380 "Radioactive Effluent Release Rept.Jul-Dec 1977." 
* Indiana b Michigan Power Co. 77/12/31. I6pp, 


— 7912140384 "Radioactive Effluent Release Rapt, Jan-June 1978," 
a Indiana b Michigan Power Co. 78/06/30. 14pp, 


—7912140366 "Solid Raduaste Rept.Aug-Oct 1976." 
* Commonwealth Edison Co 76/11/30. 3pp. 


—7912140372 "Rept of Radioactive Effluents, 1976. 
a Commonwealth Edison Co. 76/12/31. 4pp. 


"7912140376 Forwards "Solid Radwaste Rept. Jan-June 197/." “Ropt of 
Radioactive Effluents, 1977, " "Liquid Radwaste Rept Jan-June 
1977." "Liquid Effluent Rept. 1977. " "Liquid Radwaste Rept. 
1977." b "Rept of Radioactive Effluents, 1976. " 

BITEL. J. 8. Commonwealth Edison Co. 77/08/24. Ip. 


—7912140379 "Solid Radwaste Rept, Jan-June 1977." 
a Commonwealth Edison Co. 77/08/24. 6pp. 


— 79121403B9 "Rept of Radioactive Effluents, 1977. 
a Commonwealth Edison Co, 77/08/24, 6pp, 


— 7912140400 "Liquid Radwaste Rep t. Jan-June 1977. 
a Commonwealth Edison Co. 77/06/30. 9pp. 


—7912140402 "Liquid Effluent Rept, 1977. " 

a Commonwealth Edison Co. 77/12/31. 3pp. 


—7912140408 "Liquid Radwaste Rep t, Jan-June 1977." 
a Commonwealth Edison Co, 77/06/30. 6pp, 


—7912140426 "Ropt of Radioactive Effluents. 1976. 
a Commonwealth Edison Co. 76/12/31. Ip. 


— 7912140431 Forwards "Rept of Radioactive Effluents. 1977. “ "Solid 
Radwaste Rept.Jul-Dec 1977" b "1977 Rept of Occupational 
Personnel Radiation Doses." 

UANDKEiN.E. Commonwealth Edison Co. 7B/02/1S. 2pp. 


—7912140435 "Rept of Radioactive Effluents, 1977. " 
a Commonwealth Edison Co. 78/02/15. 9pp. 


—7912140439 "Bolid Radwaste Rept.Jul-Doc 1977." 
a Commonwealth Edison Co. 76/02/15. 6pp. 


—7912140446 "1977 Rept of Occupational Personnel Radiation Doses." 
a Commonwealth Edison Co. 77/12/31. Ip. 


—7912140452 Forwards "Rept of Radioactive Effluents 1978." "Liquid 
Radwaste Rept, Jan-June 1978," "Bolid Radwaste Rept. Jan-June 
1978." "Liquid Radwaste Rapt, Jan-June, 1978" b "Ropt of 
Radioactive Effluents, 1978. " 

HANDKE.N.E. Commanwealth Edison Co. 78/08/09. 4pp. 


— 7912140456 "Kept of Radioactive Effluents, 1978, " 
* Commonwealth Edison Co 78/08/09. 9pp 


—7912140460 "Liquid Radwaste Rep t. Jan-June 1978. 
» Commonwealth Edison Co. 70/08/09. Ip. 


—7912140465 "Solid Radwaste Rept, Jan-June 1970," 
a Commonwealth Edison Co. 78/08/09. 8pp. 


—7912140472 "Liquid Radwaste Rept, Jan-June 1970. 
a Commonwealth Edison Co. 78/06/30. 18pp. 


— 7912140470 "Rept of Radioactive Effluents, 1978. " 
a Commonwealth Edison Co. 7B/12/31. 6pp. 


—7912140481 "Liquid Radwaste ReptiJul-Dec 1970." 
» Commonwealth Edison Co. 79/06/30. 9pp, 


— 7912140485 "Kept of Radioactive Ef fluents, 197B. " 
« Commanwealth Edison Co. 79/06/30. 3pp. 


—7912140490 "Liquid Raduaste Rept, Sept-Dec 1979." 
a Commonwealth Edison Co. 79/06/30. 7pp. 


— 7912140494 "Bolid Radwaste Rept.Jul-Dec 1978. 
a Cammonwealth Edison Co. 79/06/30. 8pp. 


— 7912140490 "Rept of Radioactive Effluents, 197B. " 
a Cammonwealth Edison Co, 78/18/31. 3pp. 
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—771214051)0 "Rept of Otcopalianal Personnel Riidiet-ion Doses, IV/iJ, “ 
f Coii^o^aiTUiee 1 til Edison Cn 76^12/Jl. Ip. 


— 7912140504 “LER Output on Events Involving Releases fi-om 1 9i9“l‘resent, 
e Coinnionuieal Ih Edison Co < Imliana !i Michigian tloclrio Cn « 
Catalina Power fc Liglit Co 79711V20 llp|> 


— 791214050B ForuarOs ••Envivon Dose Pathuay Study, liipr i ny 197/-Fall 19/1) 
GTl-LIGH, J, R, C ommonsiea 1 1 h Edison Cn. 73/12/27, Ip 


— 7912140513 "Environ Dose Pathway Stud y. Spr i nq 1977-Fall 1978. 
* Coairaenweal th Edison Co 76/12/31. 23pp. 


79121701<>0 FOlft rfliiiisst for comprehensive evaluation rept of United 
Nuclear Carp plant in Wood River Junction, RI *< of three aridl 
facilities evaluated during 897 7 I, reported in 771223 weekly 
info rept. 

CQCHHPNiT. Q Natural Resources Defense Council 7B/02/21. Ip 


791217D175 Responds to FOIA request for comprehensive evaluation repta 
of four facilities evaluated during 1977. Rept for Wood River 
Junction. R1 plant in FDR Info partially uii thhe Id da f eguard l< 
security procedures (ref FQIA Eiemptlons 1,3 & 41. 

CARR, J. (5 Division of Rules and Records. 79/11/19. 2pp, 


7912170178 Responds to FDIA raquest for insp repts of radiologic sites 
at tJniv of Southern CA from last two yrs. Has no documents 
subj to request, 

CAHRiJ. C. Division of Rules and Records. 79/13/06. Ip. 


79121701B1 Responds to FQIA request for records re Tarapur. India, Atomic 
Power Station 8i use of atomic energy by Ind ia. Document w/ 
requested info in Wash i ng ton, DC PDR. Info partially uithheld 
Iref FOlA Etemption 1) 

CAHiliJ. C. Division of Rules and Records. 79/11/26. Ip. 


7912170183 FQIA request for insp repts of radioloptc sites at tiniv of 
Southern CA from last two yrs 

GQL.OKAOEN, D I. Affiliation Unknown. 79/11/15. Ip. 


7912170187 FQIA request for various info re NRC activities & nuclear 
power p Ian tsi inc 1 ucting NRC personnel responsib i 1 1 1 1 es, 
radiation doses, regul atory stds for public protection from 
radiation (< opposition to unsafe nuclear energy. 

OANNIS,S. Affiliation Unknown 79/11/lB Ip. 


7912170191 Responds to FOIA request for various Info re NRC activities 
6 nuclear power p lants . Forwards documents listed in App A. 

Remainder of request not stated in FQIA terms. 

CARfi,J. C. Division of Rules and Records. 79/12/03, 2pp. 


7913170197 FOIA requasl for winning prdposal submitted by Personnol 
Dec isi ons. I nc in response to NRC R RFP RS-DSD-79-003, 

"Dehavi ora) Observatian Program to Assure Continued 
Reliability of Employees." 

RUTHERFORD. J. F. BDMCorp. D DN/W- JFR-B343- 79/10/36. Ip. 


7912170200 Responds to FOIA request for winning proposal submitted in 
response to NRC RFP 08-030-79-003, "Dehavi oral Observatian 
Program to Assure Continued Reliability of Employees " 

Forwards requested info.W/o end 

CAHR.J C. Division of Rules and Records, 79/11/31. Ip. 


7912180336 "Ouidolines for Decontamination of t'acilities & Equipment 
Prior to Release for Unrestricted Use or Termination Of 
Licenses for Dy produc t , Sour c e or BNH. " 

» Division of Fuel Cycle i Material Safety. 77709/15. 6pp. 


7912170377 FOIA request for info re winning proposal submitted in 
response to NRC RFP RS-aSD-79-002, "Stds for Psijchologi cal 
Assessment of Security Personnel." 

FLVNN, E. National Eva luat i on Systems , Inc , 79710/24. Ip, 


7912170360 Responds to FOIA request for info re winning proposal 
subBiltted In response to NRC RFP RS-DSD-79-002. Forwards 
nonproppietary version of proposal. W7o encl.Also forwards 
addi Info requested. 

CARRtJ.C. Division of Rules and Records. 79/11727. 2pp. 


7912170386 FOIA reuqest for documents containing analysis of proposed 
siting criteria application to existing sites. 

WEISS, E.R. Sheldon, Harmon 6 Weiss. 79711705. Ip. 


7912170394 Responds to FOIA request for documents containing analysis 
of proposed siting criteria application to existing sites. 

Foruards NRC 790926 memo ro NUREO-0635 Recommendation 2, u/ 
list □# plants meeting criteria ACR9 transcript in PDR. 

CARRiJ. C. Division of Rules and Records. 7971 1/30. Ip. 


—7912170399 Lists factors to be considered for interpreting three 
distance criteria in surveillance of OL & CP sites re 
haiardous fad 1 i t i es, ai rports t< p i pel ines. Depend ing upon 
interpretation, 10-207. of existing sites would fail criteria. 
HOUSTON, R W. Division of Site Safety & Environmental Analysis. 
79/09/26 8pp 


7912170403 FOIA request for six listed reg guides t< for placement on 
NRC distribution list for future reg guides. 

PTAK.J. Iowa Public Interest Research Group. 79/11/19 Ip. 


7912170409 Responds to FQIA request for six listed reg guides t for 
placement on NRC distribution list for future reg guides. 

Forwards 790S30 reg guide distribution list. Name placed on 
distribution list for future draft reg guides. 

CARR, J. C. Division of Rules and Records. 79711730. ip. 


7912170412 Supplements response to FOIA request for correspondence 
prepared by OH Conran. JH Conran "threat list" in PDR, Info 
partially withheld (ref FQIA Exemption 1). 

FELTON, J.H. Division of Rules and Records. 79711716, ip. 


79121B0109 FOIA request for records not released to press ti Congress re 
Commission inquiry into Ofe of Inspector ti Auditory Qfc of 
General Counsol rept on Apollo testimony of executive 
Director for Operations. 

KRANIBH.A, Trends Pub 1 i shing. Inc. 78703702. Ip. 


7912160116 Supplements response to FOIA request for info re Ofc of 
Inspector b Audltor/Ofc of General Counsel rept on Apollo 
tostlmony. Forwards documents listed in App A. Portions of 
documents in App B withheld iref FOIA Exemptions 1,3,6 t, 7). 
CARR.J. C. Division of Rules and Records. 79712/10. 4pp. 


7912IB0123 FOIA request for drafts of NURE07CR-0370, NUfiE07Cn-0678, 
NUREQ/CR-0130, NUREO-0584 6 NURE0-05B6, u/resp ec ti ve additions 
U comments. 

PTAK, J. Iowa Public Interest Research Group. 79711/16. ip. 


79121B0131 Responds to FOIA request for five NUREO repts u/additiani W 
c omments. Forwards NUfiE0-05a4 t< comments. NURE07CR-0130 
addendum available at NTIS t< NRC. NUREO/CR-0570, NUREO CR-0672 
& NUREO-O3e6 not yet published. U7o end. 

CARR,J C. Division of Rules and Records, 79712/06. ip. 


79121B0147 FOIA request for info re higher fuel burnups in commercial 
LWRs (particularly Zion It Quad Cities) from 197S to present. 

QUIOOi C, Pollution Environmental Problems. 79711728. Ip. 


—7912100156 NEDa-21660 

"Experience W/BHR Fuel Through Dec 1976." 

ELKINS, R.D., DAU1E8, J. H. > H0LT2CLAW, K. W. Oeneral Electric Co. 
77NEDt20. 77/07/31. tOpp. 


7912180151 Responds to FQIA request for info re higher fuel burnups In 
commercial LWRs. Forwards documents listed In App A. Addl Info 
can be found In proceedings of 790429 6 0503 AN3 topical 
meeting in PortlandiQR published by AN6. 

CARRjJ. C. Division of Rules and Records. 79712706. 2pp. 


7912180255 FOIA request for index of Civil Bve employees in federal 
agencies. Pub I le Law 93-579 end, 

CAVAZDSiE, C. Lincoln National Life Insurance Co. 79711707. 2pp. 


79121B0263 Responds to FOIA request for index of NRC employees. 
Forwarded organ! zational computer listing of positions as 
of 790B31. W7o end. 

CARR, 0. C, Division of Rules and Records, 79711/26. Ip. 


7912100265 Appeals response to FOIA request for Ofc of Inspector b 
Auditor rept on Apollo testimony. 

COCHRAN, T.B. Natural Resources Defense Council. 7B708728, ip* 


7912180277 Responds to appeal of initial FOIA decision re requeit for 
info concerning Ofc of Inspector b Auditor on Apollo 
testimony. Forwards documents listed in App A. Info partially 
withheld (ref FOIA Exemptions 1,3,6 b 7>. 

CARRiJ. C. Division of Rules and Records. 79712710. 4pp. 


79121802B2 Responds to FOIA request for Info re winning proposal 
submitted by Franklin Research Inst, in response to RFP RB- 
NRR-79-118. Forwards requested info. Info partially withheld: 

NRC advice, opinions b recommendationslref FOIA Exemption 81. 
CAHR»J.C. Division of Rules and Records. 79711728. 2pp. 


7912180288 FOIA request for info re (sinning proposal submitted by 
Franklin Reeearch Inst, in response bo RFP R8-NRR-79-HB, 

"Review b Evaluation of Approximately 500 Pending Operator 
Reactor Licensing Actions, " 

MONROE, G.E. PRC Energy Anelgtis Co. 79709726. Ip. 
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791S160302 Re&ponds to FOIA request For SNM license issued to Atomics 
Inti for Conoga Parli>CA & Santa Susana. CA facilities. 

Forwards request info. 

CASR<<J. C. Division of Rules and Records. 79/13/10. Ip. 


— 791S1G0325 License SNM-3i for Atomics I nt 1 > aut hor 1 z i n g use of It 
enriched in U-S3Si U-533 ti Pu> for use per 7S0&27 application 
ti 770201 » 04 13> 061^ tc 0Q12 application supple. Foruards 
guide! ines, 

RDUSEtL. C. Licensing Management Drench. 77/09/15. ISpp. 


7912180369 Supplements response to AZ Roisman FQIA request for 
documents re NURE0-04S9 U preparation of upgraded phgslcal 
protection regulations in 10CFR73. Foruarde list of MRC 
documents ti govt repts. Remaining list classified. 

CAHR*J. C. Division of Rules and Records. 79/12/11. 17pp. 


7912180374 Appeals initial decision re FOIA request for documents 
concerning route determination of spent nuclear fuel from 
foreign sources to DOE Savannah River plant. 

DQUOHERTYi J. D. Dougherty- J. D. 79/11/15. p. 


■7918180362 Responds to appeal of initial decision re FOIA request for 
dneuments concerning route determination of spent nuclear 
fuel from foreign sources to DDE Savannah River plant. 

Documents provided 791123, No further action required. 

CARRi J. C. Division of Rules and Records. 79/11/2B. Ip. 


7912180360 Supplements response to AZ Roisman FOIA request for 
dacuments & communications re TMt-2. Lists documents subj to 
request. Documents withheld (ref FOIA Exemption 4). Mill 
consider direct requeet for purchase of documents, 

CARRaJ. C. Division of Rules and Records. 79/12/11, Spp. 


7912180393 FOIA request for correspondence betueen NRC Appalachian 
Power Co or American Electric Power Co re possible nuclear 
facilities In VA 6 UV in next IS yrs. 

MCHAHAN. J. Affiliation Unknown, 79/U/20. Ip. 


79121B0409 Responds to FQIA request for correspondence between NRC ti 
Appalachian Power Co or American Electric Power Co. re 
possible nuclear facilities In VA & HV in next 15 yrs. 

Previous FOIA 79-271 response forwarded requested info. 

CARRiU.C. Division of Rules and Records. 79/12/13. Ip. 


7912180646 FOIA request for changes made to NRC IE flanual- from Change 
Notice 7B-3S to present. 

dOHNSDNi J. M. Carolina Power t Light Co. DOA-79-223. 79/10/17. Ip.. 


7912180648 Responds to FOIA request for changes made to IE Manual- from 
Change Notice 78-35 to present. Forwards releasable portions 
of requested info. 

CARRtO.C. Division of Rules and Records. 79/12/04. Ip. 


•7912180649 IE Change Notice 70-35 re Insp procedures. 

» Office of Inspection t< Enforcement- Office of the Director. 
78/10/04. 17pp. 


■7912160651 IE Change Notice 78-36 implementing Temporary Instruction 
2919/16- "IE Fire Protection Reviews- Program Plan." 
a Office of Inspection U Enforcement- Office of the Director. 
78/10/12. S9pp. 


--7918160693 IE Change Notice 78-37- Implemtntlng Temporary Instruction 
2919/19r "Spent Fuel Racks - Insp Requirements." 

* Office of Inspection t- Enforcement- Office of the Director. 
78/10/84. 9pp. 


*7912180695 IE Chang* Notice 78-3D- revls ing instructions re manpower 

tifs. 

* Office of Inspection t< Enforcement- Office of the Director. 
78/10/87. 4Bpp. 


--79121B069S IE Change Notice 78-39- inc lud ing instructions w/guidance on 
lOCPRSO. Alto includes procedure re Independent measurements 
of teletherapy unit radiation output. 

* Office of Inspection t< Enforcement- Office of the Director. 
787800. 78/11/01. I7pp. 


--•7912180699 IE Change Notice 70-40- re IE positions I- personnel, 
e Office of Inspection 1< Enforcement- Office of. the Director. 
79/11/19. lipp. 


■7918160663 IE Change Notice 78-41- implementing Temporary Instruction 
2a00/l« "Survey-Ouestlonnalre Program for Priority 667 
Licensees. " 

* Office of Inspection t< Enforco-sent- Of f lee of the Director. 
78/11/84. 9pp. 


—7912180664 IE Change Notice 7B-42. re distribution of IE repts-annual 
operating plan t- temporary reduction in operations insp 
program. 

* Office of inspection Enforcement. Office of the Director 
70/11/27. IBpp 


— 7912180666 IE Change Notice 79-09- imp I ement ing Temporary Instruction 
2595/02. "Insp Requirements to Review D!<W Licensee Actions 
Taken in Response to IE Dullotin 79-05 79-OSA " 
a Office of Inspection & Enforcement- Office of the Director 
79/04/09, 10pp. 


'7912180667 IE Change Notice 78-43- including Temporary Instruction 
2515/18- "Insp Programs During Periods of Long-Term 
Shutdown-" which provides modified requiraments for insp of 
operating reactors. 

» Office of Inspection i Enforcement- Office of the Director 
76/12/28 9pp, 


— 7912180669 IE Change Notice 79-09. inc 1 ud mg revision of Chapter 0525. 
"Action Item Tracking Sys." 

» Office of Inspection Enforcement- Office of the Director. 
79/06/04. 20pp, 


— 7912100671 IE Change Notice 79- 10- imp 1 ament ing Chapter 1006- 
"9afeguards Insp Repts." 

» Office of Inspection Zc Enforcement. Office of the Director. 
79/06/U, 30pp. 


'7912IB0672 IE Change Notice 76-44- re use of medical coniultants. 
* OffiC'O of Inspection 4- Enforcement- Office of the Director. 
76/12/29. 19pp, 


•79121B0674 IE Change Notice 79-11, re verification of licensee actions 
required by lE Dullotln 79-06. 

e Office of Inspection 6 Enforcement- Office of the Director. 

I EB-79-00. 79/06/25 . 50pp. 


•7912180676 lE Change Notice 79- 1 2, tes t ing t- operations phase of insp 
program for LWRs. 

* Office of inspection 4- Enforcement* Office of the Director. 
79/07/01. 80pp, 


■7912180677 IE Change Notice 78-'l3- mod i f yi ng frequencies of insp in 
814XX series. 

* Office of Inspection 6 Enforcement- Office of the Director. 
814800. 70/12/29. 14pp. 


■7912100676 IE Change Notice 79-13- re establishment of new general ini-p 
area 6400- "Fire Pro tec 1 1 on/P p even t i on- " & issuance of 
Procedure 640530. 

* Office of Inspection 4- Enforcement. Office of the Director. 
79/07/01. 50pp. 


— -7912160679 IE Change Notice 70-46- re fuel facility resident inspector 
program. 

♦ Office of Inspection t< Enforcementi Office of the Director. 
aS204C. 78/12/29. 100pp. 


•7912180601 IE Change Notice 79-i 4- imp 1 ome'nting Procedure 75720!) for 
inspecting field site radiography 4< including revisions to 
Procedures 838900 which clarify requirements for sobmlssion 
of final insp repts 

e Office of Inspection 4- Enforeamenti Office of the Director. 
79/07/01. 40pp, 


■7912180682 IE Change Notice 76-47- re operations phase of fuel facility 
insp program. 

e Office of Inspection b Enforcement- Office of the Director. 
79/12/29. 30pp. 


— 79I21606B3 IE Change Notice 79-13- adding Chapters 1220.1230,1240 ti 1430 
re agreement states. 

a Office of Inspection & Enforcement- Office of the Director. 
79/07/01. 20pp, 


— 7912180684 IE Change Notice 79-16- re IE investigation program, 
e Office of Inspection & Enforcement, Office of the Director. 
79/07/01. 20pp. 


■7912180685 IE Change Notice 78-48- re varidus insp program procedures in 
Chapters 2513-2515 6 2525. 

e Office of Inspection & Enfarcement- Office of the Director. 
78/12/29. aoOpp, 


— 7912180687 IE Change Notice 78-49- re insp of welding at power reactors 
under const. 

e Office of Inipectlo-n 4- Enforcement- Office of the Otractor. 
78/12/29. 50pp. 
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7912180688 IE Change Notice 79-17. re mail 
6NN in transit & import-export licenses 
lafeguards insps. 

* Office of Inspection t< Enforcementj 
79/08713. OOpp. 


control t accounting, insps 
i< fuel cycle facilty 

Office of the Director. 


of 


7912160699 IE Change Notice 79-02. re physical security 
research reactors. 

• Office of Inspection S. Enforcement. Office of tne 
79/02/01. SOpp. 


at pouier & 
Dir BCtoT. 


Monitoring Semiannual Rept. 
W1607. 72/06/30. 14pp. 

Monl toring. vJan-Juna 1973.“ 
» Commonuiea 1 t'h Edison Co. 73/06/30. llpp. 

—7912190117 Excerpts of "Raduiaste t. Environ Moni toring. Jul-Dec 1973." 

* Commonuealth Edison Co. 74/02/20. 10pp. 


— 79i2190ll2 Excerpts of "Radwaste 8. Environ 
Jan-June 1972. " 

e Industrial Bio-Test Laboratories. Inc. 


— 701 S 190115 Excerots of "Radwaste 1 < Environ 


•7912180690 IE Change Notice 79-21. re safeguards 
* Office of Inspection S< Enforcement. Office 
79/11/01. 20pp. 


program. 

of the Director. 


-7912180691 IE Manual Change Notice 7B-50.re operating phase of resident 
insp program For power reactors. 

« Office of Inspection & Enforcement, Office of the Director. 
78/12/29. 6pp. 


-79I21B0693 IE Chang* Notice 79-03, revi sing table of 
currently effective Instructions, as of 790101. 

» Office of Inspection 6 Enforcafflent. Office of 
79/03/01. 40pp. 


contents which 
the Director. 


list 


7912190122 Excerpts from "Radwaste tt Environ Monitoring. Jan-June 1974." 

e Commonwealth Edison Co. 74/00/31. 8pp. 


—7912190126 Excerpts from "Radwasta. Environ Monitoring h Dccupabional 
Personnel Radiation Exposure, Jul-Dec 1974." 

» Commonuealth Edison Co. 73/02/20. Bpp- 


—7912190120 Excerpts from "Radwaste. Environ Monitoring *< Dceupational 
Personnel Radiation Exposura, Jan-June 1975." 

« Commonwealth Edison Co. 75/06/30. llpp. 


7912190135 Excerpts from "Radwaste. Environ Monitoring ti Oecupatlfloel 

Personnel Rad lat Ion Exposure, Jul-Dec 1975." 
e Commonwealth Edison Co. 76/02/29. 2tpp. 


-7912100694 IE Change Notice 79-10 re Inep requirements 
followups to IE Bulletins. 

» Office of Inspection 8x Enforcement. Office of the 
79/09/14. 20pp. 


for license# 
Director, 


—7912170139 Excerpts from "Radwaste. Environ Monitoring t. Occupational 
Personnel Radiation Exposure. Jan-June 1976. " 

» Commonwealth Edison Co. 76/06/30. 16pp. 


-79121B0695 IE Change Notice 
phase for power reactars, 
* Office of Inspection 8< 
79/11/01. 20pp. 


79-22. re preoporat ional test S. operating 
Enforcement. Office of the Director. 


7912190143 Excerpts from "Radwaste. Environ Monitoring fc Occupational 

Personnel Radiation Exposure, Jul-Dec 1976." 

* Commonwealth Edison Co. 77/02/28. I9pp. 


-7912100696 IE Change Notice 79-04, re ir«P of welding 8. 
examination of welds during const phase. 

» Office of Inspection £. Enforcement. Office of the 
79/04/02. 40pp. 


nondestructive 

Director. 


-7912100697 IE Change Notice 79-01, re preeervico 8. inservice insps. 
* Office of Inspection 8. Enforcement. Office of the Director. 
79/02/01. 24pp. 


-791210O'69B IE Change Notice 79-23. ra periodic status ropts. 

e Office of Inspection & Enforcement. Office of the Director. 
79/11/15. 20pp. 


— 79121B0699 IE Change Notice 79-05, revising operation phase of insp 

pr<i{]rdnt ft>r LWi^s. . . . na a. 

e Office of Inspection 8. Enforcement* Office of the Director. 

79/04/02, lOOpp. 


“7912180701 
1016/1. " 
• Office 
79/ll/Oi. 


IE Change Notice 79-19, implementing Temporary Instruction 
Safeouards Analysis of Noncompl lane e. " 
of Inspection 8t Enforcement. Office of the Director. 

20pp. 


—7912190152 Excerpt# from "Radwaste. Environ Monitoring l< Occupetional 
Peraonnel Radiation Exposure. Jan-June 1977." 

• Commonwealth Edleon Co. 77/06/30. 13pp. 


7912190159 Excerpts from "Radwaste 8. Environ Monitoring 1977 Annual 

Hep t. " 

« Commonwaalth Edison Co. 77/12/31, 24pp. 


—7912190166 Excerpts from "Annual Rept 1976. 
* Commission. 76/12/31. 3pp. 


—7912190171 Forwards notice of violation 8< 750828 notice of proposed 
imposition of civil penalties, resulting from 750522-23 8. 

KNUTH^D. F. Region 3, Chicago. Office of the Director. 73/08/20. 
3pp. 


-7912190179 Notice of violation from inep on 750522-23. Noncompliance 
noted;llnear heat generation rate exceeded max allowable 
on 750521 & 22, procedures not prepared for all normal 
startup activities 8. Instructions not recorded. 

KNUTHrD.F. Region 3. Chicago, Office of the Director. 75/08/28. 


__79121B0702 IE Change Notice 79-20, re IE investigation 
review of responses to IE Bulletin 79-19. 

* Office of Inspection 8« Enforcement. Office of the 
IEB-79-!9. 79/11/01. SOpp. 


program & 
Director. 


IE 


—7912190103 Notice of proposed Imposition of civil penalties from inep 
on 750522-23. . 

KNUTH.D. F. Office of Inspection & Enforcement. Office of the 
Director. 75/08/20. 3pp. 


-7912180703 IE Change Notice 79-06. d elet ing Procedures 90710B l. 90826D 
8, retaining Procedures 92700Q 8. 90712B to fuel cycle 8< natls 
programs 6 revising Procedure 847100 re solid waste 
processing 8. disposal, m , 

* Office of Inspection 8< Enforcement. Office of the Director. 
79/04/02. 40pp. 


—7912190190 Forwards responses to NRC 760029 Itr requesting info re mgt 
steps to improve eompHence in two major areas of vlolatlan. 

Program initiated to improve analysts of equipment failures. 

Reply to App A withheld (ref 10CFR2. 790). 

LEE. B. Commonwealth Edison Co. 73/10/06. App. 


—7912180704 IE Change Notice Notice 79-07, Imp 1 ementing Temporary 
Inslruction 2595/01. "Insp Requirements to Review BlcU 
Llcansae Actions Taken In Response to IE Bulletin 79-05." 

» Office of Inspection *. Enforcement, Office of the Director. 
IEB-79-0S. 79/04/02. Ip. 


7912190081 FOIA request for three categories of documents re 
Ouad-Clties Units 1 & 2. 

RDMIC.D. Affiliation Unknown. 79/11/04. 2pp. 

79i2190096 Respondi to FOIA request for documents re Quad-Cities Units 
1 & 2. Forwards documents listed in App A. Borne records not 
located. Remaining documents In PDR 6 LPDR. No document* subj 
to eecond part of request. - 

CARR. J. C. Division of Rules and Records. 79/12/05. 4pp. 


“7912190106 Excerpts of "Bemiannual Rept.Jul-Dac 1971. Section 11; 
Radwaste 8. Environ Monitoring." 

• Commonwealth Edison Co. 71/12/31. llpp. 


—7912190194 Forwards fee in payment of civil penalty issued In NRC 
790028 Itr. , 

ADHELL. 0. A. Commonuealth Edison Co. 75/10/08. Ip. 


—7912190201 Ack receipt of 731008 Ur ti fee for full payment of civil 
penalties issued in NRC 750828 Ur. 

KhJUTH, D. F. Office of Inspection 8< Enforcement, Office of tne 
Director. 75/11/07. 2pp. 


7912190175 FOIA request for repte of radiation exposure to perionnel 
filed by Con Ed of NY 8. Power Authority of NY under 
10CFR20. 403 8i/or as required elsewhere. 

JAFFE. a. Village Voice. 79/11/13. ip. 


?l2t9O107 Responds to FOIA requeit for repts of radiation axpoaure to 
personnel filed by Con ED of NY l< Power Authority of NY 
under iOCFREO. 405 Ic/or as required elsewhere. Forwards 
docunente listed in App A. 

CARRjJ. C. Division of Rules and Records. 79/12/07, 3pp. 
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— Dt»eut»f» lnvt»tig#tloni of ricordod B«po«ur» di terepanelei) 
KoniliictBd by util it NRC on 700413 -at Indian Point 2, Film 
badga* found anom»loo». Film tad 9« Tiadlngt for individuals 
involvad will b» raeordtd r»pref«ntln 9 axpoaura# racalvad, 

2ARAKAB<P. CanioHdatpd Edison Co. of Now York. 78/08/08. Ip. 


— 7'912190204 Submits addl info rs discrepancy bafewaan asposure recorded 
on film badge ti that of self-readinp pocket dosimeter at 
Indian Point 2.Uholi body tiposurt of Individuals most 
sccurataly reflected by self-reading pocket dosimeters. 

CAHILL^W. J. Consolidated Edison Co. of New York. 79/OS/lS. 4pp. 


— 7^12190214 IE Insp Ripts 80-003/70-09 b 80-247/78-85 on 7B07I1-M, 
i/oncoapllance noted: failure to adhere to limlte specified 
In certificate of compliance to ship radioactive matls 
conslatent W/10CFR71.3. 

tdHITEiJ.ft. • YUHA8<0. P. Region t> Phi ladel phia> Office of the 
Director. 50-247/78-25. 70/08/07. ISpp. 


— 7912190282 Ack receipt of 7A0429 Itr w/ene li report Ing eeposure of 
Individual to radiation at Indian Point Unit 2. Findings of 
Intp eonduetad 760406-09 will be discussed In separate 
correspondence. 

THOHPBONi 0. Office of Inspection b Enforcement! Office of the 
Dlractor. 76/05/28, Ip. 


— ^7912190226 Submits rapt describing excseded whole body eeposure limits. 
Corrective act Ions; access hatch loekedtwarnlng sign pasted 
at entrance! th lablis partially reinitrted b design 
rs-evaluated. 

CAHlLLiM. J. Consolidated Edison Co. of New York. 76/04/29. 4pp. 


— 7912190236 Notifies of personnel radiation exposure of 10 rem on 
76040S. Aceee s entrances to. reactor pit area secured b will 
require watch foreman permission b direct health physics 
survey before intertng. 

CAHILLtH. J. Consolidated Edison Co. of New York. 76/04/06. Ip. 


— 7912190313 Ack receipt of 730914 1 tr i rop or t ing ajposure of two 
individuals to radiation at Indian Point Unit 1, Forwards 
Itr, 

DAVISiJ. 0. Atomic Energy Commission 73/09/24. Ip. 


--791219031B gubmtts rapt describing instances in which whole body 
exposure was eiceeded at Indian Point Unit 1. Efforts being 
reinforced re observing personnel in abnormally high 
radiation areas. Forwards table indicating readings. 

2ARAHASp P. Consolidated Edison Co. of New York, 73/09/14. 4pp, 


--7912190323 Ack receipt of 73061B itr u/enc 1 s. report ing exposure of 
Individual to radioactive mat! at Indian Point Unit I. 

Forwards 1 tr. 

DAVIS* J. 0. Atomic Energy Commission. 73/07/30. Ip. 


7912190332 Bubmlts rapt re individual exposure indicated by film badge 

processor for Apr 1973 at Indian Point Unit 1. Total film 
exposure not indicative of Individual actual exposure. 

Individual racelved exposure indicated by dosimeter^ 


Y ikDAU A^e. D 


4 ad C A i 


JiAi. / « Q 


__79igi9033a At k receipt of 730S17 Itr u/«nc li report ing exposure of 
individual to radioactive mati during first q,uarter 1973 at 
Indian Point Unit I. Forwards Ur. 

KNUTHiD, F. Atomic Energy Commission, 73/06/08. kp. 


-7912190347 Submits rept describing incident involving nonconformance re 
llrnlts of individual whole body exposure at Indian Point 
Unit l. Dosimeter readings inadvertently not transcribed to 
tally book. Methods of transposl t i on revised. 

CAUDHELLt M. E. Consolidated Edison Co. of New York. 73/05/17, 


--7912190351 Act receipt of 730416 Ur mporting individual high film 
badge reading at Indian Point Unit 1. forwards Itr. 

UNUTHiD.F. Atomic Energy Commission. 73/05/09, Ip. 


— 7912190242 Bubmlts rept describing unexplalnab la film badge reading. 
Exposed Individual b supervisor Intirvicwad. Rasurveys of 
work areas performed. Dosimeter readings determined 
representative of exposure. 

CAHILLiW. J. Consolldatsd Edison Co. of New York. 78/11/14, 4pp. 


7912190387 Submits rept re individual eiposura at Indian Point Unit 1 

during first quarter 1973. Discrepancy indicated between film 
badge b dosimeter read 1 ngs. Another indkvldual inadvertently 

wore badge of exposed individual, 

ZARAKAB!P, Consolidated Edison Co. of New York, 73/04/16, 3pp. 


— 7912190247 MASH- 1350 R6 

"Sixth Annual Rept of Operation of U8 AEG Centralized 
lonliing Radiation Exposure Records b Repts Sys. " 
e Atonic Energy Commission. 74/09/30, 83pp. 


7912190360 Ack receipt of 721122 itr reporting exposure of individual 

to radiation at Indian Point Unit 1. Forwards Ur, 

KRUESliF. E. Atomic Energy Commisalon, 72/12/04. ip. 


— ^7912190249 "aemlannual Operating Rept for Indian Point Units 1 b S, 
Uul-Dec 1974. " 

e Consolidated Edison Co, of Neui York. 74/12/31. lapp. 


—7912190253 Forwards supplemental radiation exposura Info for Indian 
Point Unite 1 b 2 for CV73i in response to NRC 740220 Ur 
which’ Includes tabulation of man-rem exposure vs duty 
function. 

CAKILLiM. -J. Consolidated Ediion Co. of New York. 74/04/15, 4pp. 


— 7912190237 Ack receipt of 740214 Ur w/encls, reporting exposure of 
Individual to radiation at Indian Point Unit i during 
fourth quartari 1973. Forwards Itr. 

DAVlBiJ. 0. Atomic Energy Commission. 74/03/05. Ip. 


— 7912190206 Submits rept describing incident at Indian Point Unit I In 
which whole body exposure limits were excseded. 

Administrative controls will be changed to restrict entry 
Into high radiation artes of all personnel. 

CAHILUU. J. Consolidated Edison Co. of New Vort. 74/02/14. 3pp. 


—7912190289 Ack raciipt of 731213 b 18 Itrs reporting exposure of 
personnel to radletion at Indian Point Unit l.Hr dtd 73121B 
not end. Forwards Ur. 

DAVlSiJ.O. Atomic Energy Commission, 74/01/22. Ip. 


—7918190298 Submits rept describing instance In which whole body 
• ipoiure Unite were exceeded at Indian Point Unit 1. 

Oosimetar b film badge indicated reading dtscrapaney. Cause 
unknown. Hhol i body exposure readings table S'ncl. 

CAHlLLxW. J. Consolidated Edison Co. of New York. 73/12/13. 3pp. 


—7912190301 Ack reesipt of 731123 Ur w/»ncli reporting high film badge 
reading for Individual during third quarter* 1973 at Indian 
Perl'nt Unit 1. Forwards Ur. 

DAVIBrJ.O. Atomic Energy Commlieien, 73/12/08. ip. 


—7912190308 Submits rept describing, instance in which limit for whole 
body exposure was exceeded at Indian Pol’nt Unit l.Doelmater 
b film. badge Indicated reading dl scre'panc lee. Forwards table 
listing whole body gamma exposure. 

NEHMANiC.L. Consolidated Edison Co. of Now York. 73/11/23, 8pp. 


—7912190367 Submits rept indicating radiation exposure exceeding whole 
body exposura limits, Individual age not specifically 
idantifled b precautions not taken accord ing 1 y . Program of 
exposure evaluation reinforced. 

CALDHEUL* W. E. Consolidated Edison Co. of Now York. 78/E2/22. 

3pp. 


— 7912190373 Ack receipt of 660419 Itr reportlns exposure of three 
individuals to airborne concentratlono of radioactive mat! 
at Indian Point Unit 1. 

PRICE.E.N. Atamie Energy Commission. 66/05/04. Ip. 


—7912190382 Bubmlts rept re 660125 incident at Indian Point Unit i 
concerning overexposure of three individuals. Air sampling 
data Indicated body burd'ens were higher than predicted 
measured dust concentration. .o 

MCCORMACWi d. E. Consolidated Edison Co. of New York. 66/04/19. 

app. 


7912190406 FOIA request for info re rules* regulations b stds*in effect 
1957-77* governi-ng safety of underground U miners b info 
concerning exposure of Navajo U miners to radon daughters In 
Kerr-McOee mining operations in Cove* AZ from 1957-68. 

WEZELMAN. J. A. Miller. Pitt b Feldman* P. C, 79/11/8B, Ip. 


7912190410 Respond! to FOIA request for info re 1957-77 regulations b 
itds governing safety of underground U miners b info 
concerning exposure of Navajo miners to radon daughters in 
Cove* AZ* 1997-65. No documents subj to request. 

CARRiJ.C. Division of Rules and Records. 79/12/lt. Ip- 


7918I9041S FOIA request for proposal b requeit for proposal for 
Contract NRC-07-79-3i2* "Stat lot leal Review b Methodology 
DevelopmantrAutomated Sciences Oroup, " . 

MERRILL*^. Kinetic Research* Inc. NRC-07-79-312. 79/10/18. Ip. 


7912190422 Resonds to FOIA request for winning technical proposal b 
requeet for proposal for Contract NRC-07-79-3 1 2. Forwards 
nonpropr lotary vtrslon of proposal b addl requestad info, 
CARRiJ.C. Division of Rules and Records. NRC-07-79-3 12. 
79/11/30, Ip. 
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— 79I219Q428 Cantors 10/790919 discussed changes to RFP RS-MPA-79-31B 
proposal ■ contrac t loill be time t matl type rather than 
straight labor hour £< matl t travel for base gr estimated 
at ttiOOO ii S100> respect 1 ve 1 u 

DENOITpH Automated Sciences Group. Inc. 79/09/34. 2pp. 


— 7913190438 "Technical Proposal to Provide Statistical Revleu & 
Methodologg Development Svcs," In response to FIFP RS-MPA~ 

79-313, 

« Automated Sciences Croupi Inc ASO TP 79-21. 79/09/19. I7pp, 


— 7912190449 "Business Proposal to Provide Statistical Revieu 8< 
Methodologg Development Svcs."' in response to RFP RS-MPA- 
79-313 Discusses negotiated rates, travel pollcg ti mg t/ 
staffing aspects. 

a Automated Sciences Group. Inc, ASO BP 79-21. 79/09/19. 10pp. 

— 7913J90453 Solicitation JlS-MPA-79-312 for statistical revieu h 
methodologg development svcs. 

OIUDENHDRN. A J. Division of Contracts. 79/09/11. 0Bpp, 

7912190458 FOIA request for documents re eeport of sensitive technologij 
that could be used to develop nuclear weapons. Fee ualver 
request end 

MEVER. R. Nation Instituta 79/10/25 5pp. 


7912190467 Responds to FOIA request for documents re export of 
sensitive teehnologg that could be used to develop nuclear 
weapons. Request Is too broad. Does not meet requirements of 
SU5C 552(a)<3). Also suggests contacting DOE. 

CARRiJ.C. Division of Rules and Records. 79/12/13. 2pp. 


7912210394 Responds to FOIA request For nonexempt portion of NRC 
Investigation Rept 070-1 S4-A. Part 2, Forwards requested 
document. 

CARRiJ.C. Division of Rules and Records. 79/12/13. Ip. 


•7908010163 IE Investigation 07B-154-A Part 2 on 701114 fc 790401. Major 
areas inspected: source of U matl found in Morton. MA landfill 
based on 3 Sullivan allegations that TX Instruments had 
discarded radioactive matl in private landfill in Norton. 

MARTIN.U. G. Region t> Philadelphia. Safeguards Branch. 

ALLAN. J.M, Region 1. Philadelphia, Office of the Director. 
79/06/07, 29pp. 


7912S10396 FOIA request for noneiempt portion of NRC investigation Rept 
07B-1S4-A. Part 3, 

SULLIVAN. J. W, Affiliation Unknown. 79/11/14. 3pp. 


7912210399 FOIA request for citations for violations of law or 
regulation governing activities of Union Carbide Corp h TVA 
under specific source matl licenses possessed for mining or 
mi Iling. 

REID. A, D. Affiliation Unknown. 79/11/23, Ip. 


7912310402 Responds to FOIA request re citations for violations of law 
or regulation governing activities of Union Carbide Corp k 
TVA under specific source matl iicansas possessed for mining 
or mi 1 1 ing. Forward s documents listed in App A. 

•CARR.J. C. Division of Rules and Records. 79/12/13. Spp- 


■791221040S Forwards notice of violation, re insp conducted 750219, 
DROWN. 0.0. Region 4, Dallas. Office of the Director. 75/02/2B. 

2pp, 


•7912210407 Notice of violation from Insp on 750219, 

e Region 4, Dallas. Office of tho Director. 75/02/28. Ip. 


•7912310409 IE Insp Findings S. Licensee Ack dtd 791030 of License 
SUA-640. Insp findings: no items of noncompliance noted. 

DANOART. R, L. Atomic Energy Commission, 75/1D/30. Ip. 


•791231041! IE Insp Findings Licensee Ack dtd 691802 of License 
SUA-64B. Insp fjndlngs:no item of noncomp 1 laneo noted, 
a Atomic Energy Comtoiss Ion, 69/12/02. Ip, 


•7912310424 Discusses noncomp I ianee noted in recent insp. May submit 
written position re item of noncompliance It corrective 
actions taken or needad to be taken. Requests reply within 20 
dags of Itr receipt. Forwards Form AEC~592, 

HALKER.D. I. Atomic Energy Commission. 60/09/03. 8pp. 


— 7912210426 IE Insp Findings U Licensee Ack dtd 791139 ti 30 of License 
8UA-648. Insp flndings:no item of noncomp I iance noted. 

SANDELL.P.B. Atomic Energy Commission. 65/11/30. Ip. 


•7912210420 Discusses item of noncomp I lance noted in recent Insp. May 
submit written position re item of noncomp 1 ianco 1< 
corrective actions taken or needed to be taken. Response 
requested within 20 days Forwards Form AEC-592. 

WALKER, D. I. Atomic Energy Commission. 64/06/19. 2pp. 


■7912210430 Notifies of consideration being given to Union Carbide Corp 
application ro continuation of discharging mill effluents to 
unrestricted areas, 

CUNNINGHAM, R. E, Atomic Energy Commission. 62/03/13. ip. 


— 7912210432 Forwards Compliance Insp Rept of Globe Mining Co. 
DUDINSKI.L. Atomic Energy Commlosion. 61/11/23. Ip. 


— 7912210435 CorapllancB Insp Rapt of Globe Mining Co on 610030-31. 
Noneompl iance noted: 1 Icensee received. usod & transferred 
source matl u/o valid license. 

* Atomic Energy Commission. 61/00/31. 6pp. 


7912270030 Responds to FOIA request for info re explosion of nuclear 
device in southern hemisphere, Inc luding respective analysis 
weapons fallout data. DOS 791314 telegram undergoing 
disclosure determination in response to request. 

CARR.J, C. Division of Rules and Records. 79/12/10. ip. 


7912370031 FOIA request for info re explosion of nuclear device in 
southern hemisphere, Inc luding respective analysis weapons 
fal lout da ta. 

COCHRAMiT. D. Natural Resources Defense Council. 79/11/26. Ip. 


7913270032 Responds to FOIA request for info ro 0 Laudig FOIA request 
for documents concerning Marble Hill nuclear power station. 

Forwards 0 Laudig 790622 Itr & NRC 790709 & 1105 Itrs. M/o 
enr. 1. 

CARR, J. C. Division of Rules and Records, 79/12/80. ip. 


7912270034 FOIA request for Info re 8 Laudig FOIA request for docuniants 
concerning Marble Hill nuclear power station. 

VOIGT, kf.H. LeBoeuf, Lamb, Leiby & HacRae. 79/12/10. ip. 


7912270030 Responds to FOIA request for testimony of Director of Ofc of 
State Programs to President's Commission on Accident at TMI. 

Forwards requested info. W/o end. 

CARR, J. C. Division of Rules and Records. 79/18/20. Ip. 


7912270040 FOIA request for testimony of Director of Ofc of State 
Programs to President's Commission on Accident at TMI. 

WEISS, E.R. Sheldon, Harman t< Weiss. 79/12/13. Ip. 


7913270044 Responds to FOIA request for info re activities of NRC & 
nuclear power plants. Not proper request made per FOIA. 

Forwards 10CFn9, specifying charges for searching & 
reproducing records. W/o end. 

CARR, J. C. Division of Rules and Records. 79/12/24. ip. 


7912370045 FOIA request for info re activities of NRC h nuclear power 
plants. 

OANNIS, B. Affiliation Unknown. 79/12/11. Ip. 


7912380660 FOIA request for access to info re nuclear facilities in HI. 
ROHN.B. New Paper Providence, RI. 79/11/23. ip. 


7912300669 FOIA request for documents generated as result of 
Investigation of South TX project by FBI. 

SINKIN, L. A. Citizens Concerned About Nuclear Power, Inc. 79/11/18. 
Ip. 


7912300675 Responds to FOIA request for documents concerning all 
aspects of stationary low power reactor incident at INEL. 
Requested info in Wash ing ton, DC PDR. Recommends that ODE be 
contacted for addl info. 

CARR,J. C. Division of Rules and Records. 79/12/20. ip. 


7912200679 FOIA request for documents concerning all aspects of 
stationary low power reactor Incident at INEL, 

DRVER.R.L. Parsons, Behle «< Latimer. 79/11/27. 3pp. 


7912200692 FOIA request for Bargent << Lundy 1969 rept, "Economic 
Evaluation of Alternatives," w/transmittal Itr & summary 
rept. 

WDLIVER,J. Legal Aid Society of Clermont County, OH. 79/11/05. ip. 
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GEN TEG IB OENEniC TECKNICAU ISSUES 


7V1B050359 Requests final NRC position ro acceptance criteria for Mark 
I containment long-term program. Plant unique analysis util 
be (ubailttec) upon receipt of final resolution of NRC 
acceptance criteria. 

BOSQNiL. J. General Electric Co. < Nuclear Energy ProOucts Dlv. 
MFN-aB7-7f. 79/11/30. <»pp. 


79120AO&01 Value/Impact assessment of proposed Revision S to Reg Guide 
1. 97i “Instrumentation in Light Nater Cooled Nuclear Pouer 
Plants to Assess Plant t< Environs Conditions During t< 

Folloulng Accident.” Revision should be Issued. 

• Office of Standards Development. 79/10/15. 5pp. 


7912110196 Notification of cancelled 7<’130S meeting u/DbU b DbN nuners 
to provide summary of submittal of D&U ATU8 rept. 

THADANItA. Reactor Systems Branch. 79/11/27. 2pp. 


7912110555 nNL-NURE0-267B9 

"Condensation Induced Nater Hammer in Steam Oeneratorsi ” 
prepared for presentation at Joint U8-Japan Info Eschangos 
on Tuo Fleu Dynamicsi Osaka Unlvi Osakai Japani 790Q01-03. 

JONESt 0. C. I SAHAi P. > HUi 0. J. C. Brookhaven National Laboratory. 
DNL-HURE0-267B9. 79/06/30. 19pp. 


7912310323 Notification of 791212 meeting u/Sandia Lab in Betheada>MD 
to review procedures for evaluating fault trees using set 
equation transformation sys. 

ANGELOi J. Light Water Reactors Branch 1. 79/12/05. 8pp. 


7912310545 Comments on draft integrated reliability evalutlon program 
In relation to Mark 1 containment long-term program: program 
rosults could be useful in implementation of long-term 
prograat. 

GRIHES>C. I. Plant Systems Branch. 79/il/87. Ip. 


I6E INSPECTION AND ENPORCEMENT 


7910250405 IE Info Notice 79-88, ‘'Over load ing of Structural Elements 
Duo to Pipe Support Loads. " 

• Office of Inspection b Enforcement, Office of the Director. 
79/11/05, 0, 


7910250498 IE Circular 79-24, "Proper Installation b Calibr of Core 
Spray Pipe Break Detection Equipment on OWRs. ” 

• Office of Inspection b Enforcement, Office of the Director. 
79/11/26. 4pp, 


7910250496 IE Circular 79-83, "Motor Starters b Contactors Failed to 
Operate. ” 

e Office of Inspection b Enforcement, Office of the Director. 
79/11/26. 3pp. 


79102S0499 IE Bulletin 79-27. "Loss of Non-Class IE Instrumentation b 
Control Pouer Sys Bus During Operation. " 

» Office of Inspection b Enforcement, Office of the Director. 

79/1 l/ao, 3pp. 


7910250902 IE Info Notice 79-30, "Reporting of Defects b Noncomp 1 ianco, 
lOCFRSt. 

« Office of Inspection b Enforcement, Office of the Director. 
79/18/06. app. 


7910250S05 IE Bulletin 79-28, "Possible Malfunction of NAMCO Model 
EAIBD Limit Sultches at Elevated Temps. “ 

• Office of Inspection b Enforeemont, Office of the Director, 
79/12/07, 3pp, 


7910230507 IE Info Notice 79-31, "Use of Incorrect Amplified Response 
Bpactra (AR8)." 

• Office of Inspection b Enforeemont, Office of the Director. 
79/12/ia. Ipp, 


7912030100 PNB-n-79-008; on 791029, telephone bomb threat received, 
Saarch conductod u/negative results. 

MOORE. D.e, Region 2, Atlanta, Office of the Director. 79/10/30, 

IP 


7912120539 Responds to FOIA request for IE bulletins b circulars for 
1975 b IE Info notices for 1975-79, Foruards documents 
listed in App A. IE circulars not issued in 1975 b IE info 
notices not issued prior to 1979. 

CARRiJ.C. Division of Rules and Records. 79/11/27. 3pp. 


— 7912120943 IE Hulletin 73-OS. "Defective Radionics Radiographic 
Eiposure Devices b Eourcee Changers " 

« Office of Inspection b Entorcemenc. Office of the Director 
75/02/14 5pp 


—7912120544 IE Bulletin 75-07 re emission of corrosive gases into 
ventilation sys filtered by HEPA filters. 

» Office of Inspection 8, EnPorc emeu t , Office of the Director 
75/11/26 app 


--791212054a IE Info Notice 79-04, “DegraSalion of Engineered Safety 
Features " 

e Office of Inspection b Enforcement, Office of the Director. 
79/02/16. 6pp. 


7912180103 PND-1 1 1-79-44; on 791111, seven partially decayed Mo-99/Tc-99i» 
generators removed from hosp storage room possibly by 
carrier delivering neu g enera tors Reg ion U investigating 
inc i dent. 

PAPERIELLQ, C. J. , DAVIS, A. B. Region 3, Chicago, Office af the 
Director 79/11/21. Ip, 


7912100111 PNQ-I'/-79-16; on recent aerial survey of old vitro site, 
radiation levels detected at higher levels due to 
contaminated equipment at Minerals Equipment Co, Balt Lake 
Ci ty, UT, Equipment originally from Yuba City U milliAZ. 

EVERETT, R.J Region 4. Dallas, Office of the Director 79/11/21. 
ip. 


7912100318 PNO-Il I-79-044A: on 791111, seven partially decayed Squibb 
generators removed from storage area. Caused by accidental 
removal by driver of Casperson Courier Svc. Generators to be 
returned b disposed of. 

NICHOLSON, N. A. , PAOLIARQ, J. A. Region 3, Chicago, Office of the 
Director. 79/11/23 Ip 


7912200298 EN-79-011:on 791015, no t ice of violation b notice of proposed 
Imposition of civil penalties will be issued for Licenses 
29-13905-01 b 29-13965-04MD. Action based on alleged 
noncomp I lances re pharmaceut leal operations. 

DROCRETT, J. , GOWER, 0 C. Office of Inspection b Enforcement. Office 
of the Dtrector. 79/lO/iO tp. 


7912200473 PND 1 1 1-79-037 : on 791109 b 10, during open house at nuclear 
engineering facility, 0.7 uCi Cs-137 std plastic sealed 
source uas stolen. 

PAUL, R, A. , DAVIS, A. B. Region 3, Chicago, Office of the Director. 
79/11/13, Ip. 


7912200663 PNO-1 1 1-79-22; on 791023. veh ic le carrying 300 mCi of Tc-99m 
b small quantity af 1-123 sldesuiped. Packages of byproduct 
mat 1 remained intact, no contaminat ion found. 

PAPERIELLO.C, I DAVIS, A D. Region 3. Chicago. Office of the 
Diraetor, 79/10/25. Ip. 


79133100SI PNO-I -79-005; on 791000, 1 i ce nsee employee picked up 7 5 mCi 
C5-137 source uihleh separated from retraction rod of 
moisture density gauge. Emp loyee carried source in pocket 
for 30 mlnutesi receiving 10-15 rems to uhole body. 

GLENN, J., JERMAN, P. Region 1, Ph 1 1 ade 1 ph ia. Office of the 
Director. 79/10/09, Ip. 


791231005? PNa-IV-79-007; on 791015. one individual performing well 
logging received high TLD reading of 64 rem. Other uorkers 
performing similar duties received typical readings No 
unusual events or activities indicated. 

EVERETT, R.J. Region 4, Dallas, Office of the Director, 79/10/17. 

Ip. 

7912310077 PNO-79-008; on 791015. two carpenters received uhole body 
doses of 30 mi 1 1 Irem, after gaining access to roof area of 
radioactive ce 1 1, Licensee initiating corrective action to 
prevent access to area. 

EVERETT, R.J. Region 4, Dallas, Office of the Director, 79/10/17. 

ip. 

791S310121 PNO-1— 79-003; on 79101 5, wr i st f i Iffl badges for tuo Individuals 
indicated beta doses of ISO rem b 70 rem. No measurable 
ejposure for whole body badges, Ind Ividuals used Army 
AM/UDM-2 radlac calibrator containing 100 mCi Sr-90. 

COQTELLD.F, , MCCL JNTOCR, R , 0. Office of Inspection b Enforcement, 
Office of the Director, 79/10/15. Ip. 


7912310296 PNa-IV-79-0!7; on 791204, State of NE util conduct emergency 
rasponsi eierclse based on Incident at Cooper nuclear pouer 
station involving simulated offsite releases. ^ 

BAIRD, J.B., HARRISDNpH. Region 4, Dallas, Office of the Director. 
79/11/24. ip. 
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7913310315 PNO-1 1-79-OOB: on 791010. annua I aiercise uill be conducted 
at faeilitv to test State of SC emersencu plan. 

CQRVELLtO. . HUFHAM. J. H. Region 3, Atlanta. OfflcH of the Director. 
79710/09, Ip, 


7912310321 PNO-I-79-006; on 79100B. posalb 1 e overexposure occurred to 
radiographer ti assistant on tank trailer outside faeilitg 
during radiography test using 5<b Ci 1 t- 192 source not fully 
retracted into device. Es tlmates 7-ld reins exposure. 

DAVIS. J.S.. JERMAMiP.C. Office of Inspection & Enf or c emen t. Office 
of the Director. 79/10/10. Ip. 


7912310339 PNO-I-79-019: on, 791 1 14, emp log e e film badge read 21.5 rem for 
Oct 1979. resulting from loui energy s-rays. Employe e had not 
uiorted ui/llcensed matl during perlodibut performed 
radiography one day iii/200 HVP x-ray machine. 

COSTELLO. F,. MCCLINTOCK. R. 0. . SMITH, O.H, Office of Inspection b 
Enforcement, Office of the Director. 79/11/14. Ip. 


79102S0514 IE Circular 79-25. "Shock Arrestor Strut Assembly 
I ntsT f erencB. ’■ 

♦ Office of Inspection b Enforcement. Office of the Director. 
79/12/20. 1pp. 


7912120221 Informs Subcommittee on Energy b Environ of notice of 
effective rulemaking to amend 10CFR50 re fracture toughness 
b reactor vessel surve 1 1 lance. PR notice encl.W/o end. 

HINOOUE.R. D. Office of Standards Development. 79/09/10. 3pp. 

7912120296 Notifies NRC of State historic preservation officer name b 
address change. 

CARRIER. E.B. Louisiana, State of. 79/12/05. Ip. 

7912120341 Responds to DC Prince 790919 request for info re procedures 
for adoption of FL plan for const nuclear plants. State of FL 
responsible for assuring adequate supplies of energy. 

Foriiiarda pamphlet re nuclear reactor licensing. 

OOSBICK.L. V. Office of the Executive Director for Operations. 
79/10/31. Ip. 


— 7912120546 Forwards DC Prince 790919 Itr re procedures for adoption oT 
plan for const of nuclear plants In FL. Requests comments. 

IRELAND, A. House of Rep. 79/09/25. 3pp. 

7912130214 Foruiards outline of basis for proposed fee schedule for 
tailings license reviews. 

MILLER. H.J. Uranium Recovery Licensing Branch. 79/11/02. Ip. 


PDR MISC 


7903140497 Respandi to 790706 memo for comments re draft IE bulletin 
"Audibility Problems Encountered on Evacuation of Personnel 
From High Noise Areas." No comments. 

OAMMILL.H. P, Aasistent Director for Operating Reactor Projects <Pre 
791030). 79/07/26. Ip. 


— 7900140309 Forwards draft IE Oulletin. "Audibility Problems Encountered 
on Evacuation of Peraonnei from High Noise Areas." for 
review b comment. 

JORDAN. E.L, Division of Reactor Operations Inspections. 

79/07/06. 4pp. 


790B290525 Responds to 790023 telcon re issuance of facility form 
policies for 150 risks in 1969. Gives amounts of premiums 
returned. 

J0NE8,R.D. American Nuclear Insurers. 79/03/23. Ip. 


7912050100 Discusses 790B20 memo re loss of offsite pomer survey. 
iRaquBsts that survey Include all plants. Info has high 
priority for Task Action Plan A-44, station blackout. 

EIBENHUr. D. 0, Division of Operating Reactors. 79/11/16. 4pp. 


7912050204 Forwards IE Circular 79-24. "Proper Installation b Calibr 
of Core Spray Pipe Break Detection Equipment on BWRs. " 

Draft transmittal end. 

HOSELEV.N. C. Division of Reactor Operations Inspections. 79/11/24. 
7pp. 


7912060007 Natiflcatlen of 791206 meeting w/IE b Dfc of Btds 
Development to discuss documentation of interdisciplinary 
approval of design documents. 

LIEDERBACH.F. J Quality Assoranee Branch. 79/11/27. Ip. 


7912120024 Responds to DOE 790611 Itr re U mining in Las Padres Natl 
Forest. Neither DOE nor NRC has authority over U mining. 

Submits name b address of appropriate authority to contact. 
OOSSICK.L. V. Office of the Executive Director for Operations. 
79/10/10 Ip. 


— 7912130226 Justifies calculation of proposed fees for licensing action 
used in 0ECV 79-413 b licensing requirements for U cnills. 

HDULOHAY. C. J. License Fee Management Branch. 79/0S/31. 4pp. 


7912130234 Responds to 791030 draft rept re three addl eitei for 
designation under Public Law 93-604. Concurs w/deslgnet ion 
of sites. Areas are remote from population b contain 
relatively small quantities of tailings. 

SCARAND.R, A, Uranium Recovery Licensing Branch. 79/11/06. 2pp. 


7912100020 Summeriies updated activities for U Mill Tellings Redietian 
Centro! Act of 1970 re DOE 791030 request. NRC has concurred 
w/DOE designation of site boundaries for 22 processing 
sites, 

aCARANOiR. A. Uranium Recovery Licensing Branch. 79/11/09. 2pp. 


7912100115 Forwards evaluation re affects of fire on associated 
noniafety circuits b oil collection sys for reactor coolant 
pumps. 

FEROUSDN.R, Plant Systems Branch. 79/11/09. 6pp. 


791210OSSO Responds to 791102 memo urging NRC to expedite issuance 
of final regulations to implement Section 504 of 
Rehebl Illation Ac t. Ant ie ipates final regulations will be 
forwarded to NRC for approval by Dec 1979. 

0D3S1CK. L. V. Office of the Executive Director for Operatlans. 
79/11/30. Ip. 


—7912180253 Asks NRC to finalii# rtgulalions to Implement Section 304 of 
Rehabilitation Act of 1973. 

eiSENSTAT, a. E. President of US b Executive Offices, 79/11/02. 
ip- 


7912100308 Forwards NRC 791015 Imperial Valley earthquake 
reconnaissance repts. 

KNIOHT.J.P. Assistant Director for Engineering. 79/11/27. ip. 


—7912100307 Forwards 791015 Imperial Valley earthquake redonnaisience 
repts. 

LEVIN.H. A. I MARTQRE. J. A. Division of Opirating Reactor*. JENO.D. 
Division of Systems Safety. 79/11/02. 2pp. 


7912120035 Responds to MC Jay 790413 Itr re method developed to prevent 
cracks In piping of BWRs. Neither NRC nor OE can evaluate 
efficacy of ideas due tO' lack of technical details re 
proposed methods. 

OOSSICK.L, V. Office of the Executive Director for Dperatione. 
79/10/22. Ip. 


-~79121&Q044 Recommends that MC Jay cantact OE to provide technical info 
re proposed method to prevent pipe cracks in BWRs. NRC does 
not fabricate or repair piping sys. 

OIRCKSiH.J. Office of the Executive Director for Dperatiens. 
77/05/23. 2pp. 


—7912100312 "Reeonnaiisance'Rept - Imperial Valley Earthquale - 791015. • 
Catalog of photographs b observations by L Reiter incl. 

LEVIN. H. A., MARTORE, J. A. Division of Operating Reactors. 

79/il/02, 35pp. 


—7912100316 "Observed Effects of 791015 El Centro Earthquake, 
HELLER, L.M. Division of Systems Bafsty. 79/11/02. 3pp. 


—7912100321 "Earthquake Damage Observation Rept. “ 

JEN®. D, C. Division of Oystems Bafsty. 79/11/02. 9pp. 


--7912120049 Forwards MC Jay 790410 Itr re prevent ion of pip* lead 
occurrence in BWRs. Reques ts cemment. 

CRANSTON. A. Senate. 79/00/22. 3pp. 


7912120097 Discusses licensing actions awaiting review by bulletins b 
orders group b possibility of increased workload on 
operating reactors group. 

EISENHUT. D.O. Division of Operating Reactors. 79/11/05. 2pp, 


7912190004 Discusses training program b eurrlcoium for planning course 
b operations course (REROl. Forwards various documents. W/o 
encl. 

COLLINS. H.E. Office of State Programs. 79/11/21. 2pp. 

7912190132 Responds to 791101 request for Info on nuclear energy. Annual 
rept for 1970 encl, Suggests other sources, for more specific 
info. 

DENTON, H.R. Office of Nuclear Reactor Regulation. 79/11/30. 2pp. 
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7912190143 Foruiards comments on NHC sponsored Tadiologlcal emergency 
response operations training program u/o end. 

HVANifl.O. Office of Stats Programs. 79/11/27. Ip. 


7912190292 NUREO-0632 

Discusses draft rept "Siting Nuclear Pouar Plants. " 

Disagrees that risk assessment methodology should not be 
based on arithmetic formula. Poruards comments. 

HOLLERi 0. R. Division of Site Safety & Environmental Analysis. 
79/12/04. 16pp. 


— 7912190302 "Hethodolog leal Concepts & Issues Involving Psychic Costs & 
Benefits* Risk Perception U Risk Aversion in Use Hg t of 
Alternative Energy Sources. " 

BPANOLERi M. 0. Division of Site Safety ti Environmental Analysis. 
79/10/26. 10pp. 


79121904B2 Responds to 791022 Itr re distribution of environ Impact 
statements (< related info. Reguests environ statements for 
plants located in region. 

REOANiU.H. Assistant Director for Environmental Technology. 
79/11/07. Ip. 


7913190827 Foruards latest annual rept in response to 791119 raguest 
for info re nuclear pouter. Reguest is being foruarded to Olv 
of Taclinlcal Info It Document Control. 

KOPECKiJ. Office of Public Affairs. 79/11/30. Ip. 


— 7912190931 Reguests info re nuclear energy 1< catalogue of Info 
available for purchase. 

DELEEUWt H. L. Affiliation Unknoyn. 79/lt/19. ip. 


7912190936 Responds to 791106 Itr reguesbing NfiC opinion re future of 
specific power plants & util dlvldands.No opinion can be 
Issued. Several months reguired to develop b implement 
improved safety objectives. Unnecessary delay will be avoided 
OEKTONi H R. Office of Nuclear Reactor Regulation. 79/12/03. Ip. 


7912I9093B Responds to 791102 reguest for Info re need for nuclear 
power tn US. Excerpt from President Carter 790907 Second Natl 
Energy Plan ancl.N/o end. 

DENTOMi H. R. Office of Nuclear Reactor Regulation. 79/12/03. ip. 


—7913190841 Regueits info re need for nuclear energy in US, 
NICHOLS.L.A. Affiliation Unknown. 79/11/02. Ip. 


7912190940 Responds to 791113 Itr re need for nuclear power. Use of coal 
4t nuclear power must expand. NRC is making every effort to 
ensura public health b safety for alt nuclear power plants 
so that ixistlng plants can continue to operate. 

DENTON* M.R. Office of Nuclear Reactor Regulation, 79/12/03. ip. 


7912190634 Forwards corrected Page 7 to 791113 memo re guidelines for 
evaluating gualificatlon of Clan IE electrical eguipment In 
operating reactors, 

SUTCNERi E, Plant Systems Branch, 79/11/28. 2pp. 


7912190733 Forwards guidelines for evaluating gualificatlon of Class IE 
electrical eguipment in operating reactors for use in 
reviews of licenses responses to IE Dulletin 79-01. Repts 
from other NRG consultants will supplement App C. 

DENTON) H.R. Office of Nuclear Reactor Regulation, IEn-79-01. 
79/11/13. 39pp. 


7912200042 Orants exemption from code regulriments b approves of 
participation in matters before NRC affecting OE. As former 
•mplcyet of OE) interest In company is not likely to affect 
Jntagrlty of svci to NRC. 

LEVINE* 8. Offlci of Nuclear Regulatory Research. 79/12/17. Ip. 


7912200069 Responds to 791119 rtguiit for Info on research related to 
health affects of lonixing radiation. Lists projects 
stimulated by Ofc of Nuclear Reactor Regulation* primarily in 
category of human exposure pathways. 

MULLER) D.R. Division of Site Safety b Environmental Analysis. 
79/11/30. 2pp. 


“-7912200078 Reguests addl info about long-range program goals re health 
effects from low level radletlon. Seeks info re epidemiology) 
comparative biology> basic biology b human exposure 
pathways. Info needed for 791207 briefing. 

PAflSONTi fl. A. Radiological Health Standards Branch, 79/11/19. 

2pp. 


— 79I2200QB4 Discusses replacement of performance apprelsal rept by 
decision unit tracking sys.New eye will emphaslxs program 
araas rather than ofc porformance, 

OOSSICK) L. V. Office of the Executive Director for Operations. 
79/10/19. 9pp. 


7912210067 Revised notification of 791211 meeting w/IE b Stds 
Development to discuss NRC criteria for records storage 
f ac i 1 i t i Bs. Meet ing date changed from 791210 to 791S11. 
SPRAULi 0 0. Quality Assurance Branch. 79/12/07. ip 


79132100B7 Notification of 791310 meeting w/IE b Stds Development to 
discuss NRC criteria for records storage facilities. 

SPRAULiJ.O. Quality Assurance Branch. 79/12/07. Ip. 


79122101B4 Discusses NRC outline for environ statements prepared in 
support of applications for CPs 6 OLs. Requests that NRC 
outline include conservation as alternative to licensing 
proposal. 

SHEA. D. F. Council on Environmental Quality. 79/12/12. ip 


7912260124 Responds to CF Miller 790Q17 request for Info re use of 
U-235 in power p lants. Power plants use from 2. 5-4X of 
U-239. Approx 707. U-239 burned up during fuel cycle. Spent 
fuel is not raprocoised b no unburnod U-233 recovered, 
60SSICK)L.V. Office of the Executive Director for Operatione. 
79/10/22. 3pp. 


7912260239 Discusses response by licensees to. IE Dulletin 79-10* 
"Environ Qual i ficatlon of Class IE Equipment." Faruards 
listing by plant of equipment for operation in accident 
conditions b evaluation guidelines. 

EIBENHUT) D, 0. Division of Operating Reactors. IED-79-01. 
79/12/05. 49pp. 


7912270001 Responds to 790930 Itr re NL Oelbman suggestion re const of 
nuclear power plants underground. Several studies have bean 
performed. Benefits would not justify costs b problems. 

0aS8ICK)L. V. Office of the Executive Director for Operations. 
79/10/09. 2pp. 


— 7912270003 Forwards NL Oelbman 790722 Itr re const of nuclear power 
plants underground. Requests comment. 

STQNE.R. Senate, 79/OB/30, 2pp. 


7912270033 Responds to 790911 Itr re T Behlegekmi Ich concern about 
licensing of nuclear plants built from same design as THI 
p lant. Forwards list of plants ui/doslgns which include DbU 
NS89. 

OOSBlCKiL. V Office of the Executive Director for Operations. 
79/10/31. 3pp. 


— 7912270039 Request* SUbnil ttod on behalf of T 8ch lege Inti Ich* for status 
rept on licensing of nuclear plants built from tame design 
as TMI plant. 

LOEFFLER.T. House of Rep. 79/09/11. Ip. 


791227014B Forwards notice of violation for performance of radiographic 
Inspt w/llcenied radioactive matl from Jan-Qct 1979 on board 
US Navy veise 1 s. Response required within 20 days. 

DOOK. H. E. Region 5. San Francisco. Fuol Facility b Materials 

Safety Branch. 79/12/07. 2pp. 


"7912270152 Notice of violation from Jan-Oct 1979 performance of 
radiographic Insps on board US Navy vessels. 

a Region 5* San Francisco* Office of the Director. 77/12/07. 
Ip. 


7912310013 Responds to 790929 request re stds revieu* of ANS 59. 2* 
"Heat Ing* Vent 1 lat ion b Air Conditioning Sys* Important to 
Safety>Located Outside Primary Containment." Draft std 
should be mod i fled. 

ORIHESiB.K. Assistant Director for Engineering. 79/11/27. Spp, 


7912310221 Notification of B00107 meeting w/Fluid Components Carp in 
DBthesda*MD. to discuss b view demonstrations of flow & 
level measure sys produced by company. 

SATTERFIELD) R. Electric* Instrumentation b Control Systems 

Branch, 79/12/18, 2pp. 


7912310222 Responds to 791120 Itr re moratorium on licenolng of nuclear 
fae 1 1 1 ties. Continuing effort to ensure public health b 
safety so that existing plants can continue to be operated b 
new plants licensed. 

DENT0N)H. R. Office of Nuclear Reactor Regulation. 79/12/03. ip. 


7912310229 Comments on draft circular re States Co sliding link 
electrical terminal bloc k : penult Imate paragraph should be 
changed. Probl em should be fallowed up by inspectors to 
ensure licensee eomplianee. 

OAMMILL) U. P. Assistant Director for Systems b Projects. 79/13/11. 

2pp. 
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7'?I23102&3 Notif It dlion of 7>fl£l7 meeting u/Japan Atomic Pouer Cn, 
Mitsubishi Heavnj Industries t. Qbaqash i Const Co to discuss 
I oui temp fractUTS toughness of prostressed concrete 
containment components 

HEHRIKOiK S Engineering Branch, 79/12/12. llpp 


7912120096 Foriuards DQ Waters Itr re implementation of mods to nuclear 
plant equipment & adml ni a tratlon. per neiu NRC regulations. 

Requests NRC position re eitenslon of deadline for 
compliance ui/lessons learned recommendations, 

HDRGANp R, Senate, 79/12/07. 3pp 


NUREG NUREO REPORTS AND RELATED CORRESPONDENCE 


7902260150 Responds to 790116 FQIA request for nine categories of 
documents re fire protection at sii nuclear p lants. Documents 
forwarded except for one not found 6 one other already 
located in POR. i 

FELTON. J. H. Division of Rules and Records. 79/02/09. ip. 


7912040530 NJREG/CR-1 102 V3 

"Systematic Assessment of Safeguards 
FRALEV. D. M, Da t telle Memorial Insti 
Laboratory FIN D-31427. PNL— 2304. 


RegulatlanSiApps. “ 
tutc. Pacific Northwest 

79/ll/aO. 160pp. Available at 


NT IS. 


7912120099 NUREG-OSaO V3 Nil 

"Program Summary Ropt. " Vol 3. Number 11. 

« Office of Management and Program Analysis. 
Aval lab le at NTIB. 


79/11/16. 60pp. 


7912120126 Forwards comments on NUREO-031 1 re U mill tailings 
behalf of Americans for Rational Energy A1 ternati ves. Inc. 
Genera! philosophy toward radiation protection ti risk 


litosi on 


mitigation is too extreme. 












7912120130 Comments on NUREO-0511, "Draft Generic Impact Btateraent on 
0 Milling" falls to mention U mining induetry in eastern U9. 

BARLEV. S. R, Affiliation Unknown. 14552. 79/10/23. 3pp. 


79120S0002 NURE0/Cn-i076 

‘■Development of High-Sens i tivi ty Ultrasonic Techniques for 
Inservite tnsp of Nuclear Reactors.'” annual rept. Oct 197/ - 

LlNZEfi.M*^. PARKS, S. I . DIET2iD.R. Commer c «. Dep t. of . National Bureau 

of Standards. FIN Q-56aO. 79/11/30 55pp. 


7912050005 NUnEC/CR-0662 

■•Computational Tools for Mstl Control Assessment 6 Design 
of Processing Monitors: Overview. " 

DUNN.D. R. . CANDV. J. V. . KUEBEL, J. 0. Lawrence Livermore Laboratory. 
FIN A-0119. UCRL-52702. 79/02/20 30pp Available at NTIS, 


79120S0009 HUnEQ/CR-1040 

■■LWR Safety Research. Program: Quart er ty Progress Rept." 

Jail-Mar 1979 

PEWITT.E.O.. KVGER. J A. Argonne National Laboratory. FIN A-2014. 
ANL-79-43. 79/03/31. 48pp. Available at NTIS. 


7912050012 NUREG-0090 V2 

■"Rept to Congress on Abnormal Occurrences. Apr-June 1979. 

Vol 2. Number 2, 

* Office of Management and Program Analysis. 79/11/30. 43pp. 

Available at NTIS. 


7912060307 NUfiEG/CR-09S5 

“Regional Tectonics ?< Seismicity of Southwestern lA, annual 
rept.FV79. 

VANECK.Q J . ANDERSON.R R. . BLACK, R. A. Iowa, State of. 
NRC-O4-707-22B 79/07/31 31pp. Available at NTIS. 


7912070491 Notification of 791120 meeting w/Eberline Instrument Corp 
in Oethesda.MO to discuss high range effluent mnnltors & 
improved inplant iodine instrumentation in response to 
requirements resulting from TMl Lessons Learned Task Force. ^ 
BARRETT. L. Environmenta I Evaluation Branch, 79/11/20, 2pp. 


7912110224 Comments on draft NUREG-061O proposes establishment of 
better public info sys in emergency si tua t i ons, Exae t 
knowledge of malfunction iiiappropr la te. Ex pec ted frequency 
item discouraging 

CLEARY, P Cltiiens for a Better Environment. 79/10/lB. ip, 

7912110227 Comments on draft NUREO-0610 notification of NRC should be 
listed as licensee action for all four c lasses. Suggests 
amends & deletions. 

GARRETT. E G Affiliation Unknown 79/10/31. ip. 


7912110442 N'JREQ/CR-0150 V2 

■'Estimates of Internal Dose Equivalent to 22 Target Organs 
for Radionuclides oiturinq vn Hootine Releases from Nuclear 
Fuel Cycle Facilities," Vol 2 

DUNNING. 0 E - BERNARD, S R. , HAI.SH, P.J, Oak Ridge National 
Laboratory. FIN 0-0100. ORNL /NUREO/TM- 1 . 79/10/31. S09pp. 


7913110521 NUHE0-O563 

"Title List Publicly Available Documents, TMI-2, " Revision i. 
Buppl I..Jul-Oct 1979. 

♦ Office of Administration 79/10/31. 109pp, 


7912130033 NUReO/CR-0717 

■'Dynamic Model of Global lodi'na Cycle For Estimation of Dose 
to World Population from Releases of I-I29 to Environ, ■" 
KOCHEfl. D C Dak Ridge National Laboratory. FIN D-0108. 
ORNL/NUREG-39 79/11/30. Il2pp, Available at NTIS. 


7912120036 NURE0~0632 

"NRC Views it Analysis of Rscommenda tl ons of President's 
Commission on Accident at TMl " 

a Office of Nuclear Reactor Rejulation. 79/11/30. 20pp. 


7912120132 NUREO/Cn-1136 „ , ^ 

"Environ Assessment of lonliatlon Chamber Smoko Detectors 
Containing Am-24l, " . . . 

BELANGER, R., DUCKLEY. D, W. Be i enc e Ap p 1 1 e a t i ons. Inc. NHC-02-70'0AS. 

BAI 01379-729LJ. 79/11/30, llOpp. 


7912120139 NUBEO/CR-0963 

"DYNESTl: Revised Dynamic Estimator Calculation Program. 

FREEMAN, D. M. , CANDY, J. V. Lawrence Livermore Laboratory. FIN A-0118. 
UCRL-52721. 79/11/30. SOpp. 


7912120157 NURE0/CR-062a 

"Prediction of Not Radon Emission from Model Open Pit 
Mine , " 

NIELSON. K. K. , PERKINS, R. W. , BCHWENDIMAN. U. C Pattella 
Institute, Pacific Northwest Laboratory. FIN B-2279. 
79/09/30. 30pp. 


U 

Memorial 

PNL-2fla9. 


7912120160 Comments on NUREO-O5i 1 : ac t ivi ty consistent w/social, economic 
?, physical goals «< policies of OA Ofc of Planning U Budget. 

BADGER. C.H. Georgia. State of. 79/10/29. Ip. 


7912120190 NUREO/CR-1022 

"U L Sodium Oxide Aerosol Experiments: Nue lear Safety Pilot 
Plant Tests 201-203 t> Testa 301-302, Data Record Ropt." 

ADAMS, RE., HAN.J.T,, KRES9. T, S. Oak Ridge National Laboratory. FtH 
B-0121. ORNL/NUREO/TM 3. 79/11/30, 90pp. Available at NTIS. 


7912120442 NURE0/CR-O99B 

"Technical Manual Operation ti 
Situ Impulse Test. " 

« Shannon t< Wilson, Inc. FIN 


Equipment Instructions for In 
D-30i5. 79/11/30. 75pp, 


7912120520 Responds to 790BI0 Itr re public availability of NRG NURE8/ 
CF-OlSli "Parrier Penetration Database." FOIA reqolree that 
NRC make all non-oxempt documents available to pub 1 ie. NUHEG/ 

CR-OlBt is not exempt. Amend sought to Atomic Energy Act. 

GOSSICKrL.V. Office of the Executive Director for Operations, 
79/10/12. Ip. 

—7912120526 Forwards 0 Miller 790726 Itr re public avallabilttg of 
NllREO/CR-0181. "Barrier Penetration Database. " Raquasti 
comment. 

GRISHAM, H. House of Rep 79/08/10. 2pp. 


7912120641 NUREO/CR-0990 

"Use of Reconnaissance Level Info for Environ Assessment. 

FOSTER. R.F. I RICKARD, W.H , STRAND, J, A Dattello Memorial Institute. 
Pacific Northwest Laboratory. FIN D-2156-8. PNL-30B0. 79/11/30. 

47pp Available at NTIS. 


7912120645 NUREO/CR-0902 

"Evaluating Strength & Ductility of Irradiated Zlrealoyi 
Task 5," quarterly progress rept for Jan-Mar 1979. 

LOWRY, L.M,. PERRIN, J a., MARKWORTH. A. J. Battello Memorial Inltitute, 
Columbus Laboratories. FIN A—4060. DMI-2034. 79/11/30. 4Spp. 

Available at NTIG. 


7912130041 Comments on NUREO 0610; expresses concern that licensee 
action to promptly inform state (< local authorities of 
unusual conditions will have adverse effect on public 
safety li welfare. „ „ 

WILLIAMSON. T. G. I BHRIVER.B. L. Virginia, Unlv. of. 79/10/IS. 2pp. 


7912130072 NUREO-0330 V3 N5 

Duff Book 2; "Status Summary Rept, Advanced Reactor Safety 
Research," Vol 3, Number 5. data as of 790930, 

* Office of Nuclear Regulatory Research. 79/10/24. 02pp. 

Available at NTIS, 
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79I213[>07S NUREO-0525 

“Safeguards Sunimarg Event List." pro-Nf(C through 790630 
ilAUIllSONi J. J. OffitB of Nuclear Material Safety & Safeguards 
79/11/30, 139pp. 


7913130089 NUREO/CR-0794 

“Oeneral Investigation of Rad 1 onuc 1 1 de Retention in 
Hlgratlon Pathways at West ValleypNV Lou Level Qurial Site." 
annual rept Sept 1977-Sept 1970. 

DANA.fl.H,. MOLELLO. S, A. , FICKIES.R.H. NeuVork, State of f-TN 
B-AOOB. NYS08/79-2403. 79/11/30. iOGpp. 


7913H0544 Irfcrms that public safety will not be .lenpardued by 
eitettding imp I e^nentatiori -iuhedole of s.hqrt- terfn 
recommendations oH Lessons Ledrred Task Force 
79/??/l4 ^ I ~ Advisory Cdir.im tteo on Reactor Safeguards 


7913170003 W)REe-0l35 V3 N4 

Duff Book 1: “Status Summary Rept. Hater Reactor Safety 
Research," d,ita as of 790031 

» Office of Nuclear Regulatory Research 79/0&/31 llOop 
Available at NTIS 


7918130332 Comments on proposed rulemaking 50-22: since decoramlssi oning 
of nuclear pouer facilities is inevi tab 1 e, cos t estimates of 
financial mechanisms to meet plannned l< premature 
docomml tslonlng should be incorporated into code. 

POLLACK, R. P. Critical Mass Energy Project, OARLOW, C. Public 
Interest Research Group. CA6CIAT0, P. A. Affiliation Ursknoun. 
79/11/21. llpp. 


7918130403 Comments on draft OEIS on U mi 1 1 ing: supports comments of 
American Mining Congress. 

□RTLOFFiO.D. E«»on Minerals Co., USA. 14349. 79/10/24, Ip, 


7918130406 Comments, on behalf of Black Hills Energy Coalition, on 
NUREO-OSl 1, re U mill tailings sites: does not produce 
worst-case estimates. Val id i ty Is limited. 

BAfJDERFORD, J. Affiliation Unknown. 14342, 79/11/03, Ip. 


7918130409 Forwards assessment of NUREO-051 1, draft GEI3 re U milling: 
NEPA does not permit justification of dosos by comparison to 
background. 

LQCHSTET, W. A. Pennsylvania State Univ. 79/10/24. I2pp. 


7918140123 NURE0/CR-115S 

“Interactions of Radioactive Wastes u/Solls - Review, “ Oct 
1976 - Mag 1979. 

FOWLER. E. 0. . E8SINGTDN. E.H. . PQLZER, W. L. Los Alamos Sc i entl f ic 
tabaratory. FIN A-7040-9. LA-UR-79-2910, 79/12/31. 40pp. 

Available at NTIS. 


7912140169 NURE0/CR-O9B7 

"SANDIA-ORIOEN User's Manual, " 

SENNET, D.E. Sand la Laboratories. FIN A-1060. 8AND79-0299. 

79/10/31. 112pp. Available) at NTIS. 


7912140186 NUREG/CR-1101 V7 

"Ripts Distributed Under NRC Reactor Safety Research Foreign 
Technical E«ehange Program," Vol VlliJan-June 1979, 

OUEENER, D. 8. Oak Ridge National Laboratory. FIN D-0126. 
ORNL/NUREG/NSIC. 79/11/30. a4pp. Available at NTIS. 


7912140206 NUREO/CR-0967 

"ifultiple Property Variations In Coaxial Cylindrical 
Conductors Determined w/MultlplB-FroRoencg Eddy Currents." 

DEEDS, W. E. > DODD, C. V. Oak Ridge National Laboratory. PIN D-0417. 
DRNL/NUREO/TM-3. 79/10/31, 63pp. Available at NTIS. 


7912140339 NUREO/CR-0944 

“Hydrodynamics U Heat Transfer Characteristics of Liquid 
Pools w/Oubble Agitation. " 

OLOTTNERrF. 0. Sandia Laboratorios, FIN A-1019. BAND79-I132, 

79/11/30. 73pp. Available at NTIS, 


7912140474 RIL-026 

Hastarch Info Ltr 26: transmits results of completed research 
on impact of offshore nuclear generation stations on 
rtcrsational behavior at adjacent cnastal sites 
INUREa'0394>. 

LEVINE, 8, Office of Nuclear Regulatory Research, 70/04/87. Spp. 


--7918140483 NUREO-0394 

“Impact of Offshore Nuclear Oanoratlng Stations on 
Recreatldnal Dehavior at Adjacent Coastal Sites." 
HAKER, E. J, . MOSS, 0, J. , WEST, B. 0. Florida State Univ. 
ATI 49-84-0320. 77/12/31. 147pp. Available at NTIB. 


7918140522 RIL-0a3 

flcsearch Info Hr 33: transmits documented results from 
research program to dssign, develop t, test PAT-1 Pu package 
par criteria in NUREO-0360. Forwards SAND70-O724. "Pu 
Accident Resistant Container Project" & NUREO/CR-0030. 
LEVIME, 8. Office of Standards Development. 78/08/03. 8pp. 


7912170011 NUREQ-0650 

"Technical Writing Style Guide " 

SAVOLAINEN, A. , FELDMAN, R. H. . DLIU, W b. Office of 
Regulation, 79/11/30. 92pp Available at NTIS. 


Nuc I ear Reactor 


7912170024 “Frac tog r aph i c 
Specimens of A302 Grade 
OADETTA.O. , PRQVENZANO, 
FIN D-SSae. NRL 406a, 


!, Ml crostroctura I Analysis of Fatigue 
D Steel Tested in Air at Room Temp." 

V. Navy, Dept, of. Naval Research Laboratory 
79/09/28. 22pp Available at NTIS 


7912170034 Requests review of NUREG-0635, re excess cancer in Mesa 
County, CQ, to determine impact on NRC analysis of health 
effect's of U mill tailings indusCrtj 

HILLER, H.J. Uranium Recovery Licensing Branch. 79/09/27 ip. 


’■'P* emergency preparedness, to be published in 
IEEE 791017-19 symposium proceedings U NUftEG-0553 H/o end, 

COLLINS, H.E. Office of State Programs. 79/11/23, ip 


7912170102 Responds to 791105 ltr re issuance of OLs. Forwards NUHEG- 
0094 & license eiamination grade data from various utils 
H/o encl, 

COLLINS, P.F Operator Licensing Branch. 79/11/10. 2pp 


79J8170394 Responds to FOIA request for documents containing analysis 
of proposed siting criteria application to existing sites. 

Forwards NRC 790926 memo re NURE0-062S Recommendation 2, w/ 
list of plants meeting criteria ACRS transcript in PDR. 

CARR,J. C, Division of Roles and Records. 79/11/30 Ip. 


7912170399 Lists factors to be considered for interpreting three 
distance criteria in surveillance of OL !» CP sites re 
hatardoua fac 1 la t los. airports S, pi p el ines Depending upon 
interpr e tat i on I 1 D-20X of existing sites would fail criteria. 
HOUSTON, R, W. Division of Site Safety 6 Environmental Analysis. 
79/09/26. Bpp. 


7912160183 FOIA request for drafts of NUREG/Cfi-0S70, NUREG/CR-0672, 
NUREO/CR-0 130, NUREC— 0584 U NUREO-0366, ui/respec tive additions 
& comments. 

PTAR, J. louia Public interest Research Croup 79/11/16 Ip 


79121B0131 Responds to FOIA request for five NUREO repts u/additions h 
comments. Forwards NUREQ-05B4 I comments. NUREO/CH-OiaO 
addendum available at NTIS fc NRC NUftEG/CR-0570. NUREO CR-0672 
6 NURE0-0S86 not yet publ 1 shed. W/o end 

CARR, J. C. Division of Rules and Records. 79/12/06, tp. 


7912160207 NUReO-OS96 

"Nonrad iological Consequences to Aquatic Biota i Fisheries 
of Susquehanna River from 1979 Accident at TMI Nuclear 
Station. " 

HICKEY, C.R. I SAHWORTHi R. D Division of Site Safety ?, Environmental 
Analysis 79/11/30. 100pp. 


79I2IB0323 NUREG/CR-I 068 

"Transient Reponse of Beams to Correlated Random Excitation 
Applied at Boundaries. " 

ARYAFAR, A. , MASRIiS. F. . UDVIADIA, F. E. Southern California, Untv. of 
FIN B-5976, 79/18/31. I60pp, 


79121B0226 NUREO-0616 

"Rept of Special Revision Group, IE on Lessons Learned from 
TMI, " 

« Region 3, Chicago, Office of the Director. 79/18/31. 2Q0pp. 


79181B04S7 Summary of 790510-12 open meeting in Washington. DC re 
current status of TMI-2, Sequoyah Power Plants Units 1 t, 2 t. 
Oyster Creek transient resulting in leu core water level. 

» ACRS - Advisory Committee on Reactor Safeguards. 79/05/12. 
aS8pp. 


—7912140386 NUREO/CR-0030 

“PARC tPu Accident Resistant Container) Program Research, 
Design 6 Development. “ 

ANDERSEN. J. A, . DUFFEY, T. A. , DUPR6E.S. A. Band lo Lahorator ies, 
SAN076-387, 70/07/31. 397pp. Available at NTIS. 


7912190068 Discusses options for financial assistance to state & local 
governments for emergency preparedness programs, in addition 
to federally admltiistered fund suggested in NUREG 0533. 

RYAN, R 0. Office of Nuclear Reactor Regulation. 79/11/21. 8pp. 
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79t2190133 Foruards draft memo Itr requesting implementation of 
NUREO/CR-OiiO rec ommenda t i ons . Manp oiuer requirements end. 

GRIHESiD K. Assistant Director for Site & Safeguards (Pre T^IOSO). 
79/11/19 epp. 


7912’190172 Comments on draft NUREO-OilO. "Draft Emargeneij Action Level 
Guidelines for iiuclear Power Plants." 

VETTER.W.E, Region 4, Dallas, Office of the Director. 79/11/27. 

app. 


7912190461 Comments on NUREO-0610 re emergency actions pertaining to 
nuclear power fac i 1 1 ties. Population should be given 
advanced warning t, Info on radioactivity. 

SIHK0N5, J. R. Affiliation Unlnoun. 79/10/15. 2pp. 


7913310059 Comments on NUREO-0610: sequence of licensee actions 
inappropriate for mas protection of public health & saPety< 
since "assess & respond" listed as Item 3i not Item 1. 
UTLEV.E.E. Carolina Power Sc Light Co. 79/11/29. 3pp. 


791S31006S Comments on M/REO-0610: new c laself Ication scheme 
unaccep tab le. Class 9 accident could occur w/o declaration 
of general emergency. 

SHOLLYi S. Aff 11 talion Unknown. 79/11/36. app. 


7912310073 Comments on NUREO-0610; recommends notification of unusual 
event clast be oml t ted. Firs t level of emergency action 
should be In-pIant cpccurrence. 

WARDcJ.E. Atomic Industrial Forum. 79/11/28. 14pp. 


7913190504 Forwards comments on NURE0''05S5. Agrees generally w/thesis 
that operational safety factors require proportionally 
greater attention. 

LEE. B. Atomic Industrial Forum. 79/12/13. 33pp. 


7912190536 Responds to 791110 t tr re implementation of Kemeny 
Commission rec ommendat ions. A1 1 recommendations, eicept 
reorganisation of NRC .deemed necessary & feasible. 

OENTON.H. R. Office of Nuclear Reactor Regulation. 79/12/03. Ip. 


"7911190354 Discusses need to take action to assure implementabiiin of 
recommendations of TMl Lessons Learned Task Force. 

Utiliiation of sound technology 6 public attitudes will meet 
future energy needs. 

DUFFV.J.P. Affiliation Unknown. 79/11/10. 3pp. 


791219055B Responds to NRC 791100 Itr re NUREO-0630. "Cladding Swelling 
ti Rupture Models for LOCA Analysis. " Rept appears to be 
thorough compilation of recent enperlmental data on cladding 
if a format Ion. 

SCHERER. A. E. C-E Power Systems. LD-79-07O. 79/12/11. 10pp. 


7912190573 Responds to NRC 79110B Itr re NUREO-0630. "C 1 add Ing. Swo 1 1 1 ng 
k Rupture Models for LOCA Analysis. " Vendor recommends 
evaluation of all cladding data accumulated since Issuance 
of I0CFR50. 46i App K. Industry committee is proper forum. 

TAVLORiJ. H. Babcock ti Uilcox Co. 79/12/10. 3pp. 


7912190599 Forwards response to NRC 791103 Itr re NUREO-0630. 

“Cladd Ing. Suel I ing b Rupture Models for LOCA Analysis." 

Comments on model representation) location of curves. industry 
stdiECCS model, sensitivity studies b future programs. 

BUCHH0L2. R, H. General Electric Co. MFN-294-79. 79/12/07. 8pp. 


7912210079 "DECQST-Computer Routine for Decommissioning Cost b Funiltng 
Analysis. " 

» Office of Nuclear Material Safety b Safeguards. 79/12/31. 86pp. 


7912210337 "Confirmation of Canvsrsion Factors Relating Exposura b 
Dose-Equivalent Index Presented In ANSI N13. 11. " 

YODER.R.C.. BARTLETT, H. T. , COURTNEY, J. U. Battello Memorial 
Institute, Pacific Northwest Laboratory. PNL-3219. 79/11/30. 77pp. 


7912260002 NUREO/CR-1 144 

"Nemaha Uplift Belsmotectonic Study; Reg lonal Tectonics b 
Seiamielty of Eastern KS. " 

UILSON.F, U. Kansas, State of. FIN B-6172. 79/11/30. 23pp. 


7912360104 Ack receipt of PA Emergency Mgt Agency 791113 Itr re 
NUREO-05S3, "Beyond Defense-ln-Depth. " Racommendetlons will 
be submitted to Commission after public comments are 
reviewed. 

RYAN.R.O. Office of State Programs. 79/12/04. Ip. 


7912270026 Notice of Issuance b availability of proceedings of 
radiological emergency preparedness trainee conference on 
790724-25 in KB City, MO. 

RVANiR.O. Office of State Programs. 79/11/27. 7pp. 


7912270200 Forwards rept, "Westinghouie Prediction for LOFT Nuclear 
Experiment 13-1. " 

RE£D,C, Commonwealth Edison Co. 00-26. 79/12/13. Ip. 


— 7912270207 "Hestinghouse Prediction for LOFT Nuclear Experiment L3-1. 
« Uestinghousi Electric Carp. 79/12/13. 84pp. 


7912190639 Forwards responses to NRC 791108 Itr re NUREG~0630, 
"Cladding, Swel ling b Rupture Models for LOCA Analysis." 
Concludes that rupture blockage data supports conservatism 
of current vendor rupture falockage model. 

OWSLEY-G.F, Exxon Nuclear Co., Inc. (subs, of Exxon Core I 
79/12/10 7pp 


7912190651 Summary of Ad Hoc Subcommittee on TMI-2 Accident 
Implications 790711 meeting w/BbW, NUS Corp, BObE, Bechtel b 
Tokyo Electric Power Co in Washing ton, DC re long-term TMl-2 
imp 1 tcations. 

* ACRS - Advisory Committee on Reactor Safeguards. 79/07/11. 43pp. 

7912200755 NURE0-a002 

Errata for final OEIS re use of recycled Pu in mixed oxide 
fuel in LUR. 

* Commission, 76/11/26. 41pp. Available at NTI8. 

7912200766 NUflEO-0316 

“Alternative Electrical Transmission Sys b Environ Impact." 
SCHIEFELCEIN, 0. Dattelle Memorial Institute, Pacific Northwest 
Laboratory. EY-76-C-06-IB30. BNWL-1774. 77/0B/31 70oo 

Available at NTIS, 


7912200B50 NUREO-0306 

"Nuclear Power Plant Operating Experience 1976. " 

* Office of Management and Program Analysis. 77/12/31. 260di> 

Available at NTig, 


7912210023 "Gas 
Plutonium In 
790930. 
PALMER. H, E, 
Laboratory. 


Scintillation Proportional Counter for Measuring 
Humans b Environ," final rept for 760701- 


Batielle Memorial Institute, Pacific Northwest 
FIN B-2091, PNL-313i, 79/11/30. 27pp. 


7912210053 Comments on NUfiEO-0610: action level criteria should not bi 
incorporated in any Indlvlual emergency plan w/o plant- 
specific modi. Notification of unusual event b alert levels 
too severe. 

KNUTH, D.F. KMC, Inc. 79/11/26, 3Spp. 


7918270601 Responds to NRC 790902. 13 b 1030 Ibrs re completion date 
for analyses of transients b acc Iden ts. Wss t Ingheuse owners 
group will submit analysis by 800331, per NUREG-0378. 

HEED,C. Westinghouse Operating Plants Owners Group. 79/18/80. Ip. 


7912380181 Comments on NUREO-0610: consideration of emergency 
classification sys should be subj to negotiation b agreement 
between licensee b loeal/state authorities based upon site b 
plant specific characteristics. 

JOHNSON. W. P. Yankee Atomic Electric Co. WV'C-79-31. 79/11/80. 2pp, 


7918260186 Responds to 791112 Itr expressing concern re health effectl 
of radioactivity from nuclear reactors. Forwards excarpti 
from NRC 197B Annual Rept b cover pags of NUREO-0338. 

DENTON,H. R. Office of Nuclear Reactor Regulation. 79/18/03. ilpp. 


— 7912280132 Expresses concern re health effects of radioactivity fra* 
nuclear reactors. 

CARTER, R. A. Affiliation Unknown. 79/11/12, 3pp. 


79122B0409 Comments on NUREO-0610: improvement In emergency preparidnese 
by switch to four emergency c lassl f leationi does not support 
change. 

RENBEROEH, D. L. Washington Public Power Supply Syetem. 79/11/87, 

2pp, 


7918200419 Comments on NUREO-0610; extensive communication between plant 
b state b local agencies le overkill b overreaction b not in 
interest of public safety. 

OLBONiR.C, Baltimore Gas b Electric Co. 79/18/03. 8pp. 


79122B0425 Comments on NUREO-06iO; time In which emergency repts muet be 
made is unduly restrictive. Licensee should not be required 
to promptly notify state b local offsite egenciai for many 
unusual eventi. 

FERRY, J.L. Affiliation Unknown. 79/11/12, 2 pp. 


79182B0313 Commente on NUREO-0313, Revision 1: classification of piping 
should be by safety class. Questions sxeluelons of Cast 304 b 
316 mail from list of conforming matl. Recommend • 1-yp 
Interval for nonconforming svc sensitive line Insp. 

HOFFMAN, J.R. Yankee Atomic Electric Co. MEO 533/79. 79/12/19, ip. 
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7913280647 DiscuifUft iVallabUlty oP fond* for radiological smorgBiici/ 
rtiponit plans t> prsparodnsss In rssponss to 791109 comments 
on ripti “Boyond Opfsnse-In-Dspth, “ 

RYAHi B. 0. Offle* of State Programs. 79/12/07. 2pp. 


7912280681 Forwards NRC/EPA task force rept on emergsncu planninD< 
NUHE0-0396/EPA 9201-70-016. W/o end. 

CDLLfNSiH. E. Assistant Director for Emergency Preparedness 
79/11/30. Ip. 


—7912100222 Std order for DOE work: "Elec tr lea I, Ins trumenta t ion 1. 
Control Sys Supporti " issued to LLL. 

TRIPLETT, H. P. Office of Nuclear Reactor Rooulation FIN 6-0231. 
20-B0-39. 79/10/ 10. I3pp. 


7912180700 Forwards results of tritium target container leak test. No 
detectable loss of pressure evident. 

HAFF, K. W. Oak Ridge National Laboratory. 1A664. 79/11/09. dpp. 


7912310095 Comments on NUREe-0610: state b local offsite authority 
actions checklist is especially valuable in common emorgency 
for knowing uhat each state should be doing at each level 
BARLViM.P. Uisconsln, State of. 79/11/20. 3pp. 


7912310144 Forwards draft proposed test for response to UC8 petition. 
Litsens Laarned li Bulletins 6 Orders Task Forces should 
concur before response issuance. 

LAINA81 0. Plant Systems Branch. 79/12/13, 6pp, 


7912310193 NUnEO/CR-0970 

"auellf ication Testing Evaluation Program, LUR Safety 
RaiiaTchi fluarterly Rept>Jan-Har 1979." 

BONXON4L. L. r CLOUOH.R.L.. SALAZAR, E.A. Band ia Laboratories. FIN 
A-1091-9. eAND79-1314. 79/11/30. 49pp, Available at NTI8. 


7912310202 NUREO/CR-1075 

•Refill Effects Program," quarterly progress reptrApr-June 
1979. 

CROULEYiC. J. . CARV.C.N,. ROTHE, P. H. Crears, Inc. FIN A-4070 
CREARE TN-306. 79/12/01. 26pp. 


7912310200 NUREe/CR-117S 

*9tetlltlcal Analysis of Earthquake Ground Motion 
Paremoters. *' 

• Shannon S< Wilson, Inc. FIN B-3015. NR C -04 -76 -200, 79/12/31, 

201pp, 


7912310363 NURE0~0S03 

Oreen beoii: "FY0O Bupplemental Budget Request." 

* Division of Budget. 79/12/10, 24pp. Available at MTJB. 


7912310029 NVReO/Cn-0947 

■'Steam Expiotlon Efficiency Studies." 

BURTON, L, D. , BENEDICK, W, D, Sandia Laboratories, FIN A-1030 
SAND79-1399. 79/11/30. 6app, Available at NTI&, 


7912190025 Forwards IE Circular 79-22, "Stroke Times for Power Operated 
Fi®lie-r ^/aWes." No urittar respanso required. 

PAPPAS, H. Region 3, Chicago, Office of the Director. 79/11/19. 

2pp. 


7912190051 Forwards Std Order for DOE work. "Elec triea 1 , Instrumanlat ion 
U Control Sys Support. " 

ElBENHUTi D, 0. Office of Nuclear Reactor Regulation. 79/11/12. Ip. 


-7912190064 Std order for DOE work: "El ectr i cal. Instrumentation 1. 
Control Sys Support," Issued to EQfcO. 

TRIPLETT, H, P. Office of Nuclear Reactor Regulation, FIN A-6a56. 
20-00-39. 79/11/13. Ilpp. 


7912190S03 Advises that IE Bulletin 79-27, "Loss of Non-Class IE 
Instrumentation 6 Control Power Sys Bus During Operation," 
was sent to listed utils on 791130 for action & info. 

CARROLL, D.E. Region 3, Chicago, Office of the Director, 79/12/05, 


7912190B04 Forwards comments on NUfiEO-0563, Agrees generally w/thesis 
that operational safety factors require proportionally 
greater attention. 

LEE,0, Atomic Industrial Forum. 79/12/13, 33pp, 


7912200204 Describes info needed for license application review 
scheduling (< resource planning through FY02, Requests 
response by 791231. 

DENTON.H.R, Office of Nuclear Reactor Regulation. 79/it/29. Ip. 


7912200666 Requests comment on pilot installation of atmoshpere 
modeling computer codes. NRC reviewing codes as means of 
assessing need for protective actions offsite during nuclear 
emergencies. 

Office of the Eeceutlve Director for Operations. 
79/12/07. 2pp. 


ORO CORREBPONDENCE WITH OTHER OROANIZATIDNS 


79122B0603 Forwards summary of 791107 meeting 
regulation on radwaste disposal. 

MARTIN, J.D. Divislan of Waste Management. 


W/DUE re draft 
79/12/03. 7pp. 


7912040025 Responds to 790921 Itr forwarding Aug progress rapt. Requests 
clarifying info re cost figures for June !< Jul, 

SCARANOiR. A. Uranium Recovery Licensing Branch. FIN A-8010 
79/10/15. Ip. 


7912310144 Forwards draft proposed tact for response to UCS petition. 
Lessons Learned 1< Oullatlns 4, Orders Task Forces should 
concur before response Issuanc e. 

UAINASi 0. Plant Systems Branch. 79/12/13. 6pp. 


7912050606 Urges prompt responso to UCS pstitlon for emergency & 
remedlel ectlon filed 2 yrs previous. UC8 790307 motion for 
• iptdlteil decisionmaking ti accompanying Itr ara still 
unansuered. 

HElflBiE. R. 8hildon, Harmon (< Weiss. 79/ll/OS. Ip. 


79J20601B4 Notifies thet IE Info Notice 79~12A, "Attempted Damage to 
Nty Fuel Aeeembliei," was sent to end list of licensees in 
Btete of !L. 

PAPPAStH. Rsgion 3, Chicago, Office of the Director. 79/11/18. 

4pp. 


7912120004 Forwards util distribution list t< IE Info Notice 79-29, 
"Lost of Naneafety-Rsleted Reector Coolant Sys 
Ins krumintatlon During Operation. " 

PAPPA3,H. Region 3, Chicago, Office of the Director. 79/11/26, 

2pp. 


7912120345 Forward* IE Bulletin 79-26, "Boron Loss From BWR Control 

Blades. " 

PAPPAB, H. Region 3, Chicago, Office of the Director. 79/H/26, 

Ip- 


7912310195 Requests identification of ell anticipated 
for NRC sefety reviews through FVBO. 

DENTONiH.R. Office of Nuclear Raactor Regulation. 


agency requests 
79/11/29. Ip. 


7912310218 Forwards two std orders for DDE 
evaluation. Requests DOE acceptance. 
EISENHUT, D. 0. Office of Nuclear Reactor 
FIN A-3338. 79/12/U, ip. 


work re fire protection re- 
Regulation. FIN A-3107-0. 


*7912310225 Std order for DOE work: 
Issued to ONL. 

TRIPLETTfM, P. Office of Nuclear 
20-00- 52, 79/12/05. 1 p . 


"Fire Protection fte-evaluati on, " 
Reactor Regulation. FIN A-3107~0. 


-“7912310233 Std order for DDE work: "Fire Protection Re-evaluation," 
issued to DNL. 

Office of Nuclear Reactor Regulation. FIN A-3335-0, 
20-00-53, 79/12/05. 9pp, 


PR PROPOSED RULE 


7912170193 Forward* "Critical Reviews, Core Motion Monitoring" by AN3, 
Request* info re distribution of ANB crlticil rtvieui*. 

EENNETTtO. L. Research Support Branch. 79/11/27, Ip. 


"'“7912170199 "Critical Reviews, Core Motion Monitoring." 
THJEiJ. A. Amorlcen Nuclear Society. 79/08/15. 45pp. 


7912030103 Comments in opposition to proposed revisions to lOCFRSO, 40, 
70, ISO U 170 governing mgt of U mill tailings & const of 
major milling plants. Rules not based on final EIS L are 
thersfore premature. 

STEVEN 01 B. Kerr-MeOee Corp. 79/10/23. 16pp. 


7912100219 Forwards std order for DOE. work, "Electrical, Instrumentation 
<1 Control By* Support,'' issued to LLL. 

EISENHUTrD. 0. Division of Operating Reactor*. 79/11/20, Ip, 
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7912040033 Faruarijs proposeij rulo changes to 10CFH30i 40. 70. 150 I. 170 
which were issued on 790BS4. Regu I ations amended to include 
pecnmmendat tuns in droft 0K1S on U mi 1 1 i ng . M/o enci. 

MIULeR’.M J. Unantuni flecoverg Licensing Branch, 79/11701. Id 


7913070277 Comitioiits on proposed rule 10CFR30: concurs ui/NRC position 
that control measures be based on si to-spec if ic evaluations. 
Proposes that public health be made primary consideration in 
mg t objectives. 

FllTCHie.M 1. Pathfinder Hines Corp. 79/10/23 31pp. 


7912040152 Comments on proposed rule 10CFR30 points out potential 
conflict in Criterion 4, Suggests that thinner clag cover mag 
meet r egu irement s, "Major site const" should be deflnotl. 

Soretg review processes have no regulatory provisions. 

MILLS. L M Tennessee ValJeg Authority. 79/11/08. 2pp, 


7912070407 Comments on proposed rule lOCFfiil: regulations do not cover 
all radioactive mail *< clarification needed for role of 


independent waste processor. 

BCHNEIDERiK N. Office of State Programs. 79/11/02. 


Ip. 


♦.7912040453 Comments on proposed rules 10CFR30. 40. 70. 150 Ji 170; agrees ui/ 
■ alternative methods of establishing financial responsibility 
1. formally records previous oral comments. 

PROVOST. L Affiliation Unknown, 79/09/19. Ip. 


7912110170 Comments on proposed rule 10CFR61 : regulations concerning 
radwaste packaging by licensees should be placed in 10CFH20i 
40. 50. !< 70. Waste generators should bo required to solldfy 
liquid waste u/o leaving free standing liquid. 

VADEN. J, Nevada. State of. 79/11/19. 2pp. 


7912040525 Comments on proposed rules lOCFRSO. 40 l< 150; license 
requirements covering use of U for research appear to be 
counterproductive. 

VAN HfCHAEUIS.H Affiliation Unknown. 79/10/30. Ip. 


7912050617 Comments on proposed rules l0CFR30i 40. 70. 150 l< 170; 
Environmental Policy Inst maintains that NRC has not 
considered erosive nature of mill tailings deposits. 

OERICK.D Environmental Policy Instituta, 79/10/24. 5pp 


7912060023 Comments on proposed rule 10CFR30;Dept of Health suggests 
appropriate adjustments be made re health affects 8* 
restoration of tailings s i tes. Long-term monltOTing should 
be asjusted according to mill size. 

ANDERSON, L. F. Utah. State of. 79/10/25. 2pp. 


7912060030 Comments on proposed rule l0CFR30:DBpt of Health suggests 
further evaluation needed of environ t< occupational haiards 
caused by U mills & mines. 

HAZLEiA.V. Colorado. State of, 79/10/18. 2pp. 


7912060039 Comments on proposed rule 10CFn30;0E18 reflects NRC policy 
to iBOpardtio publ:l< health ii safety. NRC continues to thwart 
HEPA obaectlves, Radon issue first raised by citlien 
Intervenors. 

KEPFORD.C. Environmental Coalition on Nuclear Power, 79/10/24, 
22pp 

7912060052 Comments on proposed rule 10CFR30: NRC should have 
jurisdiction over disposal si tes. Proposes that local vote re 
disposal sites be aecep ted. Un Inhab i ted areas do not remain 
uninhabited fsrever. 

EIKUH.R L. Affiliation Unknown. 79/10/20. Ip. 


7912110103 Comments on proposed rule lOCFfiOO: supports comments by 
American Mining Congres s, Sui tab le discussion of environ 
aspects of mining is omitted. DDE comments on proposed ERA 
radwaste criteria end. 

SCHENDELi 0. R. Hestlnghouso Electric Corp,. Wyoming Mineral Corp. 
GEA-79-933. 77/10/24. 3Bpp, 


7912110195 Comments on proposed rule 10CFR71 : recommends alternate 
meant of compliance to conditions specifying radioactive 
matl packaging Clearer Indication should be made of 
subparagraph cond 1 t ions. 

DURSTEIN. a, Wisconsin Electric Power Co. 79/10/31. ip. 


7912110190 Comments on propesed rule 10CFR70: authori la t ion of routine 
use of Pu powered pacemakers not advantageous due to 
relative life span & cost. 

DELANDi F. H, Vet. Admin. Hosp. Lei ington. KV. 79/10/31. Ip. 


7912120012 Comments on proposed rule iOCFR7l : ob jec ts to segregation 
of radioactive mails regulation due to implication that 
radioactive mails present special haiards. 

MOHRV.W.R General Atomic Co. (subs, of Gulf Oil Co. I. OEN-1119. 
79/10/25. 3pp. 


7912120039 Comments on proposed rule IOCFR30: clarity needed in 
Criterion 3 ro prime option for tailings disposal 6 in 
conflicting definitions of byproduct matl. 
s Rocky Mountain Energy Co. 79/10/24. 69pp. 


7912120042 Comments on proposed rule 10CFR30; should not allow U 
Industry to continue haphaiard disposal of U mill tailings. 
Regulation definitions need clarity. 

WEISS, R.H. Af fil iat Ion Unknown. 79/10/21. 2pp. 


7912060062 Comments on proposed rules 10CFR30* 40, 70i 1 50 li 170;health U 
safety of future generations should considered prior to 
present day economic considerations re U mill taillnge 
requirements 

DATESiA. Affiliation Unknown, 79/09/13. 2pp. 


7912060073 Comments on proposed rule IOCFR30- author i ty to license U 
mills on Indian lands should remain w/NRC, Charges levied on 
activities on Indian lands should be paid to US in trust for 
Indian tribes. 

GABRIELiE. Council of Energy Resourte Tribes, 79/10/23, 14pp. 


7912060082 Comments on proposed rule 10CFR30: NRC should have licensing 
authority over DOE-owned U mill tailings Erosion must be 
considered Suggests that annual insp results be made public. 
LOCHSTETiU A, Environmental Coalition on Nuclear Power, 79/10/23. 
4pp. 


7912060204 Comments on proposed rule lOCFRQO. facil i ties for 
doungradient monitoring of groundwater should be Included 
in design of disposal facility for U mill tailings t luastes. 
MEIEflOTTO,L, E, Energy i Dep t . of Efi~79/882 79/10/22. 2pp. 


7912060603 Comments on proposed rule. 10CFR30. i i t ing should be primary 
concern in tailings mgt Buggasts more discussion on 
implementation of tailings control in agreement states, 

OANIELSDNp L. J, National Wildlife Federation 79/10/24. 23pp. 


CFR30; on behalf of Spokane 
resp onsib i I i ty 4r 
in s ta to. Federal govt 
adequate monitoring. 

10/30, 4pp, 


30: private property rights in 
lives to prevent 
tvlties. 

ion, 79/10/25 3pp. 


7912120046 Comments on proposed rule 10CFR3O; supports comment* of 
American Mining Congress re U milling, 

CANFIELO. K. S, Homeitake Mining Co, 79/10/24. Ip. 


7912120051 Comments on proposed rule 10CFR30: fai 1 s to emphaslie 
contamination prevention t> outline stringent criteria for 
containment siting areas, 

PERRViL. Dlack Hills Alliance. 79/tl/OS. 2pp. 


7912I200S5 Comments on proposed rule 10CFR30;NEPA ti health 8< safety 
provisions play no part in agency consideration of radon 
problem. Certificate of Sve re NRC answers on DEIS end- 
KEPFORD.C, Environmental Coalition on Nuclear Power. 79/10/24. 
49pp. 


7912120063 Comments on proposed rule 10CFR30; fall s to comply u/NEPA due 
to lack of assessment of total Rn-222 Cl released over Pull 
period of toxicity of U mill tailings piles. 

JOHNSRUD. J. H. Environmental Coalition on Nuclear Power. 79/10/23, 
3pp. 

7912120238 Comments on proposed rules 10CFR30, 40, 70( 150 4« 170; licensing 
stds for if mill tailings are too loose. Crl ter 1 on 6 Is 
dangerous W counterproductive, 

LEWIS, M, L. Affiliation Unknown, 79/09/22. ip. 


7912120240 Foruards comments on proposed rules 10CFR30, 40. 70, ISO U 
170 t< draft OE19; draft 0EI8 fails to achieve stated purposa. 
Should be revised & reissued. Three vols of comments end. 
OVERTON, J. A. American Mining Congress. 79/10/24. 30app. 


7912120247 Comments on proposed rules 10CFR30, 40, 70, 150 S< 170: propose* 
amend to account for differences in mining procedures. 

Encourages redefinition of const. Disposal ti surveillance of 

waste impractical & costly. inm. 

MARSHALL, W. K. Mobil Oil Corp. (subs. Mobil Corp. 1. 79/10/23. ICpp. 
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— 79131B0234 Comments on proposed rules 10CFfi40 b 150: efficacy of 
requirement for specific Nf)C license during renaual period 
of Agreement state license is highly questionable. 

KAftBHAUL, W. H. Mobil Oil Corp. (subs. Mobil Corp. >. 79/10/23. 

10pp. 


79IS'!I20293 Comments on proposed rule 10CFR30: overes t ima ted rislisi 
understated costs b inadequate support for proposed rules. 
SCOTT.C. B. Union Oil Co. of California. COS 79-311. 79/10/93. 

Spp. 


''7913'1203b0 Comments on proposed rule 10CFR30: ob j e c t s to adoption of 
rules based on draft EIA. NRC should re-evaluate draft OEIS b 
repropose rules as justified. 

BCOTT. C.D, Union Oil Co. of California. CBS 79-312, 79/10/23, 

app. 


7918120363 Comments on proposed rule 10CFR30: omits discussion of 
environ Impacts of U mill mining operation. 

SCHENOEU. R. R. Hyoralng Mineral Corp. OEA-79-933, 79/10/24. 31pp. 


791SI20366 Comments on proposed rule 10CFR30: falls to set min 
containment requirement for mill tailings b clarify 
hou niid stds apply to old tailings sites. 

EAST>0. Hyeming Outdoor Council. 79/10/23. Ip. 


7912130029 Notifies Subcommittee on Nuclear Regulation of 791013 notice 
of final rulemaking re antitrust revisu procedure s. FR 
notice end. 

DENTONiH.R. Office of Nuclear Reactor Regulation. 79/10/19. 2pp. 


--7912130028 Notice of final rulemaking re antitrust review procedures. 
CKltK> 9. J. Office of the Secretary of the Commission. 79/10/19. 
9pp. 


7918130031 Comments on proposed rule 10CFR30: endorses comments b 
teitimany of American Mining Congress re OEIS on U milling. 
CANFIELD# K. B. Affiliation Unknown. 79/10/24. Ip. 


7912130036 Notifies Subcommittee on Environ# Energy b Natural Resources 
of 791019 notice re antitrust review procedures. 

DENTON. H, R. Office of Nuclear Reactor Regulation, 79/10/19. 8pp. 


7918130069 Notifies Subcommittee on Energy b Power of 791015 notice of 
final rulemaking re antitrust review procedures. FR notice 
end. 

OENTONiM R. Office of Nucloar Reactor Regulation. 79/10/13. 8pp. 


7912130077 Notifies Subcommittee on Energy b Environ of 791015 
notice of final rulemaking re antitrust review 
pT9cedures.FR notice end. 

BENTON.H R. Office of Nuclear Reactor Regulation. 79/10/19. 2pp. 


7918130299 Notice of Intent to participate ip proposed rulemaking re 
storage b disposal of nuclear wastes. Position on issues: 
raasonable assurance for safe onsite storage exists. 

CRAMERiE.N. Neighbors for the Environment. 79/il/lH. Ip. 


7912130261 Notice of Intent to participate in proposed rulemaking re 
ttO'Cage b disposal of nuclear wastes, 

ANDALHANi E. Mlsslss Ippians Against Disposal. ANDALMAN# E. Andalman# 
Adelnan b Stainer. P. A. 79/11/20. ip. 


7918130267 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nucloar wastes. 

MCORANERY# J. P. Scientists b Engineers for Secure Energy. 

MCORANERY. J. P. LeBoauf. Lamb# Leiby b KacRae. 79/11/26. Spp. 


7918130274 Notice of Intent to participate In proposed rulemaking re 
itorage b disposal of nuclear wastas. 

RICKARDS.ti. R. Scientists b Engineers for Secure Energy. 

RICKARDS# J. R. Capital Legal Foundation. 79/11/26. 2pp. 


791213027B Notice of intent to participate in proposed rulemaking re 
itorage b disposal of nuclear wastes. Position on issues: 
adequate assurance that radwasta cen be safely stored b 
disposed of exists. 

OALLD# J. Consumers Power Co. OAULQ# J. Isham# Lincoln b Beale. 
79/11/26. 8pp. 


79I2I302B7 Notica of intant to participate in proposed rulemaking re 
storage b disposal of nuclear wastes. Position on issues; 
unclear whether storage will be available in future. Onsite 
storaga will be proven unsafe. 

LOCHBTET# M. A. Affiliation Unknown. 79/11/80, 8pp, 


7918130SS9 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear was tos . Po s i t ion on issues: 

NRC lacks authority to pro'mulgate rule re onsite storage 
after license aiplratior 

DARBY. C. Hanford Conversion Project; 79/11/21, Ip 


7912130292 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear wastes. Po s i t ion on issues: 

NRC has not adequately addressed time frame for V tailings 
isolation. 

□ERICK.D. Environmental Policy Institute 79/11/83 Ip 


7912S30296 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear wastas . Post t i on on issues: 
spent fuel can be stored onsite safe ly . Eipans 1 on of capacity 
presents no safety hatards 

• Public Service Electric b Oa s Co. of New Jersey 79/18/12. 2pp 


7912130S99 Notice of intent to participate in proposed rulemaking re 
storage & disposal of nuclear wastes. Pos i t i on on issues: 
engineered barrier concept Inadequate to ovarcomo potential 
prob 1 ens. 

MLUCKAM.R.M. New Jersey. State of 79/11/2B. 3pp 


7912130307 Notice of intant to participate in proposed rulemaking re 
storage b disposal of nuclear was tes. Pos i 1 1 on on issues: 
recommends investigation into conditions of spent fuel 
storage to document problems. 

SCHAEFER. W. W, Safe Haven. Ltd. 79/11/12. 2pp. 


7912130309 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear wa s tes . Pos I t Ion on issues: 
util must undertake respont Ibl i ty of providing safe offsite 
disposal. Cert if Icate of 8vc encl. 

VALORE. C. K. K. Ocean County, NJ. 79/11/23. 10pp. 


7912130311 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear wastes. Due to uncertainty of 
availability of future radwaste disposal sltes.onslte 
storage impact must be Included in environ evaluation. 

MUCHNICKJ, e, D. Ohio. State of. 79/12/12. 2pp, 


7912130316 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear was tes. Iden t L ty ■ qual i f tea t i ons 
b positions set forth in 771123 petition to inbervene 
Incorporated by ref. 

MILLER.D.B. Sensible Maine Power, 79/11/36. Ip, 


7918130317 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear was tes. Pos i t ion on issues: 
reasonable assurance of safe radwaste disposal exists. 

IRKINiD. P. Uranium Fuel Cycle Oroup. IRKIN# D. P. Hunton b Williams. 
79/11/26. 4pp, 


7918130319 Forwards petition for intervention. 

KILDQNi R. P. South Carolina. State of. 79/11/20. Ip. 


■7912130320 Requests to intervene, RP Milson will be atty of record. 
UILSON.R.P. South Carolina# State of. 79/11/20. Ip. 


7912130324 Forwards ”Klgh Level Radwaste Mg t Revisited#" presented at 
American Chemical Society 790911 meeting In Mash ing ton# DC. 

HILL, □. F. Affiliation Unknown 79/1 1/S 1. Ip. 


--7918130386 "High Level Radwaste Mgt Revisited “ 

HILL.O.F., NICHTINOALE. R, E Da t te 1 1 e Memoria 1 Institute# Pacific 
Northwest Laboratory. PNL-SA-7991. 79/09/30, 29pp. 


7912130333 Dept of Cons erva t i on# Di v of Mines b Oeology notice of intent 
to participate in proposed rulemaking re storage b disposal 
of nuclear wastes. 

OREK.P. C. California, State of. 79/11/27. Ip. 


7912130336 Notice of Intent to participate in proposed rulemaking re 
storage b disposal of nuclear wastes. 

RAUDENBUSH# M. H, 8, H, Stollar Corp, (subs, of Arthur D. Little, Inc.k. 
79/11/12. Ip. 


7918130348 Forwards notice b petition to participate in rulemaking re 
nuclear waste disposal. 

LDWERRE.R.W. Texas, State of, 79/ U /2D. ip. 


■7912130344 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear wasl*es, 

LQNERRE# R. K. Texas, State of. 79/11/20. 3pp. 
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7912130348 Foruarda notice of Inient to participate in rulecnaking re 
nuclear waste disposal. i 

DlALIKiE. I New York. State of. 79/11/21. Ip. 

-7912130352 Notice of intent to P^’’ ^ ‘ ‘ re 

storaga t disposal of nuclear * ‘I®" . 

should impose moratorium on licensing new facilities during 

DIALIK?!"!: New York, State of. 79/11/21. App- 

7913130396 SseVs denial of intervenor Chri sta-Har ia request for 
reionslderatlon of NRC 791025 notice of proposed 
Srturor appearance of Ml Miller, J (Sal o t P Thornton on 

^“luL5r^‘:i“^r%^Autcr3'‘ lsham, Lincoln I. Heale. 
79/12/08. 17pp. 

Position on issues: test imong of ®«P»Yt5 from educational S. 
taehnical institutions should be soUtlteU. ,<,,, 0/07 900 

WILSON. n.J. Natural Resources Defense Council. 79/12/ PP- 

7912130450 Notice of intent to participate in propoaed rulemaking re 
i. iL iiittAneiai Q# nuciodT ud s 1 9 ® * i ^ ^ IssuPfl. 

*a?^*ttoragl£ disposal reasonably assured. Formal discovery 

SySTEfANoT.“SaF.. NCOOYSRN,K.3. Ener gg . Dap t. o f . 79/11/23. 

3pp 

7912130453 Notice of intent to 

storage & disposal of nuclear wastes. Posi t ion on i ssues. 

not atfvocated.Ohjects to elimination of dlscovarg. 

8AL2MAN.L. Friends of the Earth. 79/11/26. ip. 

7912130450 Notice of intent to ‘ P®*®, f 

8NA0ER.*H*B*^ Tennessee V*1 ley Authority. 79/11/26. 3pp. 

7912130460 Notice of intent to part I eipa t a in 

(taraoB 6 disposal of nuclear wastes. Posl tlon OTi issues, 
la?; dlsjoaat'ntlh^lfically t< technlcaly proven, Encourage, 
full participation re dlacovsry. uniox H K Omaha Public 

VOrOT. H, M. Niagara Mohawk Power Corp. s-Kb state of Neui 

Power District. VOIOT.H.H, Power Authority of the State of Neui 

York. 79/11/26. 3pp. 

7912130463 Notice of Intent to participate in P*’®P°?®g g^?*'*’**'*^® 
storaoa & disposal of nuclear was tes. Pos i t ion on . 

?ititen right? re environ matters will be adversely affected 

MACARTORi J. D, Delawarei State of. 79/11/26. 2pP' 

791213M69 Notice of intent to participate In 

storaga & disposal of nuclear ‘ ‘**“”1 

safe disposal 6 storage not reasonably assured. Notice of 

?NELDON?K“p'''"Neu England Coalition on 

SHELDON, K. P. Sheldorip Harmon 6 Weiss. 79/11/26. spp. 

7912130475 Notice of intent to Participate In proposed rulemaking re 
storaoe $» diiposal of nuclear was^ea.PosltloTi on ittues. 
will assist in establishing basis for possibility of sate 
storage b disposal. DetaS 1 ed discovery unnocessary. 
nOBINSONi R, K. E»«on Nuclear Co., Inc. I subs, of Eccon Corp. 

79/11/26. 2pp. 

7912130481 Notice of Intent to participate In proposed rularaaklng re 
storage V disposal of nuclear wastes. Position on issues, 
safe storage 6 disposal assured. Ob jec ts to add! procedures 
for Interparticipant rjslf leate of Sve end. 

AXELRAD, M. Edison Electric Institute. 20ao 

Lowensteln. Hewmam Reis, Axelrad b Toll. 79/11/26. 20pp. 

7912130485 Notice of Intent to participate In proposed rulemaking re 
storage b disposal of nuclear wastes. Pos 1 tl on on Issues: 
safe disposal b storage not reasonably assured . Notle e of 

eHELDaN!’”p*"*Chrlata-Marla, SHELDDN. K. P. Sheldon, Harmon b Weiss. 
79/11/16. 3pp. 

7912130490 Notice of Intent of Dlv of State Energy to participate in 
propoaed rulemaking re storage b disposal of nuclear wastes. 
Position on Issues not advocated. 

MUNNERV, W. J. Wisconsin, State of. 79/11/23. Ip. 


7912130496 Notice of intent to participate In proposed rulemaking re 
storage b disposal of nuclear wastes. Pos It ion on Issues; 
safe storage b disposal may be achieved by Implementing 
available technology. 

MUNNERY, W. J. General Electric Co. 79/11/23. Ip. 

7912130499 Notice of intent to participate in proposed rulemaking re 
storage b disposal of nuclear wastes. Position on Issues: 
safe storage b disposal reasonably assured. Formal discovery 
unnecessary. Statement on nuclear was te disposal and. 

HALSKE, C. Atomic Industrial Forum. 79/11/21. 4pp. 

7912130502 Notice of intent to participate In proposed rulemaking re 
storage b disposal of nuclear wastes. Position on Issues 
not jidvocdttd. a 

LEWIBrM. I. Affiliation Unknown. 79/10/24. Ip. 

7912130510 Notice of Intent to participate in proposed rulemaking re 
storage b disposal of nuclear was tes. Posl t Ion on Issues 
not advocated, (treater participation should „ 

mLgQN,R. J. Natural Resources Defense Council. 79/11/26. 8pp. 

7912130510 Notice of intent of Lone Star Chapt to participate in 
proposed rulemaking re storage b disposal of nuclear wastes. 

Position on issues not advocated. 

KRAMER, H. Sierra Club. 79/11/21. 2pp. 

7912130523 Notice of intent by OR DOJ to participate in proposed 
rulemaking re storage b disposal of nudsar wastes. Position 
on issut# not advocated. House Dill 2570 re nudear-f ueled 
thermal plants end. 

BANDVIKiR.M. Oregon, State of. 79/11/13. 5pp. 

7912130525 Notice of intent by Mockingbird Alliance to participate In 
proposed rulemaking re storage b disposal of nudaar wastes. 

Position on Issues; clari ficat ion of risks should take 
nrocsdance over method*. Comment* on draft EIB end. 

DAHERfB.L. AffH lotion Unknown. 79/11/29. 0PP- 

7912130529 Notice of intent by American Inst of 

participate In proposed rulomaklog ^ ^ 

nuclear wastes. Position on i ssues, stated in bulletin. 

"Radioactive Haefcea. * 

WESTiA.S- Affiliation Unknouin. 79/11/20. App. 

7912130530 Notice of Intent by CA Dept of Conservation to participate 
in proposed rulemaking re etorage b *• 

wastes!^Posltlon on issues will be coordinated w/CA Energy 
OREM.P.C. California, State of. 79/11/27. tp. 

7912130533 Notice of intent by ANS to part Idpata in 

rulemaking re storage b disposal of nuclear uaites. Position 
on lssuBs;safe disposal in mined geologic repository is 
acceptable approach. Opposes 5?; 

MDWBDIBSE, R. (1. Pacific Legal Foundation. 79/11/26. /pp. 

7912130546 Motion for reconsideration of proposed rulemaking re storage 
b disposal of nuclear wastes. Conequences of proposed action 
should be subj of adjudicatory dee Islon. Urges completion of 
oenerlc review before issuance of proposed rule. u.i.. 

SHELDON, K.P. Chrlsta-Meria. SHELDON. K.P. Sheldon, Harmon b Hetsf. 
79/11/07. 7pp. 

7912100549 Forwards CA Energy Commission notice 

participate in proposed rulemaking re storage b disposal of 
nuclear wastes. 

ELLISON, C. California, State of. 79/11/26. Ip. 

7012130852 Notice of Intent by CA Energy Cohimlssion to participate In 

proposed rulemaking re storage b disposal of nuclear wastes. 
Position on issues: safe storage b disposal surrounded by 
significant technical b economical uncertainties. 

ELLISON, C. California, State of. 79/11/26. Hpp. 

7912130559 For(uards notice of Intent to participate in proposed 
rulemaking re storage b disposal of 7 g/ii> 2 A 

dOHNSRUD, J. Environmental Coalition on Nuclear Power. 79/11/86. 

Ip. 

—7912130662 Notice of intent to participate In proposed ruUmaking re 
storage b disposal of nuclear wastes. Position on i******- 
cessation of radioactive waste generation should be 
addressed. Ob jicts to limited discovery. W/Cetlflcate of 
OOHNSRUDrO. Environmental Coalition on Nuclear Power. 

^PP. 

7912130564 Forwards NJ Dept of Public Advocate notice of intent to 
participate in proposed Twlemaklng proeedlng. 

DN3D0RFF, K. A. New Jersey, State of. 79/11/07. Ip. 



NOIMDOCKETED ITEMS 


— 79121309&7 Notice ot Intent by NJ Dept of Public Advocate to 
participate In propoted rulemaking re etorage t, dispaaal af 
nvclmar watte*. Poeltlon on itiuit: environ impact* 
•ubitantlally uncertain. 

ON3DDHFF. K. A. New Jertay, State of, 79/11/07. Spp, 


7?iai309'70 Forward* notice of intent to participate in proposed 
ruleevaklng rt itorage (c dltpotal of radioactive wattes. 

KtND€R. E. T. New Hsmpthire, State of. 79/ll/ai. Ip. 


->>7912130978 Notice of intent to participate in proposed rulemaking re 
storage tc dltpotal of nucltar waitot. Position on issues: 
safe cterage (c dltpotal surrounded by technological 
uncertaintle*. Encourages discovery procedures. 

KIMCCEiE.T.. RATH.T.D. Ntw Hampshire. State of. 79/U/Sl. 3 pp. 


791S130SBS Forwardt HN Pollution Control Agency notice of Intent to 
partlelpeta In proposed rulemaking re storage tc diiposal of 
ratfloaetivf waste*. 

SENECKAL. H. E. Mlnnssota. State of. 79/11/21. Ip. 


—7918130990 Notice of intent by MN Pollution Control Agency to 
participate in proposed rulemaking re storage b disposal of 
nuc laar waste*. Posltlan on Istuetieaf* storage !< disposal 
is uncertain. 

OLSON. J.F.c SENECKAL. H. E. . BPANNAUB.U. Minnesota. State of. 
79/1 1/ai, 4pp. 


7918I3099& Forward* notice of intent to participate in proposed 
TiilssMting re storage (< disposal of nuclear watte*. 

DALTON. J.N. Virginia. State of. 79/11/26. Ip. 


— 791S130603 Notice of intent to participate In proposed rulemaking re 
■teragi L disposal of nuclsar waste. Unabls to stete position 
on Issue*. Encourages full discovery, subj to mechanism of 
protective orders. 

DALTON, a. KENLEViJ. D. Virginia, State of. 79/11/26. 2pp. 


7'9|813<1611 Forward* notice of Intent to participate In proposed 
rulenelilng re storage L disposel of nucteer wattes. 

OAlFFlNtW. Vermont, Stete of. 79/11/26. Ip. 


—7918130619 Notice of intent to perticlpete In proposed rulemaking re 
etorege (c dlspasel of nuclear wastes. Position on issues: 
availatlllty of safe storage L disposal should be 
demonstrated. Encourage* full discovsry. 

OfllFFIK.U. Vermont, State of. 79/11/26. 2pp. 


7912170305 Comments on proposed rule 1 0CFR3t): rsquiat I ons fail to 
address enforcement 8< integrity of operators applying for 
licenses & to make siting primary consideration over 
control technology. 

KNAPP, D. Affiliation Unknown 79/10/29. 2pp. 

7912180009 Informs of principal area of commentary for Dept of 
Conservation geologists at rulemaking proceeding on raduaste 
disposal. List of dept quali f i cations to participate 
Included. 

CREW.P.C. Caltfornia. State of. 79/11/30. 2pp. 


7912180015 Notice, by Dept of Conservat i an> of intent to participate in 
proposed rulemaking re storage U disposal of nuclear wastes. 

CA Heath 791108 1 tr to DDE L UF Davis of State of CA Div of 
Mines U Oeology commentary on draft EIB end. 

OSEHiP.C. California. State of, 79/11/27. 15pp, 


7912180097 Requests placement of OF Erown it R Bteln of DOE t, MA Olora 
of Qfc of Nuclear Waste I solatlonj Columbus. OH. on sve list. 

BROWN, O. F. Energy. Dep t. of, 79/12/OS. Ip. 


7912200077 Petition to Intervene in generic rulemaking hearing on 
storage 6 disposal of nuclear waste. Pet 1 tioner resides 
within 90 mile radius of Dig Rock Point reac tor. Outcome of 
rulemaking hearing will Impact facility. 

O'NEILL. J. Affiliation Unknown. 79/11/29. 4pp. 


7912200589 Followup to 791126 notice of intent to participate in 
proposed rulemaking re storage 4. disposal of nuclear wastes. 
Position on issueaiulll be stated after prehearing 
conference, per 79H29 teleeon w/SS Qetraeh. 

VANCE. H.L. Virginia. State of. 79/11/89. 2pp. 


7912210097 Hubmlt* names ef NRC personnel for addition to distribution 
list in waste confidence rulemaking. 

CVR, K. Rulemaking 4 Enforcement Division. 79/11/21, ip. 


7912210243 Notification of 79113B meeting w/AIF Decommissioning 
aubcommittee In Bethesda.hD to discuss technical 4 financial 
aipects of decommissioning. 

HOWARD. E.D. Atomic Industrial Forum. 79/11/81. tp. 


79122B0114 Commsnts on proposed rule 10CFR30; cannot make detailed 
c ompar Ison of regulation* until final judgment reached on 
ecistlng proposals. 

HAWKINS. D.O. Environmental Protection Agency. 79/11/19. app. 


7918140137 Comments on proposed rule 10CFR140: radiation measurements 
takan during accidsnt are inaccurate due to antiquated 4 
Inaccurate Instruments. TMl meets sitraordtnary nuclear 
occurrence crlterle, 

BHDUDY. P. Affiliation Unknown, 79/11/14. 2pp. 


— 7918140144 Comment* on proposed rule 10CFR140;NRC decision 1* foregone 
cone lu* ion. Pub 1 tc comment simply allow* Individuals hurt by 
THI Incident to blow off steam, 

CROM-EV.d, A. Affiliation Unknown. 79/11/14. Spp. 


7918140147 Comments on proposed rule 10CFRt40:Het Ed 4 NRC are derelict 
In role ef protecting public health 4 safety. 

CRUI1LEV, J. A. Affiliation Unknown. 79/11/30. 8pp. 


7918140198 Comments on proposed rules lOCFRSO 4 70: FSAR emergency plan 
should be amended by referencing details in original plan. 

Propoaed rult is redundant 4 should b* withdrawn, 

JOHNBONtRP. Yankee Atomic Electric Co. 79/11/23. Ip. 


7718140161 Commente on proposod rule 10CFR70: pool tive benefits of Pu 
paeeMkar over risk constitute satisfactory ratio. Pu- 
powared pacetiaktr should remain available. 

COLLINS, V.P. Collins. V.P. MD. 79/tl/I7. Ip, 


7913170360 Conmint* on proposed rule lOCFRSO: regulations deficient 
In treatment of siting criteria, belou-grade disposal, 
financial surety provisions, agreement state regulatory 
progratta 4 in situ U processing. 

LBHia, S, E. Affiliation Unknown. 79/11/09, 16pp. 


7913170373 Comment* on proposed rules lOCFRSO 4 70: implementing 
proetdupas should be subj to roview during licensing 
process. App E inadequate due to scant requlrensnt* for 
••ergency planning in PSAR. 

HELLS, K. Affiliation Unknown. 79/11/19. 4pp. 


79I81703B3 Commsnts on proposod rule tOCFRSOi In order to assure public 
hialth 4 safety, NRC Heenilng of U mill tailings should 
eentinue along w/itate licensing. 

HEISS. gl, L. Afftllatlen Unknown. 79/10/82. 8pp. 


7912880203 Comments on NUnEO-051 1 : sovera I areas w/lneomplete covaraqo 
due to lac k of info. 

HEDEMAN, W. N. Environmental Protection Agency. 79/11/29. aopp. 


791220081a Comment* on proposed rule 10CFR61 : relBases of nonradloacti ve 
liquid or gas effluents should meet federal 4 state air 4 
water quality stds. 

OVEN.H. B. Florida. State of. 79/11/28. Ip. 


7912380233 Comments on proposed rule 10CFR61 : daf Ini tion of “low- 
activity bulk solid wastes" needs c lari flcat Ion. Reqw Iremant 
for period of post-closure observation 4 maint 1* escallent 
way to assure adequate decommissioning actions. 

OERTEL.O.K, Energy, Dept, of. 79/U/29. 7pp. 


7912380614 Notifies that Environ Coalition on Nuclear Power intends to 
participate In rulemaking proceeding. Requests FB notice of 
proposed rulemaking. 

JOHNSBUDi J. Environmental Coalition on Nuclear Power. 79/10/25 

2pp. 


7918310116 Comment* on proposed rules 10CFR70 4 73: Category I spec 
should he increased to higher values such- as 10 kg for 
Irradiated fuel. 

ROTH, J. M. Westlnghouee Electric Corp. 79/11/19. 5 pp. 


79123101B7 Comments on proposed rules lOCFRSO, 40, 70. ISO 4 170; 
application etpresses concern that developing regulatory 
scheme does not adequately take into account unique 
proeesees used In Isolation extraction of U. 

MARSHALL. M. H. Mobil Oil Carp. Csubs, Mobil Corp.), 79/10/33. 10pp. 


PRM PETITION FDR RULEMAKINO 


7911050268 Notice of Issuance 4 availability of PRM 71-7, 
"Nondestructive Testing Hgt Assoc tat 1 oni Denial of Petition 
for Rulema k Ing. “ 

ODBBICKfL.V. Office of the Executive Director for Operations 
79/10/02. tOpp, 
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79120<60610 Notice of intent to folio porticip4te ir propocad rulamakinn 
re sloroge t> disposal of nuclear waste Scope uf rulerraking 
fails to indalc socioeconomic factors Procedures aiag prevent 
meaningful participation 

LAFCLLETIE. D C . WALBH, P Wisconsin, State of 79/13 737. 7pp 


79130£0&11 Notice of intent to fullg participate in proposed ruleira b ing 
re storage & disposal of nuclear waste. States interests. 

Supports limited par 1 1 1 i pa t i on re aspects of discovery. 

CAHILt.U J Consolidated Edison Co, of Hew York 79/11/36. 6pp 


7913130009 Comments on petition for rulemaking 3-9: favors proposed 
limits on eiamination to contentions admitted by NAiiLP. 

Regulatory process should move from politics t> back to 
public health t safety 

PARJiVN.O.D, Affiliation Unknown. /9/tO/lO. ip. 


7912130033 Denies 771309 reguest for amend of regulation re aqroement 
state 1 icensos. Limi t of ISO days to conduct business in 
nonagreement states, contai ned in lOCFRl SO. 30., canno t be 
changed. 

OOSSICKaL.V Office of the Esecuttve Director for Operations. 
79/11/30, dpp 


— 7912120036 Notice of denial of petition for rulemaking re Chem Nuclear 
Sys. Inc 771309 request for amend of 10CFH150. 30 re agreement 
state licenses. 

GOSBICK, L. U Office of the Eiecutive Director for Uperations. 
79/11/30 6pp 


7912120163 Notifies Subcommittee on Energy 4 Power of 791002 Ffl notice 
of denial of petition for rulemaking PRM-71-7 requiring 
licensees to have effective OA programs for packaging & 
transportation to improve safety, FR notice and. 

MINOCVJEi R. 0. Office of Standards Deveiopmont. 77/10/22. 6pp. 


7913130332 Comments on proposed rulemaking $0-33; since decommissioning 
of nuclear power facilities is i nevi tab le, c os t estimates of 
financial mechanisms to meet plannned h premature 
decommlssianing should be incorporated into code. 

POLLACK, n. P. Critical Mass Enorgif Project, OARLOW.C. Public 
Interest Research Croup. CASCIATO.P.A Affiliation Unknown. 

79/11/31 llpp 


79I317036Q Comments on petition for rulemaking 20-12: rad i at ion warning 
posting should begin at transition point where permissible 
unrestricted area exposure levels are ecceeded. 

ORCIUOLQ, L. R. Pennsylvania, Slate of 79/11/30. 3pp. 


7913IS0134 Forwards quarterly rept on petitions for rulemaking as of 
790930. Requests placement in PDR. 

FELTaN. J, M Division of Rules and Records. 79/10/19. 2Dpp. 


7913310029 Denies 79101B request for reconsideration of NSC 791002 
denial of 760510 request for revocation of App E to 10CFR71. 
Requests comment on use of graded approach whore situation- 
specific QA procedures used. 

GDSStCK, L. V Office of the Executive Director tor Dperations. 
79/12/17. 2pp 


— 7913310033 Requests reconsideration of NRC 771002 denial of 7B0510 
request to revoke App E to 10CFR7I , Major i ty of comments 
received favored revocat ion Requ i remen ts impose unnecessary 
hardships on nuclear industry 

PEEPLES.M, P. Sulf Nuclear. Inc. 79/10/10. 3pp. 


PROJ PROJECTS - PREDDCKET LICENSINO 


7912030043 Motion by Northern CA Power Agency for reconsideration or 
mod of ASLB 791101 order for PODE insp of agency files, 

“Oreeii dotting" process should not be imposed , Support ing 
documents «< Certificate of Sve end, 

MCDIARMID, R. C. TRAUGER , T. C, , ADRAONA, J. N, Callfonxia, State of. 
79/11/09 alpp. 


7912030103 Comments in opposition to proposed revisions to 10CFR30i40i 
70,150 & 170 governing mgt of U mill tailings S< const of 
major milling plants. Rules not based on final EIS & ara 
therefore premature. 

STEVENS, 6. Kerr-HcOee Corp 79/10/23. 16pp. 


7912030116 Response in opposition to Northern CA Fouier Agency motion 
for protective order re POliE fifth set of i nterrogatorios. 

Efforts to eliminate depositions by propounding detailed 
questions should be consider ed. Cert if i cate of 6vc encl. 

LEmB.R.A, , DOYLE, M.M. Pacific ■Oas tt Electric Co. LEWIB, H. A. 
McCulchen, Doyle, Drown i, Emerson 79/10/30. 13pp. 


7912040453 Comments on proposed rules 10CFR30, 40, 70, 1 SO & 170: Agrees w/ 
alternative methods of establishing financial responsibility 
t formally records previous oral comments 
PROVOST. L Affiliation Unknown. 79/09/19. Ip. 


7912040525 Comments on proposed rules 10CFR30>40 6 ISO; license 
requirements covering use of U for research appear to be 
countorpmduc live. 

VAN MICHAELIS.H Affiliation Unknown. 79/10/30. Ip, 


7912050609 Forwards corrections to Intervanors Cities of Anaheim 1, 
Riverside 791019 responses to PO&E fourth set of 
interrogatories. 

MATT,P.K. Spiegel (, McDiaririd. 79/10/29. 2pp. 


— 7912050612 Errata for intervener City of Anaheim 791019 responses to 
util fourth set of interrogatories. 

* Anaheim. CA. 79/10/29. 6pp. 


—7912050614 Errata for Intervenor City of Riverside 791019 response to 
util fourth set interrogatories. 

» Riverside, CA, 79/10/29. Ip. 


7912050617 Comments on proposed rules lOCFRSO, 40, 70, ISO h 170: 
Environmental Policy Inst maintains that NRC has not 
considered erosive nature of mill tailings deposits. 

DERICK, D. Environmental Policy Institute. 79/10/24. Spp. 


7912050673 Submits comments on Southern CA Edison Co (Edison! & CA Dept 
of Uater Resources joint statement re subpoena duces tecum 
directed to Edi s on. Product ion of documents by Edison in 
lieu of subpoena duces tecum is unsatisfactory. 

QOLDBERO, J, R, Hearing Dranch 2. 79/11/14. 2pp. 


7912060016 Response to P0t<E motion to compel answers to Cities of 
Anaheim ti Riverside, CA fourth set of interrogator ies. Shal 1 
comply u/ASLD 791109 order. Certi flcate of Sve end. 

MATT, P. K. Anaheim, CA, MATT. P. K, Bpiegol & McDlarmid. 79/it/20. 
4pp. 


7913060023 Comnvents on proposed rule 10CFR30:Dept of Health suggests 
appropriate adjustments be made re health effects t< 
restoration of tailings s 1 tes. Long-term monitoring should 
be asjusted according to mill site. 

ANDERSON, L, F. Utah, State of, 77/10/25. 2pp. 


7912060030 Comments on proposed rule 10CFR30:0ept of Health suggests 
further evaluation needed of environ t< occupational haiards 
caused by U mills h mines. 

HAZLE, A.J, Colorado, State of. 79/ 10/16. 2pp. 


7912060039 Comments on proposed rule 10CFR30: 0E18 reflects NRC policy 
to jeopsrdlte public health it safety. NRC continues to thwart 
NEPA objectives. Radon issue first raised by citlien 
interveners. 

KEPF0RD,C. Environmental Coalition on Nuclear Power. 79/10/24, 

22pp. . 


7912060052 Comments on proposed rule 10CFR30: NRC should have 
jurisdiction over disposal s 1 tes. Proposes that local vote re 
disposal sites be accepted. Uninhab 1 ted areas do not remain 
uninhabited forever. 

EtKUM, R.L. Affiliation Unknown. 79/10/20. Ip. 


7912060062 Comments on proposed rules 10CFR30. 40, 70, ISO S. 170: health t< 
safety of future generations should be considered prior to 
present day economic considerations re U mill tailings 
requir emen ts. 

BATES, A. Affiliation Unknown. 79/09/13. 2pp. 


7912060075 Comments on proposed rule 10CFR30; authority to license it 
mills on Indian lands should remain w/NRC. Charges levied on 
activities on Indian lands should be paid to US in trust for 
Indian tribes. 

OADRIEL, E. Council of Energy Resaurce Tribes. 79/10/23, 14pp. 


7912060033 Comments on proposed rule 10CFR30:NRC should have licensing 
authority over DDE-owned U mill tai 1 ings. Erosion must be 
considered , Suggests that annual insp results be made public. 

LOCHSTET, W. A, Environmental Coalition on Nuclear Power. 79/10/23. 
4pp. 


79120600B7 Advises of NRC refusal to consent to PGSiE intention not to 
produce documents in FERC proceedings. Documents in question 
sutj to insp per ASLAB 760118 order. 

GOLDBERG, J. R. Antitrust Division, 79/il/14, Ip. 
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7^iSO±01D3 nequests plans re production of documents identified in MR(1 
ebjactions to joint statement of Southern CA Edison Co ti 
State of CA Dept of (iator Resources. Reasonab le means of 
miniatliins burden are open to discussion. 

ODCDBERO. J. Ri Antitrust Division. 79/11/14. Ip. 


?9120A01i'b Reply of CA Dept of Water Resources to POtE 791024 motion to 
compel further answers to PObE 790719 fifth set of 
Interrogatories. Ob jects to all qucs t ions. Cert 1 fi cate of Bvc 
one 1. 

HTBUtIWAESEB.M. . DEUKMEJIAN. 0. , CONNETT. R. H. California. State of. 
79/ii/oe. iipp 


T'SISOAOSOA Comments on proposed rule 10CFR30: foe i 1 1 1 1 es for 
doungrad i ent monitoring of groundwater should be included 
In design of disposal facility for U mill tailings & wastes. 
HEIERDTTO.L. E. Energy. Dept of. ER-79/Be2. 79/lO/Sa. 2pp. 


79120A06D3 Comments on proposed rule 10CPR30: si t Ing should be primary 
concarn In tellings mgt. Suggests more discussion on 
InpJeniintatlan of tailings control in agreement states. 

DANIELSON. L. 0. National Wildlife Federation. 79/10/24. 23pp. 


791S06060& Comments on proposed rule 10CFR30: on boholf of Spokane 
(ndlan Tribe of WA. objects to placing responsibility tc 
jurisdiction of tailings reclamation on state. Federal govt 
should carry responsibility to ensure adeguato monitoring. 
DELLWDiR. D. Af f 1 1 la t ion Unknown. 79/10/30. 4pp. 


7912060&75 Comments on proposed rule 10CFR30: private property rights in 
uatsr must be protected. Outl ines alternatives to prevent 
grounduater contamination from U mill activities. 

OANIELSDNjU.U. National Wildlife Federation. 79/10/25. 3pp. 


7912070129 Notification of 791114 mooting re response to comments on 
draft tnill OEIS t< proposed rules on tailing mgt. 

niLLERiH.J. Uranium Rocovory Licensing Branch. 79/12/06. ip. 


7912070277 Commants on proposed rule 10CFR30: concurs u/NRC position 
that cantrol measures be based on site-specific evaluations. 
Propotas that public health be made primary consideration in 
mgt objBctlves. 

RITCHIE, M.l. Pathfinder Mines Corp. 79/10/23. 31pp. 


7912100469 Response in opposition to Cities of Anaheim b Riverside 
motion for protective order re PObE fourth set of 
Interrogatories, info re best estimate mag be provided by 
any municipal finance of fleer. Certl ficate of 8vc end. 

ARHSTRaNO.W, H. . DDVLE. M, M. Pacific Oas (.Electric Co, 

ARKSTRQNO. M. H, McCutchen. Doyle. Drown 1. Emerson. 79/U/09, 6pp, 


7912100477 Motion to compel Cities of Anaheim 1. Riverside to answer 
certain of PObE 790719 fourth set of Interrogatories. Info 
provided in 791019 responses inadequate it Incomplete. 

Certificate of Bvc end. 

ARIiaTRaNOi W. H. . DOYLE, M.M. Pacific Oas b Electric Co. 

.ARH9TRONO, W. H, McCutchen, Doyle, Brown b Emerson. 79/11/05. IQpp 


7912110190 Comments on proposed rule 10CFR30: supports comtnanis by 
American Mining Congress. Sul tab 1 e discussion of environ 
aspects of mining is omitted. DOE comments on proposed EPA 
raduista criteria end. 

BCHENDEUi K. R. Uastlnghouse Electric Corp. i Wyoming Mineral Corp. 
CEA-79-933. 79/10/24. 3epp. 


79I2I2D03? Comments on proposed rule 10CFR30: dar 1 ty needed In 
Criterion 3 re prime option for tailings disposal b in 
conflicting definitions of byproduct matl. 
e Rocky Mountain Energy Co. 79/10/24. 69pp, 


7912120042 Comments on proposed rule 10CFR30: should not allow U 
industry to continue hsphaiard disposal of U mill tailings. 
Regulation definitions need clarity. 

WEIB9.R. W. Affiliation Unknown. 79/10/21. 2pp. 


791212004& Comments on proposed rule 10CFR30: supports comments of 
American Mining Congress re U milling. 

CANFIELD, K. 8. Komestake Mining Co. 79/10/24. ip. 


7912120051 Comments on proposed rule tOCFRSO: f at Is to emphasiie 
contamination prevention (. outline stringent criteria for 
containment siting areas. 

PERRY, L. Black Kills Alliance. 79/11/09. 2pp. 


7912I200S5 Comments on proposed rule 10CFR30:NEFA t, health b safety 
provisions play no part In agency consideration of radon 
problem Certificate of 8vc re NRC answers on OEia and. 

KEPFORD, C. Environmental Coalition on Nuclear Power. 79/10/24. 

49pp. 


7912120063 Comments on proposed rule lOCFROO: f a i 1 s tu complu w/NkPA duo 
to lack of assessment of total Rn— 222 Cl released over full 
period of tonicity of U mill tailings piles 

JDHNSRUDi J. H. Environmental Coalition on Nuclear F'ouiur 79/10/23. 
3pp, 


7912120120 Forwards locations of 791013-1* water. soil b vegetation 
samp 1 es. Analy sis should be completed by B00130 
DREESEN, D.fi. Los Alamos Scientific Laboratory LS6-79-5i 
79/10/19 4pp 


7912120126 Forwards comments on NUflEO-OSl I re U mill tailings sites, an 
behalf of Americans for Rational Energy Alternatives. Inc 
General philosophy toward radiation protoctioii b risk 
mitigation is too ei treme. 

WILLIAMS, D, C. Affiliation Unknown. 14546 79/10/24. Spp. 


7912120130 Comments on NUREC-OSl 1 . "Draft Oenerit Impact Statement nn 
U hilling" fails to mention U mining industry in eastern US, 
DARLEY.a. ft. Affiliation Unknown. 14552. 79/10/23. 3pp 


7912I2016S Conments on NUREG-05H : ac t Ivi ty consistent u/social, economic 
it physical goals U policies of GA Ofe of Planning b Budget, 

DADCER.C.H. Georgia, State of 79/10/29 Ip. 


7912120230 Comments on proposed rules 10CFR30, 40. 70, 150 b 170: 1 icensing 
stds for U mill tailings are too loos e. Crl ter Ion 6 is 
dangerous b counterproductive. 

LEWIS, M. L. Affl I iat ion Unknown. 79/09/22. Jp. 


7912120240 Forwards comments on proposed rules 10CFR30, 40. 70, 150 b 
170 b draft GE18; draft OEIS fails to achieve stated purpose, 
Should bo revised b re issued , Three vols of comments encl, 

OVERTON. J. A. American Mining Congress, 79/10/24. 3O0pp 


7912120247 Comments on proposed rules 10CFR30, 40. 70, 150 b 170: proposes 
amend to account for differences In mining procedures. 

Encourages redefinition of c onst. Dt sp osal b surveillance of 
waste impractical b costly. 

MARSHALL, W, H. Mobil Oil Corp, (subs. Mobil Carp 1, 79/10/23. 10pp. 


7912120253 Cemments on proposod rule 10CFR30 overestimated risks, 
understated costs b Inadequate support for proposed rules, 

SCOTT, C.D. Union 019 Co of California. CDS 79-311. 79/10/23. 

2pp. 


— 7912120260 Comments on proposed rule IOCFR30: ob jec ts to adoption of 
rules bosed on draft ElA. NRC sho-uld re-evaluate draft GEIS b 
repropose rules as justified. 

SCOTT, C.fl Union Oil Co. of California COS 79-312. 79/10/23. 

3pp. 


7912120363 Comments on proposed rule 10CFH30: omi t s discussion of 
environ impacts of U mill mining operation. 

8CHENDEL, It. R. Wyoming Mineral Corp, QEA-79-933. 79/10/S4. aipp. 


7912120366 Comments on proposed rule 1DCFR30: f ai Is to set min 
containment requirement for mill tailings b clarify 
how new stds apply to old tailings sites. 

EABT.O. Wyoming Outdoor Council. 79/10/23 Ip. 


7912120446 Response by Northern CA Power Agency in opposition to motion 
to compel answers to certain of PObE 791030 fifth set of 
interrogaturlas Urges A8LB to deny motion oicopt for 
interrogatories for which addl answers will be provided. 

MCDlARMlDi R. C, California, State of, TRAUGER, T. C. North Carolina. 
State of, NCDIARMID, R. C. Spiegel bMcDlarmid. 79/11/14. 22pp 


— 7912120453 Response by Northern CA Power Agency (NCPA) to PObE fifth 
set of interrogatories directed to NCPA b Dept of Water 
Resources, Includes answers tn fourth set of interrogatories 
to Cities of Anaheim b Riverside, W/Cer t if icate of Bvc. 

» California, State of. 79/10/13, 7lpp. 


7912130031 Comments on proposed rule 10CFR30: endorses comments b 
testimony of American Mining Congress re OEIS on U milling. 
CANFIELD, K. S. Af fll tation Unknown. 79/10/24. Ip. 


7912130149 Summary of 791106-07 meeting u/Qechbel Carp, Union Carbide b 
DOE at ORNL re Hot Experimental Facility project procossi 
equipment des igns, schedules b NRC involvment. 

CLARK, A. T. Advanced Fuel b Spent Fuel Licensing Branch. 79/12/04. 
3pp. 


•7912130154 Requests meeting w/MHC to actions required to achieve NHC 
review of Hot Experimental Facility. 

FERGUSON, R. L. Energy, Dept. of. 79/05/15, 2pp. 
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791213037^ Comments on droFt GEI8 re U Mill tailing sites: stds for 
rsclainod tailings covered are not based on scientific 
BVi denco. 0EI8 should be revised. 

DOODENiO, Western Nuclear. Inc, 14955. 79/10/23. 2pp. 


7912130403 Comments on draft OEIS on U mi 1 1 ing : support s comments of 
American Mining Congress. 

ORTUOFF. 0. D. Esaon Minerals Co., USA. 14S49. 79/10/24. Ip. 


791213040d) Comments, on behalf of Olaci Hills Energg Coalition, on 
NUREQ-OSl 1> re U mill tailings sites: does not produce 
uorst-caSB estimates. Validity is limited. 

SANOEnFORD. J. AFf i 1 la t ion Unknoun. 14342. 79/11/03. Ip. 


7912130489 Forwards assessment of NUREO-OSl 1 . draft OEIS re U milling: 
NEPA does not permit justification of doses by eoniparlson to 
background. 

UQCiiSTETi W. A. Pennsylvania State Univ. 79/10/24. tSpp. 


7912140009 Answer in opposition to Northern CA Power Agency motion for 
recanslderatlon or mod of ASLB 791101 order. Motion raises no 
substantial new arguments. Requests permission to file 
opposition to motion for reason of late svc on. POtE. 

ARHSTRONO. W. H. , DOYLE, M. M. Pacific Oas & Electric Co. 

ARMSTflONOi W. Hi McCutchen. Doylei Broun U Emerson. 79/12/05. 2pp. 


— 7912140020 Application to file opposition to Northern CA Power Agency 
INCPA) motion for recansideration or mod of ASLB 791101 
order. NCPA request contrary to stipulation tt to ASLB 7B0615 
ord er. Support i ng documentation end. 

ARHSTRDNO.H. H. . DOYLE, M. M. Pacific Oas tc Electric Co. 

ARMSTRONO. W. Hi McCutchen, Doyle. Brown b Emerson. 79/12/03. 

17pp. 


7912140226 Responds to 79110B Hr re application for reconsideration 
concerning green dotting of files already searched. Filing 
Indices of Northern CA Power Agency members are open for 
insp. 

MCDIARMID. R, C, Spiegel t<McDiarmld. 79/11/14. Ip. 


7912170034 Requests review of NUREO-0635. re excess cancer in Hesa 
County, CQ> to determine Impact on NRC analysis of health 
effects of 1) mill tailings industry. 

HILLER, H.J. Ifranium Reeo.vory Licensing Branch. 79/09/27. Ip. 


7912170251 Supplemental response to CA Dept of Water Resources fourth 
set of interrogatories. Submi ts info re Interrogatories 403, 

404 ti 413, Veri fit atlon by Mtf Furbush, supper ting 
documentation 6 Certificate of Svc end. 

MEI8S,R,L, Pacific Oas fe Electric Co, MEISB,R.L. McCutchen, Doyle, 
Broun 6 Emerson. 79/11/15, ISpp. 


7912170360 Comments on proposed rule lOCFRSOj regu 1 a tions def Uion t 
in treatment of siting criteria, be low-grade disposal, 
financial surety provl sions, agreement state regulatory 
programs L In situ U processing. 

LEWIS, 0. E. Affiliation Unknown, 79/11/09. Ifipp. 


79:12170333 Comments on proposed rule lOCFft30; in Order to assure public 
health i< safety, NRC licensing of U mill tailings should 
contlnus along u/state licensing. 

WEISS, J.L. Affiliation Unknown. 79/10/22. Bpp. 


79121703B9 Comments on proposed rule 10CFR30: r equla 1 1 ons fall to 
address enforcement 6 Integrity of operators applying for 
licenses Ic to make siting primary consideration over 
control technology. 

KNAPP, D. Affiliation Unknown. 79/10/29. 2pp. 


7912170413 Comments on amended regulations re U mill tailings licensing 
EIB, Clar I f ication needed for several words used In 
regulati on. 

HADDEN, J.L. Alaska, State of. 14764. 79/11 /OB. 2pp. 


7912170417 Supports American Mining Congress comments re draft OEIB on 
U mining. 

aRTLOFF,O.D. Eixon Minerals Co., USA. 14320. 79/10/24, Ip. 


7912200396 Comments on draft OEIS on U ml 1 1 Ing, NURE0-03II, Evalua tion of 
environ impact 1, costs of disposal alternatives Inadequate. 

Hept does not fully consider time scale of radlotoxidtu 
of mill tailings. 

POHLiR.O. Cornell Univ, 14767. 79/10/31, 2pp. 


7912260339 Response by Northern CA Power Agency (NCPA) to POLE 791205 
application requesting to file opposition to NCPA motion & 
for reconeideratlon or mod of ABLD order. Does not oppose 
appl ication. Cert i ficate of Bvc end. 

TRAUOER.T. C. California, State of. TRAUOEft, T. C. Spiegel k 
McDiarmld. 79/12/13, 3pp. 


7912280203 Comments on NUREO-031 1 : several areas w/lncomplate coverage 
due to lack of info. 

KEDEMAN, H. N. Environmental Protection Agency. 79/11/29. 24pp. 


7912310187 Comments on proposed rules 10CFR30, 40, 70, ISO k 170: 
application oipresses concern that developing regulatory 
scheme does not adequately take Into account unique 
processes used in isolation extraction of U, 

MARSHALL, W. H, Mobil Oil Corp, (subs. Mobil Corp. ). 79/10/23. lOpp. 


7912310294 Discusses Northern CA Power Agency commitment to maintain 
privileged status of current negot iat Ions. Viabl 1 i ty of 
privilege jeopardised by CA Dept of Water Resources 
objection to procedure. W/supporting documentation, 

AnnAONa..! M qnlanoS t, Mrniar/nfH 79/13/06 7nn 


PT21 NQNCDMPLIANCE REPORTS AND RELATED CORREaPDNDENCE 


7912180049 Discusses undetectable failure in engineered safety features 
actuation sys.Sys ability to automatically initiate 
protective function could be lost under certain conditions. 

Recommends various corrective actions. 

ANDERSON, T. M. Westinghous# Electric Corp. N8~TMA-21S0. 79/11/07. 

t3pp. 


7912180075 Informs of 791106 source exposure mechanism malfunction 
during clinical use of AECL-CP beam teletherapy unit, Caused 
by intermittent failure of electrical relay. Manufacturer 
will correct defect. 

RIDEOUT, E.F. Atomic Energy of Canada, Ltd. aA79-1 1-334. 79/11/14. 

6pp. 


QA999 QUALITY ASSURANCE INSPECTIONS 


7912030537 Forwards OA Program Insp Rept 99900239/79-01 on 790a06-t0, 
No noncomp 1 lance noted, 

POTAPOVS, U. Region 4, Dalles, Vendor Inspection Branch. 

79/09/12. 2pp. 


— 79120S0544 QA Program Insp Rept 99900239/79-01 on 790006-10. No 
noncompl iencB noted. Major areas Inspected: Implementation of 
lOCFRSO, App B 4i applicable codes h stds including action on 
previous insp findings L calibr, 

SUTTON, U. U. , KELLEY,W.D., WHITE8ELL, D. E. Region 4, Dallas, 
Vendor Inspection Branch. 79/09/10. 9pp, 


7912100404 Forwards QA Program Insp Rept 99900322/79-04 on 790910-il. 
No noncompl lent B noted. 

POTAPOVS, U, Region 4, Dallas, Vendor Inspection Branch. 
79/09/26. 2pp. 


—7912100409 QA Program Insp Rept 99900322/79-04 on 790910-11. No 
none orap 1 lance noted. Major areas Inspected: implementation of 
lOCFRSO, App D.ra IE Dolletln 79-14. 

HALE, C. J. ( BRICKLEY, R. H, Region 4, Dallas, Vendor Inspection 

Branch. MDDEN05, L. Region 4, Dallas, Office of the Director. 
79/09/26. lOpp, 


7912100412 Forwards QA Program Insp Rept 99900383/79-01 on 790817. Mo 
noncompliancs noted. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 
79/10/22. 2pp. 


— 7912100413 OA Program Insp Rept 99900305/79-01 on 790017, No 
none orapl iance noted. Major areas Inspected: data re failed 
swing cheek valve previously reported. 

HUNNICUTT, D. M, , ELLERSHAW, L. E. Region 4, Dallas, Vendor 
Inspection Branch. 79/10/17. 3pp. 


7912110016 Ack receipt of 790723 fc 1026 Itrs informing NRC of stepi 
taken to correct deviations noted in QA Program Insp Rept 
99900521/79-02. 

POTAPOVS, U. Region 4, Dallas, Vendor tnipection Branch. 
79/11/16, Ip, 


—7912110024 Responds to NRC 791016 Itr re deviations noted In OA Prajrsn 
Insp Rept 99900521/79-02. Corrective ae tiene: el iminated 
ambiguity in Section 17 BQ-TQP-i. 

CARACO, l.R. Bachtel Power Corp. (subs, of Bechtel Corp.]. 

79/10/26. Ip. 


--7912110034 AeV receipt of 79072S Itr informing NRC of stept taken to 
correct devlatlone noted in OA Program Insp Rept 
99900521/79-02. Requests addl info. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch, 

79/10/16. Ip. 


NONDOCKETED ITEMS 


3&B 


--791S11O041 Riipondi to NRC 790628 Ur re deviations noted li, OA Pronrom 
In«p Rtpt 99900321/79-02. Corrective ac t ions: aud 1 1 schedule 
requirenienti revised to reflect current audit yr b uii 1 1 bo 
updatod during first month of each neu yr. 

CARACOiI. R. aeehtol Poyor Corp. (subs, of Dochtel Corn ) 

79/07/29. 7pp. 


— 7912110042 Forwards QA Program Insp Rept 99900521/79-02 on 790604-07 b 
notice of deviation. 

PDTAPOVS.U. Region 4< Dallas< Vendor Inspection Branch 
79/06/28. 2pp. 


— ^7912110046 Notice of deviation from insp on 790604-07. 

* Raglan 4) Dallasi Office of the Director. 79/06/27. Spp 


— 79121 1 0052 QA Program Insp Rept 99900521/79-02 on 790604-07. 
Noncoapllanci noted: fal lure to follow audit pracedures b 
failure to follow QA records procedures. 

BRICHLEY.R.H, , JOHNSONi J, 11, , HALE, C. J, Region 4, Dallas, Vendor 
Inipeetlon Branch. 79/06/27. 10pp. 


7913110098 Forwards QA Program Insp Rapt 99900601/79-01 on 790029. No 
nsncoaiplianct noted, 

PDTAPOVSiU. Region 4, Dallas, Vendor Inspection Branch. 
79/09/21. 2pp. 


— 7912110061 QA Program Insp Rept 99900601/79-01 on 790B29, No 
noncampUancf noted. Major areas inspectsd: organ 1 tati on 
qualification of authoriiid Insp agency b inspectors b 
performance of authorlied agency duties. 

ANDERSON, D. 0. , HALE, C. J. , POTRAPOVS, U. Region 4, Dallas. Vendor 
Inspection Branch. 79/09/19. 6pp. 


7912110065 Forwards QA Program Insp Rept 99900029/79-02 on 790918-21. 
No neneonpllanct noted. 

POTAPOVB. U, Region 4. Dallas, Vendor Inspection Branch. 
79/10/31. 2pp. 


—7912110071 QA Program Insp Rapt 79900029/79-02 on 790918-21. No 
noncomp I lance noted, Major areas Inspected: action on previous 
Insp findings, review of vendor activities, matl 
identification b control b radiographic examination. 

DLLERtR.E. , HUNNICUTT, D. M, Region 4, Dallas. Vendor Inspection 
Branch. 79/10/29. llpp, 


7913110076 Forwards QA Program Insp Rept 99900528/79-02 on 790912, No 
noncoapllancs nottd. 

POTAPOVa.U. Region 4, Dallas. Vendor Inspection Branch. 
79/iO/Oa. 2pp. 


— 79121100BI QA Program Insp Rept 99900520/79-02 on 790912, No 
noncomp Hence noted. Major areas Intpec ted: seismic analysis 
for as-built safety-related piping systems. 

HALE. C. vl. Region 4, Dallas, Vendor Inspection Branch. 

HaOENOB.L. Region 3, Chicago, Office of the Director. 

LAORANOE.R, 0, Division of Operating Reactors. 79/10'/02. 4pp. 


7912110082 Forwards QA Program Insp Rept 99900000/79-02 on 79091 7-lfl, 
Mo noncompliance noted. 

P3TAPBVB.U. Region 4, Dallas, Vendor Inspection Branch. 

79/10/23. 2pp. 


— 7912110090 QA Program Insp Rept 99900000/79-02 on 790917-10. No 
noneompl lance noted, Major areas Inspected; cause, correc t Ive 
action <c generic considerations re deficiency found In 
prstsurlstr power operated relief valves. 

OCLERrR.E. , HUNNICUTT, D, H. Region 4, Dallas. Vendor rnspection 
Branch. 79/10/18. 8pp. 


7912110101 Aek receipt of 791011 b 1100 Itrs Informing NRC of stops 
tetin to correct deviation noted In QA Program Insp Rept 
99900503/79-03. 

POTAPOVS, U, Region 4, Dallas, Vendor Inspection Branch. 
79/11/19. Ip. 


—7912110110 Responds to NRC 791026 request for addl Info rs QA Insp 
Program. Rept 99900502/79-03. Sys design documentation method 
re advising editors of deviation b need to prevent 
recurrenct was both verbal b by memo. 

PIEPER, W. B. Brown b Root Corp. (subs, of Halliburton Coro. 1. 
79/11/08. 2pp. 


— 79I2I1D114 Act receipt of 791011 Itr Informing NRC of steps taken to 
eorrert deviation noted In QA Program Insp Rept 
99900502/79-03, Requests addl Info. 

POTAPOVS, U, Region 4, Dallas, Vendor Inspection Branch. 
79/10/26. Ip. 


7912110110 Responds to NRC 790914 Itr re deviation noted in QA Program 
Imp Rept 99900502/79-03. Cor r ec t ive actions: all sys design 
descriptions reviewed for deviation b corrected according to 
completion schedule. 

PIEPER.W.Q, Brown b Root Corp, iaobs. of Halliburton Coro >. 

79/10/i i, 3pp. 


—7912110122 Forwards QA Program Insp Rept 99900502/79-03 on 790B27-31 b 
notice of deviation. 

79/09/lf4* 2 f^®5lon 4, Dallas, Vendor Inspection Branch. 


•7912110127 Notice of deviation from insp on 790827-31, 

a Region 4, Dallas, Office of the Director. 79/09/12. Ip. 


■7912110133 QA Program Insp Rept 99900502/79-03 on 790827-31. 
Noneompl lance no ted : design input ref for design input 
parameters not identified in sys design description w/ 
superscript numeral Indicating footnote. 

HALE.C.J., ANDERSON, D. 0. . BROWN, B. L. Region 4. Dallas, Vendor 

Inspection Dranch. 79/09/12, IBpp. 


7912110107 Aek receipt of 791109 Itr Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rapt 
99900103/79-01. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch. 
79/11/23, Ip. 


7912110111 Responds to NRC 79102S Itr re deviation noted In QA Program 
Insp Rept 99900105/79-01. Corrective actions: valve seat ring 
rehardfaced at proper temp. Welders instroctad that specified 
preheat temp must be maintained. 

ESTILLiO. D, Fischer Controls Co,, Inc. (subs, of Monsanto Co. 1. 
79/11/09. Ip, 


—7912110117 Forwards QA Program Insp Rept 99900105/79-01 on 790924-20 b 
notice of deviation. 

POTAPOVS, U, Region 4, Dallas, Vendor Inspection Branch. 

79/10/22, 2pp. 


— 7912110120 Notice of deviatio'n from insp an 790924-80. 

• Region 4, Dallas, Office of the Director, 79/10/19, ip. 


-7912110128 QA Program Insp Rept 99900105/79-01 on 790924-20. 
Nonccniplience no t ed; hardf ae ing preheat temp not maintained 
during weld 1 ng. 

BUTTON, if. W. , HH1TE6ELL, 0. E. Region 4, Dallas, Vendor Inspection 

Branch. 79/10/19. Bpp. 


7912110501 Forwards QA Program Insp Rept 99900091/79-01 on 791001-05. 
No noneompl lane B noted. 

P07AP0V8, U, Region 4, Dallas, Vendor Inspectlcn Branch. 

79/10/30. 2pp. 


— 7912U0S06 QA Program Insp Rept 99900091/79-01 on 791001-05, No 
noncomp 1 lane B noted. Major areas Inspae ted: sp acia 1 insp of 
spent fuel shipping cask performed in response to request 
from Transportation Dranch. 

MCNEILL, M, M. , HHITESELL, 0, E, Raglan 4, Dallas, Vendor 

Inspection Branch. 79/10/29. 4pp, 


7912110511 Forwards QA Program Insp Rept 99900505/79-04 on 791029-1102. 
No noncomp I iane e noted. 

POTAPQV0,U, Region 4, Dallas, Vendor Inspection Branch. 

79/11/26. 2pp, 


— 7912110516 QA Program Insp Rept 99900505/79-04 on 791029-1102, Mo 
noncomp 1 lane s noted. Major areas insp acted : imp 1 ementatlon of 
ETR— 1001 in areas of IE Bulletin 79— 14< regional request for 
insp b followup on previous insp findings. 

CD8TELLD, J. R. , ANDERSON, D. 0. . MALE, C. J. Region 4, Dallas, 

Vendor Inspection Dranch, 79/U/86. t3pp. 


7912120077 Aek recalpt of 791010 b 1113 Urs informing NRC of steps 
taken to correct deviation notod in QA Program Insp Rent 
99900260/79-02. 

PDTAPOVSiU. Region 4, Dallas, Vendor Inspection Branch. 

79/11/23, Ip. 


—7912120083 Responds to NRC 791024 Ur re deviation noted in QA Program 
Insp Rept 99900260/79-02. Correc t Ive actions: revised QA 
manual abbreviations b definitions to include welding 
engineer b welding supervisor. 

MOON, R, E. ARMCO int arnat lonal, Inc. 79/1 1 / IS. Ip. 


"7912120009 Aek receipt of 791010 Itr Informing NRC of steps taken to 
correct deviation noted in QA Program insp Rept 
99900268/79-02. Requests addl Info, 

PDTAPOVBiU, Region 4, Dallas, Vendor Inspection Branch, 
79/10/24. Ip. 
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NONDOCKETED ITEMS 


•791212009a Responds to fJFiC 790904 I tf 
Insp fiept 99900269/ 79“02 Corrective 
Doard meetinq held to revi eu proper 
nonconforming repts 
nOONiR.E ARMCO International. Int 


re deviation noted in Q/t Program 
actions: Ha tl Review 
procedvrSB for handling 

79/10/10, 3pp. 


7912170302 rtck receipt of 791102 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900510/79-03, 

POTAPOVS. 0. Region 4. Dallasi Vendor Inspection Oranch. 

79/11/23, ip. 


— 7912120104 Forieards QA Program Insp Rept 99900269/79-02 on 790723-27 it 
notice of deviation, 

POTAPOVSi U, Region 4. Dallas. Vendor Inspection D ranch. 

79/09/04 , 2pp 


—7912120109 Notice of deviation from Insp on 790723-27, 

« Region 4. Dallas. Vendor Inspection Oranch. 79/09/24. 2pp 


— 7912120110 OA Program Insp Rept 99900268/79-02 on 790723-27. 

Noncompl lance noted; ueld tng procedure Specs 10 U 11 revised 
by unauthorized personnel li training programs not arranged 
on monthly basis. 

HUNNICUTT. D. K. . OLLER. R. E. Region 4. Dallas. Vendor Inspection 

Branch. 79/00/24. 13pp 


7912120272 Act receipt of 791112 Itr Infarmlng NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900279/79-01. 

POTAPOVSiU Region 4. Dallas. Vendor Inspection Dranch 

79/11/27. Ip. 


— 791212027B Responds to NRC 791031 Itr re deviation noted in QA Program 
Insp Rept 99900279/79-01, Corret 1 1 ve ac t i ons: 003S9 cards 
corrected for specific ins t r uc ti on6> c a 1 i br records 
indicating deviations uill be filed. 

MATHEN.HP. Ooold. Inc. 79/11/12, 3pp. 


— 7912120201 Forwards QA Program Insp Rept 99900279/79-01 an 790904-07 
tl notice of deviation. 

POTAPOVS. D. Region 4. Dallas. Vendor Inspection Branch. 
79/10/31, 2pp, 


— 7912120207 Notice of deviation from insp on 790904-07, 

s- Region 4. Dallas. Vendor Inspeetton Branch. 79/10/30. 1 p. 


—7912120293 QA Program Insp Rept 99900279/79-01 on 790904-07. 

None pmpl lance noted: fai lure to record calibr t< measurements 
tl nonconfoTming components discarded as trash. 

ASEE.JR,. HUNNICUTT. D M. Region 4. Dallas. Vendor Inspection 

Drench. 79/10/30. Bpp. 


7912130374 Act receipt of 791114 Itr informing NRC of steps taken to 
correct deviation neted In QA Program Insp Rept 
99900301/79-01. 

POTAPOVS.U, Region 4. Dallas. Vendor Inspection Dranch. 
79/11/27. Ip 


—7912130381 Responds to NRC 791012 Itr re deviation noted in QA Program 
Insp fiept 99900301 /79-01 . Correct ivB ac 1 1 on s : rev i sad visual 
insp procedure t. implemented temporary attachments use. 
removal procedures b Instrument serial number recording. 

DELORENZD.F. Atlas Industrial Ma nuf ac tur i ng Co. 79/11/14. 2pp. 


— 7912130483 Forwards QA Program Insp Rept 99900301/79-01 on 790910-14 
li notice of deviation 

POTAPDVS.U. Region 4. Dallas. Vendor Inspaction Dranch. 

79/10/12 2pp, 


— 7912130427 Notice of deviation from insp on 790910-14 

• fiegion 4. Dallas. Office of the Director. 79/10/11. Ip, 


— 79I2I3042B QA Program Insp Rept 99900301/79-01 on 790910-14, 
Noncofflp 1 ianc e noted: no ref made by Visual Insp Procedure 140 
of acceptance criteria of tolerance for vessel shells. mas 
offset of aligned sections t< pelnf orcement of welds. 

WHITESELL.D. E, . SUTTON, J,W.. HCNET UU. W. M. Region 4, Dallas. 

Vendor Inspection Branch, 79/10/11. 13pp 


7912140543 Forwards QA Program Insp Rept 99900523/79-01 on 790926-20. 
No lioncompllance noted. 

POTAPOVS.U. Region 4. Dallas. Vendor Inspection Branch. 

79/10/22. 2pp, 


— 7912140945 QA Program Insp Rept 99900523/79-01 on 790986-20. No 
noncompliance noted. Major areas in s pec t ed : se 1 snic analysis 
Input. 

HALE.C. J. Region 4. Dallas, Vendor Inspection Dranch. VINi I.T. 

Regions, Chicago, Office of the Director. BIIICKLEV, R, H. 

Region 4. Dallas, Office of the DirBctor, 79/10/19. 7pp. 


— 7912170387 Responds to NRC 791003 Itr re deviation noted in QA Program 
Insp Rept 99900510/79-03. Correct ive actions: spec approval 
form for Revision 2 of Spec 113 on file. 

CURNANEiR.A. United Engineers S< Constructors, Inc. (subs, of 
Raytheon Co,), 79/11/02. 3pp. 


—7912170391 Forwards QA Program Insp Rept 99900310/79-03 on 790910-14 
b notice of deviation. 

POTAPOVEiU. Reglnn 4, Dallas, Vendor Inspection Dranch. 

79/11/03 2pp, 


— 7912170393 Notice of deviation from insp on 790910-14, 

» Region 4, Dallas, Vendor Inspection Dranch. 79/10/02. Ip. 


—7918170398 QA Program Insp Rept 99900310/79-03 on 790910-14. 
Noncompliance noted: fai lure to file copy of spec approval 
form {< retain vendor nonconformance repts for Seabrook. 

HALEiC.J., JOHNSON, JM., CaSTELl.0, J. R. Region 4. Dallas. Vendor 

Inspection Dranch. 79/10/08. 18pp. 


7918180118 Ack receipt of 791126 Ur informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900630/79-01, 

POTAPOVS, U, Region 4, Dallas, Vendor Inspection Dranch. 

79/12/04, Ip. 


— 791S1B01S4 Responds to NRC 791107 Itr re deviation noted in QA Program 
Insp Rept 99900630/79-01. Corrective actions; completed 
written procedures describing method of controlling topical 
rept copies ti QA records. 

PESHEK, C. American Institute of Steel Construction. Inc. 

79/11/86. 2pp. 


— 7912100132 Forwards QA Program Insp Rept 99900650/79-01 on 791013-1? 1. 
notice of deviation. 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Dranch. 

79/11/07. 2pp. 


— 7912180138 Notice of deviation from insp on 791015-17. 

s Region 4, Dallas, Office of the Director. 79/lt/OS. Ip. 


— 791SIB0142 QA Program Insp Rept 99900650/79-01 on 791015-17. 
Noncompliance noted:failure to establish procedures for 
topical rept control b failure to sign b date topical rept. 

HALE.C. J., BROWN, R.L., ANDERSON, D. 0. Region 4, Dallas, Vendor 

Inspection Branch. 79/11/05, lOpp. 


7912100177 Ack receipt of 791031 Itr informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900817/79-01, 

POTAPOVS.U. Region 4, Dallas, Vendor Inspection Dranch. 
79/11/26. Ip, 


—7912100105 Responds to NRC 790914 Itr re deviation noted In QA Program 
Insp rept 99900217/79-01. Correc t Ive actions; revised 
organ! latlonal chart to include engineering, mfg b 
purchasing depts. 

HOLCOMB, D. D. Westinghouse Electric Carp. 79/10/31. 4pp. 


— 7912100100 Forwards QA Program Insp Rept 99900817/79-01 on 790723-26 
b notice of deviation. 

POTAPOVS, U, Region 4, Dallas, Vendor Inspection Dranch. 

79/09/14. 2pp. 


— 7918100190 Notice of deviation from insp on 790723-86. 

« Region 4. Dallas, Vendor Inspection Dranch. 79/09/07. Ip, 


— 7913100196 QA Program Insp Rept 99900817/79-01 on 790783-26. 
Noncompliance no ted : fal lure to Include responsibilities of 
engineer ing, mfg b purchasing dept in product assurance 
manual organization chart, 

HUNNICUTT, D. M. . AQEE, J. R. Region 4, Dallas, Vendor Inspection 

Branch, 79/09/07, 6pp. 


7918100847 Ack receipt of 791181 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900314/79-02. 

POTAPOVS.U, Region 4, Dallas, Vendor Inspection Branch. 
79/12/04. Ip, 



NONDOCKETED ITEMS 


3B7 


•7912I803S6 PBaponds to NRC 791017 Itr re deviation noted in OA Pro^riim 
Inep Rapt 9990031 A/79-0S Correc tlve ac t i one: personne 1 
rainttructed that bundle ttcketp must accompany pipe bundles 
(i single lengths of pipe. 

MEKRLEiJ. L. Colt Industriesi Inc. 79/11/31 Spp 


— 7912180561 Forwards QA Program Insp Ropt 99900314/79-02 on 790927-31 
b notice of deviation. 

POTAPOVSiU. Region 4i Dallas, Vendor Inspection Dranch. 

79/10/17. 2pp. 


'7913190269 Notice of deviation from insp on 790027-31. 

• Region 4> Dallas, Office of the Director. 79/10/15. 2pp, 


— 7912190273 OA Program Insp Rept 99900314/79-02 on 790927-31. 
Nonconpliance no ted : f si 1 ure to maintain rejection tags 
u/four nonconforming stainless steel pipes. 

OLLER. R. E. , HUNNICUTT, D. M, Region 4, Dallas, Vendor Inspection 

Branch. 79/10/15, 10pp. 


79121B0464 Forwards QA Program Insp Rept 99900003/79-11 on 
790314-0906. No noncompliance noted. 

BOOK, H, E. Region 5, San Francisco, Fuel Facility t< Materials 

Safety Branch. 79/11/13. 2pp. 


■79121B0467 OA Program Insp Ropt 99900005/79-11 on 790314-0906. No 
noncomp lianc ae noted. Major areas inspected : cause of leakage 
of Xt-133 from primary container h actions to preclude addl 
leaking shipments. 

CODLEVi W. J. , QOOKiH. E. Region 5, San Prancisco, Fuel Facility h 

Haterisis Safety Branch. 79/11/09. tSpp. 


791220D187 Forwards QA Program Insp Ropt 99900399/79-01 on 791001-02. 
N« nnncotnpllanee noted. 

PDTAPQVSi U. Region 4, Dallas, Vendor Inspection Branch. 

79/11/06. app. 


■7913200196 QA Program Insp Ropt 99900399/79-01 on 791001-02, No 
noncompliance noted. Major areas inspected : ini tla 1 mgt: 
meting & implementation of lOCFRSOiApp D, including design 
control re field reported deficiencies in air locks. 

BROUN, R.L.., UHITESELL. 0. E. Region 4, Dallas, Vendor Inspection 
Branch, 79/11/05. 0pp, 


7912200491 Forwards QA Program Insp Rept 99900390/79-01 on 791004-03. No 
nonconpllance noted. 

f QTAPQVfi, U. Region 4, Dallas, Vendor Inspection Dranch. 

79/11/06. 2pp 


— 7912200499 QA Program Insp Rept 99900390/79-01 on 791004-03. No 
nancompliance noted. Major areas Inspec ted : initla 1 mgt 
meeting b implementation of 10CFR300 Including mfg process 
ti weld controls re reported airlock deficiencies. 

NHtTEGELL, D. E. , BROUN, R. L. Region 4, Dallas, Vendor Inspection 

Branch 79/11/05, app 


7912210001 Ack receipt 791106 It 0909 Itrs informing NRC of steps taken 
td correct deviation noted in OA Program Insp Ropt 
99900036/79-02. 

POTAPOVBi V. Region 4, Dallas, Vendor Inspection Branch. 

79/11/29. Ip, 


■7912210013 Responds to NRC 791029 Itr re deviation noted In QA Program 
Insp Rept 99900036/79-02, Correc t IvB actions: documented 
detail rept of insp findings forwarded to CNQ managers t> 
supervisors requesting written corrective action responses. 

STDNE.U.A. Combustion Engineering, Inc. 79/lt/06. Ip. 


-7912210017 Ack receipt of 791000 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900036/79-02. Requests addl info re documentation of 
Instruc tions, re-lnabruc t i ons t< personnel discussions. 

POTAPOVBi V Region 4, Dallas, Vendor Inspection Dranch. 

79/10/29. Ip. 


'7912210020 Responds to NRC 790906 Itr re deviation noted in QA Program 
Insp Rept 99900036/79-02. Correc tiVB actions: tie straps 
re-welded per welding procedures 6 unidentified alignment b 
tie strep material, welded to vessel assembl ies, removed. 

SA7EBiB.J.. HILLER, L. C. , STONE, U. A. Combust ion Eng i near i ng, Inc 
79/lO/oa 6pp, 


■7912210029 Forwards OA Program Insp Rept 99900036/79-02 on 790313-17 
tc notice of deviation. 

POTAPOVS, V. Region 4, Dallas, Vendor Inspection Dranch. 

79/09/06, 2pp. 


■7912210032 Notice of deviation from Insp on 790013-17. 

• Region 4, Dallas, Office of the Director. 79/09/05. Spp. 


— 79IS310036 QA Program Insp Rept 99900036/79-02 un 790013-17 
None omp 1 i an c e no ted: weld i ng being porformeri contrary to 
procedures 6 unidentified alignment f, tie strap material 
found welded to vessel dssemliil.es 

BARNES. I. , RDDERDS, H, W . HUNNICUTT. D. M. Hegiuti 4. Ikalla-.,, 

Vendor Inspection Branch. 79/09/0b ISpp 


7912S10196 Forwards QA Program Insp Rept 99900346/79-03 on 791016-lQ 
No noncompl 1 ance noted 

POTAPOVS, U. Region 4, Dallas, Vendor Inspection Branch 

79/11/06 2pp. 


•7912210199 QA Program Insp Rept 99900346/79-02 on 791016-10. Nu 
noncompl lance noted. Major areas 1 nspec t ed: imp Lementat i on of 
1UCFA30 6 applicable codes 6 stds. 

UHITESELL. D. E. , KELLEV.U D Region 4, Dallas, Vendor In>jpect'iun 

Branch, 79/11/03. 10pp. 


791231019B Ack receipt Of 791112 6 19 ktrg informing NRC of steps taken 
to correct deviations noted in QA Program Insp Rept 
97900355/79-02. 

POTAPOVS. U. Region 4. Dallas, Vendor inspection Branch. 

79/11/29, Ip. 


— 7912210301 Corrects clerical errors appearing in 791112 Itr to NHC 
responding to deviations noted in QA Program Insp Rept 
99900355/79-02. 

MIRATA. Y. Hirata Valve Industry Co., Ltd.. Kauaski Dlv. 79/11/19 
5pp. 


•7913210210 Responds to NRC 791002 Itr re deviations noted in QA Program 
Insp Rept 99900355/79-02. Correc tive ac t i ons: vendor statement 
correcting HP0 number on weld repair record attached to 
repair record welding specs revised 

HIRATA, V. Hirata Valve Industry Co , Ltd.. Kawaski Div. 79/11/12. 
llpp. 


— 7912210219 Forwards QA Program Insp Rept 99900355/79-02 on 790837-0903 
It notice of deviation. 

SF.YFRIT, K. V. Region 4, Dallas, Office of the Director 
79/10/02. 3pp. 


■7912210223 Notice of deviation from inap on 790027-0903. 

s Region 4, Dallas. Office of the Director 79/09/27. 3pp. 


•7913310233 OA Program Insp Ropt 99900355/77-02 on 790037-0903. 

None omp 1 lane e noted: vendor statement correcting UPS number 
on weld repair record not attached to repair record I, 
hard lUrfac 1 ng travel speeds in etcoss of permitted values. 

BARNES, I., HUNNl EUTT, D. H. Region 4. Dallas. Vendor Inspection 

Branch. 79/09/27. Mpp. 


791226C096 Ack receipt of 790713.0913 6 1116 Itrs informing NRC of 
steps taken to correct deviation noted in QA Program Insp 
Rapt 99900019/79-01, 

POT APOVS, U. Region 4. Dallas. Vendor Inspection Branch 

79/11/29. Ip, 


— 7912260104 Responds to NRC 791017 Itr re deviation noted in QA Program 
Insp Rept 99900019/79-01. Correct ivo ac 1 1 ons ' orig i nal test 
temp unnecessarily low (. raised for piping sys by design 
engineers Retests pe farmed w/sat i sf ac t ory results. 

JOHNSON. E. ITT OrimieU Industrial Piping, Inc, (subs, of ITT 
Orinnell 1 79/11/16. Ip 


•7912360111 Ack receipt of 7909L3 Itr re QA Program Insp Ropt 
99900019/79-01. Re que B ts info re date by which determination 
$1 submittal of Item D corrective actions will be completed. 
POTAPOVS, 0. Region 4. Dallas, Vendor Inspection Branch. 

77/10/17. Ip. 


— 7913360135 Itesponds to NRC 790016 Itr re deviation noted in QA Program 
Insp Rept 99900019/79-01. Correc t ivo ac tions : procedure being 
Implemented to resolve design spec conflicts using 
sequentially numbered form tn document questions t. answers 
JOHNBON.E. ITT Orinnell Industrial Piping. Inc. (subs of ITT 
Orinnell ), 79/09/13. 6pp. 


— 7912260130 Ack receipt of 790713 Itr informing NRC of steps taken to 
correct d evla t ion no t ed in QA Program Insp Rept 
99900019/79-01. Requps ts completion date for determination 
6 submittal of proposed corrective actions. 

SEYFRIT.K, V, Region 4. Dal las, Office of the Director. 

79/00/16. 2pp. 


— 7912260130 Responds to NRC 790402 1 kr ro deviation noted in OA Program 
Imp Rept 99900019/79-01 Corrective at tions : ap ec revised to 
include requiremrnt for stainless steel piping sub j to hot 
bending to receive solution anneal 1, rapid quench. 

JOHNBON.E 171 Orinnell Industrial Piping. InC. faubs, of ITT 
Orinnell 1 . 79/07/13, ISpp 
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— 7913360141 RenuBStB e»t8n»itin for response to 
Program Insp Rept 99900019/79-01. 

JOHNSOMrE. ITT GrinneU Industrial Piping. 
Qrtnnell). 79/05/24. Ip. 


deviation noted in Q4 
Imc, ( lubs. of ITT 


—7912260146 Foruiards <3A Program Insp Rept 99900019/79-01 on 790226-0301 
it notice of deviation. 

SEVFRIT.H. V. Region 4. Dallas. Office of the Director. 

79/04/Oa. 2pp. 


REOOD REOULATORY GUIDES 


7912050034 "Personal Dosimetry Performance Testing. PI lot Studyt 
resitlts of Test iiin support of Reg Guide 8. XXX. 

» Michigan. Univ. of. 79/12/04, 2400pp. 


79120500S6 "Personal Dosimetry Performance Testing; Pi lot Study*" 
results of Test 2. 1 r> support of Reg Guide 8. XXX. 

* Michigan. Univ. of. 79/12/04. 2400pp. 


-7912260150 Katie e of deviation from insp on 790226-0301. 

» Region 4. Dallas. Office of the Director. 79/03/2B. 


app. 


— 7912260155 OA Program Insp Rept 99900019/79-01 on 790226-0301. 
NoncoropUance noted : fai lure to provide criteria assuring 
compliance of austenitic stainless steel hot bends 
ttp/reguirementa of Reg Guide 1. 44. , „ 

PARNESfl. flegion Dallasr Ve'ndPT Inspection Drancn. 

79/03/20. lOpp. 

7912260152 Act receipt of 791119 Itr informing NKC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900378/79-01. u 

POTAPOVSfU, Region 4 j Dallaii Vendor Inspection Branch. 

79/12/10. Ip. 


-7912260154 Responds to NRC 791102 Itr re deviation noted in QA Pragran 
Insp Rept 9990D37B/79-01. Corrective ae tl ons; purchase orders 
noui specify certificates of compliance uihen appro.prlato & 

Insp equipment being calibr. 

SUAMBON. N. E. Acme-C 1 evel and Co. 

2pp. 


Nameo Controls Dlv. 79/11/19. 


7912060601 Value/ltnpae t assessment of proposed Revision 2 to Reg Guide 
1 97, "Instrumentation in Light Mater Cooled Nuclear Power 
Plants to Assess Plant 8c Environs Conditions During 8i 
Following Accident. " Revision should be issued, 
a Office of Standards Developcnent. 79/10/15. 5pp. 


7912110097 Summary of ACR8 Subcommittee on Regulatory Actlvitiai 
meeting u/EPRl. GE. IEEE 8, Yankee Atomic Elactrlc Co in 
Washing ton, DC re revlou of proposed rag guides 8c revisions 
to existing rag guides 8» stds. _ ^ 


7912110104 Forwards comments on Reg Guide 1.9. "Beleetioni Design l« 

Qualification of Dteiel Generator Units Used as Onsite 
Electric Power Sys at Nuclear Pouar Plants." 

* Tennessee Valley Authority. 79/04/05. 2pp. 


7912110235 Comments on proposed rig guide 8c valua/impaet statsmenti 
"Applications on Bioassay for Fission & Activation 
Products," Recommends that guide not be implemented in 
present form. Ouiile should not endorse ANSI N343 atd. 

8KRABLE.R. W. Lowell. Univ. of. 79/10/25. 152pp. 


— 7913360156 Forwards QA Program Insp Rept 99900370/79-01 on 790BOa-09 
8c notice of deviation. „ u 

POTAPOVS, U, Region 4. Dallas. Vendor Inspection Branch. 

79/11/02. 2pp. 


— 7912260157 Notice of deviation from Insp on 790808-09. 

# Region 4. Dallas. Office of the Director. 79/10/30. 


Ip. 


—7912260159 OA Program Insp Rept 99900378/79-01 on 79080B-09. 

Noncempl iance noted; purchase orders to vendors failed 
require certificates of conformance 8. instruments not calibr 
although used In insp tc testing. 

AOEE.J.R, < HUNNICUTT. D. M. Region 4. Dallas. Vendor Inspection 

Branch. 79/10/30. 6pp. 


7912260105 Act receipt of 791030 & 0920 Itrs informing NRC of steps 
taken to correct deviations noted in OA Program Insp Rept 
99900526/79-02, 

POTAPOVS.U. Region 4. Dallas. Vendor Inspeeklon Branch. 

79/12/12. Ip. 

__79t2360193 Responds to NRC 791016 Itr re deviations noted in OA Program 
Insp Rept 99900526/79-02. Corrective actions: content of 
current issue of project design manuai to be reviewed & 
listing of effective content of manual to be prepared. 

ADAH.P. J. Black 8. Veatch. 79/10/30, 2pp. 


— 7912260198 Ac k receipt of 790920 Itr informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900526/79-02. Requests addl info re specific corrective 
actions 8. preventive measures for deviations A !< D, 

POTAPOVS.U Region 4. Dallas. Vendor Inspection Draneh, 

79/10/16, ip. 


— 7912260202 Responds to NRC 790822 Itr re deviations noted in QA Program 
Insp Rept 99900526/79-02. Corrective ac 1 1 ons : requ Ir ements for 
retention of design interface review records to be modified 
8. project design manual now proparly identified, 

ADAM, P.J. Dlack 8. Veatch, 79/09/20, 3pp. 


— 7912260203 Forwards OA Program Insp- Rept 99900 526/7 9-02 on 790006-10 8. 
notice of deviation. ' 

POTAPOVS.U, Region 4. Dallas. Vendor Inspection Branch. 

79/00/22. 2pp. 

__79J3240204 Notice of deviation from insp on 790806-10. 

# Region 4. Dallas. Office of the Director. 79/08/22. 2pp. 


—7912260206 QA Program Insp Rapt 99900526/79-02 on 790006-10. 
NoncompUance noted; failure to have adequate procedural 
requirements for retention of design interface review 
records 8i failure to identify project design manual. 

BRICKLEY. R, H. . FOX.D.F.i HALE.C.J. Region 4. Dallae. Vendor 

Inspection Branch. 79/08/22. 7pp. 


7912110349 Comments on proposed Reg Guide 1.131. "Radiation Protaction 
Training for Light Mater Cooled Nuclear Power Plant 
Personnel. " Training may discourage mutually beneficial 
short visits. Numarlcal test grade should he , 

BAXTER. R.C, Allied - Oaneral Nuclear Services. 79/10/24. Ip. 

7912110554 Comments on proposed Reg Guide 1,131. "Radiation Protection 
Training for Light Hater Cooled Nuclear Power Plant 
Personnel." 8ubj of contamination control should be more 
unified 8. presented u/more prominence, . _ . t 

COPELAND. R. L. Energy. Dept, of, Clinch River Breeder Reactor Plant. 
79/10/22. 2pp. 


912110559 Comments on proposed Reg Guide 1,131. Radiation Protection 
Training for Light Hater Cooled Nuclear Pouiar Plant 
Per*ann*l, " <JuiiJ« i% r*aiOTi»bl# & at(*q.oati, flub j* covtratf in 
Table i can be covered in less than one _ 


7912U0S65 Comments on proposed Reg Guide 1. 131. Radiation Protection 
Training for Light Water Cooled Nuclear Pouar Plant 
Personnel." Ind i vidual I lad training would be Impossible to 
efficiently H effectively achieve. 

PARKER. W.O. Duke Power Co. 79/10/24. 4pp. 


7912110S72 Comments on draft reg guide. "Qualification Test for Cable 
Penetration Fire Stops for Use In Nuclear Power Plants. 

Design verification of fire stops does not fall within 
jurisdiction of 1OCFR50. 

D 'DONNELL. E. P. Ebasco Borvicei. Inc. (subs, of Enserch Corp. ». 
79/tO/U. 2pp. 


7912110580 Commsnts on draft reg guide, 
Nuclear Power Plants." Authors confuse 
lightning stroke 8. lightning surge, 
CAHN.A. L. Dechtel Power Corp. (subs. 
2pp. 


"Lightning Protection for 
usege of terms 

of Bechtel Corp. I. 79/10/19. 


7912110504 Comments on draft reg guide. "Lightning Protection tor 
Nuclear Power Plants," Guide should be raurlttan to address 
pertinent interface criteria. 

DAILiL. C. Duk .0 Power Co. 79/10/24. 4pp. 


7912120013 Comments on proposed reg guide, "Audible Alym Dosimeters. 
State-of-the-art renders such Instruments unacceptable. 

DERMVER.H.D. Affiliation Unknown. 79/10/23, 2p. 


7912120016 Comments on proposed reg guide. "Safety-Relatid Permenent 
Dewatering Bys for Nuclaar Power Plants." Items C,4a.C. 4b 8< 

C.4c are too vaguely worded for application by designers, 

DARNE8. P.L. Commonwealth Edison Co. 79/10/23. Ip. 


'12120019 Comments on proposed reg guide. "Applications of Bioassay 
for Fission 8< Actlvitatlon Products," Limits established 
under licensee methodology should be sole ^Tlteria. 

. . mm s > - •. I Pa yc3 / i n/9n i fi 
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7918180023 Comiiitnti on proposed Reg Ouide i. 131> : “Rad iatlon Protection 
Training #<ir Light Mater Cooled Nuclear Plant Peraonnal. '• 

Length of training excessive. Six to sixteen hours of 
training have produced excellent results. 

JGHTZ. T. L. NUB Corp. HPB-79-224. 79/10/23. Ip. 


79I22B0159 Cneinents on proposed reg guide> ‘'Qualification Test for 
Cable Penetration Fire Stops." Paragraph C2<b> state-of-the- 
art does not provide data on calculating actual pressure 
differential created bg fire in given fire area. 

JACOD&i S B. Stone & Mebster Engineering Corp, 79/11/14, Ip. 


7912120027 Coanants on proposad Rag Ouide 1, 131i< Revis 1 on 2: testing of 
eoncreta containment should not include insp of embedments. 

Conerste imbedments do not affect structural capacitg of 
concrite. 

COUNSlLtU.O. Northeast Utilities. 79/10/16. 2pp. 


7912130077 Draft Reg Guide a. 22< "Personal Doslmetrg Performance 
Testing : Pilot Study." 

• Michigan! Unlv. of. 79/12/11. 43pp. 


7912130369 Forwards Rag Quid# 4. 14. "Branch Position for 
Praoperatlonal Radiological Environ Monitoring Program for 
U Mills" L "Proposed Branch Position for Operational 
Radiological Environ Monitoring Programs," M/o end. 

SCARANO! R. A. Uranium Reeeverg Licensing Branch. 79/11/19. ip. 


79I2130S42 Porwardt notica of Intantlon to changt App 0 of OA Program 
Topical Rapt NU QA-li Ravi slon 3A. Change updates commitment 
from ANSI N45. 2. 12 to Reg Guide 1. 144. 

C0UN81L.U. 0. Northeast Utilltlss. OA-3961. 79/12/06. 2pp. 


791218^662 Concurs u/issuanee of Reg Guide 1.9i Revision 2< "Section! 
Design !■ Gualif ication of Dlasal Generator Units Used as 
Standby (Onsite) Electric Power 8 yi at Nuclear Power 
Plants. ** 

EIESNWJTj B. 0. Division of Operating Reaclors, 79/18/03. Ip. 


7918200269 Forwards comments on draft rag guide "Lightning Protection 
for Nvtloar Power Plants," Alternative regulatory position 
In App A to value/lmpaet statement preferred to position 
offered in guide, 

KILLBaL.K. Tenneesee Valley Authority. 79/ll/t9. 2pp. 


7912S00274 Comments on proposed Reg Ouide 1. 137: use of design base 
rathtr than performanca requlrimants limits flsxibiltty b 
control in anforciment. Prascrib Ing actual clsanlng oiatls 
limits flixiblllty of anforcement (< improvements in sys. 

BCHOCKiH. Affiliation Unknown. 79/10/29. ip. 


79122D02B9 Forwards comments on proposed Reg Guide 1.131; 
"Guallfleatlon Tests of Elsctric Cables 6 Field Splieae for 
Light-Water Cooled Nuclear Power Plante." Synergistic 
affects should not be discussed on individual basts. 
MlLLBfL.M. Tennessee Valley Authority. 79/11/19. 2pp. 


7912200304 Comments on proposed Reg Guide 1.131! "Radiation Protection 
Training for Light-Mater Cooled Nuclear Powir Plant 
Pariennel. " Praisii NRC for efforts made to establish 
posltlen re acceptable training programs. 

F£TC0VICi W. L. Nuclear Support Svcs Inc. 79/ll/OS. 2pp. 


7912200419 Comments on proposed reg guide! "Reporting of Safeguard 
Event*. ** □mltslons mada in rag guide. Part 21 fines & 
pinaltle* not addressed. 

LEMIBiN. I. Affllletton Unknown. 79/ll/t5, ip. 


79IS210069 Comments on proposed reg guldei "Reporting of Safeguards 
Events.*’ Same objective could be accomplished by integrating 
particular requirement for reporting into present LER 
requlriments. 

DEHNVERtW. 0. Affiliation Unknown. 79/11/14, Ip. 


7912260319 Comments on proposed Rag Ouido 1, 149: sugg ests NRC consider 
supplying add! info re wet deposition effects for sites 
adjacent to large water bodies 6 alternative topographic 
•cheats for sites in complex terrain. 

FEDEVK.O 1 J. K. 01 Ibert/Commonwealth Cos. 79/10/18. ip. 


79122BG027 Comments on proposed rag guldei "Lightning Protection for 
Nuclear Power Plants." Alternative regulatory position 
prestntid a* App A to value/impact statement preferred to 
that offerad In draft reg guide. 

HILLBi L. M. Tennessee Valley Authority. 79/11/19. 2 pp. 


7912200143 Comments on proposed rig guldei "Ouidance on Applications 
for Amends to OL it on Refueling b Startup Tests." Ouide 
should be revised to reflect agreements between NRC 81 DMR 
ftwnsrs on startup physics besting. 

SHERMOaBi 0. 0. Oeheral Electric Co. MFN-27I-79. 79/11/13. 6 pp. 


7912280191 Comments on proposed reg guidii "Lighting Protection for 
Nuclear Power Plante. " Burge protection requirement Is 
•avars fc unwarrented. 

LOOMia,J.S. Bergent b Lundyi Inc. 79/11/06. 4pp. 


7912280173 Comments on proposed Reg Guido 01. 033: Page I4iApp AiSecbion 
9. a list 0 # routine malnt activities that may not require 
step by step written procedures should be clarified as to 
when step by step instructions are unnecessary. 

MILLS.L.M. Tennessee Valley Authority. 79/11/19, 2pp. 


7912280189 Comments on proposed reg guldei "Lightning Protection for 
Nuclear Power Plants." Subsection 2 wording should be 
changed to Insure that lightning discharge transient 
voltages do not exceed voltage withstand levels. 

JOCOBSi 3. D. Stone b Mebster Engineering Corp. 79/10/30. tp. 


79122009B7 Comments on proposed reg guidei "Qualification Test for 
Cable Penetration Fire Stops for Use in Nuclear Power 
Plants."' No technical reason for requiring moc kup of cable 
terminations within two ft of barrier, 

KILLSiL. M. Tenneisse Valley Authority. 79/11/19. Spp. 


7912200648 Comments on proposed Reg Guide S. JD:key to effective 
training In ALARA is training of supervisors in mgt of work 
in these areas. 

ANDREWBi J. P. Catalytic! Inc. (subs, of Air Products & Chemicatsi 
Inc.). 79/11/30. app. 


7912280694 Comments an proposed Reg Guide 01. 131 1 Revision 1: addressing 
margin In qualification tiating should be approached as 
described in IEEE 8 td 627. 

OARSHlCKiA. Power Engineering Society. 79/11/15. 13pp. 


79122Q066I Comments on proposed Reg Guides 1.120 Revision li i. 132 
Revision lil.70 Revision 3 b 3. 44. Conditions under which 
an absorber fire is postulated should be clarified. 

MlLLSiL.H. Tennessee Valley Authority. 79/11/09. 0pp. 


7912310012 Comments on. proposed reg guldei "Audible Alarm Boslmetsrs. 
Suggests mandatary use of dosimeters by industrial 
radiographers as s a c ondary Ins trumen tat i on to back up 
primary survey meters. 

CLARKE.E.T. Technl cal Opera turns. !nc. 79/10/30. 3pp. 


7912310020 Comments on proposed Rag Guides 1. 120. 1. 132. 1.70 b 3.44: 
clarification should be made of conditions under which 
adsorber fire should be postulated. Suggests various editoral 
changes. 

MILLS. L, H. Tennessee Valley Authority. 79/11/16. Spp. 


7912310026 Comments on proposed reg guide. "Audible Alarm Doslmetars. " 
High noise environ should be defined by db level. 

MHITAKEAi M. Q. South Carolina Electric b Gas Co. 79/11/09. Ip. 


7912310031 Comments on proposed Reg Guide 1 . I SI. Revl s ion lirevition 
exceeds procssa of regutatcxry review b embarks upon design b 
standar d 1 cab ion elements not within purview of NRC. 

BURSTE.INi N. M, Institute of Elactricai b Electronic Engiiseers. 
79/10/31, 7pp. 


7912310036 Comments on proposed Reg Guide 1 . 1 31; Posit i on C. 5 does 
not explain criteria fcu be used to determine if accelerated 
aging techniques art or are not causing cable to respond in 
representative manner. 

SALOARINI. J. C. Ebateo Strvicesi Inc. (subs, of Enserch Corp. I, 
79/11/06. 2pp, 


7912310110 Comments on proposed Reg Ouide 8 . JDi "Radiation Protection 
Training for Light Mater Cooled Nuclear Power Plant 
Personnel." Reg guide strongly endori ed. Training program 
content refs in Paragraph 9. 1 considered relevant. 

CROSS. L. A. American Nuclear Insurers. 79/10/28. Ip. 


7712310130 Comments on proposed reg guide. "LMR Cora Reload s: Ouidance 
on Applications for Amends to OLa on Refueling b Startup 
Telts. " Initial gas fill pressure is considered vendor 
proprietary info. 

UHRIGiR.E. Florida Power b Light Co. 79/11/20. 3pp. 


7912310136 Comme'ots on proposed reg guidsi "Lightning Protection for 
Nuclear Power Plants." Approach in Attachment A is more 
logical than i'n reg guide. 

OETTLERiF.M. Gibbs bHill. Inc. (subs, of DravoCorp.). 79/tG/30. 
7pp. 
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7^12^.0177 Com,T..nt. c. pr.pcB.. -.g ^ 

Nuflcir r-ower Plants " Cuian Joos not establish MRC ba^ts 
for 200.000 ampere lightning surges or state require 
artions should surge arrestor fail required test. 01 

COPEUftND.R 1. Energq.Oept Ot. Clintii River Breeder Reactor Plant 

79/ 11/07 3|>P 


7912:31016^ Comments on proposed rag guide. "Ultrasonit Testing of 
Reactor Vessel Helds Ooring Inservice Eiamtnat i on^ 
lliscussion should state that reg guide is intended to 
supplement AStlE Section K1 Dnn 

BUCHHOLZ. ri H General Electric Cn 7// 11 726. 2pp 

7912310104 Comments on proposed Reg Guide 8 . JB. ■■Radiation Protection 
Training for Light Water Cooled Nuclear P'’"®*' 

Personnel •• Suggests changes to various paragraphs of guide. 

Changes include man-rem reeds t. training 

JENCKES. T. A. Pacific Gas h Electric Co. 79/11/07. 2pp 


7912310194 Comments on proposed reg guide. '‘Lightning Protection for 
Power Plants '■ Draft suffers in technical content due to 
insufficient IEEE input J' should not be issued as presently 

AUEXANBEHSON. E , Detroit Edison Co. 79/11/21. Ip 

7912310190 Comments on proposed peg guide. "L i ghtni ng 

Nuclear Pouior Plants." PossibiUty of eliminating problems 
such as instrument failure or fuse blowing by pre-tlesign is 
small. Once problem occur 6 . so lutlons can be found. 
nOYERd V. S. Philadelphia Electric Co. 79/11/S9. 4pp. 

7913310360 Comments on proposed Reg Guide 0. XX ; all d ec i s i onma k tng 
supervisors U temporary t. permanent parties should receive 
radiation ortection training. 

KICKSpU H. . DESTHDFF.il E Utility Workers Union of America. 

79/11/23 □pp. 

7912310307 Reg Guide 1, 97, Rcvi s ion 2. ■■ Instruraantation for Light Water 

Cooled Nuclear Poiuor Plants to Assess Plant Environs 
Conditions During !< Follouing Accident ■' 

* Office of Standards Development 79/12/31. Joipp. 


7912310491 Comments on proposed reg guide. "LWR Reloads Guid 

on Applications for Amends to DLs t Refueling b btartup 
Tests " Quantification of impact not addressed In value/ 
impact assessment, t « 

HDFFHAN. D, P. Consumers Pouer Co. 7//11/2B. 2 pp. 


HES 


RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


7912040103 "HTOn Safety Program. •' for Aug 1979. 
SCHWEITZER. D Q Qrookhavan National Laboratory. 
79/00/31 4pp 


fin A-3016. 


7912040112 “Advanced Reactor Safety Analysis Technical Assistance. 
Reactor Projects." monthly h ig h I i gh ts f or Sept 1979_ 70 / 015 . mn 

DARl.R A Drookhaven National Laboratory. FIN A-3000. 79/09/30, 

5pp 


7912040119 "SSC Code Development !. Va I ida t ion. ■' rnonthly hinhllghts 

for Sept 1979 , . u . triKi 

AGnAWAt..A K. . COPPV. J, G, Drookhaven National Laboratory, rIN 
A-3015-B. 79/09/30 Opp 


7912040125 '’LWR Tbormal Hydraulic Develupment Program. '■ monthly 

progress rept for Sept l^V?^ rg/nv/OO 

JONES. 0 C. Orookhaven National Laboratory FIN A-3045. 79/dy/jo. 

9pp 


7912040133 "Thermal Hydraulic LHHDR Safety Eiper iment s. ■' monthly 
highllqlils for Sept 1979. 

JONES. 0 C. Drookhaven National Laboratory MM A-30SA. 

4p|i 


79/09/30. 


7912100001 "Hecommenplation to NRC for SER of TMI-1 : Inservice Insp St 
Testing Program." Hevision 1. ...... 

CUPPCLA. A . PESTIVO, f, , LETTIERI.V. Drookhaven National Laboratory. 
FIN A-3tl7, UKL-NUREG-26627. 79/09/31 GBpp 


7912100003 "Pecommendaltons to NRC for SER of Cooper Nuelear Station. 
Jnsarwice Insp b Testing Program." Revision 2. 

HALLrR.E . DSDDRNEiWC. Drookhaven National Laboratory. FIN A-Jii/. 
DNL-NUREO 26607, 79/07/31, 40pp 


791211046S ■■Assessment of Radiation Doses Resulting From Release* of 
Rn-222 !. Ra-226 from U Mining S. Milling Activities. monthly 

TRAVIsf^ c*f ^MCDQWELL-DOYER. WATSON. A. P Oak Ridge National 


7912110509 ■■Environ Statements Project. ■■ monthly progress rept For Sept 
1 979- 

ZITTEL.H E. Dak Ridge National Laboratory. FIN D-001. 
DRNL/ED/EIS-107. 79/09/30. 7pp. 


7912140040 "Program for Standardiicd Analysis of Fuel Shipping 

Containers. •■ quarterly summary J . pind- 0172 
WHITE3IDES.0. E, . WESTFALL. R. H. Union Carbide Corp, FIN B 0172. 
ORNL/CSD/ INF-79, 79/10/23. 6 pp. 


7912140296 '■Evaluation of Two Ultrasonic Procedures for Detection of 
Intergranular Stress Corrosion Cracking In Stainless Steel 
Piping. Code Assessment 1. Applications Program. evaluation 

REINHARDT. W. W, EG 8 . 0. Inc. FIN A-6162. EGO-FM-SOSS. 79/10/31. 




7912140300 ■'Water Reactor Research Directorate Monthly Rept for 
Hr t 1979 " 

YBARRONDD. L. J. EG U 0. Inc. YQR-199-79. 79/11/30, 100pp. 


7912140309 "Evaluation t< Recommendations for Ultrasonic Ekaralnatlans of 
ASME Nuclear Class 1 8 . 2 Piping Welds. Code Assessment 8 . 

Aoplieations Program." evaluation rept. . ^ j. c 

BAKER, D.L. EG 8 < 0. Ine. COOK, J. F. , WILKIN, H. A, Energy. Dept, oF. 
Idaho Operations Office, FIN A-6162, EOO-FM-5034. 79/10/31. SSpp. 


7912140314 "Nondestructive Eiamination Methods for Detection of 
Intergranular Stress Corrosion Cracking in Stainless “J*®' 

Piping, Code Assessment 8 > Applications Program." evaluation 

REINHARDT. W. W. EG t< 0. Inc. FIN A-6162. EOO-FM-3036. 79/10/31. 




7912140360 "Decontamination as Precursor to Decommissioning." informal 
monthly progress rept for Oct-Nov 1979. 

PERRIOOiU. D. Dabtelle Memorial Institute. Pacific Northwest 
Laboratory. FIN D-2303. 79/12/03, 2pp. 

7912140391 "Impact of Decontamination on UWR Raduaste Treatment Sy*. “ 
informal monthly progress rept for Noy 1979. t 

PERRIGO.L D. Oattelle Memorial Institute, Pacific Northwest 
Laboratory. FIN 0-2201, 79/12/04. 2pp. 


7912140418 HlU-OOl 

Research Info Ltr 01 : provides eiperlmontal evidence that 
safe failure mode < leak-beforo-break I may e«ist for reactor 
pressure vessels. Forwards ORNL test result of V-3 
Intermediate vessel. Further study under way. W/o end. 




7912140420 RIL-002 , u.- 

Research Info Ltr 02: Iransml t s draft ■■aeismotoctonie Map of 
Eastern United States" 8 , accompanying tost, prepared by 


AV/srti4f PnnthflU C fl/nffl 1 B ft i On. 


7A/09>aO 


7918140423 ’'Sel smofcectonic hap of Eastern United Statee. ” 3 elieetf of 

oversize map end. ^ * j 9 

HADLEY. J.D.f DEVlNEi J. F. Intarlori Dept. of. U, 8 . Oeoloaieal 
Survey. 74/03/20. flpp. 


7?iai40424 RlL-003 _ , . 

Research Info Ltr 03 : transmits ORNL 740724 ltr w/prel iminary 
test results for heavy section steel technology 
intermediate test vessel V-7. 

K0UT8.H.J. C. Atomic Energy Commission, 74/00/07. ip. 

—7912140427 Provldee prel iminary test results for heavy section steel 
technology intermediate test vessel V-7. Large flaws that 
extend nearly through reactor pressure vessel wall do not 
result in failure at design pressure level. 

TRAUOER. D, D. Oak Ridge National Laboratory; 74/07/24. 4pp. 


7913140433 BIL-004 . , 

Research Info Ltr 04; transmits USDS Miscellaneous File 
Studies Map MF-893 to provide updated Info on faulting in 
coastal Southern CA. W/o end. n 

KOUTSiH. J. C. Atomic Energy Commission. 74/09/10. 2pp. 


7912100011 "Pevidw of Cri ileal Esperimeiits Performed for Fuel Cycle 
Safety Guidance," quarterly progress rept for Jul-Sept 1979, 
WHlTEfilDES. 0. E • WESTFALL, RM Union Carbide Corp. FIN 13-0409. 
79/I0/2-1. 17pp 
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7USH0440 RlL-003 

Rttiarch lii7« Utr OS:aubmiti ritulti of ORNU teat ITV-7A 
coaplobad 7&0&te f lawad> ^-Ineh thick Intarintdiatc t««t 
viiitl undtr sustained pneumatic load. Vessel behavior can 
be predicted accurately. 

KMUTHi D. F. Division of Reactor Safety Research. 76/06/sa. Spp. 


7919140447 R1L-00& 

Risearch Info i.tr 0&; forwards Sandia Lab rept “Critique of 
Board-Hall Model for Detonating Thermal Esplosions as 
Applied to U Dioxide - Sodium Sgs. " Board-Hall models 
invalid for LI^BR accident conditions. 

LEVlNEiB. Office of Nuclear Regulatory Research. 76/10<>’lS. 3pp. 


•—79I214ft493 ."Critique of Board-Hall Model for Detonating Thermal 
Explosions as Applied to U Dioxide - Sodium Sys. “ 

Draft rept. 

H ILL I AMS) D. Bandla Laboratories. AT(4?-34)-0ie. 7di/0a/19. 9pp. 


7913140484 filL-OSS 

Ressarch Info Ltr 89; transmits FRAP-93 code description L 
virificatlon documentation. Forwards ID Natl Englnsering Lab 
Rapti TFBP-TR-ld4i Revision 2 ti TFBP-TR-328, 

LfVIHErS. Office of Nuclear Regulatory Research. 78703/34. 17pp, 


■7918140441 TFBP-TR-1A4 VI 

*FnAP-83 Analytical Models 4 Input ManualiFRAP-BOiCoaputer 
Code for 8teady-8teta Analysis of Oxide Fuel Rodsp “ Vot 1. 
30HN*M-P. I DEARlENj J. A. I CROCKER r V. 0. Idaho National Englneerlne 

Lalormtory. EY-76-C-07-1970. 7B/03/31. l7Bpp, 


—7918140448 TFBP-TR-aae V8 

*7848 93:Casiputer Code for Bteady-Stats Analysis of Oxide 
Fuel RodiiVol a - Model Verification Rept, “ 

DEAR I EH I V. A. I CROCKERi J. 0. Idaho National Englnesrlnp Laboratory. 
67-76-0-07-1970. 77/08/31, 157pp. 


7918140498 RIL-007 

Bessarch Info Ltr 07: submits info re SIMMER~T computer code 
developed at Los Alamos Lab to follow motion & neutrontcs 
of LHFBR cores during hypothstlcal core disruptive 
accidents. 

LEVIhCi a. Office of Nuclear Regulatory Research. 76/08/39. 4pp. 


7918140164 RIL-OOB 

SuppI to Research Info Ltr 8;trani(nlts draft 0RNL/NURE0-14i 
■Dtcay Hsat Applicable to LOCA Evaluation. “ U/e end. 

LEVIMEiS. Office of Nuclear Regulatory Research. 77/09/18, ip, 


7918140467 “Review of Critical Experiments Performed for Fuel Cycle 
Safely Ouldancei * Informal quarterly progreis rept. 

MHIT€8IDEa< 0. E. I HESTFALLi R. H. Oak Ridge National Laboratoru. FIN 
8-0409, DRNL/C 80/ INF-79. 79/10/34. IBpp. 


7918140471 RlL-009 

Research Info Ltr 09; transmits results of completed 
risearch on high temp oxidation of Zlrcaloy fuel cladding 

In eteam. 

LEVINEj B. Office of Nuclear Regulatory Research. 77/03/14, 17pp. 


7913140474 HIL-086 

Research Info Ltr 86: transmits results of coirplettd research 
on Impact of offihore nuclear gsnaratlon stations on 
recreational tahavior at adjaeant coastal sites 
4HURE0-0394>. 

LEVlNEiB. Office of NucloAr Regulatory Research. 78/04/87. Spp, 


—7918140483 NUREO-0394 

’Impact of Offihore Nuclear Oinarating Stations on 
flfcraatlo'nal Behavior at Adjacent Coastal ettas. “ 
RWERiE. O. I H086( D. J. I HE 8T18. 0. Florida Btats Unlv. 
Ar< 49-84-0330. 77/18/31. 1 47pp. Aval lab la at NT IB, 


7918140479 RlL-010 

Risearch Info Ltr 10: transmits risults of completed 
risearch on avmlwatien of probability of pressure vessel 
falluri from pressure tranilenti that can occur during PWR 
eperatlon. 

UEVlNB.a, Office of Nuclear Regulatory Research. 77/08/89. 4pp. 


7918140480 RJi-011 

Rlieirch Info Ltr 11; transmits results of completed research 

on davalopmsnt of failure rate data manual applicable in 

rlst 6 rmllehillty analyslc of reactor sys. W/o and. 

tEVlNEj8. Office of Nuclear Ragulatory Research. 77/09/19. 2pp. 


791SI404B6 ’Shipping Cask Sabotage Source Term Investigation!" informal 
monlhty projraii rept for Nov 1979. 

SCHHlDTf E. H. Battelle Nemorlal Instltutsi Columbus Laboratories. 

FJK 9-6018. 79/18/06. 3pp. 


7913140487 RIL-027 

Research Info Ltr 37: transmits DEACON/MOD 2 code manual 6 
description. Cod e Intended for evaluation of short-term 
thernohydraulic condition* within full pressure 
mu 1 ticompar tmen t contatnnents or within containment drywell. 
LEVINEfS. Office of Nudsar Regulatory Research. 78/06/02. 33pp. 


79181404B8 RIL-Oia 

Research Info Ltr 12: transmits results of mods to OCTAVIA 
computsr code for pressure vessel failure probability 
prediction. U/a end. 

LEVlNEiS. Office of Nuclear Regulatory Research. 77/06/16. Spp. 


7913140493 RIL-013 

Research Info Ltr 13: transmi ts verified model for predicting 
residual stresses resulting from girth-butt welding of pipes 
(< estlmatlan of residual stressas resulting from weld 
repairs of vessels. 

LEVINE. 8. Office of Nuclear Regulatory Research. 77/li/ll. 3pp. 


--7918140S03 "Evaluation of Method for Predicting Residual Stressss in 
Olrth-Butt Welds. '* 

e Battelle Memorial tnstitutaj Columbus Laboratories. 77/11/11. 
34pp. 


7918140499 RIL-OSB 

Research Info Ltr 3a;descrlbes INTER-1 code for calculating 
effecte of Interaction between molten metis 6 eoncrete. 

Forwards 8andi Lab Rept SAND77— 8042. '‘Exploratory Study of 
Molten Core Mat 1 /Concrete Interact ions. Jul 1979-Mar 1977." 

LEVINE. 8, Office of Nuclear Regulatory Research. 78/05/09. Bpp. 


“7913140499 SAND77-a048 

“Exploratory Study of Molten Core Mat 1 /Concrete 
Interactions. Jul 1979-Mar 1977." 

PQHERB.D.A. . DAHLOREN. D. A. . MUIR, J. F. Sandia Laboratories. 
AT<89-l)-7a9, 78/08/28. 190pp. Available at MTIB. 


7912140S08 RlL-029 

Research Info Hr 29; transmi t* results of complatsd research 
to prepare 6 test FRAP-T3 fuel rod analysis computer code, 

Forwarde ID Natl Lab Rept TFBP-TR-I94! "FRAP-T3 - Computer 
Code for Transient Analysis of Oxide Fuel Rods." 

LEVINE, a. Office of Nuclear Regulatory Research. 78/06/07. 16pp. 


—7912140509 TFflP-TR-l94 

'■FRAP-T3 - Computer Cods for Transient Analyets of Oxide 
Fuel Rods. “ 

DEARIEN. J. A, . CROCKER. J. 0. Idaho National Enginsering Lahoratory. 
EY-76-C-07-1970. 77/0B/31. 3S6pp. 


7918140906 RlL-014 

Research Info Ltr 14: transmits results of completed portion 
of NRC fire protection rtssarch program re adequacy of cable 
tray separation to prevent spread of alectrically Initlatad 
6 exposure fires. U/o end. 

LEVINEjB, Office of Nuclear Regulatory Research. 77/11/09. 7pp. 


7912140907 RIL-OSO 

Research Info Ltr 30: discusses Phase I final rapt, "Barrier 
Penetration Data Base." of study "Assistance — Physical 
Protection Assessments. " 

LEVINE. 8. Office of Nuclear Regulatory Research. FIN A-saiO. 
78/06/88. Spp. 


7918140909 RiL-019 

Research Info Ltr 19: transmi ta current info on fracture 
fflichanles character 1 lali on of noxxle corner cracks in BUR 
feedwater noiilea.U/o end. 

LEVINE.a. Office of Nudier Regulatory Research. 77/18/01. 4pp. 


7912140910 "Program for Standardltad Analysis of Fuel Shipping 
Containers." infornel quarterly ppogress rapt. 

WHITESIDES. 0, E. , WESTFALL. R. H. Oak Ridge National Laboratory. FIN 
0-0178. DRNL/CaD/l.MF-79. 79/10/89. 8pp. 


7918140911 RIL-016 

Research Info Ltr 16: transmits verified axperlinental data on 
warm prestreesing for use in licensing evaluation of noeleap 
power plants, 

LEVINE, 8, Office of Mucltar Regulatory Research. 77/18/01. 4pp. 


7918140918 niL-OOa 

Research Info Ltr 8: transmits results of completed reeearch 
re decay heat data appllcabla to LOCA evaluation for LWRs. 

H/o end, 

LEVINE. 8. Office of Nuclear Regulatory Research. 77/01/31. 4pp. 
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1912 140514 KIL-Oi r 

Re^earih Info Lt-r H transmits ‘’Response of linirrad ia t ed & 
Irradiated PWfl Fuel Rods Tested Under Pouer-Cool i ng~Mi sma tch 
Conditions" prepared hv ID Natl Engineering Lab. 

LEVINEiS Office of Nuclear Regulatory Research. 70/05/05. lupp 


79I2M0515 lUL-021 

Research Info Ltr 31 transmits results nf completed 
research, enti t led “Critical Review of Sodium Hydroiide 
Aerosol Tonicity.” designated HSPH/EHS {NUREOI-OaO, 

LEVINE..S. Office of Nuclear Regulatory Research. 76/03/24. 3pp. 


--79I2140517 HSPH/EHS(NURE0>-B8O 

"Critical fiawieu of Sodium Hydrocide Aerosol Tonicity, " 
COOPER.D W, . UNDERHILL, 0 W. . ELLENDECKER, H. Harvard Univ. 
ATi 49-24 )-0300. 77/12/31. £i.p p . 


7912140516 nlL-OlH 

Research Info Ltr IB; transmits results of completed research 
on development of FRANTIC computer code to calculate sys 
unavai 1 abiJ » tics. Forwards user's manual iKUREG-0193 ) 8, 
doscriptlve r apt. H/o enc 1 . „ 

LEVINE. S. Office of Nuclear Regulatory Research. 77/11/09, 2pp. 


7912170337 "Sandia Coro Melt !< Separate Effects Program," monthly 
ltr for Oct 1979. 

DERMANiM. Bandia Laboratories, 79/11/30. 0pp. 


7912170359 "Neutron Dosimitry at Commercial 
rept at Sites E. F !< 0. 

ENDUES, 0, W. B . ALDR ICH, J. M. , OR IFF ITH, R. V. 
Institute, Pacific Northwest Laboratory, 


Nuclear Sites." prel iminari) 

Oattelle Kemorial 
FIN D-2202. 79/12/17. 


49pp. 


7912170422 "Environ Assessments of Fuel Cycle Facilities," monthly 
progress rept for Oct 1979. 

2ITTEL, H E. Oak Ridge National Laboratory. FIN D-0279. 
GRNL/ED/EI5-108, 79/10/31. 6pp. 


7912180143 "LWR Pressure Vessel Irradiation Program," foreign trip 

STALLMANN, F. H. Oak Ridge National Laboratory. FIN D-0415. 
OaNL/FTR-76 1 . 79/ 1 1 /06. lOp p . 


79iaia014fi "LWR Source Term Measurements 
progress rept for Nov 1979, 

HANDLER, J.W. EO & 0, Inc. FIN A-607S. 


Program, “ Informal 
79/11/20. 4pp. 


monthly 


7912140519 RlL-023 

Research Info Ltr 23; transmits results of completed research 
on development of graphics display version of EASI estimate 
of adversary sequence interruption model. Forwards 
SAND7e-0112,SAND76-0500, SAND76-0597 t> SAND77-OOB2. H/o end. 

LEVINE. S. Office of Nuclear Regulatory Research, 78/04/10. 3pp. 


7912140520 RIL-019 

Research Info Ltr 19. transmits research results on 
assessment of 00 - methodology for performing reliability 
evaluations of sys Zt subsys U/o enc 1 

LEVINE, S Office of Nuclear Regulatory Research. 78/01/31. 2pp. 


7912140521 RlL-024 

Research Info Ltr 24: transmits results of completed research 
by Bandia Lab on FESEM forcible entry effectiveness model. 

LEVINE, S. Office of Nuclear Regulatory Research. 7Q/04/10. 3pp. 


7912140522 RIL-033 

Research Infa Ltr 33 transmits documented results from 
research program to design, develop S< test PAT-1 Po package 
per criteria in NUHEG'036O, Forwards SAND7B-0724i "Pu 
Accident Resistant Container Project" 8. NUnE<!/CR-0030. 
LEVINE. S Office of Standards Development. 70/06/03. 0pp. 


—7912140524 BAND 78-0724 

"Pu Accident Resistant Container Project, " 

ANDERSEN, J. A Sandia Laboratories. 78/05/31. 2app. Available at 
NT IS 


— 7912140S86 NUREG/CR-0030 

“PARC iPu Accident Resistant Container) Program RESoarch, 
Design 5 Development," 

ANDERSEN. J A. . DUFFEV.T A. DUPREE. 0. A, Bandia Laboratories. 
aAMD7di-587 70/07/31, 397pp, Available at NT IS, 


7912140523 RIL-020 

Research Info Ltr 20: Iransmi Is results of completed research 
into physical protection equl pment. Study Is Phase I of 
continuous research effort re insp methods for physical 
protection. 

LEVINEiS. Office of Nuclear Regulatory Research. 76/01/24. Spp 


79121B01S2 "Radiation Streaming Study," informal monthly progress rept 
for Oct 1979. 

COHEN, M. Q I Mathematical App 1 lea t ions, Inc. FIN B-6206. 79/11/20. 

4pp. 


791216015B "Eiperimental Criticality Data for Code Validation# “ 
progress rept for Nov 1979. 

DIERMAN, B R Dattello Memorial Institute, Pacific Northwest 
Laboratory. FIN D-2094. TDO-777. 79/12/03. 2pp. 


7918180163 "Investigation of Post-Critical Heat Flu* Heat Transfer for 
Mater Coaled Reactor Application t< Development of Tuo-Phase 
Flow InatTumentation, " monthly progress rept for Nov 1979. 

CHEN.J.C. , aUNDARAM, R. K. I NIJHAWAN.S. Lohlgh Univ. FIMA-4033. 
79/12/06. 5pp. 


7912190544 
Plants, " 
HARR I BON, 


"Chemical Effluents in Surface Waters from Nuclear Power 
quarterly progress rept for Apr-June 1979. 

F. L. Laureneo Livermore Laboratory. FIN A-0119. 79/08/13. 


15pp. 


7912190546 "Threadfin Shad Imp ingement ; Popula tl on Response." quarterly 
progross rept for Apr-June 1979, 

VAN HINKLE, W. I MCLEAN, R.V. Oak Ridge National Laboratory. FIN 
B-0406. 79/06/30. 3pp. 


7912190547 "Sediment 8< Radionuclide Transport in Rivers Field Sampling 
Program Cattaraugus 8t Duttermllk Creeks, NY, " quarterly 
progress rept for Apr-Junc 1979. ^ ^ 

» Oattelle Memorial Institute, Pacific Northwest Laboratory. FIN 
B-2275. 79/06/30. IBpp, 


7912190552 "Kinetics of Chlorine-Ammonia Reactions 
quarterly progress rept for Apr— June 1979. 
JOHNSON, J, D, , INI1AN, 0. W. North Carolina, Univ. 
NfiC-04-77-119. 79/06/30. 9pp. 


in Sea Water," 
of. FIN B-6240. 


7912190557 "Mathematical Simulation of Sediment !< Contaminant Transport 
in Surface Waters," quarterly rept for Apr-June 1979. 

» Oattelle Memorial Institute, Pacific Northwest Laboratory. FIN 
0-2271. 79/06/30, 16pp. 


7912140540 "Code Assessment 6 Applications Program. Addl Audit 
Calculations for Westinghouse PWR Small Breaks," preliminary 
assessment rept for Nov 1979. 

Ft-ETCHEiR, C. D. EG t, G. Inc FIN A-6047. EOQ-CAPP-5052. 79/11/30, 
63pp 


7912190561 "Threadfin Shad Imp ingement ; Causes 8< Ecological Implications 
in aoutheastern Reservlor. " 

HCLEANiR.D., GRIFFITH. J. S. , MCGEE, M. V. Oak Ridge National 
Laboratory. FIN D-0406. 79/06/30. 34pp. 


7912170167 “Div of Reactor Safety Research 
highlights for Oct 1979. 

HVNATT. F. R, Dak Ridge National Laherator 
aRNL-flt-09-55-1. 79/11/13 OOpp. 


- ORNL Programs," 
y. FIN D-OdlS. 


monthly 


7912190567 "LOFT Eiperimental Program Division," pretest prediction 

ORUSllrW. H. , SHINKO.M. S. EO 5 0, Inc. FIN A-604B. DE-ACO7-76rD013. 

79/11/30. 77pp, 


7912170174 "Safeguards Analysis for Byproduct Matls 8# Small Quantities 
of SNM, " monthly progress rept far Oct 1979. 

CHESTER. «. 0. , KANAK.K.K. . RANDOLPH, M. L. Oak Ridge National 
Laboratory. FIN fl-6103. ORNL/HAERD-57, 79/11/13. 6pp. 


7912190570 "Code Assessment 8< Applications Program, “ preUnlnary 
assessment rept for Nov 1979. 

DAVIS, C.B., FLETCHER, C. D, EO 8< 0. Inc. FIN A-6047. 
DE~AC07-76ID013, 79/11/30. 43pp. 


7912170194 "SemiscalB Program," summary rept for Oct 1979. 

COZZtlDL. J. M. . ROGERS, 0.11 tO 8, 0# Inc. FIN 6-6038. EOO-BEMI-SOID. 
79/10/31, 72pp, 


7912170380 "Integration of NDE (Nondestructive Examination) Reliability 
& Fracture Mechanics," monthly progress rept for Nov 1979. 

BECKER# F. L. Dattello Memorial Institute, Pacific Morthueat 
Laboratory. FIN 0-2289 79/12/10, 4pp. 


7912200279 "Fission Product Transport Analysis," monthly ltr for Del 
1979. ^ , 

0IE8EKE, J. A. Dattelle Memorial Institute, Columbus Laboratories. 
NR C-04 -76-293-02. 79/11/27. 3pp, 
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7913310033 "Biocide Dgppoducte in Aquatic Environs," quarterly progress 
rapt: for Apr-June 1979. 

ANDEABON. S. R. , DEAN.R., OIDSON.C. Dattolle Henorial Institute, 
Pacific Northwest Uaboratory. FIN 0-2093-9. PNL-3034. 79/'07/31. 

7pp. 


791204017S Advises Oept oF Conservation that St Patrick Hasp h Tejtatope 
Pharmacy received )Ce-133 shipments from nonapprovod supplier 
(ORNL) in FV7a. Review of license condition wording 
requested. 

KERR, G N. Assistant Director for State Agreements Programs. 
79/11/15. 2pp. 


REVIEU ORP NRC RESEARCH REVIEH GROUPS 


7912140253 Summary of 791101 meeting u/vendors, utils b licensees re 
Cladding rupture temp, cladding strain b assembly flow 
bl DC kage. 

DENISE, R.P. Assistant Director for Reactor Safety. 79/11/20. 
64pp. 


7912190090 Notifies of fuel code program review meeting to be held 
800(03 in Silver Spring, HO. Oi scussions will be held re 
statu* of FRAP-T b FRAPCON foal codes b severe fuel damage 
etedellng requirements. 

KARINOiG. P. Fuel Behavior Branch. 79/12/03. 3pp. 


791&190273 Notifies of informal meeting w/Natl Neothor Sve to discuss 
use of NOAA weather radio for early warning b notification 
criteria. 

AXELSON, W.L. Emergency Preparedness Task Force. 79/11/19. Ip. 


7912040105 Advises Dept of Health that Methodist Hosp b Tesatope 
Pharmacy received Xo— 133 shipnaents from nonapprovod supplier 
(ORNL I in FY7B. Review uf license conditian wording 
requested. 

KERRrO. U. Assistant Director for State Agreements Programs. 
79/11/15. 2pp. 


7912040192 Advises Dept of Health b Social Sves that Holy Family Hosp b 
Univ of MA received Xe— 1 33 shipments from nDTiappro>ved 
supplier (ORNL) in FV7G. Review of license condition wording 
requested. 

KERB, Q. H. Assistant Director for State Agreements Programs. 
79/11/15. 2pp. 


7912040199 Advises NY Slate Energy Ofc that Sloan-Kettering Inst 
received Xe-133 shipments from nonapprovod supplier (ORNL) 
in FV7B. Review of wording In license condition requested. 

KERR, O. VI Assistant Director for State Agreements Programs. 
79/ll/i5. Ip. 


7912190276 Summary of 791105-OB review of facility emergency plan b AR 
radiological emargency plana. 

AXELSON, N. L. Emergency Preparodneos Task Force. 79/11/13. 9pp. 


7913190231 Suggests agency contact Federal Emergency Hgt Agency natl 
ofc b request adequate radiological instrumentation for US 
Coast Guard emergency teams. 

AXELSONi N. L. Emergency Preparedness Task Force. 79/11/19, Ip, 


BECY POSITION PAPERS BEFORE THE COMMISSION 


7918170034 Transcript of 791203 discussion in Wash Ing ton, DC on SECY-79- 
S9Ja "Plans for Coping u/Emergencies at Production & 
irti 1 liati on Facilities." Pp 1-31. Summary end. 

ERDNNiC.H. Office of the Secretary of the Commission. 79/12/03. 
S3pp.. 


7918200087 Discusses delegation of authority to director of NHSS to 
approve actions under Public Law 93-604 (BECy-79-4D4). 

Actions re concurrence same as performed in licensing actlvo 
mills. Concurrence actions b Title 1 activities lists end. 
SinCHSiW. J. Office of Nuclear Hatarlal Safety b Safeguards, 
eECV-79-4a4. 79/12/07. 7pp. 


BTATE PROG STATE PROGRAMS 


7912030289 Comments on emergency preparedness section of TMI lessons 
Imarned rept, in response to 791017 memo. 

HVANtR.G. Office of State Programs. 79/11/06. Ip. 


7918040018 Comments on draft rept on lessons learned from TMI. Suggests 
Ofc of Bids take lead in coordinating changes in emergency 
preparedness plans. 

RVANiB. 0. Office of State Programs. 79/11/06. 8pp. 


7918040D6S Notification of housing arrangements for 791203-07 Federal 
Interagency course in Ulldwaod,FL for radiological 
esiergency response coordinators. 

COLLlNSjH.E. Office of Slate Programs. 79/11/16. Ip, 


791204006S Forwards draft copy of 8AN01 8AI contract statement of work 
4c Bierclse scenario. Funds not available for continued 
support of technical assistance for state programs. 

C0LUlN9rll. E. Office of State Programs. 79/11/07. Ip. 


7912040146 Forwards special insp repts to MA Dept of Social b Health 
Swes. In Aug 1979, NRC conducted special insps of Nuclear 
Engineering Co burial sites in WA b NV to observe arrivals 
qp radwaste shipments from TMI-2. W/o end. 

KERRtO. H, Assistant Director for State Agreements Programs. 
SA/cKX.. 79/1 l/oa. Ip. 


79120-40171 Advises Dept of Public Health that CO Springs Memorial Mosp> 
Denver Mini-Dose Labs b CO Springs Penrose Hasp received 
Xe-133 from nonapproved supplier (ORNL) in FV7B. Requests 
rewlau of license condition wording. 

KERRi 0. H. Assistant Director for Btata Agreements Programs, 

BA/ECA. 79/11/18. 2pp. 


791S040203 Advises Biv of Facility Bve that Duke Univ received Xe-133 
shipments from nonapproved supplier (ORNL) i-n FY70. Review of 
wsrillng in license c ondl t ion requested. 

KERR, 0. H. Assistant Director for State Agreements Programs. 
79/11/15. Ip. 


79120S0S65 Notifies that on 79091 1, Chairmanship of Federal Interagency 
Central Coordinating Committee passed to Federal Emergency 
Mg t Agency. 

nVAMi R. 0. Federal Interagency Central Coordinating CooimiifclBB. 
79/11/19. !p 


— 79120S057L Notifies that on 790911 Choirmanohip of Federal Interagency 
Central Coordinat ir^ig Committee passed to Federal Emergency 
hgt Agency. 

HENDRIE, J. M. Commission. KACY,U. H. Federal Emergency Management 
Agency, 79/10/31. Ip. 


— 79120S0S73 Notifies that on 790911 Chairntansbi p of F'odcral Interanency 
Central Coordinating Committee passed to Federal Emergency 
Mgt Agency. 

HENDRIE, J. M. Commission. MACV, J. if. Federal Emergency Management 
Agency. 79/10/31. Ip. 


■-7912030570 Notifies that on 790911 Chairmanship of Federal Interag’ency 
Central Coordinating Committee passed to Federal Emergency 
Hgt Agency. 

HENDRIEi J. H. Commission. MACV, J, H. Federal Emergency Management 
Agancy. 79/10/31. tp. 


— 79120505B1 Notifies that on 790911 Chairmanship of Federal Interagency 
Central Coordinating Cnmralttee passed to Federal Emoraeney 
Hgt Agency. 

HENDRIE, J. li. Commission. MACV, J. U, Federal Emergency Management 
Agency. 79/10/31. Ip. 


7918050395 Requests that comment s on NIIREG-0625 be sent to HR Denton b 
RO Ryan by 791122. 

RVAN, R, 0. Federal Interagency Central Coordinating Coaunlttao. 
79/11/06 Ip. 


79(2060298 Discusses Western Interstate Energy Board decision to join 
Task Force on Emergency Planning for Transportation 
Acc i dents. 

RYAN, R. O. Office of State Programs. 79/11/09. Ip. 


7912100379 Forwards NRC b EPA emergency planning guidance publications 
b regulat i ons. N/o end. 

COLLINB,H.E. Assistant Director for Emergency Preparedness. 
79/11/2B. Ip. 


7912100391 Notifies of forthcoming draft of esample plan for response 
to radiological accident by fictitious town, of Brounvillo. 

Requests evaluation using NtlREfi-75/ll 1 criteria. 

C0LL1N3, H. E. Assistant Director for Emergency Preparedness. 
79/11/28. Ip, 


7918100393 Requests addl PA Emergency Mgt Agency brochures# "Uhat Ynu 
Should Know About Nuclear Radiation Incidents. " 

COLLINS, H E. Assistant Director for Emergencij Preparedness. 
79/11/29. Ip. 
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7913110039 ForuiardB taps o* eatalpp portions psrtaining to agreemant 
natl licences b anends to tOCFDTl.il/o antis. 

ASHLEV, E. C. Of flea of State Programs. 79/11/23. Ip. 


7912110053 Notifies of 791210-14 review of TN radiation control 
pro gran» including field evaluations by state inspections. 
Suggests suonar I tat ion of results on 791214. 

KETIR.O. U. Office of State Programs. 8A/KNS. 79/11/23. Ip. 


79121iaOA3 Discusses 791210 telcon re review of HA radiation control 
progran. Suggests summari t ation of results on 791224. 

KER2>0. W. Office of State Programs. BA/JDL, 79/11/23. Ip. 


7912110242 Forwards draft catalog of training progratss on radiological 
emergency response planning & preparedness re 790B17 
request. H/o encl. 

CaLL.INS.HE. Assistant Director for Emergoneg Preparedness, 
79/11/28. tp. 


7912120091 nesponiJs to 790814 Itr b forwards Info re maaiurements made 
to deteraine time radwaste natl mag be disposed of as 
ragular trash. 

KERR.O. M. Office of State Programs. 79/11/05. Ip. 


79121201B3 Forwards discrepancy rept re radwaste shipment from 
FU shipper to Barnwell site. H/o encl. 

RERR.O. W. Office of State Programs. 79/11/05. Ip. 


7912120371 Fowards comments on 790907 draft of 'NV Regulations far 
Control of Radiation.* Stronglg urges some additions b 
corrections. U/o encl. 

HERR.O. H. Assistant Director for atete Agreements Programs. 
79/11/23. tp. 


7912170103 Forwards list of approved state govt attendees for 791128- 
1207 radiological emergeneg response operattens course for 
security requireoents b recordleeping. 

COLLIHS.HE. Office of State Programs. 79/11/21. Ip. 


7912170392 Eipresses appreciation for NRC 791029 Itr. describing visit 
b investigation of radiation control program. Concurs 
w/findlngs b luggisttons. 

TRAYLOR. F. Colorado. State of. 79/11/09. Ip. 


7912180101 Eipresses appreciation for arranging for TERA Corp to 
microfiche radiolog tea I 'emergoneg response plans. 

OAUT.K. Office of State Programs. 79/11/23. Ip. 


7912180104 Details progress made on providing patasslun Iodide for 
large scale radiological accident at nuclear power plant. 

GHEEH.K. Office of State Prograas. 79/11/09. 2pp. 


7912100300 Responds to 79tl0h Itr re research programs in emergency 
planning b preparedness, Suggestions on needed research 
end. 

DIHCKQ. U. J. Office of Nuclear Haterial Safety b Bafeguerds. 
79/12/03. 2pp. 


7912190037 Discusses potential fop conflict of interest in util 
emergency planning for state b local jurisdictions. 

Opinion requested. 

RVAN. R. 0. Office of State Prograas. 79/il/2B. 2pp. 


7912190068 Discusses options for financial assistance to state b local 
governments for emergency preparedness programs. in addition 
to federally administered fund suggested in fRJREO 0953. 
fiVAH.R. Q. Office of Nueleer Reactor Regulation. 79/11/21. 2pp. 


7912190101 Responds to request for review of LAEL ’Statement of Vlork 
for Technical Assistance in Implementing Emergency 
PrcparedfiesB Requirements. '' Document does not overlap w/ 

Standard Order for DOC work tINEL). 

COLLINS.HE, Assistant Director for State Agreements Programs. 
79/11/27. Ip. 


7912190111 Forwards matls requested by OK State Civil Defense re 
thyroid blacking b NRC training program. W/o end. 

COLLINS. H. E. Assistant Director for State Agreements Programs. 
79/11/20, Ip. 


7912210019 Discusses membership b history of Interorganliational 
Advisory Committee on Radiological Eaergincy Response 
Planning b Priparedness. Ack AV Oodwin participation. 

RVAN.R.9. Office of State Programs. 79/12/07. Ip. 


7912210056 Notifies there arc no instances where emergency plan 
concurrence eipected to pose difficulty provided current std 
for concurrence (NUREO-791 used.Addl requirements mag raise 
prob 1 ems. 

CQLLINS.H. E. Assistant Director for Emergency Preparedness. 
79/11/29. Ip. 


791226-0023 Forwarde eommentf on draft City of Brownsville. TX eiample of 
radiological emergency response plan for nuclear facility 
acei dent. P Ian not consiatent u/NUREO-79/11 1. 
ftVAN.R. 0. Office of State Programs. 79/12/04. 7pp. 


7912260123 Designates HE Banders as Acting Assistant Oirecto-r 791819- 
1232. 

COLLINSrH. E. Assistant Director for Emergency Preparedness. 
79/12/14. Ip. 


7912260263 Forwards comments on French emergency planning documente 
requested by French Civil Defense Director. Documents fell to 
give dear guidance for emergency planning procedures, 

CDLLIHSrH. E. Office of Btati Programs, 79/11/27, 7pp. 


7912270037 Outlines history of tntererganiietlonal Advisory Committee 
on Radiological Emergency Response Planning b Preparedness. 

Ack participation of LJ Daly. 

RYAN. R. O. Office of State Progremt. 79/12/07. Ip. 


7912270042 Outl ines history of Intsrorgani lat lonal Advisory Committee 
on Radiological Emergency Response Planning b Preparedness. 

Ack parttclpati on of MH Djorsnson. 

RVAN.R.O. Off lea of State Programs. 79/12/07. ip. 


7912270-046 Dutlinas history of Interorganixational Advisory Committse 
on Radiological Emergency Response Planning b Preparedness. 

Ack participation of TA Hack. 

RYAN.R.C. Office of State Programs. 79/12/07. Ip. 


7912270074 autllnes history of Intererganliatienal Advisory Committse 
on Radiological Emergency Response Planning b Praparednees. 

Ack participation of JL Hontgomery. 

RVAN.R.O, Office of State Programs. 79/12/07. tp. 


7912270076 Outl ines history of Interorgenliationel Advisory Cotsmittee 
on Radiological Emergency Response Planning b Preparedness, 

Ack participation of OH Drawer. 

RVAN.R.O, Office of State Programs. 79/12/07. ip. 


7912270079 Outlines history of Interorganl latlonal Advisory Coeieiittee 
on Radiological Emergency Response Planning b Preparedness. 

Ack par-ticipation of JJ Kearns. 

RVAN.R.O. Office of State Programs. 79/12/07. Ip. 


7912270086 Outl inas history of Intarerganizstienal Advisory Committes 
on Rarilolaglcal Emergsney Response Planning b Preparedness. 

Ack participation of B Davies, 

RVAN.R.O. Office of State Programs. 79/12/07. Ip. 


7912270094 Outlines history of Interorganlzationat Advisory Committee 
on Radiological Emergency Response Planning b Preparedness. 

Ack participation of EE Jones. 

RVAN.R.O, Office of State Program. 79/12/07. ip. 


7912270108 Outlines history of Interorganlzstlonsl Advisory Caisnitteo 
on Radiological Emergency Response Planning b Preparedness. 

Ack participation of DJ HcClelland. 

RVAN.R.O, Office of State Programs. 79/12/07. Ip. 


7912270112 Outlines hletory of Interorganizetlonal Advisory Cosuilttee 
on Rad lalog leal Emergency Response Planning b Preparedness. 

Ack partlclpatian of F Hancuso. 

RVAN. R. O. Office Of State Programs. 79/12/07. Ip. 


7912270129 Forwards AR Emergency Operations Plan.Annex O-Radialoglcal 
Incident Response, w/790837 transmittal Itr. M/o encl. 

CLEVELAND. R. Assistant Director for Emergency Preparedness. 
79/12/06. ip. 


7918270197 Outlines history of Interorganizational Advisory Casuaittfs 
on Radiological Emergency Response Planning b Preparedness, 

Ack participation of JH Proctor. 

RYAN. R. 0. Office of State Programs. 79/18/07. Ip, 


7912280615 Forwards TUI task action plan resource requirements In 
responae to 791814 request. U/o encl, 

RVAN.R.O. Office of State Programs. 79/18/20. tp. 
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■ 791SaaO&S4 Forwarill liat of NHC approvad state gavt attendees 
(•tudantfl #or 80009-18 radiological eaergeneg response 
apiratlans course. 

C0tX.lM9» H. E. Assistant Director for Energencu Preparedness 
T9/ia/20. Ip, 


TfjaSlOiaS ConfirAS discussions follouiing review of State of TX 
radiation control program. N8C program for regulation of 
afreeaint oatl Is adeguats to protect public tiealtti t, 
safetg. laprovement possible In budgeting. 

HVAHiA. S. Office of Btate Programs. 8A/LAD. 79/12/13, 2pp, 


79iS3103S7 Forwards CO Dept of Health 790&2S Itr reauestlng that 
Federal Eaerganeg Mgt Agency inventory b redistribute Hedel 
CDV 700 survey meters b CDV 138 dosimeters. Ssels views re 
usafulnesd b feasibility of reguett. 
ftVANiH. 0. Offtcs of State Programs. 79/18/11. ip. 


^ietimte***"^**** «»*» re mini terminal data 

COLLINBtH. E. Offlca of Btate Programs. 79/12/06, ip. 


79iSai04a4 Forwards proposed additions to action plan items, Inc ludine 
dscuaentfl covaring radioiodina sampling collection devlcee 
W/fl fncl. 

79/^87^11^*' *^'lp ^**^**"’’* Director for Emergency Preparedness. 


TpPfiEF MENOOft REPORTS AND RELATED CORRESPONDENCE 


79I80S0509 Submits results of evaluation of all operating plants 
llctnsed u/Hsstlnghouse ECCB evaluation model re uss of 
""j burst eiodel in small break evaluation 

model. No safety problems Identified. 

ANDERSON, T. M. Hestinghoute Electric Corp. NS-TT1A-S163 79/11/16 

6pp. 


791S0SO948 Discusses abnormal event evaluation repts re nuclear 
supply sys designed by Uestlnghouso. flaquests fssdbact on 
format b content of repts b recommendations re distribution 
Or rop to. 

t!‘ Wfifclnghouao Electric Corp.* PWR evsteois Dlv. 
79/11/13. 3?pp. 


stsdn 


d -7 AWWsdVsdsFT n«<lU 


b.e 4«ivr«*i TBr nari 


I contflln*n*nt long-tardi program. Plant unique analgsis will 
ba Buonitted upon recalpt of final roBolution of IWC 
acceptanca criteria. 

^S-79. Product, Dlv. 


7912060521 Discusses mstbod used to calculate cladding hoop stresses at 
psrf oration. Forwards SuppI A re CHASTE OS sualllng b rupture 
aoda 1 . 

BUCHH0L7, R, H. Osneral Electric Co. MFN-270-79, 79/11/16. 13pp. 


‘ contamination program errata to 
W1>E-24S39-I>. “Full Seals Test Program Final Rept. “ 
Proprlatary info withheld ire# lOCFR 2.790). 

BOSON, L.J. Oensrol Electric Co. MFM-2D3-79. 79/11/27. 2pp. 


T9078A094B Diseussas Invastigation of possibla ovaresposurei of four 
•mpleyiae, to radloaetiva aatls. Cites avldenci Indicating 
•tpesure values reported by Helgsson Nuclser Bvcs are in 
error. 

REYNOLna, L. E. Cham-Nuclear By stems. Inc. 79/06/14. Ip. 


7918030094 aummary of 791029 meeting w/OE b CE owners group in 
Sotheiifa.NO re development of emergency procedures for 
SNlt break LOCAs b outstanding request for addl info. 

THOfiAB. C. 0. Tm-2 Bulletins b Orders, 79/11/16. i2pp. 


7913030200 Forwards proprietary b nonproprletary versions of CEf#>D-263, 
■Aims early VerlflcBtlen, " in reeponsa to NRC 79021B Itr re 
t-E NSBa.Preppietery version withheld (ref 10CFR2. 790) 

Affidavit and. 

FOINDEXTEB. C. H. C-E Operating Plants Owrttrs Oroup. 79/11/30, Spp. 


—•7912030209 CENPD-2A3-flP 

Nonproprletary. vers ion of “ATHB Early Varifieatlon, ■ in 
• raaponae to NRC 79081S lir ra C-E NSSS, 

• C-E Powar ayitami. 79/11/30, i47pp. 



BiREE:o.A. Csneral Electric Co. 79/11/29. 2pp. 


7912070477 Notification of 791206 meeting w/SbH to discuss technical 
support ctr design, including data transmission. 

TELFORD, J. T. 'rWl-2 Lessons Learned Task Force. 79/11/29. Spp. 


7912110392 Forwards std order for DOE work. 

M Division of Operating Reactors. FIN A-6369. 
/t/II/IS. Ip. 


-mw w.saw. .sai ufurRi CBlP iTlBBrUB 

Control Bys Support. " Issued to EO b 0. Inc. 
TRIPLETT.M. P. Office of Nuclear Reactor Regulation. 
20-80-39. 79/10/11 llpp, " 


FIN A-6356. 


7912U0SS9 BNL-NURE0-267eV 

“Condensation Induced Mater Hammer in Bteaai Oenurators. ■ 
preparttf for preientatlon at Joint U3-Japan Info Eichangas 
Dynamics. Osaka Uni v, Osmka, Japan. 790801-03, 

I. Bpookhaven National Laboratory. 

B«.-NUR £0-26739. 79/06/30. 1 9pp. 


791212010B BNL-NUREO -26422 

Thermal Hydraulic Analys ie: Impact of Fla at Transport 

NADNI, I.K. > AORAWALiA.K. Orookhaven National Laboratory. 79/12/H. 


—7912040033 NEDO-1 1209-04A 

■Nuetear Entrgy Business Oroup bhr OA Program Dascription. ■ 
Revision 1. 

• Otnoral Elsctrlc Co. . Nuclear Energy Products Dlv, 79/H/29, 


7912040300 •Revisw of LLL Draft Belsmic Haiard Anelgels. " 

• MS/John A. Blume b Assoc. Engineers (subs, of UR8), 79/10/31 

Bpp. 


7912120112 Summary of 791113 nseting w/Msstlnghouse re LOCA cladding 
jicxiblb.. ” 

0ENI8E.R. P. Assistant Director for Raaetor Safety. 79/11/16 

2pp. 


7912180121 BNL-NUREO-26464 

“Incsption b Oavslopment of Voids in Flashing Liquids.” 
proper ad for prstsntatien at Joint US Japan Info Exchange 
".n.JS « „ Dynamics. Osaka Uni v> Osaka, Japan. 790801-03. 

JONES, 0, C. Drookhavan National Laboratory. 79/06/30. 3Spp. 


7912044396 Submits results of evaluation of fuel rod heatup rate prioi 
*4 burst. ATo safety problem for Wesilnghousa plants 
Identified b all plants are in conformance w/NRC 
r sjuU tlons. 

AfMUBON. T. H. Mestinphouse Electric Corp, NS-TKA-2163. 79/11/16, 


7912120129 BNL-NUfiEO-26972 

"Feedback Control Bys for Nonlinear Blmulatlon of 
Operational Transients In LMFflRs. “ 

KHATIB-RAHBAR;m. AORAWAL.A.K, , SPINIVABAN.E. a, Orookhaiven National 
Laboratory, 79/18/11. 42pp. 


■7913040397 Confirms 791102 telcon re nonconservative feature In 
Mssllnghouie large break ECC8 evaluation models. Overall 
evaluation planned. 

AfOERSON, T. H. Maatlnphouaa Elactrle Corp, Na-TMA-81 98. 79/11/16. 


79180403^ Submits evaluation of NUTECH 791003 rap fc,BeP-0 1-001, ■Smoke 
SlMlmtlon Frototypa Test Conducted at Yankee Rowe Nuclear 
PUnt. ■ Trocar gat tachnlqua faealtla for atudy of smoke 
•evaaent. 

j lOCCIO. J. Breokhavan National Laboratory. 79/11/30. 19pp. 


7912130003 Forwards DAH-10123A, 
TAVUOR.J. H. Babcock b Mllcot 


"Normal Operating Controla. ■ 
Co. 79/11/30. 8pp. 


—7912134009 BAH-10122A 

"Normal Operating Controls. “ 

HANSON, O.E. Babcock b Hlleei Co. 79/11/30. 76pp. 
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791213014B ForuiarJs "Analysis to DemonstratB Adequate Core Coolini). *’ 
Mere detailed description of analyses uiill fre provided by 
791328 

BUCHH01.Z. n. II. Oeneral Eiettric Operating Flaot Owners Group. 
HFN-290-79. 79/11/30. Ip. 


79121B0151 Responds to FOIA request for info re higher fuel burnups in 
commercial LWRs. Forwards docuraonts listed In App A. Addl info 
can be found in pTOceedings of 790429 8< 0503 ANQ topical 
meeting in Fortland<On published by ANS. 

CARR. J. C. Division of Rules and Records. 79/12/06. 2pp. 


— 79I31301S2 "Analysis to Geisonstrate Adequate Core Cooling." 

a General Electric Operating Flant Owners Group, 79/11/30. 

400pp. 

7912130244 Notifies of programmatic changes to topical rept, before 
implementation of change. Forwards revised Pages 19 i 21 of 
“QA Program for American Inst of Steel Const Nuclear Quality 
Certification Program," 

PESIIEK.C- American Institute of Steel Construction. Inc, 79/12/04, 
□pp. 


7912130447 Submits C-E pre-test analysis of Semiscale Test 8-07-10D 
performed using best— estimate approach w/modif ied version of 
small break evaluation model . Anal ys is data withheld 
I ref 10CFR2, 790). 

LIEOLERiO. C-E Operating Plants Owners Group 79/12/03. 2pp. 


791213033B Informs of delay in responding to 790815 Itr re dc power 
source failure for DHR/3 4 4. due to increasing amount of 
high priority TMI work. Response to Items I, I. 1, 2. 1 . 4 & 2. 1 
wilt be submitted by 791221 h to remaining items by B00221. 

ENGEL. R.E. General Electric Co, MFN-2ai-79. 79/11/26. Ip. 


7912130342 Forwards notice of Intention to change App D of QA Program 
Topical flept NU QA-1. Revision 3A. Change updates commitoient 
from ANSI N4S. 2. 12 to Reg Guide 1. 144. 

COlfHSILi M. 0. Worlheast Utilities. OA-3561. 79/12/06. 2pp. 


7912130563 Notifies that NFC 790015 request for addl info re CENPD-178. 
"Structural Analysis of Fuel Assemblies for Combined Seismic 
I. LQCA Loading" is under review. Due to otent of request, no 
schedule possible until Feb 1980 

SCHERER. A. E. C-E Power Systems. LD-79-069. 79/12/04. 2pp. 


7912130566 Informs of availability of NGDE-25162i "Lab Eianinatlon of 
Garigliano Secondary Gteam Generator D Core Samples. " Rept 
contains proprietary inf o. Af f i dawi t for withholding 
I ref 10CFR2. 7901. 

MATANABEi H. T. General Electric Co, KFN-292-79. 79/12/06. App, 


7912100523 Responds to NRC 791017 telcon re small break accident 
guidelines in NEDO-2470a. Gui dellnes structured so that 
misdiagnosis will not lead to inappropriate action for 
actual break I oca tion. Di scusses symptom differences. 

STARK. B. J. General Electric Co. MC 6S2. 79/12/13. 3pp. 


7912190534 Forwards ETR-lOOi. "Nuclear OA Program Manual." Revision B. 
TENZER.O.E. Ebasco Services. Inc. isubs. of Ensereh Corp. >. 
79/12/14, app. 


— 7912100541 "Nuclear OA Program Manual. "Revision 0. 

» Ebasco Services. Inc. (subs, of Ensereh Corp. ). 79/12/14. 

42pp. 


7912180574 Forwards documentation to support 791116 meeting on power 
generation control eomplec cable connector requirements Ic 
proposal for supplementing NEDD-10466A. "Power Generation 
Control Complo* Criteria tt Safety Evaluation." 

STROUPEjE. P. General Electric Co. MFN 300-79. 79/12/13. Ip. 


7912100507 Submits info re flow path between control vol representing 
core/uppor plenum ft control vol representing upper head, in 
roaponso to NRC 791120 request for addl Info. 

REED. C. Hestinghouse Operating Plants Owners Group. 79/12/10. Ip. 


7912190097 Requests addl Info re geometry of upper head region of 
reactor vessel to compleio evaluation of Hoatlnghoue# small 
break LOCA analyses presented in WCAP-9600. 

ROSa. D. F. TMI-2 Bulletins it Orders. 79/11/20. 4pp. 


791219020-9 Ack receipt of 790720 request for withholding info re mobile 
raduaste solidification sys topical rept from public 
di sclosuTO. Request granted (ref 10CFR2. 790). 

BAER.R. U. Light Hater Reactors Branch 2. 79/12/05. 2pp. 

7912190416 Forwards HCAP-7a00i Revision SA. "Nucloar Fuel Dtv OA Program 
Plan." nonproprietary version. 

ANDERSON. T, M. Hestinghouse Electric Corp. NS-TMA-2176. 79/12/12. 

Ip. 


7912140231 Forwards proprietary rept NEDE-24196. "Basis for DWR/6 O«0 
Fuel Thermal Analysis Applicatinn " Affidavit re withholding 
proprietary info end. Documen t withhold (rof tOCFfl2. 790), 

BWCHHOLZ. H. H. General Electric Co. HMa-065-79. 79/12/10. 6pp. 


—7912190424 HCAP-7SOO RSA 

"Nuclear Fuel Div OA Program Plan." Revision SA. 
nonpropr ie tary version. 

MOORE.d. S. Hestinghouse Electric Corp. 79/11/20. 79pp. 


7912140250 Notifies of organi »a tional change far QA dept ft Site Const 
manager re 790702 approval of topical QA rept, 

UIIRIO. n E. Florida Power 6 Light Co. U-79-337. 79/12/07, Ip. 


7912170023 Discusses 791120 meeting in Lynchburg. VA w/D6N to discuss 
pre-test calculation for LOFT L3- 1 oiper iment. Meo ting 
minutes attached. 

NORIAN.P. E. THl-2 Bulletins 6 Orders, 79/11/21. Ip. 


—7912170027 Summary of 791120 meeting w/BbH in Ly nchburg . VA re pre-test 
calculation for LOFT L3-1 esperiment. Moe t ing minutes 
attached 

MORIAN.P-E, Tm-2 Bulletins l< Orders, 79/11/20, 2pp. 


--7912170030 "Preliminary Craft2 Medol of LOFT L3-1 Experiment - 
Presented to P Narian t J Outtman. " 

SAVAMI.N. R Babcock It Hilco* Co. 79/11/20, 21pp, 


7912170120 RequBsts evaluation of NUTECH test method be prepared by 
J Qoccioil AspiO Kievan & T Pinkel ft submitted by 791203. 
Evaluation should state whether prototype satisfies in situ 
testing criteria 

FERCUQON. H. L Plant Systems Branch. 79/11/07. 2pp. 


7912100022 Responds to 791116 Itr re evaluation of mods of small break 
LQCA guidelines contained in Revision 1. NEDQ-24700. Mod s 
acceptable. 

HQS9. D. F. TMI-2 Bull e tins ft Orders. 79/11/20. 24pp. 


7912190509 Forwards discussion of criteria for use in local power range 
manitars in average power range monitor sys of operating 
nWRs.per 791106 comaiitment. 

DRUOOEiR.O. General Electric Co. MFN 304-79. 79/12/14. 9pp. 


791219055B Responds to NRC 791108 Itr re NUfiEG-0630. "Cladding Swelling 
«< Rupture Models for LGCA Analysis. " Rept appears to be 
thorough compilation of recent okperimental data on cladding 
deformation. 

SCHERER. A. E. C-E Power Systems. LD-79-070. 79/12/11. lOpp. 


7918I9OS60 Responds to NRC 790215 request for summary of reasons for 
concluding that containment. NSSS & balanee-of-plant 
equipment can accomodate effects of ATH3 requiring boron 
injection for mitigation. Specif ic answers end. 

BUCHKOLZ. R. H, General Electric Co. MFN-303-79, 79/12/14. 19pp, 


7912190573 Responds to NRC 79110Q Itr re NUREO-0630i "Cladding* Swel 1 log 
6 Rupture Models for LOCA Analysis." Vendor recommends 
evaluation of all cladding data accumulated since issuance 
of 10CFR30. 46* App K. Industry committee is proper forum. 

TAYLaa*vl. H. Bab-cock l< Hllcoi Co. 79/12/10. 3pp. 


7912190597 Forwards HCAP-9639r "Rept on Small Break Accidents for 
Hestinghouse N3BS u/Upper Head Injection." nonpropr tetary 
vcrol on. 

ANDERSON. T. M. Hestinghouse Electric Corp. NB-TMA-2177. 79/12/13. 

ip. 


7912180024 Approves of 791031 changes to OtR-002A. Bevls i on 3 "QA 
Program for Nuclear Power Plants. " 

HAASSiH. P. Quality Assurance Branch. 79/11/81. Ip. 


7912100156 NeDa-21660 

"Experience H/BUR Fuel Through Dec 1976. " 

ELKIN9.R.B. . IJAVIES. J.H . K0LT2CLAW. K. H. General Electric Co. 
77N£Di20. 77/07/31. tOpp. 


— 7912190601 HCAP-9639 

"Rept on Small Break Accidents for Hestinghouse NBSB «/Upper 
Heed Injection." nonproprletary version. 

DOHERTY. P. J. . 0RE6HAM. J. . ANDERSON. T. M. Hestinghouse Electric 
Corp, 79/18/31. 63pp. 
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TfllSlVOS?? Forwards response to NRC 791100 Itr rs WUREG-Oiao. 
''Cleddingi Swell ing l< Rupture Models for LQCA Analysis." 

Consents on model representation! location of c urvesi i ndus try 

stdtECCS model! sensltivi ty studies t< Future programs. 

aUCHIfOLT. R. H. Oeneral Electric Ce. MFN-294-79, 79/12/07, ffpp. 


7912190639 Forwards responsea to NRC 791100 Itr re NUflEO-0630, 
*C laddinp! Bwel 1 ing S< Rupture Models For LOCA Analysis." 
Ccncludcs that rupture blockage data supports conservatism 
of current vendor rupture blockage model. 

OWSLEV.O.F. Enon Nuclear Co. i Inc, (subs, of E«ion Corp,). 
7'9/l2/10. 7pp. 


7912200330 Forwards summary of Westinghouse investigation re cracking 
Iri noitle region of French fabricated reactor vessels 
fifcaerved by French licensee. 

AHDEflSDNi T. H. Westinghouse Electric Corp. NS-TMA-217D. 79/12/13. 
9pp. 


7912200301 Responds to NRC 791030 Itr re request for addl info on 
NEDC-23&92 concerning analysis of DWR-6 std plant mainsteam 
head fitting analysis documentation. 

nESiB. j ESSUElNiO. A. Oeneral Electric Co. 79/12712. 3pp 


7912270109 Forwards results of bail-off rate ana 1 y ses . c ontrol rod drivu 
pump makeup capabllitij use for plants not previously 
addressed t, draft procedure for •optimiiing control rod drive 
pump flow to reactor. 

BHERWaaD, G. G General Electric Co MFN-20S-79 79/11/27 /pp 


7912270162 Forwards topical repts re raduasto solidification sysiin 
response to 791IO’l request. W/o enc 6, 

DAER!R.L. Light Water Reactors Drench 2. 79/12/11, 2pp 

7912270200 Forwards repti "Westinghouse Prediction for LOFT Nuclear 
Esper iment 13-t. " 

REEDi C Commonwealth Ediseo Co. 011-26 79/13/15, ip. 


"7912270207 "Westinghouse Fredictien for LOFT Nuclear Experiment L3—1. " 
• Westinghouso Electric Corp. 79/12/15. adpp. 


7912270292 Forwards pretest predictions for two small break tests to bo 
performed In two-loop test appara tos. Provides basis to be 
used to evaluate validity of assumptions applied in 
preparing operator guidelines for small break accidents. 

BUCHHOLZ, R. H. General Electric Co, PHU-071-79. 79/12/13. I5pp 


7912200319 "BtH LOFT L3-1 Prediction Dec 1979. " 

TAYLOR.J.M. Qabcock h Wilcox Co. 79/12/31. 21Bpp. 


791S20C631 Affirms acceptance of 791103 revised pages re guidelines For 
• ■urgency operating procedures for nominal 141)0 psl range 
safety injection pump plants. Copy of approved guidelines 
«ncl.H/a end. 

RQBSiD.F. Tm-2 Bulletins t< Orders. 79/12/06. 4pp. 


7912200633 Identifies lead plants U dates for audit of Implementation 
of guidelines for emergency operational procedures ro small 
fareal: LQCAi. Auditors will reprusent operator liceiislngi 
reactor sysi IE & project mgt disciplines. 
flOS3fR.F. TMI-2 Bulletins t Orders, 79/12/06. 5pp. 


7*912200638 Confirms plans to audit certain OE DWR licensee emergency 
procedures 1< operator retraining ro small break LOCAs. 

Identifies plants ii dates for audit. 

R058iD.F, THI-2 Bulletins b Orders. 79/13/04. 3pp, 


7912200697 Forwards proposed IE bulletin re OE cable separation 

violation. 

EISENHCT! 0. 0. Division of Operating Reactors. 79/11/23, 3pp. 


7912210119 Foriiiards cpmpletod LLL/ARAC questlnnalre in response to 
791130 request. Recommends questionalre be sent to Federal 
Enirgencg Mgt Agency. W/o end. 

CDLLINB! If. E. Assistant Director for Emergoncy Preearodness. 
79/12707. Ip. 


7912210347 ForsJardB BA-TOP-li Revls ion 3) "QA Program for Nuclear Power 
Pi ants. ” 

DAVt0iW.lt. Bochtel Power Corp. (subs, of BBchtal Corp. ). 79/12/13. 

If 


—7912210353 DQ-TQP-1 

■OA PrograiS for Nuclear Power Plantsi " Revision 3. 

* Bechtel Poiiier Corp, (subs, of Bechtel Corp. >. 79/10/31. 106pp, 


7913260012 Forwards minutes of 791119 meoting In WlndsoPiCT re status 
of C-E LOFT L3-1 pretest calculation. 

NOfllMI.P. E. TMl-2 Bulletins b Orders. 79/11/Sl. Ip. 


7913270546 Discusses fuel pellet/ciad interaction analysesi in response 
to NRC request far topical r ep t. Coodtis ions of previous 
761210 study remain va 1 id< obvi a t ino new affort at present 
time. 

ANDERBONp T. H. Westinghouse Elocfcrir Corp. NS-TMA'2171, 79/12/04. 

IP 


7912270601 Responds to NfiC 790902i 13 b 1030 Itrs re Lnmpletion date 
for analyses of transients b accid ent s. Wes t i nghouse owners 
group will submit analysis by 800331! per NUREG-057a. 

REEDpC. Westinghouse Operating Plants Ouiners Group. 79/12/20. ip, 


79122Q0063 Transmits memo forwarding BNL repts on iodine monttors b 
Sandia Labs rept on accident d escr i p t ions. W/e encl, 

COLLINS! HE. Assistant Director for Emergoncy Pt eparednoss. 
79/12/04. Ip, 


7912200517 Forwards OAI— TR-106i "QA Program for Nuc 1 Stir Fewer Plaiitsi " 
Revision 2. Revisions reflect organ i lat ional ctiaiig ss. Add I 
changes for clarification b update are marked in margins. 

DARKERi M. R. Oi Iber t/Commonwoa I th Coa. 79/12/ lU. Ip. 

—7912280520 OAI-Tfl-106 

"OA rregram for Nuclear Power Plantsi" rtovision 2 
DARKERi N.R. Gi 111 ert/Commonwea I th Cos. 79/11/30 llSpp. 

7912290547 Forwards proprietary errata b addenda to App D of 
NEDE-2401 l-P-Ai "Qerteric Reload Fuel Application. “ Document 
withheld (ref 10CFR2. 7901 

ENOEL.R.E. General Electric Co., Nuclear Enorgy Products Div 
MC-682. 79/12/14, 2pp. 


79122B0S69 Forwards proprietary updates to notes on 791030 presentation 
to electric util e <ecu t ivosi LP disc Insp rept b discussion 
of method for setting priorities of unitSiin respunsa to 
791217 requests. Info withhold (ref 10CFR2 7901. 

ANDERSDNi V. 3, Hes t i n gliouse Electric Corp. 79/12/20. 9pp. 


79k23l0014 Notifies of camplotiDii of review uf l)AW“lS56i "Evaluation of 
Atypical Weldment. " Requests re-lssuancB of rept according 
to provisions of NRC topical rept program 

RUBENSTElNi L. B. Light Water Reactors Branch 4. 79/12/12 3pp. 


"7912360017 Summary of 791119 meeting w/C-E b C— E owners group in 
UlndsortCT re status of LOFT L3-1 protest calculation, 

KOflIAN>P.E. TMI-2 Bulletins b Orders. LOHOQi J. Cambustlon 
Englnaerlngi Inc. GABPEfii J. CrE Operating Plants Owners Group. 
79/11/19. 3pp. 


7912260030 Discusses Racommondatlon 2. 1.7a of Denton 791030 Itr to all 
licsnises re automatic initiation of auxiliary foedwator 
f lots. Licensees' responses ravoaled generic Issue involving 
unrevlsifeif safety question. Meeting will be held. 

H003.D.F. TMl-2 Dullatins b Orders. 79/11/38, 2pp. 


7912260126 Discusses 791109 meeting w/C-E b C-E owners group re draft 
of proposed rspt on ATW8 in C-E plants. Agenda encl. 

PARCZEWSKl^K. 1. Reactor Safety Branch. 79/12/07. 31pp. 


-7912310024 Topical rapt evaluation of QAW'15S6, "Evaluation of Atypical 
Weldment." Rept accaptable. 

* Engineering Branch. 79/12/12. 5pp. 


7912310119 Forwards evaluation re areas of diaagrBomont in MCAP-V157. 
Includes method of calculating qualified life of resistance 
temp detectors tr qualification of remote bellows sensing 
pressuro trancnltters, Encl withheld (ref lOCFRE, 790). 

BTOLZiJ. F. Light Haber Reactors Branch 1. 79/11/16 Ip. 


7912310.160 Initiates new generic task to develop NRC position 
establishing water shields that protect sensitive electrical 
equipment from water damage. Forwards NRC draft position on 
water shields b portion of Benton memo to Bradford. 

FEflGySDN! R. L, Plant Bystems Branch. 79/12/12, 6pp. 


7912360271 Forwards "Mods to Westinghouse ECC8 Evaluation Model for 
Two Loop Upper Plenum Injection Plants " Document ulthheld 
(rif 1GCFR2. 790). 

AHSERSONf T. M. Westinghouse Electric Corp. N8-TMA-2I72. 79/12/06. 
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7912310333 Notification of 791212 meeting u/Santfla Lab in Bethesda.MD 
to revieu procedures for evaluating fault trees using sot 
equation transformation sgs. 

ANOEL.O> J. Light Hater Reactors Branch 1, 79/13/05. 2pp. 


7912170047 Responds to Technical Assistance Request 5331 re Union 
Carbide U tailings retention at Uravan project. Insp has 
revealed alarming signs of retontlon dam instability. 


Unscheduled safety review not possible. 

KERR<0. W. Assistant Director for Engineering. 


79/11/21. 2pp. 


79I23103B9 BVTR-i-O 

Revised pages for ”0A Program Description." 
• Dlael i Veateh. 79/12/04. ISOpp. 


HASTE MOT NUCLEAR HASTE MANAOEMENT 


7912170100 Responds to 791025 request for draft EIB re proposed Haunt 
Taylor project U mill tailings impoundment. No EIB will be 
prepared since NRC does not have direct licensing authority 

0V6T U mill 

TRAOERiE. A. Uranium Recovery Licensing Branch. 79/ti/21. Ip, 


7912030036 Forwards water quality analytical data collocted from 
Jul-Oct 1979. 

MAIXNER, R. D. Cotter Corp. 14530. 79/10/04. 11pp. 


7912170109 Notifies that request for hansan project environ rept should 
have bsen directed to Cyprus Mines Corp. NRC will forward 
rsi^u B ft t. 

HILLERiH. J. Uranium Recovery Licensing Branch. 79/11/23. Ip, 


7912050574 Notifies that Civil 9ys. Inc 790910 drauingi "Bokun Resources 
C'orpi Marquei U Hill Tailings Disposal Area - Conceptual 
Design Solid & Liquid Haste Disposali " has been forwarded 
in response to NRC 79091 1 request. 

TOPP, A. A. New Mesico, State of. 79/10/11. Ip. 


--7912050590 Forwards requisite number of documents re Hokum Resources 
Corp application. 

TQPP.A, A. New Heiico, State of. 79/10/12. Ip, 


7912170IBB Forwards request for addl info to perform radiological 
assessments of ore-upgrading operations li tailings disposal. 

MILLER. H. J. Uranium Recovery Licensing Branch. 79/10/16. 7pp. 


79121702BO Eipresses appreciation for participation on Hanson projaet 
tour. Forwards aerial photograph of mill 4< tailings area ti 
app to Hahler rept on Hansen project tailings Impoundmant (c 
raffinate pond. H/o end. 

THOMPSON. M. A. Cyprus Mines Corp. 14fl02. 79/11/09. Ip, 


—7912090585 Forwards "Designers Hemoranduis B. Design Concepts for Solid 
Haste Disposal Trench 1 for Bokun Resources Corp.Bante For 
Ntl. “ RL Volpe 790926 Itr to Bokum Resources Corp end. H/o 
end. 

TOPP. A. A. New Mojieo, State of. 79/10/12. Ip. 


79121B0090 Forwards background info for use in preparing for 790403 
meeting re technical assistance to State of K8 re Lyons K8 
salt mine waste facility. 

KERR.e, H. Assistant Director for State Agreements Program. 
79/03/23. 2pp. 


—7912 050589 "Designers Memorandum 4. Oeneral Design Concepts for Solid 
Haste Disposal." prepared for Bokun Resources Corp.Bante Fe. 

NK, 

e Civil Systems. Inc. 14600. 79/09/24. 12pp. 


—7912050601 "Designers Hemorandum 5. Revegotatian Program: Marquei Mill." 
prepared for Bokum Resources Corp.Bante Fe. NM. 

■» Science Applications. Inc. 14600. 79/09/24. 14pp. 


—7912050604 "Designers Hemorandum 6. Oeomorphology Cons Ideratlons: Harquei 
Mill." prepared for Bokum Resources Corp.Bante Fe. NM. 

« Science Applicatlonk. Inc. 14600. 79/09/24. 9pp. 


—7912050607 "Designers Hebiorandum 7. Analysis of Capillary Rise Above 
Burled Tailings: Harquei Hill." prepared for Bokum Resources 
Corp. Santa Fe.NH. 

• Science Applications. Inc. 14600. 79/09/24. iOpp. 


—7912050610 "Designers Hemorandum 6. Design Concepts for Solid Haste 
Disposal Trench i. " prepared for Bokum Resources Corp. Santa 
Fe. NM. 

• Civil Systems. Inc. 79/10/10. 21pp. 


— ^7912050613 "Designers Memorandum 9. Design Concepts for Completion of 
Stage 1 Dan." prepared for Bokum Resources Corp.Bante Fe.NH. 

• Civil Systems. Inc 14600. 79/10/12. 9pp. 


791206C36B Submits outline for soil sampling program review. 

EADIE. 0. 0. Uranium Recovery Licensing Branch. 79/10/25. Spp, 


7913120573 Notification of 791211 meeting w/AZ Atomic Energy 
Comm I si ion. NH Environ Improvement Dlv. EPA Region 6. B t. 9 Si 
Navajo Nation in Albuquerque. NK to discuss ed programs for 
public re U development on Navajo land. 

BCARANOiR. A. Uranium Recovery Licensing Branch. 79/12/03. Ip, 


7912140102 Forwards "Radiolog leal Dose Assessment of Church Rock U Hill 
Tailings Dam Failure, " 

EADIE.O. Uranium Recovery Licensing Branch. 79/11/26. 2pp. 


— 7912140121 "Radiological Dose Assessment of Church Rock U Mill Tailings 
Dan Failure.” 

CNUQNOLl. 0. N. I EADIEiO.S. > HILLER. H.J. Uranium Recovery 
Licensing Branch, 79/10/31. 3Spp. 


7912140536 "Oround Mater Discharge Plan Using Below Grade Tailings 
Dlspasal;HaTquf t Klll.NH. " 

Applications. Inc, 79/10/22. pp. 


'avan mill tailings status, due 
reement states, 
d be verified, 
r*g Branch. 79/11/1*. Spp, 


79121S0053 Forwards most recant Info re state of KB request for 
assistance for Riekano Corp application for low level 
waste facility at Lyon.KS. 

KERR. 0. H. Assistant Dlractor for State Agreements Progrems. 
79/10/11. Ip. 


— 7912tS0060 Forwards State of KB Bureau of Radiation Control 790905 Itr 
to Riekano Corp rsquesting addl info ra proposal to operate 
low level waste facility at Lyons. KB. Requests comment. 

BOCHERT, H. R. Kansas, State of. 79/09/10. Bpp. 


— 79121B0067 Statement of cooperation between State of KB. Agreement 
State. Mine Safety & Health Administration h NRC. 

ALLEN. O.H., ORAY.H. K. , 8TQLTEN6ER0. 0. Kansas, State of. 79/09/25. 
4pp. 


7912180072 Forwards info re proposed salt mine storage application in 
Lyons. KB in view of enneunetd closing of nuclear waste 
burial sites in Beatty. NU U Hanford. HA. Forwards Riekano 
Corp 791113 response to State of KS 790905 quastlons. 

BEIERLE.F, P. Riekano Corp. 79/10/27. 240pp. 


7912190058 Advises that request for denial of byproduct metl llcenst 
for Hansen project has been forwarded to state of CO waste 
control offices. 

8CARAN0, R.A. Uranium Recovery Licensing Branch. 79/11/23, 2pp. 


7912190070 Forwards response to request for Info re licensing euthorlku 
ti requirements for proposed Hansen project. Permits 
applicable to Cyprus Hines Corp end. 

6CARAN0. R. A. Uranium Recovery Licensing Branch. 79/11/23. 2pp. 


79i2190iB4 Submits dose estimates from ingestion of Church Rock 
livestock. 

EADIE.O, Uranium Recovery Licensing Branch. 79/12/02. 3pp. 


— 7912190225 Submits preliminary radionuclide resulte re tlieue eeaplee 
from Church Rock livestock. 

OQUOLAB.R.L, Environmental Protection Agency. 79/10/12. 10pp. 


7912190259 Forwards commants re "Draft EIB for Mgt of Commercially 
Generated Redwastes. Apr 1979." 

MARTIN, J.B. Division of Haste Management, DI1E/EIB-0046-D. 
79/10/25. App. 


— 7912190266 "Comments on Draft EIB for Mgt of Commercially Oenerated 
Raduastes, Apr 1979." 

* Commission. DOE/EI8-0046-D. 79/10/31, 9app. 


7912190283 "Designer Memo 12;0tneral Design of Evaporation Ponds far 
Liquid Haste Disposal," prepared for Bokum Reeources Corp. 

* Civil Bystems, Inc. 79/10/19. 250pp, 
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79jai902Sa Buugarv of 79102& dlicusslon u/Hamtitake r» pTopo«eJ 
MVtatfltnt itudla* for deUnaottng geologic (i liudroloolc 
Cdndlilon* at Site B of below grade diepaeal area. 

ROBINETTE) M. 8. Uill lams— Robinette t< Aaaoclatea) Itic 14503 
79/11/Oa. 4pp. 


--7912250171 Recommend! sampling locations 
effoets on drinking water of facilitu 
discharges. 

arUMPH, r, L. Envlronmontal Protection 


for manitorlng pragram re 
spill ti Rio Puarca 

Agency. 79/Oa/lS. 10pp. 


7918190350 Forwards revised radioactive license application r 
Oealgnar Heido IS ti Bokum Resources Corp “Oround Hater 
Diceharga Plan Using Below Orade Tailings Oispasal-Harouei. 
W. • H/o tnel. ^ 

TOPP<A.A. Naw Haitcoi State of. 14366. 79/10/83 ip 


7918190399 Suswarg of NRC 790911 
tflipoe41 icha«e>as alternativa 
KRUOi H. E. Uranium Recovery 


V4>it re proposed U nil 
to original design. 

Licensing Brancfi. 79/10/lA, 


app. 


—7918190339 "Conceptual Design Rspt< Below Orade 
Kar4.u«x U Mill Bite. " Overstxe drawing and. 
a Civil Systaaisi Inc. 79/10/16. 9pp, 


Tailings Disposal 


at 




BTuipH®? i” monitoring 'f 

BTUnPH. T. L. Environmental Protection 


possibl 

rogram. 

Agency. 


y present at facility 
TO/iO/iS. 3pp. 


•79122BO10S Discusses test! 
facility. First results o 
HDFFMANi R. Now Mexico* 


ng of livestock specimens 
ipectod early In Oct 1979. 
State of. 79/09/13, Ip. 


in 


area 


of 


*7912230192 Submits estimates of 
Recommsnds rsfralnlng from eat 
animals. 

EAOIEiO, Uranium Recovery 


livestock radiation dose Ingestion, 
ing possibly contaminated 

Licensing Branch. 79/12/02. 3pp. 


7918190789 Dlttussat NRC 791120 teleon w/Bokum Resources Cora re 
radiological guaatlona on ravlted '•Oroundwatar Discharae 
Plan Ualng Bolou-Orade Tailings Disposal" for Bokum Marouai 
Mill. StfBftary of guastions & antwera end. 

MIUOjM. E. Uranium Recovery Lleonting Branch, 79/12/04. 9pp. 


79182^4* Forward a William Matotan I. Assoc iotas, Inc draulno, “Hill 
Haul Road It Tailings Area; Eedusion Area from JuantTafoua* 
flpantiMeKInlay, Sandoval It Valencia Counties," re Bokum 
Naaeurcas Carp application. 

TOPPiA. A. New Mexico, State of. 148S3. 79/11/28. Ip 


■7918200453 "Mill. Haul Road t, Talllnge Area: Exclusion Ar 
Tafov^'Otfnt' McKinley, Sandoval 1, Valencia Counties," 
Bhoat 2. 

HATQTAN.H. I. Ho. Hatotan It Aasociates, Inc 
tp. 


from Ouan, 


14582. 75/07/31. 


^^Ita^n^Projact'^oitl!^*^*^ t«lcon re NRC It state agency 791105 tour of 
irii^SONtM. A. Cyprus Hines Corp, 14601, 79/10/29, 2pp. 


7918200619 Forwards 791106 FR nptiee of withdrawal of NRC Intent to 
fTapar* draft E18, draft low It high level waste mgt programs, 
draft 0EI8 re U milling 6 Interagency Review Oroup rept to 
• I* "11 ‘ response to 791030 Ur. 

' GCARANO.R. A. Uranium Recovery Licensing Branch. 79/11/21. 2pp. 


' 7918210^1 Raguest by State of CO Dept of Health for Acres American 
rapt to Union Carbide including crttarla, inglnterlng design 
• ■MCOUtatilikation work 6 criteria 6 ddtlgn estimates for 
Phaia IT stablll ration work. 

HAILE, A. J. Colorado, State of. 79/11/28, Qpp. 


I 7918870186 Forwards list of outstanding geotochnlcal tnglnoarlng safotu 
IMW* rovisod design of Church Rock tailings dam Shi eh '' 

\ jrS/W/IO*'* ^6pp ®*''*****" Safety & Environmental Analysis. 


7912^1M Forwards mill uator balanca calculations, Natl Hlldllft 
Ffdoration Appoal It Forest 8vc rasponslva itatamont ro 
approval of Homootako operating plan. FES is still Inadaauato 
operating plan Is not within law. 

SINCtlUK, 0. Honostaka Hinlng.Co. 14776. 79/10/19. 40pp 


I 

17912330133 Forwards compilation of documents ra facility U mill 
I tailings dam failure. u miix 

' CAOIC, 0.0. Uranium Rocovory Licensing Brsneh. 79/18/07, 2pp, 


snvtron Impsct asssssmont efforts, 
EADIEiO. 0. Ursnlun Rscovsry Llcanslng Branch, 79/12/07. 9pp, 


•7918^146 Advlsat of results of rovitw sffarts to dats ra fadlttu 
tailings Impoundmsnt fallurt. ^ 

Exocutivs Director for Operations. 


—7912830168 Forwards procodurti for sampling Rio Pusreo streaM bod. 
Sampling to bo cenpUtod 791004. 

WXFFjT. A. Now Hex lea, State of. 79/09/84. 3pp. 

!"~W182B0169 Submlto outline providing gontral guidonci ro facility soil 
i : aaapllng program rsvlaw. '' 

EAO|E>0,0.' Uranium Rocovory Llcanoing Branch. 79/12/09. 8pp, 


Health Bve from livestock asaociatsd w/faclllti 
relaass.Addl results pending. ' 
DOUOLASr R, L. Environmental Protoctlon Agency. 


rad lonue 1 ids results 
Indian 

tailings dam 
79/10/12. iipp. 


^712230210 "Radiological Dose Assessment of 
Dam Failure. " 

ONUONOLIre.N., EADIE.O.O,, MILLER, H.d. 
Licensing Branch. 79/10/31, 2Spp. 


Facility U Mill Tailing* 
Uranium Recovery 


, V”"*''***'’'*** Environ Data Collaction 
Program. Aurora Uolnt Venture Project," Jul 1979 DOE 
comnanti tnel, 

HCORATH.E. J, McOrakh. E. J, 14361. 79/09/85, 4pp, 


—7918230607 "Prsoperatlona 1 Environ Data 
vlolnt Ventura Project." 

* Placer Amex, tne. 79/07/31, 42pp. 


Collection Programs: Aurora 


»,,g ui/wBix wascB ngs arouo In 

'^agulatlLl* NRC high-level waste mgt 

7^11/09; *^'spp, Waste Licensing Management Branch. 


XPORTLIC EXPORT AND IMPORT LICENOEB 


intarvene.auppSrt?ng 


ASHER, T.R. Center 
a Free Philippines. 


for Development Policy, 
ASHER, T.fl. Asher, T.H. 


BDQIN, M. B. Movement for 
, PC. 79/11/19. 67pp. 


7912030041 Application by Spex 
8,96 g U-233, contained In 50 
statement and. 

COYNE, M. U. 8PEX Indus tries, 


Induatriee. Inc for llcenea to export 
g U oxide, to Japan. End uaa 

Inc, 01004. 79/lO/Oi. 3pp, 


, nmeno e so rransnuelear, Inc 1 leensi. increk 

U-835*'^*"*’^^**'^ *'742,6 kg U, enrlchoi 

MDWErR.N. Assistant Director for Export/Import I 
Safeguards. 79/11/16, ipp. p 


ing (luantity of 
to I.OIX 

International 


*79/il/ba l«*"** Co. Uubf. of aigma Aldrich Corp. J. 0-29. 


”llrc2ia« Co, Inc for license to export 

Ztrcal«v-2 tube shell co-extruded u/llner made from 
lireonium sponge to Japan. 

MONDEN.T. Hitsui tc Co. , Ltd. 136126. 79/11/07. 8pp. 


uZ Ti ^ uomments on safety 6 environ factors ra proposed 
Wasttnghouse applicatlon.Opposss loan to Plllplno'^govt to 
fJnirtct nucl«ir plant. NftC obliged to etudu lafity healtK & 
environ impacts of facility. “ * 

POLUNS.B.H, , CDHAP.O., JEFFERBON.K. Affiliation Unknown 
wPP* 


79/U/19p 


cements on procedural & jurlsdleUonal issues 
involved in Hpitinghousa application. NRC has no 
Bxtpaterrltorisl jurisdiction. Htalth, safsty 6 environ 
’'••ponslbiutv of recipient country. 

DEPOIX.V. P. Atomic Industrial Forum. 79/11/16. Spp 
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791203Q097 eiccutive Dranch position re Wbs t i nahou aa application for 
license to eiport 1,130 nilerograms of tP-a52 to Spain. 
l.lcense should tie granted. 

ttOSENZO, L. V. BtatoiDept of. Bureau of Oceans & InternatJ Environ f< 
Scientific Affairs 79711/13. 2pp 

791203010B ticense for Monsanto Research Corp to export 8. HOO p Po-a38 
to Australia. Austria. Belgium. Canada, Denmar k, Finland, France. 

Uest Cerntang. Ire 1 and . Italg. Japan. Luxe mthourg. Noruag < The 
Metberlands, Biucden. Sul tier land & United Kingdoim. 

MOORE, R.N. Assistant Director for E« port / Import 6 International 
Safeguards. 79/11/13. 2pp. 


7912030110 Submits application for amend to Hestlnghcuse license, to 
Include export of tus addl noveable incore detoctars to 
Belgium. 

KEEWAN.n.P. Westinghouse Electric Corp,. Muclear Energy Systems. 
ICg-9374, 79/10/26 Ip 


7712030214 Eiecutive Branch position re Ed low Inti Co application for 
license to eiport 6.5 Cf-252 as cermet uilre to United 
Kingdom. License should be granted. 

NOSENZD.L. V. Sta te, De p t. of . 79/11/19. app. 

7712030215 Application by GE for license to eiport 12,306 kg U dioxide 
powder to Japan. 

WILSON. B. D. General Electric Co. DOW 79232. 79/1 1/01. Ip. 

7712030216 ReguestS Eiecutive Branch position ro Edlow Inti Co 
application for license amend increasing amount for export 
to Japan to 60.000 Cl of tritium gas. 

PETERSDNi H. R. Assistant Director for E « p ort/lmpor t L International 
Safeguards. 79/11/23. Ip. 


■791203021B Requests amend to License XU-1005 increasing amount for 
export to Japan to 60.000 Cl tritium gas. 

HARMON, D.W. Ed low International Co. 79/11/13. 2pp. 


7912030243 Forwards application by DDE for litensa to 'export 5 kg U 
metal, enriched to 4SX U-235. !. 20 Vfl U raatal, enrich ed to 
19. 75X U-235, to The Netherlands. 

MCDONOUGH. M. 0, Energy. Dept. of. 79/11/02. Ip. 


•7912030244 Application by DDE for license to export 5 kg 1/ metal, 
enriched to 455t U-23D, ti 20 kg U ne ta 1 , enri ch od to 19.75V. 

U-33S. to The Netherlands, 
a Energy. Dept of. 79/I1/U6. 2pp. 


7912030261 License for Mitcul t< Co, Inc to export 73,000 Jb of Zircaloy- 
2 tiifce to Japan. 

SHEAiJ.R Assistant Director for Export/ Import i International 
Safeguards. 79/11/23, Ip. 


7912040003 Application by Teledyne Nah Chacii) Albany for license to 
export Zircaloy-2 tube shells to Nest Germany. 

MATTENBARQER, S. Teledyne Hah Chang Albany, C 1392, 79/11/14, Ip. 

7912040037 Requests amend to export licence naming Grlstol Aerospace 
as intermediate consignee. 

SNYDER, B. K01 Tube Div. 79/11/05, Ip. 

7912040040 License for Nestinghouse to export 1130 mlcrngrams Cf-252. 
contained in two primary sources. to Spain. 

PETERSON. H. R. Assistant Director for Export/ Import 8< International 
Safeguards. MNC-NRC-SA, 79/11/23, 2pp. 


7912040041 Amend 1 to Westinghouse license extending expiration date to 
B01201. 

PEIERSQN.M. R Assistant Director for Ex por t /Impor t & International 
Safeguards. AHN-ZE-10i49. 79/11/23. Ip. 


7912040042 Amend 2 to NL Indus tr les, Inc 1 Ic ense. increasing export of 
U metal by IB. 144 kg t< extending eipir.atian date to 800101. 

PETERSQM, M. R. Assistant Director for Ex por t/Impcrt «. International 
Safeguards. 79/11/23. Ip. 


7912040047 License for Sigma Chemical Co to export 5 Vg deuterium 
oxide, contained In compounds, to India. 

PETERSDM. M. R. Assistant Director for Expor l/Import f. International 
Safeguards. 0-25. 79/11/23. 2pp, 


7912040061 License for Isotec Inc to export 1 kg d euterium. contained in 
3 kg deuterium oxide,*. 1.3 kg deuterium as gas to Austria. 

Austral ia.Belg lum, Canada. Denmark. Finland. Franco. Italy. Japan. 

West Germany. Nether lands. Spain, Sweden ti United Kingdom. 

PETERSON, M, R, Assistant Director for Export/Import *< International 
Safeguards. 79/1 1/23. 2pp. 


7912050077 Response in opposition to Ctr for Development Policy. 
Philippine Movement for Environ Protection ot al 791119 
request that Commission waive rules on eiport proceedings. 

Kelleher rept available to publ ic. Corti f Icate of Sve end. 

BECKER, J.M, Office of the Executive Legal Director. 79/11/29. Spp. 


7912050097 Comments in response to Commission 791019 order requesting 
views on Commission jurisdiction to consider nuclear reactor 
effects in foreign country. Proceed ing affects foreign policy 
which NRC cannot formulate. 

SCAROLA.J, A. Ebasco Services. Inc. Isubs. of Enserch Corp.). 
79/11/19, 17pp. 


7912050206 Forwards revised reques t for hearing on seven issues 
outlined in 790419 request to intervene. 

ASHER, T. R. Asher , T. R. , PC, 79/11/21. Ip. 


— 7912030211 Response to NRC 791019 request for views on Philippine 
export proceed ings. Hear ing an seven items outlined in 790419 
petition to intervene requested. 

ABNER. T. R. Center for Development Policy. ASHER, T.fi. Asher.T.ft.. 
PC. 79/11/ai. 69pp. 


7912050219 Forwards notes tt errata sheet to views on procedural & 
jurisdictional issues re Westinghouse application to export 
nuclear reactor to Philippines. 

PERLAS, J. N, Affl nation Unknown. 79/11/21. Spp. 


7912050323 Affidavit of C Planas on 791119 re Westinghouse application 
to export nuclear reactor to Ph 1 1 ipp ines. Appl icat ion should 
bo denied due to health t. safety risks U high cost of maint. 

PLANAS. C, Affiliation Unknown. 79/11/19. 4pp. 


7912050336 Forwards petition stating views of 16 individuals b 14 
public interest groups re Wcatinghouse application to export 
nuclear reactor to Philippines in response to NRC 791019 
request for comments. 

ABHER.T.R. Asher. T.R., PC. 79/11/19. Ip. 


--79120S0343 Urges NRC to undertake examination of health, safety %. 
environ Impacts of proposed Philippines reactor. 

MATTIGON. L. Center for Oevelopmont Policy. POLLACK. R. Critical 
Mass Energy Project. ALVAREZ.R. Environmental Policy Center. 
79/11/13. 2pp. 


7912050396 Statement of views by Natl Power Corp agency of Oovt of 
Ph i 1 ipp Ines, in response to Commission 791019 order. Atomic 
Energy t< Nuclear Nonproliferation Acts were not promulgated 
to dictate policies on foreign nations. 

« Phil Ipp ineo. 79/ 11 /IS. Bpp. 


7912030546 Application by NORCA Machinery Co for license to export 
2 shear valves to Indio. 

STERN.R.N. NORCA Machinery Co. 79/11/06. Ip. 


7912060174 License for GE to export miscellaneous components. except 
assembled pressure vessel s. primary coolant pumps, fuel 
charging *. discharging machines ti control rods, to Italy. 

PETERSON. N. R. Assistant Director for Export/Import S. International 
Safeguards, ftDW-79230. 79/11/20. Ip. 


791206017B Submits application to amend 1 icense. adding addl 10,000 Cl 
tritium for export to Japan. 

HARMON, D. U. Edlow International Co. 79/11/13. 2pp. 


7912060103 Appllcotiofi by Pathfinder Mines Corp for license to oxport 
6S.OOO kg of yollowcake to Mexico. 

* Path finder Hines Corp. 79/11/14. ip. 


7912060107 License for Slgmn Chemicol Co to export 5 kg deuterium 
ox ide. contained in compounds. to New Zealand. 

PETERSON, M. B. Assistant Director for Export/Import h International 
Safeguards. D-26. 79/11/20. 2pp. 


7912040059 License for Edlow Inti Co. as agent for Rad loebomical Centre 
Limited, to export 6.5 mg Cf-252 to United Kingdom. 

PETERSON. M. R. Assistant Director for Eiport/Import 8. International 
Safeguards, RCC-CA. 79/11/23. 2pp. 
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79lSOiOi93 License for Paol-Munroe Hydraul Ics. Inc to export 12 
feydraulic snutbers to France. 

PETERBOM. M. n. Assistant Director for Eiport/Import i International 
Safeguards. 79/11/SO. Ip, 


7912W019V License for Paol-Hunroo Itydraolics. Inc to eiport 12 
hydraulic snubbers to France. 

PerEflSONi H. R. Assistant Director for Eiport/Inport h International 
Safaguarria. 79/1 l/SO. Ip, 


79 ISO&O 2 OS 1 License for Sigma Cbeciical Co to export S kg deuterium 
etidercontalned In compounds! to Canada. 

PETERSONi ti. R. Assistant Director for Export/lnpor t L International 
Bafaguards. D'27. 79/11/20. 2pp. 


791.2060320 Forwards application by Paul Munroe Hydraulics. Inc for 
license to export hydraulic steel supports to Uest Oeraany. 
BIEOFSlEDtvI. R. Paul tlunroo Hydraulics. Inc. fWOB-BHlS. 79/11/16. 

Ip. ' 


—7912060327 Application by Paul-Munroe Hydraulics. Inc for license to 
export 20 hydraulic steel supports to Uest Oeraany. 
aiEOFRIEOr J. R. Paul Hunroe Hydraulics. Inc. S760BN. 79/11/12. 

IP- 


791S0701B1 Submits partial response to FOIA request for documents re 
ehipobenl of spent nuclear fuel from foreign sources be 
Savannah River p iant. Forwards documents listed in app. 

CARRiJ. C. Division of Rules and Records. 79/11/23. 2pp. 


— — 7912t>7'02ll Discusses request for approval of route for imports of 
Irradiated HTR fuel. Approves proposed route on interim 
bael 1 . Requests analysis of alternatives be submitted to NRC 
by 790331. Proposal subj to lOCFRD. 790. 

MCCOAHLE. 0. H. Commission. 79/07/23. 2pp. 


T91907023S License for OA Co to export 390 g D-23S. contained in 1.970 g 
U 4r 0, t g lr-23S. contained in 5. 7 g U. to United Kingdom. 

PETERSCKl. ti. R. Assistant Director for Eiport/tmport L International 
Bafaiuards. TFl-loai. 79/11/20. 2pp. 


79J.31D02X6 Application by Edlohi Inti Go for license to export 06 g U 
ac natural U powder fc slugs to United Kingdom. 

HARHON. D. M. Ed Jem Interna tl anal Co. BN NAT U. 79/11/16. Ip. 


7913100474 Hasponse in opposition to Ctr for Development Policy. 
Pblltpplna Hovamsitt for Environ Protection. Hovemsnt for Free 
Pbiiippines 6 NJ Perlos 791119 pleading. Uaiver of export 
rules will create uncertainty among importing countrios. 
SETTAUER. R. State. Dept. of. 79/11/29. 4pp. 


79]2il0156 License for Sigma Chemical Co to export 5 kg deuterium 
oxide contained In compounds to Canada. 

P ETER SCtfi H. IT, Assistant Director for Export/Import {« Intarnotional 

Bafaguardi. 79/11/30. 2pp. 


7919'1JO!60 License for Sigma Chemical Co to export 3 kg deuterium 
a sid e contained in compounds to Brazil. 

PETERSON. H, R . Assistant Director for Exporb/Import L Internatlanal 

Safejuurds. 79/11/30. 2pp. 


791S110163 License for Mitsui & Co. Inc to export 230 lb of Zircaloy-2 
tubs shells Co-extruded u/zirconiuai sponge liner to Buedon. 

PETfREDN. H. R. Assistant Director for Export/Import b International 
Safeguards. 79/11/30. ip. 


7912110166 Application by Bigma Chemical Co for license to export 
c map Dunds containing 8 kg deutoriun to Norway. 

ETERR.U.C. Sigma Chenical Co. (subs, of Sigma Aldrich Corp. >, D-30, 

79/il/20. Ip. 


7919110173 Ltcenso for Thiohol Corp to export 2S0 g deuterium oxiiie as 
l iqui d to India. 

PCTERSONi M. R. Assistant Director for Export/Import & International 
Sofaguards. 79/11/23. 2pp. 


7919110280 Forwards application by DOE for license to export S kg U 
■•tal. enriched bo 49X U-23S..t< 20 kg U metal, enriched to 
19.73X U-2as. to The Netherlands. 

HCDOHOUQHiH. 0. Energy. Dept. of. 79/10/31. Ip. 


‘791SI10284 Application by DOE for license to export S kg U metal 

• nrlched to 49% U-233. b 20 kg U metal, enriched to 19. 75X 
U-BaSito Tha Netherlands. 

* Energy. Dep t. of . 79/10/31. 2pp. 


7912110295 Forwards application by Mitsubishi Inti Corp for license to 
export 310 kg U-235. con ta ined in 9,824 Ig U.tu Japan, 

HATANADE.N, Mitsubishi Inter mat j ona 1 Corp. (subs, of Mitsubishi 
Corp. I. 1156-5400-01. 79/10/29 3pp 


7912110297 Application by Mitsubishi Inti Corp for license to export 
310 kg U-233. c ontained in 9. 824 kg U. to Japan. End use 
statssent end. 

FURAZAHA.V, Mitsubishi International Corp. (subs, of Hitsubtshi 
Corp. >. HSA-S4B0-0J. 79/10/29. 2pp, 


79121103B3 Brief in lieu of pleading. re nuclear reactor export to 
Philippines. Questions ability of loss devehoped nations to 
deal w/nuclear technology issues. Support ing documentatton 
end. 

lARSKV. L. Affiliation Unknown, 79/11/19. 132pp. 


7912110455 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

PETERSON. H. R. Asststaot Director for Export/Import ti Tntarnationa 1 
Safeguards. 79/12/04. Ip. 


7912110323 Forwards application for export license for minor nuclear 
export. Ltr of assurance required. 

PETERSON. H. n. Assistant Director for Eiport/Import L International 
Safeguards. 79/12/04. Ip, 


791211033B Forwards application for export license For minor nuclear 
export. Ltr of assurance required. 

PETERSWt. M. R. Assistant Director for Export/ toiport 6 International 
Safeguards. 79/12/04. ip. 


7912110547 License for Exxon Nuclear Co. Inc to export Zircotoy tubing T« 
end ca ps. Inc one I plenum springs, altimina insulator disca.tie 
plates & skeleton sets to Uest fieroany. 

PETERSON. M. R. Assistant Director for Eiport/Inport 6 International 
Safeguards. 79/ 11/27. Ip. 


7912120143 Amend 1 to GE export license extending expiration date to 
021201 h reeio,ving Condition 1. 

PETERSON. H. B. Assistant Director for Export/Import 6 Internationoi 
Safeguards. 79/12/03. ip. 


7912150145 Amend 1 to Hoke. Inc export 1 icense. Increasing value of 
equipment to tRllA. 601. 25. 

PETEHSOM. H. R. Assistant Oirecsor for Eiport/Import 6 Internationa) 
Safeguards. 79/12/03 Ip. 


7912120203 Requests Executive Branch positiun re Paul-Munroo 
Hydraul i es. Inc application for license to export 6 snubbers 
ta Republic of Boutb Africa 

lEIGRE.n.N, Assistant Director for Export/Import & International 
Safeguards. 79/11/13. Ip. 


'7912120203 Forwards application by Paul-Munroe Hydraul ice. Inc for 
license to export 6 snubbers to Republic of South Africa. 
SIEGFRIED, J. Paul Munroe Hydraulics. Inc. 79/10/30. ip. 


7912!804'07 Amend 1 to CE eiport license extundiny expiration dale tu 
810201. 

PETEH80H. H. H. Assistant Diroctor for Export/Import 6 International 
Baleguards. 79/12/03, Ip, 


79I21204S6 Requests Executive Branch position re Norca Machinery Co 
application for license to export two pieces of shear valve 
to India. 

MOORE.R.N. Assistant Director for Eiport/tapor t ii International 
Safeguards. &C-B252. 79/11/19. tp. 


-7712120462 Application by Norra Machinery Co for license tu export two 
s hea r valves to India. 

BTERN.R.N. MOHCA Hachlnery Co. BC-a2S2. 79/11/06. Ip. 


7912I2046D Requests Executive Branch position re CE application for 
license to export 12.306 kg U. enriched to 3. IX U-23S, to 
Japan. 

MOORE.R.N. Office of International Prograais. 79/11/13. Ip. 


■7912120476 Application by GE for license to export 12.306 kg U. 
enriched to 3 IX U-23S. te Japan. 

s General Electric Co. BDW-79232. 79/11/01. Ip. 


7912120537 License for Uestlnghouse bo import 1305 kg U. enriched to max 
2X U-235, from Sweden. 

PETERSOfl. H. R. Assistant Director for Export/Import ti International 
Safeguards. 79/12/05, 2pp. 



372 


NON DOCKETED ITEMS 


79131B0539 License for Hestingfiouse to es 
lonltatlon ehambres to France. 

PETEJiSONi M. R. Assistant Dlraetor for 
Safeguards. 79/’13/05. Ip. 


port four compensated 
Eiport/Ioiport & Internationa! 


7913140013 flonuests Eiocotive Branch 
application for license to eiport h 
Kingdom. 

PETERSONi M. R. Assistant Director 
Safegvards. 79/13/03. Ip. 


position re Edlow Inti Co 
esafluorlde to United 

for Esport/Import ti International 


791212 0542 License for Paul-Monroe Hgdrau 1 ics< Inc to esport 20 
hydraulic snubhars for steacti generator fc primary pump 
aelimlc *< accident restraint to West Germany. t 

PETERSONi M. R. Assistant Director for Espor t/Intpo.rt fc IntBrnatlanol 
Safeguards. 79/12/05. Ip. 


7912120547 Licensn for Teledyne Hah Chang Albany to eipor 
1 i PC alog I contained in two tube shello« to Meet Oermeny. 
PETERSDN.M. R. Assistant Director for Espor t/Import fc 
Safoguards. 79/12/03. Ip. 


t SliOOO lb 
Internati onal 


7912120351 Submits application to amend license to estend aspiration 
date to 630101. n j 

WILSON, a. D. General Electric Co., Nuclear Energy Products Div. 
aDM-79243. 79/1 1/1 A. Ip- 


7912l20Si9 Amend 1 to Edlou Inti Co espor 
rc-asport of matl to Japan. 

PETERSON. M. R. Assistant Director for 
Safeguards. 79/12/03. Ip. 


t license. authorising 
Eiport/Import Ic Internationa 


1 


7912120572 Forwards application bg Harobonl America Carp for license to 
export 20 g Pu & 6 g Pu sulfate tetrahydrata to Japan. 

OKUDAiH. Marubeni Aiserteo Corp. Isubs. of Marubeni Corp. ). 
HAl-HO-3976. 79/1 i/Oi. Ip. 


"-791212057A Application bg Harubsnl Amarico Carp for license to export 
20 g Pu it A g Pu sulfate tetrahydrato to Japan. 

MAMJYAiS. Marubeni America Corp. (subs, of ttarubtnl Corp, i. 

ZH-0tl9. 79/11/OA. 2pp. 


7912130040 Application bg Kaueckl Berylco Industrl bb« Inc for license 
to export tA4 ft of Zlrcalog 11 seamless tubing to West 
Oeraany. 

SNYDER, B. KDl Tube DiV. 79373. 79/11/21. 2pp. 


7912130087 Forwards application for li 
■xport. Ltr of assurance required. 
H00fiE.R. N. Office of International 


cense amend for lainor nuclear 
Programs. 79/ 11/13. Ip. 


•7912130102 Requests license amend to Include two addl moveable incore 
detectors for eiport to Belgium. 

KEENAH.fi. P, Hestlnghouse Electric Corp. 77/10/26. Ip. 


7912140017 Requests Eieeutive Branch position re Boeing Co application 
for Amend 5 to eiport license. add ing airlines in Thailand, 
Philippines 8. Indonesia, to list of ultimate consignees to 
receive energencg aircraft counterweights. ^ , 

FETERSDN, M. R. Assistant Director for Eiport/Import 6 International 




79121400AI Requests Executive Branch position re DRO Inti. Inc 

application for license to export SNM to Soviet Union. , 
PETEflSDN* M. ft. Af«l»tant Director for Eiport/Zmport « International 
Safeguards. 79/12/04. Ip. 


7912140111 Executive Branch position re Mestlnghouis application for 
license to export 2.674 kg U-a3S. contained in 82.636 kg U. 
to Yugoslavia, Ltr of assurance encl-Lleeni# should be 

N06ENZD. L. V. State, Dept, of . Bureau of Oceans 8. Internati, Environ* 
ecientlfic Affairs. 79/11/90. 3pp. 


7913140113 Amend 1 to export license for Paul-Monroe Hydraulics, Inc, 
adding Intermediate consignee. C, , 

PETER80N. M. R. Aeslstant Director for Export/Import I. Internatlenil 
Safeguarde. 79/11/27. Ip. 

7912140116 Submits request to amend export 1 tcense, adding Intermodlate 
BIEOFRIEO, J, R. Paul Munroe Hydraulics. Inc. 79/11/27. tp. 

7912140122 Submits application to amend licensa, increasing amount 
exported to 10. 5 kg U. containing 0.073 kg U— 233. 

HARMQN.D. Edlow International Co, 79/11/26. ip. 


7912140139 Forwards application for export license for minor nucleer 
export. Ltr of asiurane# required. , 

PETERSON. M. R. Assistant Director for Export/Import w International 
Bafeguards. 79/U/30. ip. 


7912140141 Executive Branch poeitlon re BfcH application for licanee to 
export 60 kg U-235, contained in 1.300 kg U, to United 
Kingdom. Blnee application has bosn withdrawn, no action wilt 
be token. . 

NQBENZOiL. V. Stet*. Dept. of. Bureau of Oeeani fc Internati. Environ, b 
Bcienttflc Affairs. 79/lt/2l, Ip. 


7912130109 Application bg Dresser 
2 Ci Cs-137, 0. 0002 mCi radium. 16 
An-241-Bt to Soviet Union. 
U1LS(}N«0. J. Dresser Industries. 


Industries. Inc for licensa to 
Ct Am-241-BB b 373 eiCl 

Inc. e-134/1-007. 79/11/16. 


export 


Ip. 


7912140146 Submits application for amend to export llcenea, extending 
expiration data to 810201. 

WILSON, B.D, General Electric Co., Nuclear Energy Producte Div* 
BDW-7924S. 79/H/26. Ip. 


7912130123 Requests Executive Branch position re Marubeni America Corp 
application for license to export HBa stds containing 22 g 
Pu to Japan. 

HOORE.R.N. Assistant Director for Biport/lmport b International 
Bafeguards. 79/11/13. Ip. 


7912140149 Executive Branch position re Edlow Inti application for 
license to export 68,300 kg U to Switzerland via France. Ltrs 
of aesurance end. License should be granted. < 

NOBENZO, L. V. State, Dept, of 1 Bureau of Oceans b Internati. Environ. « 
ecientlfic Affaire. 79/11/27. 23pp. 


— 7912130129 Application by Marubeni America Corp for license to export 
N8S stds containing 22 g to Japan. 

MAMIYA. 8. Marubeni America Corp. {subs, of Marubeni Corp. >. 

ZH-0119. 79/H/06, 3pp. 


7912140133 Forwards application for export licene# for minor nuclear 
export. Ltr of assurance required. • 

PETERSON, M. R. Aseletant Director for Export/Import b International 
Bafeguards. 79/12/03, Ip. 


7912130124 License for Tube Div of Kaueckl Derglco Industries, Inc to 
export 164 ft Zircelog II eeamless tubing to West Oermany. 

PETERSON, M. B. Assistant Director for Export/Import b Internati onel 
Safeguards. 79/11/27. tp. 


7912130139 Application by Sigma Chemical Co for licenee to export 3 kg 
deuterium oxide liquid to Australia. 

STERN. U.C. Sigma Chemical Co, (subs, of Stgma Aldrich Corp.). D-31. 
79/11/30. Ip. 


7913140176 Requeets Executive Branch position re Matl. Bellows Corp 
application for license to export nuclear reactor components 

PCTERBOnIm. R. Assistant Director for Export/Import b International 
Baftguardt. 79/12/03. ip. 

7912170338 Forwards application by Transnudear. Inc for lictpse to 
BXport 3.008 kg U, tnrlchtd to 93. SOX U-233i to The 
Nstherlands. 

MATSON, V* Transnudear, Inc. 79/11/16, ip. 


7912140004 Subalts application for amend to export license, increasing 
valuf. 

BRUSH, P.N. Hoke, Inc. 79/11/19. ip. 


7912140010 Requeets Exseutlva Branch position re Weebinghouse 
application for license to sxport proportional counter to 
PhlUpplnes. 

PETERSON, M. R. Assistant Director for Export/Import b International 
Safeguarde. 79/12/03. Ip* 


— 7912170343 Application by Transnudear, Ine for licenee to export 
3*008 kg U, enriched to 93. SOX 0-233, to The Netherlands. 

End use statement and. _.**,*, 

» Transnudear, Ine. NUK 307, 79-313, 79/11/16. 3pp. 


7912170348 Forwards application by Bosing Co for licensa to sxport 
dsplatsd U exempt counterweighte to China. 

MORGAN. W. E. Boeing Co. 79/11/21. ip. 


-7912170333 Application by Boeing Co for license to expoVt depleted W 
exempt counterweights to Chine. , , ,_* 

HOROAH, H. E. Boeing Co, DOC# 40-7783. 79/11/21, 2pp* 
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. T9JL9J7039& Forward* application fay Trananuclean Inc for llc*n«B to 
< aifOTt 34i 901 kg U heiafluorida, Btirlchail to 3, 35X U-83 Sp to 

Ifaat fitriMnu. 

lUTSDMiV. Trananucloari Inc. 79/11/07. Ip. 


— >79tai703A3 Application bg Traninuc loar. Inc for license to aaport 
34i901 kg U hakaflooridtr anrichtd to max 3. 3SX 0-23 9i to Meat' 

I SarMing. End uta a'tateiaant and. 

• Trapi(iircl*ar> Inc, RBU30879-307/01. 79/11/08, 3pp 


—7912190794 Application bg Applaton Papara. Inc for llcanae to aiport 
dotoctoT unit containing Hi-i63 source 

to Soviet Union. 

CRAINICH( V. A. Appleton Paperc, Inc. 73/77420-4,3,19. 79/ll/SO. 


Mithdrauis application for export License XCOH-0312 
ORAY(J, Q, ITT Orlnnell. 79/12/06, Ip. 


^19170364 Forward* application bg Trananucleari Inc for license to 
' •apart 17>400 kg Ui enriched to 3. 3SX U-239, to Meet Oeraanv. 

I HAfSONtV. Transnuclear* Inc. 79/11/07. ip. 


I 

a 


—791917036* Applleatten bg Transnoclear. Inc for lleenea to export 
kg U. enriched to 3. 3SX U-239/ to Uest Oernang.End use 

atateaent and. 

• Trenenucltar/ Inc. RBU 306 79-300. 79/11/08, 3pp. 


17,400 


Issuance of 


7912200093 notifies of waiver oP 15-day vaitlng period for ii 
ilcvnse due to i^rgent retiulreriiBiit re export of Zircaiou-II 
fteemleis tiiblTi9 to Oermang, 

Bafe3uard:”'79/?"2;.‘“"Jp'’*’'“ = *‘’^ E.por t/lcport «, International 


791MOO203 Application by Mitsui 8. Co, Inc for license to export 0,900 
lb 21rcalog~2 tube shells to Japan. 

HONOEN.T. Mitsui t, Co, , Ltd. 136123. 79/12/04. ip, 


; 7919170369 Application bg Edlou Inti Co for license to axport 
i 13,000 kg tails depleted U hexafluoride to United Klnodon 
! HWinCM, OMi. Edlow International Co. 79/11/21. ip. 


7919170371 AppXlcatl on bg ReOter-Stokes Inc for license 
degaslted as U dioxide on internal surface of aodel 
ft8-«A-0a01-231 radiation detector, to France. End use 

•tataaant end. 

SOtARLPA, J. 0. Reuter-Stokes, Inc. V-B374. 79/11/07. 


to expert U-239 


4pp. 


79I22002B6 Forwards revised snd use statements tc research 
raactor dlrectorlee to be Included In export license 
applications. Amends quantity of U-239 on License XBNM-i949 
fro* 24. 258 kg to 24, 260 kg. 

__MAT80M,V, Transnudear, Inc. 79/11/20. ISpp. 


training test 


7912200310 Bubalts application to amend 
Austria as intermediate consignee in 
TAVLOft, R, R. Monsanto Co. 79/11/27, 


license adding 
foreign country. 

Ip. 


IAEA, Vienna, 


7919170374 Application by Hewlett Packard Co for license to export HP 
Modal 9736A gat chromatograph aqulppsd u/electron captura 
• akactor 187134,19 mCi Ni-63 plated part, to China. 

KAUAfKMAtO. Hewlett - Packard Co. 1820-01623. 79/10/14. Ip. 


7912200321 Amend 1 to Monsanto Research Corp llcensa, adding IAEA as 
intaraedlata consignee. 

PETERBOM, M. R. Assistant Director for Export/ Import I, International 
Safeguarde. 79/12/07. Ip, 


7919170376 Application bg Hastlngheuse for licanta to expert one 
Coap«n*atad ioniiatlon chamber HLet09 to Hest Oerrnang. 

POCHALrld. F. Heatingheuse Electric Corp. ZE-10269. 79/11/26. Ip. 


by OE for license to export 119,000 kg U dioxide 
BHR fuel bundles to Spain. 

WILBONiB, Oeneral Electric Co. 79/11/30. ip. 


7919180003 Application bg Matheson Oas Products for llcensa to export 
3,000 liters diuteriun to Taiwan. 
bfOOD,L.D. Hatheson Oas ‘Preduets, 79/12/04. 2pp. 


7919180003 Application bg Isotope Producte Labs for license to axport 
I aCl CU-S44 to The Netherlands. 

>BELi1,K. Isotope Products Laboratories. 79/12/04, Ip, 


7919180039 Application bg Meetinghouse for license to axport two 
Erneaopensatad ionisation chambers to Belgium. 

POCKALaH. F. Mastlnghouie Electric Corp. 79/12/09. Ip. 


79J31B0046 Llcans* for Edlow Inti Co to export 0,6 mlcrograme PiJ-242 to 
F lnle nd, 

PETERSON, H. 8, Assistant Director for Export/lmport b International 
Safeguard*. 79/12/10. 2pp. 


OE, extending expiration data from 
800101 to 830101 6 removing Condition* 169. 

PETERSON, H. R. Assistant Director for Export/Import 6 International 
Sareguard*. 79/12/10. Ip. 


7919100079 Application bg Bandia Labs for llcante to eipert 
4. 4lt Batch 1 U, enriched 30X to U-238, to Uest Oermang. 
NALXERi J.V. Bandla Lekoratonies. 79/11/13, Ip. 


approx 


7912200397 Bubmi tsapp 1 icati on to amend license changing licensee 
name & addreis, ultimate & intermediate consignees in foreign 
country b description of matls exported. 

HltBDH.B, D. Oeneral Electric Co. 79/11/29. 2pp 


7912200403 Responds to 791026 Ur confirming author iiation of Korea 
Elattrdc Co to r*celvB & possess ten pieces of In-core 
oetecter, 

PARKrS. Korea, Republic of (South Korea). 79/11/15. Ip. 


7912200407 Bubmi ts application to amend 1 i cense. RaiJex BA of Madrid, 
Spain. importing two detectors for transshipment to Union 
Electrlca but ullt not take possession of matl. 

QERAOHTV.C, Reuter-Btokes, Inc. 79/11/29, ip, 


7912200413 Requests Executive Drench position re Spec Disc, Inc 
appllcBtlon for license to export 8MM to Japan. 

PETERSON, M. R. Assistant Director for Export/Import b International 
Safeguards, 79/12/06. Ip. 


7912200497 License for Transnudear, Inc to export 3.17 n U-233 
contained In 0 g U as NDS side U-005, U-005, U-100, U-SOO & 

U-930 t« 4, 25 g Pu as NDB stdS BRH946, 947, 94B, 949d, to France. 

PETERSON, M. R. Assistant Director far Export/lmport t. International 
Safeguards. 79/12/10. 2pp. 


79.19180096 Requasts termination of License XBNH-I3B4 due to 
(•ncallakian of commercial contract. Returns License I8NM- 
790916. Notification ie presented on behalf of ObM. 

HARMON, 0.M. Edlow International Co. 79/11/13, ip. 


7912200501 License for Mestinghouse to export 0.0410 g U-23S, 
contained in .0440 g U, to South Korea. 

PETERSON, M. R. Assistant Director far Export/lmport & International 
Safeguarda. 79/12/10. 2pp. 


|9iai0O186 Return* License lBNM-79016 6 request* withdrawal of 
Litanie % ONM “ 1 964 due to cancelation of commercial contract. 
Hatlf Icaklon la presented on behalf of BbU. 

HARHQN,Dj.u. Edlow International Co, 79/11/13, ip. 


7912200993 Rsqueets Executive Branch position re Transnudear. Inc 
application for license to export SNH to Braill. 

79/i2/u*" '^'l Executive Director for Operations. 


7913190199 FarsMTd* statsmsnt* presented to Philippine Conmisslor on 
nvciaar raactor plants, 

LAFLEURiJ, D, Offlc* of International Programs, 79/11/19. Ip, 


7912200994 Requests Eiecutlve Branch position re OE application for 
llcensa to eipert 8NH to Spain. 

aWBlCK.L.V, Office of the Executive Director for Operations. 
79/12/10. ip. 


jgjaiWIfl Buhmits application to amsnd export license extending 
•ipiratlan date to 821201. 


bftUBpN, B. D. 
>044-79243. 


Oeneral Electric Co, 
79/11/16, Ip. 


Nuclear Energy Producte Dlv 


7912200998 Requests Executive Branch position re Transnuc leer, Inc 
application for license to export BNM to Canada. 

C0S81CK,L. V. Office of the Executive. Director for Operations. 
79/12/10. Ip. 


7913490709 ForeMrds application bg Appleton Papers, Inc for license to 
aiport alectron capture detector unit containing Nt-63 
tavmca to aovlat Union. 

CRAINICH, V. A. Appleton Papers, Ine. 79/11/21. ip. 
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791H2100ta Requests Eiecutive Branth position re Transnuc lear. Inc 
application for license to eipor't SUM to The Netherlands. 
OOSSICK.L. W Office of the Eiecutive Director For Oporationa. 
79/12/06. Ip. 


— 7912210173 "Technical Assistance In 
Rept 2.790310-1110. 

ALQERT.U. 6. International Atomic 
PHI /9F/06-D. 79/11 /30. 30p p , 


QA li NonDostriictlve Testing*" FloW 
Energij Agency (Austria). 


7912210027 Sobaits application to amend 1 icense. setting raai isotope 
weight at 3 aicrograms. 

JOHNSON.N Eberline Instruraenl Corp 79/11/23, Ip, 

7912210064 Notifies of cancellation of 731002 application due to error 
in spec It end user statement, Selshin Trading Co. Ltd 
submitted corrected application on 790605. 

COYNE. N.J. SPEX Industries. Inc. 79/11/16. 3pp. 


—7912210173 “Technical Assistance In QA & NonDostructivo Testing." Field 
Rept 2,790010-1110. .... 

ALBERT. H O. International Atomic Energij Agency (Austria). 

PHI/9F/06-B 79/11/30. 30pp. 


7912210157 Forwards Itr from ITT Grinnell Valve Co. Inc. uithdraulng 
licence request for valve export to Spain. W/o end. 

PETERSON. H. R. Office of International Programs. 79/12/14. Ip. 


7912210070 Advises that 791002 export license application has been 7912260011 Advises of waiver of IS-day waiting period before issuance 

cancelled eiport license to Dio-Rad Labs. 

PETERSON.H- R. Assistant Director for Eiport/Import b International PETERSON, M. R, Assistant Director for Eiport/Iraport b International 

Safeguards. 79/12/10. Ip. Safeguards. 79/12/03. Ip. 


7912210077 Requests Eiecutive Branch position re Uaeing Co 
application for license to export depleted U contained in 
counterweights to China. 

PETERSON. H. R. Assistant Director for Eipor t/Import b International 
Safeguards. 79/12/10. Ip. 


7912210032 Advises of uithdraual of export license application by 
Edlow International Co 791113 Itr. 

PETERSON. M. R. Assistant Director for Export/Import & International 
Safeguards. 79/12/10 Ip. 


79122tOOB6 Fxjruards 791113 Itr from Reuter-Stokes. loc, withdrawlna 
export license applications XCOH-0206 b XCOM-0213 for export 
of components to Pakistan. H/o end. 

PETERSON, M. R. Assistant Director for Export/Iraport b International 
Safeguards. 79/12/10. Ip. 

7912210092 Advises of applicant end use of NBS Btds for NDS SRH 946-949 
under export license application XSNH-t617. 

PETERSON, (1. R, Assistant Director for Eiport/Impcrt b International 
Safeguards. 79/12/11. Ip. 

7912210099 Requests amend of export license application XSNH-1S93 
revising quantity of exported mail. 

HERSCHiK. t1. Hestinghouse Electric Corp. rCS-9479. 79/11/26. Ip. 


7912210104 Corrects physical form of SNM b requested delivery date in 
791126 export license application XBNH-1355. 

MATSON.V. Transnudear, Inc. 79/12/04. Ip. 


7912210123 Ltr of assurance in support of Transnudear Inc 790B27 
application to export 19 NQS stds w/total of 3.073430 g 
U-23S b 4. 25 g Pu to France. 

CDPPELiN. European Communities. Com.nission of. 79/11/20. Ip. 


7912210130 Forwards ltr from Edlow Inti Co requesting amend to export 
license application increasing quantity of depleted U to 
10. 5 kg. 

PETERSON. 11. n. Office of International Programs. 79/12/14. Ip. 


7912210139 Requests withdrawal of 79030D & 23 applications to export U 
to Pakistan. 

OERAGHTV.C. Reuter-Stokes, Inc. 79/11/15. Ip. 


— 7912260014 License for Dio-Rad Labs to export 1 kg deuterium oxlda. 
contained in compounds, to The Netherlands. 

PETERSON, M. R. Assistant Director for Export/Import b 
International Safeguards, 79/12/03. Ip. 


7912260060 Forwards application for export license for minor nuclear 
mail. Ltr of assurance required. 

PETERSON, H. R. Assistant Director for Export/Import b International 
Safeguards. 79/12/06. Ip. 


7912260067 Forwards application for export llcanso for minor nuclear 
matl.Ltr of assurance required. 

PETERSON. M. R. Assistant Director for Export/Import b Internet ianal 
Safeguards. 79/12/10. Ip. 


7912260073 Forwards application for export license for minor nuclear 
matl.Ltr of assurance required. 

PETERSON, li, R. Assistant Director for Export/Import b Internationa I 
Safeguards. 79/12/10. ip. 


7912260161 Forwards end use statement for U hexafluoride stds being 
purchased by Power Reactor b Nuclear Fuel Dovelopmont Corp. 
MCALDUFF.H. 0. Enorgy. Dept, of. 79/11/29. Opp. 


— 7912260165 Advises that total max elemont weight for 791101 license 
application is 1.410 g. 

ORUDA.H. Marubeni America Corp. (subs, of Marubeni Corp.). 
MAi-59B9. 79/11/15. Ip. 


— 7912260168 Forwards application by Marubeni America. Corp for license to 
export 1.049.011 g U hexafluoride to Japan. 

OKUDA.H. Marubeni America Carp. (subs, of Marubeni Corp.). 
MAl-HO-3977. 79/11/01. 2pp. 


— 7912260174 Application by Marubeni America Carp for license to export 
1(049.011 g U hexafluoride to Japon. 

OKUDA.H. Marubeni America Corp. (subs, of Marubeni Corp. I. 

79/U/Oi, 2pp. 


7912260139 Forwards applicaton by Transnudear. Inc for license to 
export 16.242 kg U in form of U hcxaluoride. enriched to 
max 3.3SX U-235, to Braxil. 

MATSON.V. Transnudear, Inc. 79-320/01. 79/11/29. Ip. 


7912210141 Forwards IAEA safety export repts b cover Hr. 

HAUSER. R.D. Office of International Programs. 79/12/05. 2pp. 


—7912210160 "Technical Assistance In QA b NonDestructive Testing, “ Field 
Rept 1.790710-03)0, 

ALBEfir.H. 0, International Atomic Energy Agency (Austria). 

PH1/9F/OA-B 79/03/31 Bpp 


-“7912210160 "Technical Assistance In OA b NenDestructive Testing. “ Field 
flept 1.790710-0310. 

ALBERT. U.O. International Atomic Energy Agency (Austria). 

PHr/9F/06-B, 79/0B/31, Bpp, 


“7912210160 "Tec)inical Assistance In OA b NonDestructive Testing. “ Field 
Rept 1.790710-0010. 

ALBERT.H.G. International Atomic Energy Agency (Austria). 

PHI/9F/06-B. 79/03/31, Bpp. 


—7912210173 "Technical Assistance In QA b NonDestructive Testinq. " Field 
Rept 2.790310-1110, 

ALBERT. U. 0. International Atomic Energy Agency (Austria). 

PH1/9F/06-B. 79/11/30. 30pp. 


— 7912260196 Application by Transnudear. Inc for license to export 
16,242 kg U in form of li hexafluoride, enriched to max 3. QSK 
U'235. to Qraiil.End use statement end. 

MATSON.V. Transnudear, Inc. 79/11/30. 2pp. 


7912260205 Advises that physical form of matl listed on 791 12& llcsnsa 
application should be corrected to total of 191 kg U ao U 
metal. AECL requested delivery of matl in early Nov 1930. 

MATSON.V. Transnudear, Inc. 79-231/01. 79/12/04. Ip. 


— 7912260203 Forwards application by Transnudear. Inc for license to 
export 191 kg U in form of U metal, enriched to max 93. 3X 
U-235. to Canada. 

MATSON.V. Transnudear. Inc. 79-231/5/01. 79/11/26. Ip. 


— 7912260212 Application by Transnudear. Inc for license to export 191 fcg 
U in form of U metal, enriched to max 93. 3X U-23Si to Canada. 

MATSON.V. Transnudear. Inc. 79/11/26. Spp. 


7912260232 Amend 1 to License X8NK-1502 to increase amount of U-23S in 
0.0132 g U. enriched to 94X w/o max. Commission of European 
CoBMxunities 791207 ltr to DOE requesting increase in amount 
of U end. 

PETERSON. H. R. Office of International Programs. 79/12/11. 2pp. 
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79183BOOSO Fopwards Transnuc Icari Inc Itr trancmi 1 1 ing add 1 Info re 
eiport license >tBNM-i543i to be considered y/7907a7 
application. 

GDSSICKfL.V. Office of the Executive Director for Oporatlons 
79/12/14. Ip, 


—7912200*113 Application ti, rx Nutlear Division for license to export J g 
of Pu-23BaDe. contained in sealed sooice. to Drarli.End use 
statement cnc 1 . 

HENDRICK. W.O leias Nuclear Div, (subs, of Kamsau Eno. Co.) 

T-9S09. 79/ 1 1 /06. 2pp 


7918230069 Discusses Hestinghouse 791026 application to import 1 , 30B ko 
tPtenriched to 2Z tl-235. f rom Sweden. License should be Issued. 

MOOREtR. N. Office of International Programs, 79/12/05. Ip. 


7912230116 Forwards end use statement by Ministrg of Trade t< Industru 
of Finland re export license application for transfer of 
Pu-242 to be used as caltbr std. 

HAKIPENTTI, I. Finland 79/U/29, 3pp. 


7918230153 Forwards license for Wostinghousc to export two 
urconpensated ionliation chambers to Oelgium. 

PETERSOM.M. R. Assistant Director for Export/Import ti International 
Safigusrds. 79/12/11. Ip, 


‘7918260156 License for Westinghouse to export two uncompensated 
Ionliation chambers to Dolglun. 

PETCBBONi M. r. Assistant Director for Export/ Impor t L 
International Bafeguards. 79/12/U. Ip. 


Application bg Spe« Disc. Inc For license to export 0 036 ii 
u~235^ contained in 12 9 of u oxido.to viapan. End ti so 
s tatemen t enc 1 . 

COVNE. M. J. Spei Disc. Inc 10 ! 79/09/26. 3pp 


7912310117 Fpruards Transnuc 1 ear. I nc 791120 Itr re addl info on license 
application £. renuasls increaso in quantity of 11-235 to be 
exported. Requests consideration of Itr in conjunction 
w/ap p 1 lea 1 1 on forwarded or 79072 7 W/o end 

Office of the Executive Director for Uperations. 

7*7/12/10 Ip, 


7Yl3310iaev Forwards renuott to amerxl □pplicstton for oipori llc«n 5 e 
for minor rucleor eipor tr doc rrasing qoontitij of matl 
exported. l^ociuoBts tJdpdroBo embassy advised. 

PETERSON. H. R. Assistant Director for Export/Import f. International 
Safeguards. 79/12/!0, tp. 


7918260692 Application by Westinghouse for license to export one 
piece proportional counter WL28793 to Philippines. 

POCHALiW. F. Wostinghouse Electric Corp, ZE-60160. 79/11/86. Ip. 


7912310176 Forwards application for Amend 5 to export I icenso. e x tending 
license period for two yrs b adding three ultimate 
c ons ( gnoes. 

MQROAN.M.e, Boeing Co. 4-1635-79R-0317 79/lI/SO. ip 


79I22806S6 Forwards application by TX Nuclear Division for license to 
*1 port 3 g of Pu-236aBo, contained in sealed source. to 
Braiil. 

HENDRICK# W. a. Texas Nuclear Div. <subs. of Ramsau Enu. Co ) 

T-9S0V. 79/11/06. Ip. v h . . 


7918310180 Application by Boeing Co fur Amend 5 to eiport ilcense# 
extending license period for two yrs h adding three ultimate 
cons i gnees. 

MQROAN. W. E. Doelng Co DDC 40-77a3, 79/11/80. app. 


7912310549 Application by Mitsui 6 Co for license to export 
xirconlum 2. S niobium pressure tube samples to ^lapan. 
KONDEN. T, Mitsui i Co.. Ltd. 79/12/1 0 ip. 
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7918800541 

50^1 

B 

ABREU.. 0. A. 

7918190194> 

FOIA 


ANDALHAH. E. 

7918130861 

PR 


ARHSTRONO. H. H. 

7918100469 

PROJ 


ACOSTAi A. P. 

7912170283 

40-8384 


ANDALHAN. B. 

7918130861 

PH 


ARMSTflOiM. H. H. 

7918100477 

PROJ 


AOAH.P, J. 

79123A0202» 

QA999 


ANDERSON, 0. 

7918130824* 

30-389 

B 

ARMSTRONO. H. H. 

79(8140009 

PRDJ 


ADAH. P. J. 

77188&019a* 

OA999 


ANDERBOM. T. K. 

7918100233* 

30-3 

P 

ARHSTRONO. H. H. 

7918140080* 

PRDJ 


ADAMS. U. E. 

7913130293 

S0-35S 

R 

ANDERBON. T. K. 

7918180049 

PTai 


ARHSTRONO, U. H. 

7918100469 

PROJ 


ADAMS. R. E. 

7918180190 

NUREO 


ANDERSON. T. H. 

7918380340* 

50-395 

S 

ARHSTRONO. H. H. 

7918100477 

PROJ 


A1H.EH. T. A. 

7912170070* 

50-289 

0 

ANDERBON, T. H. 

79130403S6 

TWREP 


ARHSTRONO, U. H. 

7918140009 

PROJ 


ADl^. T. A. 

7913140131 

50-289 

0 

ANDERSON, T. H. 

7918040337* 

TOPREP 


ARHSTRONO. U. H. 

7918140020* 

PROJ 


ADUER. T. A. 

7913370007 

50-289 

0 

ANDERSON, T. H. 

7918030309 

TOPREP 


ARNOLD. R. C. 

7918100341 

50-269 

K 

ADtER. T. A. 

7913370111 

50-289 

0 

ANDERSm, T. H. 

7918870346 

TOPREP 


ARNOLD, R. C. 

7918180401 

50-269 

P 

AIHJER. T. A. 

79121700&& 

50-389 

0 

ANDERBON, T. H. 

7918360891 

TOPREP 


ARNOLD, R. C. 

7918180581 

50-269 

H 

AmJEAi T. A. 

79i3170070» 

50-289 

0 

ANDERSON, T.M. 

7918130684* 

30-847 

P 

ARNOLD, R. C. 

7918130433 

50-320 

P 

ADtER. T. A. 

7918140131 

50-289 

0 

ANDERSON. T.H. 

7918190416 

TOPREP 


ARNOLD. R. C. 

7918130441* 

S0-<I80 

P 

ADCEff. T. A. 

7912870087 

50-289 

0 

AN1KR80N. T. M. 

7918190397 

TOPREP 


ARYAFAR, A. 

7918180223 

NUREB 


ADLER. T. A. 

7912270111 

30-289 

0 

ANDQISON, T. H. 

7918200338 

TOPREP 


ASH. R. F. 

7918060336 

50-317 

6 

ADRMHA. J. H. 

7918030048 

PROJ 


ANDERSON, T. H. 

7912200396 

30-343 

B 

ASHENDEN, H. C. 

7918110314* 

50-261 

6 

ADRAeflA. J. H. 

7918310894 

PRDJ 


ANDERSON, T. H. 

7912280368 

30-282 

B 

ASHER. T. R. 

7918030023 

XPORTLIC 


ADflACNA. J. H. 

7918030042 

PROJ 


ANDERSON, V. 8. 

7912880369 

TOPREP 


ABNER. T. R. 

7918050811* 

XPORTLIC 


AE3IE.K. 

79iai70897» 

50-346 

8 

ANDERSON, T. H. 

7918190601* 

TOPREP 


ASHER. T. R. 

7918030023 

XPlMILIC 


ACEE. J. R. 

7918160196* 

0A999 


ANDERSON, T.H. 

7912040014* 

50-369 

Q 

A81CH, T. R. 

7918030336 

XPWTUIC 


ACEE. J. R. 

7918120293* 

0A999 


ANDERSON. T. H. 

7918040138* 

50-413 

Q 

ASHER. T. R. 

7918050806 

XPORTLIC 


A«;^. J. R. 

7913860139* 

QA999 


ANDERBON, T.H. 

7918050540 

TOPREP 


ASHER. T. R. 

7913050211* 

XPORTLIC 


ADR ARAL. A. K. 

7918040119 

RES 


ANOERBUI.R.R. 

7918060307 

NUREO 


ASHLEY. B. C. 

7918110039 

Stab* Pr*a 

ACRAWAL. A. K. 

7918180108 

TDPREP 


ANDERBON, L. F. 

7918060023 

PROJ 


ASHELL. 0. L. 

79180701 SO 

50-^368 

a 

ACfiAMAL. A. K. 

7918180189 

TOPREP 


ANDERSON, D. R. 

7918310033 

RES 


ASHELL. D. L. 

7913060561 

50-368 

a 

AMEARR, C. D. 

791S2B0687 

30-445 

H 

ANDERSEN, J. A. 

7912140384* 

RES 


AawEu..n. L. 

7913170362 

50-368 

6 

AIHCARM. C. D. 

7918880629 

50-443 

H 

ANDERSEN, J. A. 

7918140386* 

HEB 


ASHELL. 0. L. 

7918070143 

50-362 

a 

AHEAR^. C. 0. 

7913280689 

30-443 

H 

ANDERBON, D. 0. 

7912110133* 

OA999 


ASHELL, D. L. 

7918170337 

50-368 

a 

aihe:arn. c. o. 

7918880629 

50-445 

H 

ANDERSON, 0. 0. 

7918110061* 

OA9V9 


AaHEU.,0. L. 

7918070398 

50-368 

a 

AMEARN.C.D. 

7918880689 

30-443 

H 

ANDERSON, 0. 0. 

7918180142* 

QA9V9 


ASHELL, D, L. 

7918070435 

50-382 

s 

AHEARN.C.D. 

7918280689 

30-445 

H 

ANDERBON, D. B, 

7918110316* 

0A999 


ASHELL. D. L. 

7918370874 

50-363 

A 

ALBERT. W. 0. 

7912810160* 

XPORTLIC 


ANDOONIHI. e. C. 

7912070186* 

30-893 

Q 

AUOIN. L. 

7918130496 

FtlJA 


ALBERT. W. O. 

7913210173*' 

XPORTLIC 


ANDOBNINI, 0. C. 

7918140806 

50-893 

Q 

AUSTIN, N. A. 

7918310351 

70-135 


ALfiDSTA. 0. 

7918180374* 

50-135 

U 

ANOOfiNINI.B. C. 

7918070494 

7i-9oei 


AUSTIN, H. A. 

7?18ia0106« 

70-364 


ALDEH. W.H. 

7918140339* 

50-877 

R 

ANDOOHINI, O.C. 

7918260063 

50-893 

0 

AUTIO.H. A. 

7918070437 

50-29 

6 

ALDEH6(m.C. 

7918190751 

30-338 

B 

ANDaONlHI.O. C. 

7918180483 

30-893 

0 

AUTIO.H. A. 

7918100898 

50-29 

6 

ALDERSON, C. E. 

7918200423 

30-880 

8 

ANDOONIHI, e.C. 

791S0402S9 

30-893 

P 

AUTIO.H. A. 

7918110287 

50-29 

S 

ALDERSQN.C. 

7918070086 

30-393 

8 

ANDOONIHI, B.C. 

7918180419 

50-893 

P 

AUTIO. H. A. 

7918110291 

50-29 

e 

ALDRICH. 3. H. 

7918170339 

RES 


ANDOONIHI, O.C. 

7918180440 

50-893 

F 

AXELROD. O.H. 

7918870065* 

CDHSISStON 

AL£XAKDERE<M.E. 

7918310194 

REOOD 


ANDOtmiNI, O.C. 

7918180333 

50-893 

P 

AXELRAO, H. 

7918130481 

PR 


ALLAH. J. 

7918800375 

30-847 

8 

ANDOONIHI, B.C. 

7918870381 

30-893 

B 

AXELRAD, N. 

7918130857 

50-344 

6 

ALLAH. J. 

7918800367 

50-334 

B 

ANOOBNINI/B.C. 

7918370419 

50-893 

P 

AXELRAO, H. 

7912160113 

50-344 

O 

ALLAH. J. 

7918300493 

30-278 

a 

ANDOONIHI, O. C. 

7918310318 

50-293 

F 

AXELRAD. H. 

7918870091 

50-344 

0 

ALLAN, il. 

7918300490 

30-247 

8 

ANDNA9.8. F. 

7918870363 

50-844 

H 

AXELRAO. H. 

7913130461 

PR 


ALLAH. J. 

7918300444 

30-247 

8 

ANDREU8. J. P. 

7912SB064B 

REBOD 


AXELRAO, H. 

7918130257 

50-344 

0 

ALLAN. J.H. 

7908010163* 

FOIA 


ANOREHS, 0, L. 

7912180364* 

50-333 

a 

AXELSDN. U. L. 

7918190276 

REVTEU BRP 

ALLAN. J. 

7918030114 

30-286 

8 

ANO. H. P. 

7912310300* 

50-340 

Q 

AXEL80N, H. L. 

7918190273 

REVIEW BRP 

ALLEN. J. 

7918190088* 

so-seo 

0 

ANOELO. J. 

7918310383 

TOPREP 


AXEteON. H. L. 

7913190261 

REVIEW BRP 

ALLEN. e.U. 

7918180067* 

HASTE HOT 

ANTOMOPOULOS, p. 

7912180337* 

50-893 

P 

BABBITT, a. 

7918070006 

50-320 

P 


377 
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Aimiin 

ACCESSim 

IMffiER 

SiraJECT 

CATECmV 

BACOH. J.l- 

7912IB0377 

50-329 

A 

BAI>OBt.C.a 

79121S01&8 

PROJ 


BAIHiMi.8. 

79121 4<W9I* 

50-237 

S 

BAER.T.S. 

79I2130O4S 

71-6144 


BJCRi T. B. 

79121B04AA 

27-39 


BAER. T. S. 

7912310379 

71-6058 


BAER.R.L. 

7912200574 

50-369 

P 

BMn. R.I-. 

7912190209 

T18»REP 


BAER. R-L. 

791219<»1S 

50-361 

A 

8AER. R. i- 

7912270162 

TOPREP 


SAILEY.IL 

791»BDS65> 

50-329 

S 

aAILEy.R.J. 

79120401S9a 

50-334 

O 

BAILEY. R.J. 

79122004708 

50-29 

o 

BAILEY. R. J. 

79122601 19> 

50-277 

o 

BAIRD. J.B. 

7912310298 

ILE 


BAIRD. U. B. 

79ia>50355» 

50-142 

0 

BAIRD. J.B. 

7912260139* 

50-228 

o 

BAtSDCaL. 

7912100116 

COWntACT 


BAI^TEN.!- 

7912100097 

CCROfRACT 


BAISOEN.I- 

7912070164 

(XINTRACT 


BAISDEIi.l- 

7912100385 

CQHTRACT 


BAISOEN.L. 

7912110001 

CONTRACT 


BAIBOOLL. 

7912110006 

COtORACT 


IIAIBoeH.L. 

7912110013 

CmiRACT 


BAIffl>EN. L. 

7912120065 

CCmRACT 


BAKER.B. L. 

7912130535 

PH 


BAKER. B. L. 

7912140309 

RES 


BAKER. E.J. 

7912140483* 

RES 


BM(ER.C. E. 

7912190010 

40-8681 


BAKER. 0. P. 

7912130133* 

40-8721 


BMIER.IL R. 

7912070079* 

50-346 

a 

BAKEVlCae. J. 

79121B0007 

71-6078 


BNLOUIK. H. A. 

7912170007* 

50-70 

c 

BMLDUiaU.A. 

7912140425 

50-324 

0 

BALt)UlN.U.A. 

7912200500 

50-375 

0 

BMJMIN.U. A 

7912130276 

50-275 

« 

BALDUIN. J. a 

7912190341 

5G-445 

H 

BALDUIN. H. A 

7912130176 

50-312 

P 

BALDWIN. U. A 

7912130276 

SO-275 

o 

BAL1AR0.R.L. 

7912210416 

50-416 

A 

BALLARD. R. L. 

79121B0269 

50-452 

C 

BALLARD. R. L. 

7912180278 

50-409 

O 

SALLMD. R.L. 

7912060568 

SO-514 

D 

BALLARD. R.L. 

7912060575* 

50-514 

D 

BALLMtO. R. L. 

7912170056 

50-514 

D 

SALLINfiER.P.L. 

7912140399* 

50-298 

R 

SALCKKXt. R. C. 

7912060347 

50-445 

n 

B/aOJSH. R. C. 

7912280639 

50-445 

N 

BAMSMtT. R. L. 

7912210409* 

FQIA 


BAfWS.aR. 

7912070160* 

50-324 

Q 

B/WKS.aR. 

7912030225* 

50-324 

o 

BAtWS.aR. 

7912050629* 

50-324 

a 

BARANOUEiKY.P. U. 

7912310324* 

50-389 

T 

BARBOUR. 0. H. 

791219010)9* 

50-363 

H 

BARI.R. A. 

7912040112 

RES 


BARKER, a R. 

7912280528* 

T(»>REP 


BARKER. a R. 

7913280517 

TWHEP 


BARKER. J.I- 

7912050037* 

SO-IO 

a 

BARKER.J.L. 

7912070143 

50-249 

s 

BARKER. J.U 

7912030008 

50-J0 

s 

BARKER. J. 

7912200546 

50-237 

s 

tMVRLEY.B.R. 

7912120130 

PROJ 


BARNETT, aw. 

7912050093 

50-445 

H 

BAf»SS.P.L. 

7912120016 

RECOB 


BARNETT.aW. 

7912050092 

50-445 

K 

BARfieB. 1. 

7912260155* 

QA999 


BARNES) 1. 

7912210036* 

06999 


BAI^tES. I. 

7912210233* 

OA999 


BARREITiP.A 

7912070162* 

50-373 

o 

BAJWETT.U 

7912070491 

NUREO 


EARnLC. A 

7912050426 

50-358 

o 

BARmC. A 

79121701 S3 

50-400 

c 

BARTLETT. J. 

7912100208* 

50-220 

o 

BARTLETT. J. 

7912210179 

50-220 

F 

BARTLETT.Ji. 

79ia27oaS9 

50-220 

a 

BARTLETT. J. 

7912270507 

50-220 

p 

BARTLETT. U.T. 

7912210337 

NUREO 


BASKiaap. 

7912140404* 

50-361 

0 

BABKiaap. 

7912100306 

50-206 

p 

BASLiaap. 

7912180515 

50-206 

p 

BASKtaap. 

7912180572 

50-206 

F 

BASK1N.K.P. 

7912210369 

50-^06 

P 

BASKTaap. 

7912270504 

50-206 

P 

BASKiaap. 

791227(090 

50-361 

A 

MfiKiaap. 

7912280502 

50-361 

A 


PERSONAL AUTHOR INDEX 



ACCESSION 

BUDJECr 


Aumon 

NUMBER 

CATEOtWV 

OATES. A 

7913060063 

PROJ 


OATES, a. J. 

791221(X>20* 

QA999 


BATES. R.U. 

7913040426* 

50-336 

S 

BATES. fl.U. 

7912040401* 

50-336 

S 

BATES. R.U. 

7912130468* 

50-336 

S 

BATES. R.M. 

7912040413* 

50-336 

S 

BATES. J. U. 

79I22601B1* 

70-143 


BAUER, a R. 

7912130543* 

50-317 

S 

BAUKANN.C. 

7913280458* 

50-320 

H 

BALBER. a A. 

7913030007 

50-522 

0 

BAIBER.a A 

7913140177 

50-309 

C 

BAUSER. a A. 

7913030007 

50-522 

0 

BAXLEY. S. X. 

7913370489* 

50-321 

S 

BAXTER. R.C. 

7913110549 

REOOO 


BAXTER. T. A. 

7913030027 

50-312 

0 

BAXTER. T. A 

7913030034* 

50-312 

o 

BAXTER. T. A. 

7913270093 

50-312 

e 

BAXTER. T. A. 

7912270347 

50-312 

e 

BAXTER. T. A. 

79122S04S6 

50-320 

0 

BAXTER. T. A 

7913030027 

50-312 

0 

BAXTER. T. A 

7912030034* 

50-312 

0 

BAVaARO. P. V. 

7913190793 

50-302 

Q 

BAyNARD.P. V. 

7912130201 

50-302 

F 

BAVHARO. P. Y. 

7912180271 

50-302 

P 

BAYNE. J. P. 

7912170176 

50-226 

Q 

BAYNE. J. P. 

7912140293 

50-286 

Q 

BAVte. J. P. 

7912310367 

50-206 

Q 

BAYNE. J. P. 

7912040319 

50-206 

S 

SAmE. J. P- 

7912040367 

50-206 

S 

BAVHE. J. P. 

791304038Q 

60-206 

S 

BAVHE, J. P. 

7912040482 

50-286 

S 

BAVYC. J.P. 

7912310328 

50-286 

S 

BAYNE. J. P. 

7913110332 

50-236 

S 

BAYNE, J.P. 

7912180569 

50-286 

S 

BAVTe. J. P. 

7912200342 

50-286 

R 

BAYNE. J. P. 

7912270553 

50-286 

S 

DEAD. J.a. 

7912190006* 

50-133 

0 

DEAN. D.P. 

7912140294* 

CC3MTHACT 


DEAN.R. 

7912310835 

RES 


XEATIM, R. H. 

7912170017* 

50-70 

C 

SEClfET. L. J. 

7912200 1B3* 

CONHIACT 


BECHIICEFER.C. 

7912110363 

50-409 

O 

SECISIDEFER.C. 

7912170262 

50-307 

G 

DECKER. F. L. 

7912170320 

RES 


DECKER. J.M. 

7912050077 

50-574 

0 

BECWHAN.D. A. 

7912100353* 

50-334 

a 

DECKieRrD. A. 

7912190716* 

50-313 

P 

DECKieR.D. A. 

7912190721* 

50-313 

P 

SECKNER.D. A. 

7912040412* 

50-312 

p 

BEDONT.N. E. 

7912310372 

40-8721 


OEEUEH. T. P. 

7912170303* 

50-346 

s 

DEIERLE. F. P. 

7912100072 

WASTE HOT 

BEIRLACQUE. A. H. 

7912200337* 

50-320 

M 

BELANCER.R. 

7912120132 

NIRIEO 


BELAIWER, J. 

7912170166 

50-10 

S 

B QUISLE. C. A 

7912060673* 

50-302 

0 

DELISLE. C. A. 

7912310310* 

50-390 

Q 

DELL.N 

7912170272 

50-344 

C 

BENDER. H. 

7912190346* 

ACRS 


DETffiER. M. 

7912140208 

ACRB 


BENEDICK. W. B. 

7912310529 

NUREO 


BENEDICT. R. A. 

7912210107 

50-302 

A 

BENJAMIN. A. 

7912200692* 

50-367 

U 

DEHHET. D. B. 

7912140165 

NUREC 


DEKNETT. Q. L. 

7912170193 

ORO 


BENOIT. IL 

7912190420* 

FOIA 


BERICK.D. 

79*2050617 

PROJ 


BER1CK.D. 

7912050617 

PROJ 


BERtCK.D. 

7912130292 

PR 


BERKOU, II. N. 

7912100043* 

50-286 

P 

DERNAN. N. 

7912170337 

RES 


BERNARD. S. R. 

7912110442 

HLmEe 


BERNREUTER. D. L. 

7912210343* 

50-206 

P 

DERMRBrrEn.O. L. 

7912210332 

50-206 

P 

DERRVHIIX. F. 

7912040006 

30-209 

0 

DERRYHILL.F. 

7912O<0<X)e* 

30-209 

C 

BERRY, 0. T. 

7912040500 

50-333 

P 

BERTRMt. K. D. 

7912050583 

50-182 

J 

BEBECHER, K. 

791820(M8a 

50-390 

S 

BESTHOFF. R. E. 

7912310360 

RECOD 


BETTAUER.R. J. 

79121CX)474 

50-574 

6 

OETTENHAUSEM. L. 

7912260122* 

50-213 

0 

DETTEMHAU5EM, L. 

7912050395* 

50-309 

8 

OETTENHAl^EM. L. 

7912200332* 

90-220 

0 

BEYER. J. H. 

7912140534 

50-320 

H 


AUDMW 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

BIALIK. E. I. 

BIALIK. E. I. 

BIALIK. E. I 

7912060644 

7912130348 

79121303S2* 

SO-3 

PR 

PR 

0 

BIALIK. E. I. 
BICKUIT. L. 

7912140018 

7912060034 

50-596 

70-2623 

0 

BICKUIT. L. 

7912100217* 

SO-266 

T 

DIDDLE. C. T. 

7912270053 

50-466 

0 

BIDEN. J. R 

7912280287* 

SO-320 

u 

BIELAUSKI. A. P. 

7912270049 

50-599 

0 

BIELAWSKI.A. P. 

7912280226 

50-599 

0 

BIELAUSKI. A. P. 

7912280257* 

50-599 

a 

BIELAUSKI. A. P. 

7912280226 

50-599 

0 

BIELAUSKI. A. P. 

7912280257* 

50-599 

0 

BIER. J. 

7912210443* 

50-155 

« 

DIERnAN.C. 

DIERKAN.S. n. 

7912100459 

7912180158 

50-289 

RES 

0 

aiLEY.O. U. 

7912060152* 

50-325 

0 

BINGHAM. J. 

7912140528 

50-3 

u 

BIRKEL.R. 

7809290053 

50-269 

F 

DISCHOFF.C. A. 

7912110371 

50-275 

11 

BISHOP. C. J. 

7912050481 

50-338 

0 

BIBHOP.C. J. 

7912060059 

50-397 

Q 

BISHOP. C. J. 

7912060239 

50-338 

0 

BIBHOP.C. J. 

7912060072 

50-522 

Q 

BISHOP. C.J. 

7912140062 

50-389 

0 

BISHOP. C. J. 

7912140055 

50-466 

0 

01 SHOP. C. J. 

7912190120 

50-309 

e 

BISHOP. C. J. 

7912140002 

50-333 

0 

t}I5iKK>. C. J. 
DI3H0P.C. J. 

7912280668 

7912060092 

50-466 

70-2623 

0 

BISHOP. C. J. 

7912060541 

50-275 

0 

DISIUP. T. g. 

7912190745 

50-460 

S 

DI»ta'. T. U. 

7912180017 

50-397 

s 

BISSETT.P. H. 

DITEL, J. 6. 

791226009S* 

7912140376* 

50-333 

FOIA 

8 

D1VIN3.U. S. 

791218000S 

50-387 

A 

BIVINS. U. 8. 
BLACKMAN. V. H, 

7912200136 

7912180037* 

50-471 

CONTRACT 

A 

BLACKSHAU. O. L. 
BLACK. 1). A. 

7912040449 

7912060307 

50-129 

NUREO 

P 

BLACK. R. L. 

7912060101 

S0-SS2 

0 

BLACK. R. L. 

7912170152 

50-522 

0 

BLACK. R. L. 

7912050376 

50-522 

0 

BLACK. R. L. 

7912060004 

50-522 

0 

BLACK. R. L. 

7912050421 

50-522 

0 

BLACK. R. L. 

7912170358 

50-522 

H 

BLACK. R. L. 

7912270054 

50-522 

0 

BLAIR. 0. 0. 

7912140397* 

50-344 

R 

BLAKE. J. J. 

7912050338* 

60-518 

0 

BLAKE. J. J. 

BLALOCK. L. 
DLOTTIER. F. 0. 

7912180145* 

7912190130 

7912140339 

50-261 

71-9853 

NUREO 

Q 

OLUn.R. L. 

7912260357 

50-443 

It 

BLUM. R. L. 

7912260357 

50-445 

M 

BLUHE, M. D. 

7912110270 

50-445 

M 

OLUIC. M. D. 

7912130236 

50-445 

n 

DLUME. i1. a. 

DDCCIO. J. 

7912190110 

7912040383 

50-445 

TOPREP 

M 

OOCHERT.H R. 

7912180060* 

WASTE HOT 

DDDTKE. P. J. 

7912130297* 

50-255 

W 

DDOa. D. J. 
nOODEN. C. 

BOODEN. 0. 

BOCIN. H. B. 

7912270439 

7912130376 

7912030032 

7912030023 

50-344 

PRDJ 

40-1163 

XPOHTLIC 

a 

BOOIN. T. R. 

7912030023 

50-574 

0 

BOHN.R. J. 

7912030186 

50-367 

R 

BOHN. R. J. 

7912030184 

50-367 

R 

BOHN, R. J. 

7912110364 

50-367 

R 

BOHN. R. J. 

7912110234 

50-367 

R 

D0I«4, R. J. 

7912140234 

50-367 

R 

DOlW. R. J. 

BOHN, M. P, 

BCX-SER. C. M. 

7912310466 

7912140461* 

7912310200 

50-367 

RES 

40-8721 

R 

DOLTE. B. 
DONCHER.F. J. 

7912280340* 

7912140307* 

SO-320 

FOIA 

M 

BDND.R.T. 

DONZON. L. L. 

BOOK, a E. 

7912130556 

7912310153 

7912180092* 

50-287 

NUREO 

70-754 

8 

DOOK.H. E. 

BOOK. H. E. 

7912190125* 

7912280653* 

50-142 

27-10 

Q 

BOOK. H. E. 

7912050691 

50-94 

0 

ROOK. H. E. 

7912050693* 

50-94 

0 

BOOK, a E. 

7912060031* 

30-147 

Q 

BOOK. H. E. 

7912060031 

30-147 

Q 

DOOK.H, E. 

7912050355* 

50-142 

8 




ACCEQSIQN 

SUBJECT 


AUTHQH 

NUHDER 

CATEGORY 

iOOK.H. E. 

79120S034B 

90-142 

Q 

EOOK.M. E. 

79iai0O467» 

QA999 


BOOK^ M. E. 

791218OO0& 

70-754 


BOOK< H. E. 

7912180464 

QA999 


BOOK^ II. E. 

7912260 139« 

30-228 

0 

B DOK.. II. E. 

7912260 139« 

50-228 

0 

BCnK, H. E. 

7912270148 

PDR MISC 


BDOKeKE. 

7912260132 

50-228 

Q 

BDROEHICK>Q. R. 

7912100344 

50-916 

0 

SQRDEHtCK. Q. R 

7912120431 

50-516 

0 

£ORESi R. vl. 

7912170421 

50-272 

8 

BORES, fl J 

7912260013 

50-272 

S 

BORES. R. J. 

7912260339* 

50-387 

0 

EOROHANN. E. A. 

7912110439 

50-358 

0 

BORGHAMN. E. A. 

7912110376 

50-330 

0 

BORGHANNi E. A. 

7912090391 

30-350 

F 

BOHGMANN. E. A. 

7912200438 

50-350 

F 

EDSKEV. D. 

7912060036 

70-1729 


BOSS. U 

7912120508 

50-272 

F 

BOUKNIOHT.J. A. 

7912090092 

50-445 

H 

BQUILHIOHT. J. A. 

7912110438 

30-250 

M 

BOWKNIOHT, J. A. 

7912110438 

50-250 

M 

EQUKNIOHT. J. A. 

7912050092 

50-445 

M 

EOURNIA. A. 

7912310498 

50-373 

A 

BDMERS.C. E. 

7912120940* 

70-820 


EOlrlERB.C. E. 

7912060091* 

70-820 


BDHERB.C. E. 

7912310299* 

70-820 


BOMERS.E, S. 

7712060203 

50-250 

0 

B QKERS. E 8. 

7912060090 

50-322 

6 

BDIfERB. E. 8 . 

7912060130 

50-514 

0 

QDRiEFlB.E. 8 . 

7912060139 

50-275 

0 

BQUERS.E. 8 . 

7912190191* 

50-322 

0 

BDHEftB.E. 8 . 

7912140060 

50-312 

0 

BQIfERS. E. S. 

7912310278 

50-312 

0 

BDMERS.E. S, 

7912270143 

50-312 

0 

BOVD, D. C. 

7912210041 

50-295 

8 

BOVD. D. C. 

7912180373 

30-293 

8 

eOVD. D. C. 

7912050231* 

50-409 

Q 

BOVO. D C. 

7912110271* 

50-315 

Q 

BOVD. D. C. 

7912120061 

50-315 

S 

BDVD. D. C 

7912070070 

50-195 

8 

BOVD. D. C. 

7912260144* 

50-199 

0 

DDVD. a C. 

7912I800S4 

50-254 

e 

BOVD. D. C. 

7912180090 

50-295 

s 

BQVD. D. C. 

7912310064 

71-298 


BDVER. V. S. 

7912120511 

50-392 

Q 

BOYER. V 8 

7912070151* 

50-352 

Q 

BOYER. V. S. 

7912310190 

REOGD 


BOYKIN. J. T 

7912200376* 

50-339 

A 

BOYLE, a L. 

7912310377* 

90-338 

0 

BOYTEH.T. A. 

7912200456 

50-320 

0 

BRADFOBD, 0. 

7912100286 

50-340 

8 

BRADFORD, U. II. 

7912070097* 

50-348 

a 

BRADFOflQ. W H. 

7912070020 

90-348 

8 

BRADFORD. W. H. 

7912070050 

50-348 

8 

B RABFCfflD. H. H. 

7912070063 

50-348 

B 

BRADFORD. P. A. 

7912280406* 

50-320 

P 

BRAOLEV. R. D 

7912210051 

50-400 

S 

BRADLEY. R. D. 

7912060669 

50-400 

B 

BRAOBKAM. J L. 

7912130410 

50-339 

H 

ERADSKAR. J. L. 

7912200370* 

90-339 

A 

BflADY. e. 

79123101 13 

90-522 

0 

BRAMLErr. L S. 

7912170335* 

50-313 

n 

DRAHLETr. L. S, 

7912260274* 

50-313 

B 

BRANAQAN. d. r. 

7912130353* 

90-320 

U 

BRANAOAR. E. F. 

7912130363* 

50-320 

U 

BRANDS. F. U. 

7912100267 

90-27 

F 

B RAUL. II J. 

7912310513* 

50-255 

P 

BREED. A, 

7912040213 

TQPREP 


BRICKUEY. H.ll. 

7912140545* 

QA999 


BRtCHLEY. n H. 

7912110052* 

0A999 


BSICKLEY. R, H. 

7912260206* 

QA999 


BfltCHLEY.H H. 

7912100409* 

QA999 


6RIGQ9.L. 

7912030256* 

90-219 

Q 

BRtCOS.L. 

7912200213* 

50-219 

Q 

BntOHT.R. M. 

7912040441 

50-302 

P 

ERtOHT.R. ». 

7912040499 

90-302 

P 

EROCKETT. J. 

7912200298 

I&E 


BROCKETT.T.W. 

7912200476 

50-293 

9 

BRODESILY. R. 

7912310078 

SO-3 

0 

SRODKAR. R. 

7912200316* 

50-320 

H 

BROEin., D. J. 

7912120321* 

50-344 

0 

SROeiVL. D. J. 

7912180618 

50-344 

9 

CROEI<tL. D. J, 

7912180127* 

50-344 

0 

BROEKL.D. J. 

7912190379 

50-344 

P 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 
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CATEGORY 

BRQEHL. D. J. 

7912370183 

50-344 

P 

BROEHL. D. J. 

7912270181 

50-344 

P 

BROOKS, E. H. 

7912310333* 

50-281 

Q 

BROUDV, P. 

7912140137 

PR 


BROWN, P. D. 0. 

7912200276* 

50-3 

0 

BROWN. P. D. G, 

7912200270 

50-3 

G 

DROWN, H. H. 

7912170012 

50-275 

0 

DROWN, L. J. 

7912260097 

50-133 

0 

DROWN, C. 0. 

7912200029* 

71-6581 


DROWN, H. H. 

7912030107 

50-312 

0 

DROWN, H. H. 

7912030112* 

50-312 

Q 

DROWN. H. H. 

7912030117* 

50-312 

0 

DROWN. H. H. 

7912070171 

50-275 

0 

DROWN, K. H. 

7912170012 

50-275 

0 

DROWN, a F. 

7912130450 

PR 


DROWN, a F. 

7912180097 

PR 


DROWN, M. S. 

7912130300* 

50-315 

8 

DROWN, D. H. 

7912270599* 

50-346 

S 

DROWN, S. C. 

7912210330 

50-404 

5 

DROWN, S. C. 

7912060377 

50-338 

8 

DROWN, 8. C. 

7912130434 

50-339 

8 

DROWN. S. C. 

7912040349 

50-404 

S 

DROWN, a. C. 

7912200307 

50-404 

8 

DROWN, S. C. 

7912040467 

50-339 

a 

DROWN, a. C. 

7912070398 

50-339 

s 

DROWN, a. C. 

7912190663 

50-339 

a 

DROWN, a. C. 

7912070395 

50-339 

8 

DROWN, a. C. 

7912310255 

50-338 

0 

DROWN, B. C. 

7912180538 

50-339 

a 

BROWN, a. C. 

7912180560 

50-339 

s 

DROWN, a. C. 

7912200391 

50-339 

s 

DROWN, a. C. 

7912260216 

50-338 

p 

DROWN, a. c. 

791226025? 

50-339 

A 

DROWN, 8. C. 

7912280541 

50-339 

5 

DROWN, 8. C. 

7912270348 

50-338 

P 

DROWN, a. C. 

7912270366 

50-339 

A 

BROWNLEE, V, L. 

7912110514* 

50-261 

0 

DROWNLEE.U, L. 

7912060590* 

50-395 

Q 

DROWN, R. A. 

7912200395* 

27-47 


DROWN, R. A. 

7912260145* 

27-47 


DROWN, R. A. 

7912310230* 

27-47 


DROWN, 0. D. 

7912210405* 

FOIA 


DROWN, 0. D. 

7912280360* 

40-2259 


DROWN. 0. D. 

7912030231* 

40-3453 


DROWN, R. L. 

7912110133* 

flA999 


DROWN. R. L. 

7912180142* 

0A999 


DROWN, R. L. 

7912200196* 

0A999 


DROWN, R. L. 

7912200499* 

0A999 


DROWN. C. H. 

7912170054 

lOCFR 


DRUQOER.R. M. 

7912030220* 

S0-1Q6 

Q 

BRUGGE, R. D. 

7912190509 

TOPREP 


DRUNNSR.E. J. 

7912260010 

50-272 

a 

DRUNNER.E. J. 

7912200456 

50-317 

s 

DRUNNER.E. J. 

7912070200 

50-322 

Q 

DRUNNER.E. J. 

7912200542 

50-309 

8 

DRUNNER.E. J. 

7912060662 

50-29 

a 

DRUNNER.E. J. 

7912030114 

50-286 

8 

DRUNNER.E. J. 

7912030104 

50-245 

8 

DRUNNER.E. J. 

7912180309 

50-245 

a 

DRUNNER.E. J. 

7912050331 

50-387 

u 

DRUNNER.E. J. 

7912050088* 

50-333 

Q 

DRUNNER, E. J. 

7912030241* 

50-272 

Q 

DRUNNER.E. J. 

7912070132* 

50-293 

a 

DRUNNER.E. J. 

7912060214* 

50-334 

a 

DRUNNER.E. J. 

7912100197* 

50-213 

Q 

DRUNNER, E. J. 

7912260118* 

50-213 

Q 

DRUNNER. E. J. 

7912050179* 

50-247 

Q 

DRUNNER.E. J. 

7912030059 

50-272 

0 

BRUNNER, E. J. 

7912060003 

50-309 

0 

DRUNNER, E. J. 

7912060068 

50-272 

Q 

DRUNNER, E. J. 

7912210103* 

S 0-286 

a 

DRUNNER, E. J. 

7912200318* 

50-220 

Q 

DRUNNER, E. J. 

7912050390 

50-309 

a 

DRUNNER. E. J. 

7912060191 

50-334 

Q 

DRUNNER.E. J. 

7912100193 

50-213 

Q 

DRUNNER.E. J. 

7912070123 

50-293 

a 

DRUNNER.E. J. 

7912030245 

50-219 

Q 

DRUNNER.E. J. 

7912190787 

50-213 

Q 

DRUNNER.E. J. 

7912200054 

SO-247 

0 

DRUNNER.E. J. 

7912180270 

50-271 

Q 

DRUNNER, E, J. 

7912200206 

50-219 

0 

DRUNNER.E. J. 

7912200043 

50-272 

Q 

DRUNNER.E. J. 

7912210337 

50-244 

Q 

DRUNNER.E. J. 

7912310125 

50-286 

0 

DRUNNER.E. J. 

7912050164 

50-247 

0 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DRUNNER, E. J. 

791S2603O1 

50-29 

0 

DRUNNER, E. J. 

7912310041 

50-310 

Q 

DRUNNER.E. J. 

79123100S4 

50-322 

0 

BRUNNER. E. J, 

7912130056 

50-309 

0 

DRUNNER. E. J. 

7912200303 

S 0-220 

a 

BRUNNER, E. J. 

791B210096 

S0-2B6 

Q 

DRUNNER , E. J. 

7912260113 

50-213 

Q 

DRUSH, P. N. 

DRVAN. R. H. 
DRVANT.F. 8. 

BRYANT. F. S, 

BRYAN. J. K. 

7912140004 

7912280645* 

7912190473 

7912ia01D0 

7912180535 

XPQRTHC 

27-10 

71-368 

71-380 

50-4B3 

H 

BRYANT. J, C. 

7912200016 

50-404 

8 

BRYANT. J. C. 

7912060990* 

30-395 

0 

DRYANT, J. C. 

7912060669 

S 0-400 

B 

BRYANT, J. C. 

7912200462 

50-395 

8 

DRYANT, J. C. 

7912060657* 

50-339 

0 

DRYANT, J. C. 

7912050394* 

50-416 

0 

BRYANT, J. C. 

7912310286* 

50-309 

0 

DRY.4NT, J. C. 

7912170016* 

50-364 

0 

DRYANT, J. C, 

7912130100* 

50-491 

0 

8UCHH0L2. R. H. 
DUCHH0L2.R. H. 
OUCHHOLZ. R. H. 

7912060521 

7912310182 

7912100330* 

TOPREP 

REOOO 

50-3 

P 

BUCHH0L2. R, H. 

BUCHHOUZ. R, H. 
DUCHHOLZ. R. H. 
BUCHHOLZ. R. H. 
BUCHHOLZ.R, H. 
QUCMORN.P. 

79121 90S99 

7912140251 

7912190868 

7912270292 

7912130148 

7912130467 

NUREO 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

50-490 

0 

DUCHORN. P. 

7912130467 

50-498 

0 

BUCKLEY. D. W. 
DUCKLEY.O. C. 

7912120132 

7912060632 

NUREO 

50-461 

A 

BUCKLEY. D. C. 

7912310172 

50-275 

A 

auERCKLIN, J. E. 

7912180069 

50-536 

0 

aui, u. 

791217041B* 

50-lSS 

0 

BURCHETTE, U. M. 

7912260360 

50-445 

M 

DURCHETTE.H. H. 

7911300277 

50-445 

H 

aURCHETTE.H. H. 

7912260360 

50-445 

H 

BURDETTE. T. E. 

7912310286* 

50-309 

a 

BURDETTE. T. E. 

7912060590* 

50-395 

0 

aURDETTE, T. E. 

7912200462 

50-395 

8 

aUROER. A. 

7912060175 

50-29 

P 

DUROER, A. 

7912190783 

50-29 

P 

BURKE. D. J. 

7912050467* 

50-200 

0 

DURKE, D. J. 

7912050624* 

50-200 

Q 

BURNETT. P. T. 

7912030065* 

50-327 

0 

BURNETT. P. T. 

791 2070 LOS* 

50-395 

Q 

BURNETT. P. T. 

7912060215* 

50-369 

Q 

BURNETT. P. T. 

7912060235* 

50-200 

0 

BURNETT. P. T. 

7912160121* 

50-302 

0 

BURNETT. P. T. 

7912210069* 

50-03 

0 

BURNETT. P. T. 

7912310353* 

50-201 

a 

BURNETT. R. F. 
BURNETT. R. F. 

BURBTEIN.N. H. 

nURBTEIN.E, 

BURBTEIN.B. 

7912070192* 

7912070199* 

7912310031 

7912110195 

7912030172 

FDIA 

FOIA 

REGOD 

PB 

50-266 

p 

BURDTEtN.8. 

7912040419 

50-502 

I 

nURSTElN.8. 

7912040486 

50-266 

p 

DURSTEIN.8. 

7912040247 

50-266 

p 

DURBTEIN.B, 

79121D0449* 

50-266 

R 

nURBTEIN.B. 

7912120230 

50-266 

F 

DURBTEIN.B. 

7912140422 

50-266 

P 

BURSTEIN.B. 

7912160446 

50-266 

R 

BURSTEIN.8. 

7912280554 

50-266 

P 

BURSTEIN.B. 

7912270206 

50-266 

P 

BURBTEIN.B. 

79122B0601 

50-266 

P 

BURSTEIN.B. 

7912270492 

50-266 

P 

BURSTEIN.B. 

7912260606 

50-266 

P 

BURT. L. 

7912070142 

50-471 

0 

BURT. L. 

7912070146* 

30-471 

0 

BURT, L. 

7912070152* 

50-471 

0 

BURT, L. 

7912110276 

30-471 

0 

DURT, L. 

7912040401 

30-443 

G 

BURT. U. 

7912110477 

30-443 

Q 

DURT, L. 

7912110460 

50-443 

G 

BURTON, L. D. 
nUBCENI, 0. 

7912310529 

7912260461* 

NUREO 

30-320 

H 

BUSSELHAN. G. J. 

7912260240* 

50-244 

P 

BUTCHER, E. 

DUT2EL, A.K. 

7912190634 

7912050451* 

PDR HISC 
30 -849 

0 

DUTZEL, A.K. 

7912050447 

50-849 

0 

DUT2EL, A.K. 

7912050451* 

50-549 

0 

BYRON. B. B. 

7912120535* 

50-320 

u 
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SUBJECT 


ACCESSION 

BUajECf 

AUTHOR 

NUMBER 

CATECQRV 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGOftY 

CAB A. E. 

791S130375f 

50-346 

R 

CARBON, M. U. 

7912170107 

ACRB 


CARR, J. C. 

7912130310 

FOIA 


CAHILLi W. vl. 

791213021 S 

50-3 

a 

CARBON. H. 

7912100029 

ACRS 


CARR. J. C. 

7912140312 

FOIA 


CAHILL. H. J. 

7912190295* 

FQIA 


CARBON, H. 

7912100034 

ACRS 


CARR, J. C. 

7912170394 

FOIA 


CAHILL. U. J. 

79121902eA* 

FOIA 


CARFAOND, S, P. 

7912120550 

FOIA 


CARR, J. C. 

7912170409 

FOIA 


CAHILL. U. U. 

7912190253* 

FOIA 


CARLSON, fi. T, 

7912050072* 

50-443 

0 

CARR, J. C. 

7912190422 

FOIA 


CAHILL.U. J. 

7912190242* 

FQIA 


CARLSON. R. T. 

7912060664* 

50-209 

Q 

CARR, J. C. 

7912120489 

FOIA 


CAHILL. U.J. 

7912190236* 

FOIA 


CARLSON. R. T, 

7912060656* 

50-209 

0 

CARR. J. C. 

7912130146* 

FOIA 


CAHILL. U.U. 

7912190226* 

FOIA 


CARLSON, R. T. 

7912060022 

50-317 

Q 

CARR. J. C. 

7912120160 

FOIA 


CAHILL.U. J. 

7912190204* 

FOIA 


CARLSON, R. T. 

7912030045 

50-333 

0 

CARR, J.C. 

7912180640 

FOIA 


CAHILL.U. J. 

7912030172* 

50-247 

0 

CARLSON, n. T. 

7912030054 

50-336 

0 

CARR, J. C. 

7912170191 

FOIA 


CAHILL.U. J. 

7912170186 

50-3 

Q 

CARLSON. R. T. 

7912200206 

50-809 

a 

CARR. J. C. 

7912190096 

FOIA 


CAHILL.U. J. 

7912060611 

PRM 


CARLSON. R. T. 

7912060194 

50-307 

0 

CARR, J, C. 

7912170170 

FOIA 


CAHILL.U. J. 

7912040465 

50-247 

Q 

CARLSON. R. T. 

7912300330 

50-320 

0 

CARR, J. C. 

7912180131 

FOIA 


CAHILL.U. J. 

7912040470 

50-247 

P 

CARLSON, R. T. 

7912050001 

50-206 

0 

CARR. J. C. 

7912180131 

FOIA 


CAHILL.U. J. 

7912040466 

50-247 

P 

CARLSON. R. r. 

7912120142 

50-402 

0 

CARR. J. C. 

7912190107 

FOIA 


CAHILL. U.J. 

7912130284 

50-3 

P 

CARLSON, R. T. 

7912120175 

50-311 

8 

CARR. J. C. 

7912180116 

FOIA 


CAHILL. U.J. 

7912130291* 

50-3 

P 

CARLfiON, R. T. 

7912140128 

50-311 

S 

CARR. J. C. 

7912100277 

FOIA 


CAHILL. U. J. 

7912120465 

50-247 

S 

CARLSON, R. T. 

7912140533 

50-311 

8 

CARR. J. C. 

7912180302 

FOIA 


CAHILL. U.J. 

7912130667 

50-247 

P 

CARLeON, R. T. 

7912050007 

50-333 

a 

CARR, J. C. 

7912100369 

FOIA 


CAHILL. U.J. 

7912140410 

50-247 

a 

CARLSON, R. T. 

7912130456 

50-354 

a 

CARR. J. C. 

79I21803BO 

FOIA 


CAHILL.U. J. 

7912180561 

50-3 

p 

CARLSON, R. T. 

7912140D42 

50-412 

8 

CARR. J. C. 

7912190410 

FOIA 


CAHILL. U.J. 

7912170245 

50-247 

R 

CARLSON, n. T. 

7912200379 

50-320 

0 

CARR, J. C. 

7912180409 

FOIA 


CAHILL. U.J. 

7912170302 

50-3 

R 

CARLSON. R. T. 

7912050062 

50-443 

0 

CARR, J. C. 

7912190467 

FOIA 


CAHILL.U. J. 

7912270232 

30-247 

P 

CARLSON, R. T. 

7912130335 

50-307 

s 

CARR. J. C. 

7912210394 

FOIA 


CAHILL.U. J. 

7912270339 

50-3 

P 

CARLSON, R. T, 

7912200521 

50-423 

0 

CARR, J. C. 

7912210402 

FOIA 


CAHILL.U. J. 

79122701 88 

50-247 

P 

CARLSON, R. T. 

7912200159 

50-847 

0 

CARR. J. C. 

7912280664 

30-498 

0 

CAHILL. H. J. 

7912310303 

50-247 

P 

CARLSON, R. T. 

7912200466 

50-886 

0 

CARR, J. C. 

7912270020 

FOIA 


CAHILL.U, J. 

7912310181 

30-3 

P 

CARLSON, R. T. 

7912210319 

50-310 

Q 

CARR, J. C. 

7912200697 

SO-193 

H 

CAHILL.U. J. 

7912310403 

50-247 

3 

CARLSON. R. T 

7912200449 

50-410 

0 

CARR, J. C. 

7912270032 

FOIA 


CAHN. A. L. 

7912190210* 

50-482 

a 

CARLSON, R. T. 

7912260296 

50-352 

Q 

CARR. J. C. 

791 227003 B 

FOIA 


CAtiN. A. L. 

7712110580 

REOOQ 


CARLSON, R. T. 

7912260051 

50-209 

0 

CARR, J, C. 

7912280679 

FOIA 


CAIN. C. L. 

79122S0360* 

40-2259 


CARLSON, R. T, 

7912060643 

50-209 

0 

CARR. J. C. 

7912200605 

80-388 

0 

CAIN. C. L. 

7912310449* 

40-4492 


CARLSON, R. T. 

7912070144 

50-352 

0 

CARR, J. C. 

7912270044 

FOIA 


CALCAQNO. L. 

7912280279* 

50-320 

H 

CARLSON, n. T. 

7912310206 

50-412 

8 

CARRIER. E. B. 

7912120296 

POR MI8C 


CALOMELL. U. E. 

7912190367* 

FOIA 


CARL8WJ, a. T. 

7912210019* 

50-307 

0 

CARROLL. D. E. 

7912190503 

QRG 


CALOUELL. U. E. 

7912190347* 

FOIA 


CARLSON, J. D. 

7912050316* 

30-187 

Q 

CARTER. R. A. 

7912280132* 

NUREO 


CALDUELL. R. A. 

7912050680* 

30-128 

0 

CARNEV, J. A. 

7912130337 

50-445 

M 

CARTER. P. D. 

7912180544 

30-208 

J 

CA'-HQUM. J, R. 

7912070306 

71-9079 


CARNEV, J. A. 

7912130361* 

50-443 

M 

CARTER. D. 

7912030443 

40-0723 


CALHOm J. R. 

7912040301 

50-259 

s 

CAHNEV, J. A. 

7912130366* 

50-443 

M 

CARTER, R. S. 

7912140135 

71-9833 


CALHQUH. J. R. 

7912040477 

50-260 

8 

CARNEV. J. A. 

7912130370* 

30-446 

M 

CARTER, H. 8. 

7912100262 

30-184 

F 

CALHOUN, d. R. 

7912180615 

SO-299 

S 

CARNEY, J. A. 

7912270104 

30-445 

M 

CARTER, H, L. 

79120502BO* 

30-312 

a 

CALHOUN, d. R, 

7912180623 

30-259 

S 

CARNEV, J. A. 

7912130337 

50-445 

M 

CARTURIOHT.U, R. 

7912040316* 

S0-33a 

a 

CALHOUN, d. R, 

7912270473 

50-296 

8 

CARNEY, J. A. 

7912130361* 

50-445 

M 

CARTMRIOHT, W. R. 

79120703B6* 

90-338 

a 

CALHOUN, d. R. 

7912270564 

30-296 

S 

CARNEY, J. A. 

7712130366* 

30-443 

M 

CARTURIOHT, U. R. 

7912070383* 

90-338 

a 

CALHOUN, d. R. 

7912270299 

50-260 

8 

CARNEV. J. A. 

7912130378* 

50-445 

M 

CARTWRIGHT. U.R. 

791207C409* 

90-338 

a 

CALHOUN, d. R. 

79182Q05O3 

50-296 

S 

CARNEY, J. A. 

7912130337 

50-443 

H 

CARTMRIOHT. U. R. 

7912120311* 

30-338 

s 

CALHOUN, d. n. 

7912200509 

30-259 

8 

CARNEY, J. A. 

7912130361* 

50-443 

M 

CARTWRIGHT. U.R. 

7912180870* 

90-336 

3 

CALVARU30, 0. 

7912280373* 

50-320 

H 

CARNEV, J, A, 

7912130366* 

50-448 

M 

CARY, C. N. 

7912310202 

NUREO 


CAMFIELD. R. J. 

7912060367 

30-443 

M 

CARNEY, J. A, 

7912130370* 

50-443 

M 

CASCIATO.P, A. 

7912130332 

PRM 


CAMPBELL, P, 

79122B0470* 

50-320 

H 

CARNEV, J. A. 

7912130337 

50-443 

M 

CASE. E. 0. 

7912170021 

90-546 

A 

CAMPBELL. S. E. 

7912260353* 

50-373 

e 

CARNEV, J, A, 

7912130361* 

30-445 

M 

CASE, E. 0. 

7912170026* 

90-946 

A 

CANDV.J. V. 

79120S0005 

NUREO 


CARNEY, J. A. 

7912130366* 

30-443 

M 

CA9E, E. 0. 

7912200060 

30-266 

0 

CANOV.J. W. 

7912120139 

NIHIEO 


CARNEV, J. A. 

7912130370* 

50-443 

M 

CASE, E. 0. 

7912200072* 

90-266 

0 

CANFIELD, K. S, 

7912130031 

PRDJ 


CARNEV, J, A. 

7912130337 

80-443 

M 

CASE, E. 0. 

7912200074* 

90-266 

0 

CANFIELD. K. 6. 

7912120046 

PROJ 


CARNEV, J. A. 

7912130361* 

50-445 

M 

CASE, E. 0. 

7912200079* 

90-266 

0 

CANNADV, F. X. 

7912120153* 

40-8663 


CARNEV. J. A. 

7912130366* 

50-443 

M 

CASE, E. 0. 

7912200642 

30-329 

0 

CANNADY.F. X. 

7912120137* 

40-0663 


CARNEV, d. A. 

7912130370* 

80-445 

M 

CASE, E. 0. 

7912200645* 

50-329 

0 

CANRTELL, F. S. 

79120600B9* 

30-S66 

a 

CARNLEY. J. 8. 

7912130553 

50-271 

P 

CASE, E, 6. 

7912270004 

30-329 

0 

CANTRELL. F. S. 

79122004B3 

50-390 

B 

CARR, H. 

7912190045* 

50-273 

H 

CASE. E. 0. 

7912270008* 

50-329 

0 

CANTRELL. F. S. 

7912210039 

90-518 

s 

CARR, B. E. 

7912060176* 

CONTRACT 


CATCHPOLE, G. J. 

7912210186 

40-8749 


CANTRELL. F. S. 

7912070149 

S 0-437 

B 

CARR, J. C. 

7912060553 

FOIA 


CATCHPDLE, 0. J, 

7912130402 

40-0749 


CANTRELL, R. S. 

7912200471 

50-424 

S 

CARR, d. C. 

7912060571 

FOIA 


CATCHPOLE, 0. J. 

7912200616 

40-8749 


CANTRELL. F. S. 

7912060299* 

50-390 

a 

CARR , J. C. 

79120S063S 

50-142 

P 

CATTON, I. 

7912190304* 

ACRS 


CANTRELL, F. S, 

7912070067* 

50-390 

Q 

CARR. J. C. 

7912070224 

FOIA 


CATTON. I. 

7912160294 

ACRS 


CANTRELL, F. B. 

79I20S04B9* 

50-327 

Q 

CARR. J, C. 

7912070263 

FOIA 


CAVANAUGH, M, 

7912040187 

50-368 

p 

CANTRELL. F. 3. 

7912060594* 

50-553 

Ci 

CARR. J.C. 

7912070291 

FOIA 


CAVANAUGH. U. 

7912070424 

50-366 

p 

CANTRELL, F. S. 

7912260306* 

50-327 

Q 

CARR. J. C. 

7912050471 

70-2203 


CAVANAUGH. M. 

7912130249 

90-313 

p 

CAPHTON, D. L. 

7912050395* 

50-309 

0 

CARR. J. C. 

7912170175 

FOIA 


CAVANAUGH, U. 

7912140327 

90-313 

p 

CAPHTON. D. L. 

7912030341* 

50-307 

Q 

CARR, J. C. 

7912070229 

FOIA 


CAVANAUGH. U. 

7912210342 

90-313 

p 

CAPHTON. D. L. 

7912260122* 

50-213 

a 

CARR. J. C. 

7912070250 

FOIA 


CAVAZOS. E. C. 

7912180255 

FOIA 


CAPHTON, D. L. 

7912050192* 

50-247 

a 

CARR. J. C. 

7912100480 

FOIA 


CERNE.A. C. 

7912200457* 

90-410 

Q 

CAPHTON. D. L. 

7912070202* 

50-322 

0 

CARR, J. C. 

7912170200 

FOIA 


CKADUELL, H. H. 

7912040430* 

90-316 

a 

CAPHTON. 0. L. 

7912060017* 

50-309 

0 

CARR, J. C. 

7912070101 

FOIA 


CHADWELL. H. H. 

7912070336* 

50-316 

a 

CAPHTON. ». L. 

7912200332* 

50-220 

0 

CARR. J. C. 

7912100484 

50-275 

A 

CHADUELL, H. M. 

7912070377* 

90-319 

9 

CAPHTON. D. L. 

7912310047* 

90-318 

a 

CARR. d. C. 

7912070266 

50-461 

A 

CHALK, W. 8. 

7912280600 

90-139 

9 

CAPHTON, 0. U. 

7912310058* 

50-322 

0 

CARR, J. C. 

7912170181 

FOIA 


CHANANIA. F. D. 

7912130236 

90-449 

H 

CARACO. I, R, 

7912110041* 

0A999 


CARR.d. C. 

7912100263 

FOIA 


CHANANIA. F. D. 

7912110343 

30-290 

H 

CARACQ, 1. R. 

7912110024* 

0A999 


CARR. d. C. 

7912120538 

FOIA 


CHANANIA. F. D. 

7912260081 

90-449 

H 

CARBON, H. U. 

7912180522* 

ACRB 


CARR. J, C. 

7912170300 

FQIA 


CHANANIA. F. D. 

7912260044 

90-449 

H 

CARBON. M. U. 

7912190375* 

ACR9 


CARR. d. C. 

7912110006 

FOIA 


CHANANIA. F. D. 

7912260361 

90-44S 

H 

CARBON. H. U. 

7912170097 

ACRS 


CARR.d. C. 

7912140174 

FOIA 


CHANDLER, L. J. 

7912280463 

90-320 

4 

CARBON. H. U. 

7912210049 

ACRS 


CARR.d. C. 

7912140101 

FOIA 


CHANDLER, U. J. 

7912130030 

90-449 

G 

CARBON, H.U. 

7912170096 

ACRS 


CARR. d. C. 

7912180382 

FOIA 


CHANDLER, U.J. 

7912070170 

90-320 

0 

CARBON, M.H. 

7912140544 

ACRS 


CARR, d, C. 

7912180302* 

FOIA 


CHANDLER. L.J. 

7912280319 

90-320 

T 

CARBON. H.U. 

7912170000 

ACRS 


CARR.d. C. 

7912120166 

FOIA 


CHANDLER, L. J. 

79122B04S6 

90-320 

G 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUNBER 

SUBJECT 

CATEOOfiY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRV 

CfUNMJERiL.O. 

791SS00B32 

80-449 

H 

CLEMONS. F. E. 

7912030662* 

70-6 B 7 


COLLINS. J. T. 

7918200444 

50-320 

P 

CKWHOFFrO. 

79iaS804S?» 

50-320 

0 

CLEMONg. P. B. 

7912060240* 

50-201 

0 

COLLINS. J. T. 

7918170301 

27-47 


CKMHOFFiO. 

791SSa04S9» 

90-320 

0 

CLEM0N9, P. E. 

7912060110* 

70-020 


COLOMBO. R.H. 

7918070430* 

90-318 

8 

tHWHOfFtO. 

79la0S00B7 

90-266 

0 

CLEVELAND. R. 

7912270129 

Stale Pres 

COLOH3D.R.H. 

7912110327* 

50-312 

8 

WUWWURYja.K. 

79iaSB0301« 

90-320 

0 

CL0USH. R. L. 

7912310193 

NUREO 


COLOMBO. R. H. 

7918180641* 

50-312 

a 

CHECKUP, e. 

7918190060 

80-193 

p 

CLOUTIER. R. 

7912120329 

50-277 

p 

COLOMBO. R.U. 

7912170278* 

50-312 

R 

CHEH^aC. 

7918180169 

RE8 


COBB. J. N. 

7912310913* 

50-295 

p 

COLOMBO. R. U. 

7912140487* 

90-312 

0 

CTCBTERtRO' 

7918170174 

RES 


COBB. L. !. 

7912100062* 

50-206 

p 

COLOMBO. R. U. 

7912100553* 

50-312 

8 

<HTAN41dH.U. 

7918 130986 

90-261 

B 

COCHRAN, T. B. 

7912170160 

FOIA 


COLOMBO. R. U. 

7912260229* 

90-312 

s 

CHrANOI.H.U. 

7918130448 

30-400 

8 

COCHRAN. T. 0. 

7918180265 

FOJA 


COLOMBO. R.H. 

7912260817* 

90-312 

B 

CHTAIMliN.U. 

7918380989 

80-261 

0 

COCHRAN. T. B. 

7912270031 

FOIA 


COLOMBO. R. H. 

7912260203* 

50-312 

8 

CHlU>fljU.V. 

7918130494* 

90-333 

0 

COCHRAN. 8. J. 

7912060299* 

50-390 

« 

COLOMBO. R.H. 

7912260277* 

50-312 

3 

CHIUMB^H.V. 

7918040313* 

90-333 

B 

COEN. K. B. 

7912190245* 

50-275 

0 

COMBS, C. 

7912200190* 

CONTRACT 


CHILBC4M.V, 

7918110888* 

90-333 

S 

COOOIN.C, L. 

79121 10323* 

90-321 

s 

COMBS, T. R. 

7912110009* 

FOIA 



7918110389* 

90-333 

B 

COOSIN.C. L. 

7912110372* 

50-366 

s 

COMPTON. R. H. 

7912070112* 

50-200 

a 

CMLM.H.V, 

7918 110347* 

80-333 

B 

cooatN.c. L. 

7912130436* 

50-321 

0 

COMPTON. R. M. 

7912090622* 

S0-2B0 

0 

OLILM^H.V. 

7918110399* 

30-333 

8 

COOOIN.C.L. 

7918270477* 

so-aai 

8 

CDNOEL, F. U. 

7912130393* 

50-320 

u 

CH1U>8<H.V. 

7918140449* 

90-333 

B 

CQ09IN.C.L. 

7912310430* 

50-321 

B 

CONQEL. F.U. 

7912130363* 

50-320 

u 

«LILD«jH,V. 

7912180999* 

90-333 

B 

COHEN. H. 0, 

7912180152 

RES 


CONLDN. T. E. 

7912110247* 

30-370 

Q 


7918810322* 

90-333 

8 

COHEN, a. 

7912120170* 

FOIA 


CONLON, T. E. 

7912200621* 

S0-43B 

a 

CHlUt««M.V. 

7918210336* 

90-333 

S 

COHEN. N. H. 

7912090232 

50-209 

« 

CONLDN, T. E. 

7912050596* 

50-416 

a 

CHlLCe<L. 

7918170399 

50-290 

U 

COHEN. U. H. 

7912180162 

50-209 

0 

CONLON, T. E. 

7918100367* 

50-309 

a 

CHiLHi e.j. 

7918060229 

90-279 

0 

COHEN. H. H. 

7912180193 

50-209 

0 

CONLDN. T. E. 

7918100174* 

90-413 

a 

CH ILK. 8.0. 

7918 110099* 

FOIA 


COHEN. I. 

79I22000B8* 

70-371 


CONLON. T. E. 

7918110334* 

50-400 

0 

CHILKi 8.0. 

7918190018* 

90-879 

H 

COHEN. 1. 

7918070273* 

70-371 


CONLON, T. E. 

7918310331* 

50-395 

a 

CNILK. 6.0. 

7918130020* 

PR 


COHEN. 1. 

7912360063* 

70-B20 


CONLON, T. E. 

7912310333* 

50-327 

a 

CH ILK. 6.0. 

7918100348* 

50-916 

0 

COHN. N. B. 

7911190930* 

90-322 

0 

CONLON. T. E. 

7918210021* 

90-348 

a 

CH ILK. 8.0. 

7918200102 

90-922 

0 

COLE. R.F, 

7912310378 

90-312 

« 

CONNER, T.H. 

7912130115 

50-399 

D 

CN ILK. 6.0. 

7918170019* 

90-289 

0 

COtEKAN. H. 

7912200333* 

50-339 

A 

CONNER, T. B. 

7912120361 

50-416 

0 

CHILK. 6. 0. 

7918090168 

90-922 

0 

COLL. N. A. 

7912130090 

90-250 

0 

CONNER, T. B. 

7912260290 

27-39 


C:HtLK.B.O. 

7918090439 

90-279 

0 

CQtL. N. A. 

7912140014 

50-850 

« 

CONNER, T. B. 

7912210403 

50-395 

0 

CN ILK. 8.0. 

7918040083 

90-320 

P 

COLL. N.A. 

7912130090 

50-830 

e 

COWJER, T. B. 

7918860290 

87-39 


CHICK. 8.0. 

7918090099 

90-922 

0 

COLL. N. A. 

7912140014 

50-250 

0 

CONNETT.R.H. 

7712060166 

PROJ 


CHICK. 8.0. 

7918090069 

S0-2B0 

0 

COLLINS. B. H. 

7912030066 

XPORTLIC 


CONNELL, C. 

7912800349* 

50-286 

R 

CHICK. 8.0. 

7918100336 

90-402 

0 

COLLINS. V. P. 

7912140161 

PR 


CONI^R, T, B. 

7918130119 

90-399 

0 

CHILMi S. 0. 

7918100132 

90-922 

0 

COLLINS. H. E. 

7912040069 

State Pros 

CONNER, T. B. 

7912210403 

90-395 

0 

CHICK. 8. 0. 

7918110396 

90-346 

H 

COLLINS. H. E. 

7912040065 

State Pros 

CONSTABLE. I. 

7918200019 

50-290 

s 

CHICK. 8.0. 

7918190239 

80-3 

0 

COLLINS. H. E. 

7912170103 

State Proii 

CONSTABLE, 0. L. 

7918120204* 

50-382 

8 

CHILK. a. 0. 

7918200917 

90-946 

0 

COLLINS. H. E. 

7912190004 

PDR HI8C 


CONTE, R. J. 

7918040002 

50-320 

8 

CHICK. S.O. 

7918360369 

90-922 

0 

COLLINS. H. E. 

7912170009 

NUREO 


CONWAY, W. F. 

7918110379 

50-271 

B 

CHILK. 8.0. 

791S36036S 

90-443 

0 

COLLINS. H. E. 

7912170094 

90-320 

H 

CONWAY, W. F. 

7718110402* 

50-271 

8 

CNlLK.e.O. 

7918260367 

S0-2B0 

0 

COLLINS. H. E. 

7912260263 

State Pros 

CONWAY, W. F. 

7912110382 

30-271 

8 

CHiaKQLH.O.R. 

7918200179* 

CONTRACT 


COLLINS. H. E. 

7912310334 

State Pros 

CONWAY. W. F. 

7912110389* 

50-871 

S 


7918180144* 

90-97 

Q 

COLLINS. H. E. 

7912100379 

State Pros 

CONWAY, W. F. 

7712130379 

50-271 

s 

CHOULE8.H. C. 

7918260105* 

90-282 

0 

COLLINS. H. E. 

7912100301 

State Pros 

CONWAY. M. F. 

7918130309* 

50-271 

S 

CHOU.E.T. 

7918090038* 

90-309 

Q 

COLLINS. H. E. 

7912100302 

State Pros 

CONWAY, W. F. 

7912180406 

50-271 

s 

CHSIflTHAH.0. N. 

7918140148 

90-33B 

0 

COLUINB.H. E. 

7912110242 

State Pros 

CONWAY, W. F. 

7 912 1804 09* 

50-271 

8 

CmiSTHANi 0. N. 

7918140172 

90-330 

0 

COLLINS. H. E. 

7912210056 

State Pros 

CONWAY, W. F. 

7912170326 

50-271 

8 

CHniSTNER.R. 8. 

7912310343 

30-334 

1 

COLLINS. H. E. 

79 1220 0601 

NUREO 


CONWAY, M. F. 

7912170329* 

90-271 

S 

CHHI8TMAN.0. N. 

7912180169 

90-338 

0 

COLLINS. H. E. 

79138SO063 

TOPREP 


CONWAY, W. F. 

7912270332 

50-271 

8 

CHRISBOriHOB. N. 

7912180004 

90-294 

8 

C0LLIN9.M. E. 

7912310404 

State Pros 

CONWAY, W. P. 

7912270330* 

90-271 

8 

CliWI.P, 

7918030180 

40-8677 


COLLINS. H. E. 

7912200419 

90-3 

P 

COOK, J, F. 

7912140309 

RES 


CIESZKIENICZ.e, 

7912100386* 

90-10 

R 

COLLINS. H. E. 

7912210119 

TOPREP 


COOK, J, M. 

7912110223* 

SO-295 

R 

CLARKE. B.T. 

7912310018 

REOOD 


COLLINS. H. E. 

7912860183 

State Prog 

COOLEY. W. J. 

7912190799* 

30-253 

0 

CLARK. L. 

7918060146* 

90-20 

0 

COLLINS. H. E. 

7918800624 

State Pros 

COOLEY, U. J. 

7912180072* 

70-7S4 


CLARKE. H.L. 

' 7912110938* 

90-299 

0 

COLLINS. H. E. 

7912190111 

State Pros 

COOLEY, W. 0. 

79121BD467* 

06999 


CLARK. H. H. 

7918870862* 

90-299 

P 

COLLINS. H. E. 

7912190101 

State Pros 

COONEY, M. J. 

7912040895 

90-870 

B 

CLARK. A. T. 

7918130149 

PROJ 


COLLINS. J. T. 

7912040002 

50-320 

B 

COONEY, H. J, 

7912040409 

30-270 

8 

CLARK. R. 

7912140102 

90-277 

P 

COLLINS. -J. T. 

7912160051 

90-320 

s 

CCHINEV, M. J. 

7912070349 

30-277 

a 

CLAYTOMiF.L. 

7912170006 

50-364 

0 

COLLtNB.P. F, 

7912120532* 

50-320 

U 

COONEY. H, J. 

7912120343 

50-277 

8 

ClAVTONiF.L. 

7912100084 

71-9026 


COLLI NS. P. F. 

7911020180 

SO-279 

V 

COONEY, M. J. 

7912120347* 

90-277 

B 

CLAYTON. F. L. 

7918030103 

90-348 

9 

COLLINS.P. F. 

7912170102 

NVHIEO 


COONEY, M, J. 

7912120429 

50-277 

e 

CLAYTON. F. L. 

7912140473 

30-340 

0 

COLLINS.P, F. 

7912260168 

50-83 

p 

COONEY, K. J. 

7912120435* 

50-277 

8 

CLAYTON. P.L. 

7912140931 

30-340 

0 

COLLINS.P, F. 

7912270017 

90-73 

p 

COONEY, N. J. 

7912140495 

90-277 

S 

CLAYTON. F. L. 

7912040360 

30-348 

B 

COLLINS. H. 

7913800022 

90-3 

F 

COONEY, K. J. 

7912140463* 

90-277 

8 

eCAYTON.F.L. 

7712110339 

S0-34Q 

8 

COLLINS. J. T. 

7912040004 

90-320 

P 

COONEY. H. J. 

7912180S86 

30-878 

B 

CCAVTONi F. L. 

7912310025 

90-348 

Q 

COLLINS. J, T. 

7912040093 

90-320 

P 

COONEY. H. J. 

7912100991* 

90-270 

B 

CLAYTON. F.L. 

7912130426 

90-348 

6 

COLLINS. J. T. 

7912200466 

50-320 

K 

COONEY, M. J. 

7912140344 

90-877 

R 

CLAYTON. F. L. 

7912180397 

90-340 

P 

COLLINS. J, T. 

7912040060 

90-320 

H 

COONEY, M. vJ. 

7912100644 

30-277 

B 

CLAYTON. F- L. 

7912210170 

80-340 

0 

COLLINS. J, T. 

7912040077 

90-320 

P 

COONEY. H. J. 

7912100647* 

30-277 

S 

CLAYTON. P.L. 

7912310274 

30-340 

Q 

COLLINS. J, T, 

7912040101 

90-320 

H 

COONEY. M, J. 

7912100950 

30-278 

8 

CLAYTON. F.L. 

7912100409 

90-340 

P 

COLLINS. J. T. 

7918040116 

50-320 

P 

COONEY. H. J. 

7912870497 

30-878 

a 

CLAYTIW. F. L. 

7912210010 

90-340 

Q 

COLLINS. J, T. 

7912040063 

90-320 

H 

COONEY. M, J. 

7912870510* 

30-278 

8 

CLAYTON. F.L. 

7912180942 

90-348 

P 

COLLINS. J. T. 

7912040073 

50-320 

P 

COOPER,. P. 

7918180480* 

30-873 

u 

CLAYTON. P. L. 

7918I9099P 

90-348 

F 

COLLINS. U. T. 

7918040096 

50-320 

P 

COOPER. J. H. 

7912090197* 

90-263 

p 

CLAYTON. F. L. 

7912310019 

50-364 

0 

COLLINS. J. r. 

7912040067 

90-320 

P 

COOPER. D. W. 

7912140917* 

RES 


eUAYTON. F. L. 

7912190956 

90-34B 

P 

COLLINS. J. T. 

7912040090 

90-320 

R 

COOPER. J, 

791 2100875* 

30-302 

9 

CLAYTON. F.L. 

7912270306 

90-348 

R 

COLLINS. %>, r. 

7912300391 

50-320 

P 

COOPERSTEIN.R. 

7912170113 

40-8636 


CLAYTON. F. L. 

7912310424 

90-343 

R 

COLLINS. J. T, 

7912200362 

90-320 

P 

COOPERSTEIN.R. 

7912180093 

40-8304 


CLAYTON. F.L. 

7912270218 

90-348 

8 

COLLINS. 0. T. 

7912310994 

50-320 

H 

COOPERSTEIN.R. 

7912100100 

40-8304 


CLAYTON. F. L. 

7912310448 

90-348 

0 

COLLINS. J. T. 

7912310959 

00-320 

H 

COPELAHO, J. 0. 

7912140160 

50-466 

0 

CLAYTON. E. D. 

7912800019* 

71-6981 


COLLINS. J. T. 

7912200369 

90-320 

P 

COPELAHD, J. C. 

7912140S2S 

50-466 

0 

CLEARY. P. 

7912110224 

NUREO 


COLLINS. U.T. 

7918200493 

80-320 

P 

COPELAHO, 0, 0. 

7912170246 

30-466 

0 

CLE^eNTi C. M. 

7912070309* 

90-336 

8 

COLLINS. J. T. 

7913200418 

50-320 

F 

COPELMIO. J. 0. 

7912100471 

30-466 

e 

CLEKEN60N.F. 

7912170237* 

90-344 

0 

COLLINS. t>. T. 

7912800430 

90-320 

P 

COPELAND, J. O. 

7912120056 

90-466 

0 
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SUBJECT 
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SUBJECT 
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NUMDER 

CATEGORY 

AUTHDH 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEODRy 


COPELAND. J. 0 . 
COPELAKD. J G. 
COPELAND. J. 0 . 
COPELAND. J. 0 . 
COPELAND. J. 0 . 

791-21200670 

7912170046 

7912I4000S 

791214000a 

7912260206 

50-466 0 
50-466 0 
50-466 0 
50-466 G 
50-466 G 

COYNE, M. J. 

COYNE, M. J, 

COYNE, M. J. 
C0I2UQL, J, M, 
CRAIG, R, R 

7912200677 

7912030041 

7912210064 

7918170194 

7912100452* 

COPELAND, R. L. 
COPELAND. R, L, 
COPELAND, R, L. 
COPELAND, J. 0, 
COPELAND, J. 0, 

7912U0SS4 

7912310177 

791220057B 

7912140168 

791214052S 

REGQD 

REGGD 

50-537 A 
50-466 0 

50-466 0 

CRAINICH.V, A 
CRAINICH.V, A. 
CRAMER, E.M. 
CRANE, P. A. 

CRANE, P, A. 

7918190794* 

7918190799 

7912130855 

7912050360* 

7912050364* 

COPELAND. J. 0 . 
COPELAND, J. G. 
COPELAND. J. G. 
COPELAND, J 0 . 
COPELAND, J 0 . 

7912170246 

7912100471 

7912120056 

7912120067* 

7912140032 

50-466 0 
50-466 0 
50-466 0 
50-466 0 
50-466 0 

CRANE, P, A, 

CRANE, P. A, 

CRANE. P. A. 

CRANE, P. A, 

CRANE, P. A. 

7912050369* 

7912140497* 

7912270070* 

7912190002* 

7912030039 

COPELAND. J, 0 . 
COPELAND. J. 0 . 
COPELAND. J. G. 
COPELAND, J, G. 
COPPOLA, A, 

7912170046 

791214000S 

7912140003 

7912260286 

7912100001 

50-466 G 
50-466 0 
50-466 0 
30-466 G 

RES 

CRANE, P. A. 

CRANE, P. A. 

CRANE, P. A, 

CRANE, P. A, 

CRANE, P. A. 

7912040498 

7912110322 

7912120317 

7912130271 

7912190614 

CORBETT. J. S 
CORDANI, R. A. 
CORYELL. e 
CORYELL, fr. P. 
COSTELLO, 0. J. 

79121B0095 

7912200030 

7912310315 

79I2110S44* 

7912140338* 

71-6275 

71-89 

I&E 

70-27 

50-280 R 

CRANE. P. A. 
CRANSTON, A. 
CRANSTON, A. 

CREED, J. R. 

CREED. J. 

7912050356* 

7912120049* 

7912210133* 

7912100045 

7912120068 

COSTELLO. F. 
COSTELLO, F. 
COSTELLO. J. R. 
COSTELLO. J. R 
COTA, P. C. 

7912310121 

7912310329 

7912170398* 

7912110516* 

7912120072 

IbE 

I&E 

QA999 

QA999 

50-302 A 

CREED. J. R. 

CREED, J. R. 

CREEK. L. 

CREHER, 8. 

CREUS.E. K. 

7912180331 

7912120085* 

7912060032 

7912180267 

7912110047 

COTA, P. C. 

C07NEB. H. L. 
COTTLE, U, T. 
COTTLE. W. T. 
COUNSIL, H. 0. 

7912100130 

7912050464 

791205062B* 

7912160130* 

7912100196* 

50-416 A 
50-514 D 
50-327 Q 
30-327 Q 
50-213 0 

CRENS, E. H. 

CREUS, E. H. 
CREUS.E. K. 

CREU5. E. H. 

CREWS, E. H. 

7912130433 

7912130560 

7912030145 

7912140360 

7918140350 

COONS IL. R G. 
COUNSIL, M. e. 
COUNSIL. R C. 
COUNSIL. N. 0. 
COUNSIL, N. G. 

7912260116* 

79121402B5 

7912210109 

7912170244 

7912030173 

50-213 0 
50-213 0 
50-213 Q 
50-213 Q 
50-213 P 

CREWS. E. H. 

CREWS. E. H. 

CREWS, E. H. 

CREWS, J. L. 

CREWS, J. L. 

7912290610 

7912290532 

7912210166 

7912310104 

7912210132 

COUNSIL, R 0. 
COUNSIL. W. 0. 
COUNSIL, W. Q. 
COUNSIL, M. 0. 
COUNSIL, U 0. 

7912040306 

7912070400 

79121B0248 

7912100479 

7912170294 

30-213 P 
30-213 P 
30-213 P 
50-213 P 
50-213 P 

CREWS, J. U. 

CREWS, J. L. 

CREWS, J. L. 

CREWS, J. L. 

CREWS. J. L. 

7918050278 

7912060112 

7912060090 

7912070179 

7912050094 

COUNSIL. U. B. 
COUNSIL. H. 0. 

COUNSIL. w. e. 

COUNSIL. R 0. 
COUNSIL. U. G. 

7912160476 

7912210289 

7912270403 

7912270599 

79121402S7 

50-213 P 
30-213 P 
50-213 P 
50-213 P 
50-423 0 

CREWS. J. L. 

CREWS, J. L. 

CREWS, J. L. 

CREWS, J, L. 

CREWS. J. L. 

7912050312 

7912180479 

791219000! 

7912190042 

7912290671 

COUNSIL. R G. 
COUNSIL. H. G. 
COUNSIL. U. G. 
COUNSIL. U G. 
COUNSIL. U. 0. 

7918140022 

7912140297 

7912140227 

7912120027 

7912170229 

50-423 Q 
50-336 Q 
50-423 A 

REGGD 

50-245 0 

CROCKER. J. 0. 
CROCKER. J.O. 
CROCKER, J. 0. 
CROCKER, H. W. 
CROCKER, H. W. 

7912140469* 

7912140505* 

7912140461* 

7912040179* 

7912060674 

COUNSIL, U. G. 
COUNSIL. U. 0. 
COUNSIL. U. G. 
COUNSIL, U. 0. 
COUNSIL. H. «. 

7912130113 

7912130393 

7912190497 

7912050504 

7912030206 

30-336 Q 
50-243 Q 
50-336 0 
50-243 P 
50-245 P 

CROCKER, H. W. 
CROCKER, H. W. 
CROCKER, H, W. 
CROCKER, H. W. 
CRDKB, D. 

79180S010B* 

7912070113* 

7912310320* 

7912120353* 

7912290304* 

COUNSIL. U. G. 
COUNSIL, U. G. 
COUNSIL. R G. 
COUNSIL. H. G. 
COUNSIL, W. G. 

7912040223 

7918OS0S02 

7912O60S0S 

7912190261 

7912110305 

50-245 P 

50-336 P 

50-213 P 

50-213 P 

50-336 F 

CROSS, L. A. 

CROSS. J. L. 
CROSSMAN, W. 
CRD8SMAN,H. 
GROSSMAN, W. 

7912310110 

7912140273 

7912200449 

7912200454 

7912200080 

COUNSIL. H. 0. 
COUNSIL, H. 0. 
COUNSIL, U. G. 
COUNSIL. W. 0. 
COUNSIL, N. 0. 

7912100294 

7912120390 

7912130542 

7912130321 

7912130455 

50-213 P 

50-213 P 

TOPREP 

50-213 p 

50-213 F 

CROSSHAN, W. 
CRQSSMAN, W. A. 
CROSSMAN, U. A. 
CROSSMAN, H. 
CROSSMAN, U. 

7912200091 

7912050473* 

7912050531* 

79128000B5 

7912810037 

COUNSIL. R 0. 
COUNSIL. U. 0. 
COUNSIL, U. 0. 
COUNSIL. U. 0. 
COUNSIL, w. e. 

7912190409 

7912190279 

791221014S 

7912210187 

7912210282 

50-336 P 

50-213 P 

50-336 F 

50-336 P 

50-336 P 

CRQSSMAN, W. 
CRQSSMAN, W. 
CROSSMAN, H. A. 
CROSSMAN, W, A. 
CROSSMAN, M. 

7912260090 

7912060599 

7912060670 

7918290329* 

7912200560 

COUNSIL, U. O. 
COUNSIL, U. 0. 
COUNSIL. U. G. 
COUNSIL, H. 0. 
COUNSIL. W. Q. 

7912260276 

7912270293 

7918260004 

7912270318 

7912310376 

50-245 P 

50-245 P 

50-336 P 

50-213 P 

50-845 P 

CROSSMAN. W. A. 
CROUSE. R.P. 

CROUSE, R.P. 

CROUSE. R. P. 

CROUSE, R. P. 

7912190119 

7912130210 

7912210147* 

7912190127 

7912190402 

COUNSIL. U. G. 
COUNSIL, U. 0. 
COUHTNEV. J. H. 
COMAP.C. 

COX, J.N. 

79123 103B0 
79123 10S43 
7918210337 
7912030066 
7912130066 

50-483 A 

50-336 P 

NUREO 

XPPRTLIC 

50-599 G 

CROUSE, R.P. 

CROUSE, R. P. 

CROUSE, R. P. 

CROUSE, R. P. 

CROUSE, R.P. 

7912180594 

7912290643 

7912190433 

7912180505 

7912310463 


XPDRTLIC 

CROUSE, R. P. 

7912310480 

90-346 

P 

XPORTLIC 

CROW, W. T. 

7912070299* 

FOIA 


XPORTLIC 

CROW, M. T. 

7912070276* 

FOIA 


RES 

CONTRACT 

CROW. W. T. 

CROW, W. T. 

7912130484 

7912130527* 

70-1191 

7C-tlSl 


XPORTLIC 

CROW, W. T. 

7912130449 

70-36 


XPORTLIC 

CROW, W. T. 

7912180239 

70-1113 


PR 

50-133 

0 

CROW, W. T. 

CROW, H. T. 

7912200225 

7912260103 

70-1297 

40-2061 


50-133 

G 

CROW, W. T. 

7912260106* 

40-2061 


50-133 

0 

CROWLEY, C. J. 

7912310202 

NUREO 


50-275 

0 

CROWLEY, D.R. 

7912060406* 

50-327 

Q 

50-275 

Q 

CROWLEY, B.R. 

7912050532* 

SO-369 

0 

50-133 

Q 

CROWLEY. 8. R. 

7912260151* 

90-327 

0 

50-275 

0 

CRUMLEY, J. A. 

7912140144* 

PR 


50-275 

A 

CRUMLEY. J. A. 

7912140147 

PR 


50-275 

A 

CBALA, 0. P. 

7912180056 

90-307 

9 

30-275 

A 

CULVER, J. C. 

7912120279* 

FOIA 


50-279 

A 

CULVER, M. M. 

7912180398* 

90-302 

R 

50-275 

a 

CUMMINGS, 8. G. 

7912180484* 

90-275 

U 

50-133 

0 

CUNNINGHAM, J. D. 

7912090100 

90-269 

0 

PDR MI SC 

CUNNINGHAM, J. D. 

7912100246 

90-209 

9 

50-279 

u 

CUNNINGHAM, J.D. 

7912100246 

90-209 

0 

50-350 

6 

CUNNINGHAM, 0. E. 

7912140243 

90-70 

P 

50-10 

8 

CUNNINGHAM, A. L. 

7912090666* 

90-966 

0 

50-483 

S 

CUNNINGHAM, A. L. 

7912210099* 

90-269 

Q 

50-305 

a 

CUNNINGHAM, A. L. 

7912310096* 

50-309 

0 

70-1300 

ACR8 

50-393 

0 

CUNNINGHAM, R. E. 
CUNNINGHAM. R. E. 
CUNNINGHAM, R.E. 

7912170079 

7912170078* 

7912210430* 

40-6940 

40-6940 

FOIA 


50-399 

a 

CURNANE, R.A. 

7912170387* 

0A999 


50-399 

8 

CURRAN, J. M. 

7912040473* 

90-206 

s 

30-399 

K 

CURRAN, J. M. 

7912030176 

90-206 

8 

50-395 

S 

CURRAN, J. M. 

7912040409* 

90-206 

8 

30-399 

S 

CURRAN, J. H. 

7912190932* 

90-206 

8 

50-395 

s 

CURRAN, J. M. 

7912110212 

50-206 

R 

50-399 

8 

CURRAN, J. M. 

7912170293* 

SO-206 

8 

50-395 

F 

CURRAN, J. M. 

7912170314* 

90-206 

8 

50-344 

S 

CURRAN, J. M. 

7912100617* 

90-206 

8 

30-206 

a 

CURRY, 0. J. 

7912100929 

90-272 

P 

50-318 

a 

CURTIS, A. E. 

7912190921* 

90-244 

B 

50-344 

G 

CURTIS, N. W. 

7912130347* 

90-307 

Q 

50-279 

Q 

CURTia.N. W. 

7912120019 

REGOD 


50-09 

0 

CURTIS, N. W. 

79I2I4027S 

90-307 

0 

30-206 

Q 

CURTIS, N. W, 

7912260333* 

90-307 

a 

50-107 

a 

CURTia.N. W. 

7912040391 

00-307 

8 

50-206 

Q 

CURTIS, N. W. 

7912040907 

90-387 

0 

50-133 

0 

CURTIS, N. M. 

7912090506 

90-387 

a 

50-312 

0 

CURTIB, N. W. 

7912140265 

90-307 

a 

30-344 

Q 

CURTia.N. W. 

79121203B4 

go-307 

K 

RES 


CURTIS, N. W. 

7912270245 

90-307 

A 

RES 


CURTIB, N. M. 

7912270290 

90-307 

0 

RES 


CURTIB, A. e. 

7912270442* 

90-244 

8 

50-320 

Q 

CURTIB, J. R. 

7912050693* 

90-94 

Q 

70-1143 


CURTia, J, R. 

7912060031* 

30-147 

G 

70-1143 


CUTCHIN. J. M. 

7912190129 

90-307 

0 

70-687 


CUTCHIN, J. M. 

7912210014 

90-387 

e 

70-820 

70-1143 


CUTHDERTSON.R. 
CYPHERT.B. B. 

7912270116 

7912100307 

71-9939 

30-449 

M 

50-380 

H 

CYPHERT, 8. B. 

7912120043 

30-449 

H 

REQOD 


CyPHERT, a. 0. 

7918170060 

90-449 

H 

50-259 

P 

CYPHERT, 8. 8. 

7912270123 

90-449 

H 

50-492 

8 

CYPHERT, 8. B. 

7912310137 

90-449 

H 

50-402 

8 

CVfi, K. 

7912210097 

FR 


90-402 

8 

DAHLOREN, 0. A. 

7912140499* 

RES 


50-482 

S 

BAHLMAN, L. 

7912070440* 

50-202 

G 

S0-4B2 

G 

BAIL, L. C. 

7912110584 

REOOD 


50-382 

0 

BAIL, L. C. 

7912210145* 

90-491 

a 

50-482 

S 

DAIL, L. C. 

7912130088 

80-491 

0 

30-482 

8 

DAIL.L. C, 

7912270496 

90-480 

A 

50-402 

S 

DALE, L. F. 

7912190603 

90-416 

8 

SO-4S0 

8 

DALE, L, F. 

7912130524 

90'-416 

8 

50-498 

9 

DALE, L, F. 

7912130528 

90-416 

9 

50-498 

Q 

DALE, L. F. 

7912190611 

50-416 

0 

50-482 

3 

DALE, L. F. 

7912190633 

90-416 

8 

50-482 

0 

OALE.L. F. 

7912190702 

90-416 

0 

50-346 

Q 

DALE. L. F. 

7912100339 

90-416 

C 

50-346 

G 

DALE, L. F. 

7912190599 

90-416 

H 

50-346 

Q 

DALTON, J. N. 

7912130996 

PR 

50-346 

P 

DALTON, J, 

7912130603* 

PR 


90-346 

P 

DALTROFF, 8. L. 

7912060044* 

90-277 

0 

90-346 

G 

OALTROFF, 8. L. 

7912090109* 

90-277 

Q 

50-346 

P 

DALTROFF. 8, L. 

7912170240 

90-277 

0 

50-346 

P 

DALTROFF, 8, L. 

7912280031 

90-277 

0 

90-346 

P 

DALTROFF, 0. L. 

7912180606 

SO-277 

P 


PERSONAL AUTHOR INDEX 


383 



ACCESSION 

SUBJECT 


Awnioa 

rARSlER 

CATECORY 

[MULTBOPF.S. l. 

79123B05A1 

50-277 

P 

OAHAiff.M. 

79121300B9 

Ntmee 


MHC&H.C. 

7918100299 

50-296 

S 

OANCfiK-C. 

7918810060 

50-325 

s 

MMC£.aC. 

791SS60019 

50-385 

8 

]MMC€.aC. 

7918050620* 

50-327 

Q 

OANCC*aC. 

7918060673* 

50-308 

0 

tMNCEiaC. 

7912050631* 

50-327 

Q 

DAHCC>aC. 

7918050379* 

50-259 

0 

OAHC&aC. 

79121S0130* 

50-387 

a 

DANCEi a C. 

7918310318* 

50-390 

Q 

0iiUfI£1.6OHiL. J. 

7918060603 

PHOJ 


MHIELEaN.L. J. 

7918060675 

PROJ 


0<ISttIEL>M.a 

7912200351* 

50-339 

A 

DAHICL.H.C. 

7918300328* 

50-339 

A 

DAHX EIEDH. 0. H. 

7918310115* 

50-281 

Q 


7918130067* 

50-331 

Q 

DANieJSoao.a 

7912800194* 

50-263 

0 

DANXELBON. D.a 

7912200589* 

50-454 

a 

BANX ELBON. D. a 

7912180366 

50-295 

8 

CAN XEIBOM. 0.11. 

7918050011* 

50-440 

Q 

DANXCl.&OM.n.a 

7918030857* 

50-339 

a 

CgwrXELEON. 0. H. 

7912050028* 

SO-341 

0 

DMKHEYCR. T. R. 

7918030071 

50-574 

A 

MRBV.C. 

7918130889 

PR 


CARHlTZELiN. U. 

7918140365* 

50-70 

p 

DAU«4CRTYf C. e. 

7918170144* 

71-9009 


MtfID8fM.D.R. 

7918040883 

50-440 

0 

OA,Vll>SaN.O. R. 

7918060084* 

50-440 

Q 

MiVIE>saN.l>. R. 

7912050519 

50-440 

8 

OAVIDBOH.D. N. 

7918140364 

50-440 

s 

MSIIDS(BI.J. A 

7912130O7S 

NUREO 


DAVIES., a a 

79121B01S6* 

FOIA 


DAVIBuC. 

7913070255 

FOIA 


DAVIS.W.K. 

7918810347 

TOPREP 


DAVIB.C.S. 

7912190570 

RES 


DAVlBtP.L. 

7912070492* 

CONTRACT 


DAVX8.J.P. 

7912140127 

50-886 

M 

DAVXBtJ.P. 

7918140158 

50-3 

l< 

DAVIB.L D. 

7918060109 

50-875 

0 

0AV18<L. 0. 

7912050161 

50-275 

0 

DAVtB.L. 0. 

7918050085 

50-875 

0 

t)AV18<L. D. 

7912140006 

S0-5S6 

0 

DAV1B.J.0. 

7912070289* 

FOIA 


DAVJBiJ.0. 

7912280658* 

87-10 


□AVI B. 0.0. 

7918180SS4* 

50-313 

e 

DAVf84 0.8. 

7918310381 

l&E 


OAViajA.8. 

7918200663 

lt£ 


OAVlBi A. B. 

7912190799* 

50-855 

Q 

DAVI 84 A. B. 

7918800473 

ICE 


DAVJS^A-B. 

7918180103 

ItrE 


DAV1B< A. B. 

7912050483* 

70-2805 


oavibj a B. 

7912050073 

50-264 

Q 

DAVlfljA. B. 

7913070264 

50-10 

0 

DAVIS. A.B. 

7918040013 

70-985 


DAVJBj a . B. 

7918030219 

50-186 

a 

QAVJfl. A. B. 

7912360094 

50-266 

0 

DAVJfli A. B. 

7918130346 

50-864 

Q 

DAVIS. 0.0. 

7918190383* 

FOIA 


DAVJ8. 0. 0 . 

7918190313* 

FOIA 


OAVIfl.0. 0. 

7918190301* 

FOIA 


DAV18.0. 0. 

7918190889* 

FOIA 


oAvxa.o.e. 

7918190857* 

FOIA 


DAY. B. S. 

7918870580* 

50-863 

8 

DeAAe.v.B. 

7918060150 

50-522 

0 

DeAa.E.v. a. 

7912110407 

50-522 

0 

DCAUE.V. a. 

7918140117 

50-523 

8 

DeALE.V.B. 

7918270090 

50-522 

0 

DEMLE.V.a. 

7918870106 

30-522 

0 

DeAi.E.v. a. 

7918310207 

50-522 

a 

DEARIEN, 0. A. 

7912140468* 

RES 


DEARICW. 0. A 

7918140505* 

RES 


DeAfitEM.O.A 

7912140461* 

RES 


DCSrB. 

7918200381 

TOPREP 


[)EED8< a E. 

7918140806 

NUREO 


DELANO. F. a 

7918110198 

PR 


DEUEEUU. W. U 

7912190531* 

PDR MI8C 

DELceoRoe. L.a. 

7918050501 

50-373 

B 

DEI.CCaReE.L.O. 

7918100313 

50-373 

A 

Cd-LUNBi n. V. 

7918070856 

50-70 

a 

DEULMOrR. D. 

7918060606 

PROJ 


DEUCMO. B. D. 

7918040390* 

50-315 

s 

D£uaie.a.D. 

7912040378* 

50-316 

s 

DEUaXO. B. D. 

7918130378* 

50-318 

8 

oeLONO. a. D. 

7912170853* 

SO-31S 

6 


AUTHOR 

ACCESSION 

NUMBER 

SUB.KCT 

CATECORV 

DELDNC. S. D. 
QELORENZO. F. 
DENISE. R. P. 

7912 I 70257* 
7912130381* 
7912120112 

50-315 

06999 

TCFREP 

8 

DENISE. R. P. 

7912140353 

HEVIEU GRP 

DENTCM.lt. R. 

7918130020* 

5O-30a 

U 

DENTON. H. R. 

7913040086* 

50-320 

P 

D£Nn».a R. 
DENTON. H. R. 
DENTON. H. R. 
DENTON, a R. 

DENTON. H. R. 

79091B0006 
79181300S5 
7912130036 
7918 130065 

7918130077 

50-320 

PR 

PH 

PH 

PH 

H 

DENTOaaR. 

7912110264 

50-275 

A 

DENTON. H.R. 

7918040148* 

50-320 

P 

DENTON, H. R. 

7918130371* 

50-320 

U 

OENTOH. H. R. 

7918210013* 

so-aaa 

P 

DENItIH. }L R. 

791£26031S* 

50-289 

P 

DENTON, a R. 

7911190148 

50-3 

P 

DENTON:, a R. 
DENTON, a R. 

7918200411 

7918190733 

30-220 
PDR nisc 

P 

DENTON, a R. 

7918170009 

50-289 

c 

DENTON, a. R. 

7918100419 

50-330 

H 

DENTON, If. R. 

7918110038 

50-3 

0 

DENTON, a R. 

7918130058 

50-273 

e 

DENTON, li. R. 

7918170038 

50-275 

A 

DENTON, ft R. 

7918170064 

50-275 

A 

DENTON. 11. R. 

7913200158 

50-275 

e 

DENTON, a R. 

7912180660 

50-289 

II 

DENTON, H. R. 

7912190102 

50-363 

H 

DENTON. H. R. 
DENTON, a R. 

DENTON, a ft. 
DENTON, a s. 

7918190082 

7918200804 

7912310195 

7912190132 

50-2B0 

DH« 

ORC 

PDR HlSC 

a 

DENTOaaR. 

7912190391 

50-289 

H 

0£NrCM.H.R. 

7912200264 

50-320 

It 

DENTON. H.R. 

7912200374 

50-320 

H 

DcNTCM. H. B. 

7912300888 

50-330 

H 

DENTON. H.R. 

7912280090 

50-320 

H 

DENTON, a R. 

7912380009 

50-320 

H 

DENnM. H.R. 

7912280030 

50-320 

M 

DENTON, an. 

7912280326 

50-320 

H 

DENTON, an. 

7912280332 

50-320 

H 

DENTCM. H.R. 

7918380340 

50-320 

H 

DENTON, a R. 

7912280353 

50-320 

H 

DEHTOa KR. 

7912380067 

50-320 

H 

DENTON. H.R. 

7913280078 

50-320 

H 

DENTOa M. R. 

7912380388 

50-320 

M 

DENTON. H. R. 

7913280399 

50-320 

11 

DENTON. H. R. 

7912280415 

50-320 

H 

DENTON, a R. 

7913280433 

50-320 

H 

DEHTOa aR. 

7912200445 

50-320 

H 

DENTON, a R. 

7912200453 

50-320 

H 

OENTOH. a R. 

7912200457 

50-320 

H 

DENTON. H. R. 

7912200460 

50-320 

H 

DENTON, a R. 

7912280462 

50-320 

II 

DENTON. II. R. 

7913200468 

50-320 

H 

OENTOH. H. R. 

791220(M72 

50-320 

H 

DENTON. H R. 

7912280478 

SO-320 

K 

DENTON, a R. 

7912280481 

50-320 

II 

DENTIM. H. H. 

7912200484 

50-320 

H 

DENTON, a R. 

7912280510 

50-320 

II 

DENTON. H. R. 

79122190516 

50-320 

H 

DENTON, a R. 

7912280534 

50-320 

H 

DENrDN.aR. 

7912280543 

50-320 

il 

DENTON, a R. 
DENT(M.a R. 

7912280553 

7912190526 

50-320 

MJREO 

H 

DENTON. H. R. 

79121 9fra30 

50-311 

a 

OEKTON. a R. 

7912190536 

PDR MISC 

DENTON. N. R. 

7912190538 

PDR HlSC 

DENTON, a R. 

7912190540 

PDR HISC 

DENTON, a R. 

7912200603 

50-568 

II 

OENTOH. H. R. 

7912310222 

PDR HIBC 

DENTON, a R. 

7912190017 

50-568 

H 

OENTOH. a R. 

7912210438 

50-155 

C 

DENTON, a R. 

7912210441* 

50-155 

e 

DENTON, a a 

7912360347 

50-373 

e 

DENTON, a R. 

7912260350* 

50-373 

e 

DENTOf. H. R. 

7912260351* 

50-373 

0 

DENTON. H. R. 
DENTON. H. R. 

7912200634 

7912200126 

50-302 

HUREO 

H 

DENTIM. a R. 

7912270012 

50^744 

H 

DENTON. H.R. 

7912270068 

50-244 

H 

DENTON, a R. 

7912280600 

50-275 

H 

DENTON, a R. 
DENTON. H.R. 

7912200061 

7912280620 

50-320 

lOCFR 

H 

DENTON. H.R. 

7912310171 

50-266 

p 


AUTHOR 

ACCESStIM 

HUKBER 

S1JI1..ECT 

CATEGCRY 

DENTON. H. A. 

7912310002 

50-206 

C 

DEiaCKT. H. R. 

79(2310004* 

50-206 

e 

DENTON, a fl. 

7912310240 

50-320 

H 

DENTON. H. fl. 

DEFOI X. V. P. 

DERKYER. If. D. 
DERKYER. If. 0. 
DEUUeJlAM, Q. 

7912280634 

7912030075 

7912120013 

7912210065 

7912060166 

50-317 

XPDRTLIC 

REOCD 

HECCD 

PROJ 

P 

DEVINE. J. F. 

DEVlie. J. F. 

7912190791 

7912140423* 

50-206 

RES 

P 

DEVINE. J- C. 

7912€M0104 

50-330 

P 

DEVINCENTIS, J. 

7912050070* 

50-443 

a 

DEVIHCENTIS. J. 

7912120513 

50-443 

a 

DEVINCENTIS, J- 

7912140231 

50-443 

A 

OEVtNCENTIS. J. 

7912120464 

50-443 

s 

DEVIHCENTIS. J. 

7912120486 

50-443 

s 

DEVINCENTIS. J. 

7912140363 

50-443 

s 

DEVLIN. J. a 

7912200552 

50-334 

s 

DEVLIN. J. a 

7712200575 

50-247 

B 

DCLalN. J. a 

7912200567 

50-334 

8 

DEVLIN. J. a 

791220(M90 

50-247 

S 

DEVLIN. J. a 

7912200444 

50-247 

8 

DEVLIN. J. a 

7912200073 

50-247 

S 

DEVLIN. J. 

7912180041 

50-213 

8 

DEVLIN. J. a 

7912040129* 

50-334 

0 

DEVLIN. J. a 

7912100215* 

50-220 

Q 

DEVLIN. J. a 

7912060664* 

50-209 

0 

DCVLia J. 

7912200478* 

50-29 

0 

DEVLIN, a. a 

7912260119* 

50-277 

0 

DEVLIN. O'. M 

7912050262* 

50-293 

0 

DEVLia J. u. 

DEVLIN. J. 

DEVLIN. J. a 

DEVLIN. J. a 

7912050086* 

7912070091* 

79121000S7* 

7912260071* 

50-1B4 

70-2756 

70-020 

70-1143 

a 

DEUEV. L. 8. 

7912110345 

50-250 

H 

DEUITT.R. D. 

7912060535* 

50-2SS 

G 

DIAZ, a J. 

79122100SO* 

50-03 

a 

OICA. F. 

7912280293* 

50-320 

H 

DICKERSON, an. 

7912120223* 

50-267 

0 

DIDEBCH.If. E. 

7912310501* 

50-255 

P 

DTECKAKP. a 

DIETZ. D. R. 

7912280477 

7912050002 

50-289 

NUREB 

T 

Diecs.R. a 

7912130177 

50-445 

A 

Dices. R. H 

7912190510 

50-266 

P 

Dices. R. a 

7912190164 

50-321 

P 

Diecs.R. a 

7912200618 

50-250 

F 

Dices. R. a 

7912200630 

50-261 

P 

Dieos.R. a 

7912200094 

50-302 

F 

Diecs.R.a 

7912200672 

50-254 

F 

DicKAN, r. e. 

7912170053 

50-309 

0 

DKMAN, T. 0. 

7912180028 

50-309 

e 

DieNAN, T. C. 

7912170053 

50-309 

D 

DIGNAN, T. C. 

79121800SB 

50-309 

c 

OIKEGLIOr A. F 

7912130522 

50-193 

s 

DIHECLIO.A. F. 

7912130531 

50-19.3 

8 

DlhEGLIO.A. F. 
aiPlAZrA.R.P. 
DIPIAZ2A.R.P. 
DIHCK8. H. J. 
OIRCKS, M. J. 

OIRCKS. U. J. 

7912190590 

7912(80304 

7912200023 

79121SDD44* 

7912070206* 

7912070186* 

50-193 
71-5395 
70-1143 
PDR (MSC 

FOIA 

FOIA 

S 

DiHCKs. a J. 

OIRCKS. U. J. 
DTRCKS. M. J. 

79121B0300 

7912200087 

7912280033 

Slate Pros 

SECY 

71-6698 

OISE. 0. P. 

7912040462 

50-220 

P 

OISE. 0. P. 

7912040277 

50-220 

0 

OISE. D. P. 

7912040469 

50-220 

P 

OISE. D. P. 

7912050492 

50-220 

P 

DISE. D. P. 

7912040315 

SO-220 

P 

DI^. D. P- 

7912040346 

50-220 

P 

DISE. 0. P. 

79(2100547 

50-220 

P 

D18E. D. P. 

7912180539 
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B. H. 

7912100156 

50-271 

Q 

ORIER.B. H. 

7912110047 

50-363 

a 

GRIER, 

D. H. 

7912100197 

50-29 

Q 

ORIER, a. H. 

7912110048 

50-219 

Q 

GRIER, 

I). H. 

7918100409 

50-352 

Q 

ORIER, 0. H. 

7912110051 

50-322 

G 

GRIER, 

B. H 

7912200266 

50-209 

0 

GRIER, B. H. 

7918110054 

50-809 

G 

GRIER, 

a. H 

7912110309 

50-293 

Q 

ORIER, a. H. 

7912110086 

50-309 

G 

GRIER 

B.H 

7912110394 

90-317 

Q 

GRIER. B. H. 

7918110060 

50-245 

G 

GRIER 

B. H. 

7912110396 

50-3 

0 

GRIER. D. H. 

79121 10064 

50-410 

0 

GRIER 

D. H. 

7912110400 

50-213 

Q 

ORIER, S. H. 

7912110066 

50-220 

0 

GRIER 

0. H. 

7912110404 

50-334 

0 

ORIER. 0. K. 

7912110067 

50-286 

Q 

GRIER 

0. H. 

7912110409 

90-418 

Q 

ORIER. B. H. 

7912110069 

50-333 

G 

GRIER 

0. H. 

7912110409 

90-219 

0 

ORIER.B. H. 

7912110073 

50-277 

G 

GRIER 

B.H. 

791211041 1 

90-363 

0 

ORIER. B. H. 

7912110079 

50-352 

0 

GRIER 

B. H. 

7912110413 

90-322 

Q 

GRIER, B. H. 

7912110077 

50-387 

G 

GRIER 

8. H. 

7912110415 

80-289 

Q 

GRIER, 8. K. 

7918110079 

50-272 

0 

GRIER 

B. H. 

7912110419 

90-309 

Q 

ORIER. B.H. 

7912110000 

50-31 i 

Q 

GRIER 

B. H 

7912110422 

50-245 

Q 

ORIER.B. H. 

7912110003 

50-443 

Q 

GRIER 

B. H. 

7912110449 

50-410 

Q 

ORIER.B. H. 

7912110097 

50-495 

Q 
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ACCEBBION 

SUODE 

;cT 

AUTHOR 

NUHBER 

CATEGORY 

CRIERtB. H. 

7?1B1 10091 

50-244 

0 

eniER, B. H. 

7912110094 

50-871 

Q 

CfilER. B. H. 

7912110096 

50-29 

0 

tWIER, B.H. 

79 1221 0009 

SO-277 

0 

ORIERrB. H. 

7912310007 

50-278 

0 

ORlERtB.H. 

7912210022 

SO-29 

Q 

ORIER. B. H. 

7912190011 

30-293 

a 

ORIEK. B. H. 

7912190017 

50-317 

0 

CRIER. B. H. 

79121 9001 B 

30-3 

a 

OHIER, 8. H. 

7912190020 

50-813 

a 

ORI ER. B. H. 

7912190021 

SO-334 

0 

DRIER, B.H. 

7912190022 

50-412 

a 

DRIER.B. H. 

7912190027 

SO-219 

a 

DRIER, B. H. 

7912190031 

50-322 

Q 

ORIER. B.R 

7912190034 

50-289 

Q 

CRIER, 8. H. 

7912190036 

50-309 

0 

ORIER, B. H. 

7912190039 

50-245 

Q 

CRiatiB.K. 

7912190041 

■ 30-410 

Q 

ORIER, B. H. 

7912190044 

SO-220 

Q 

ORIER, B. H. 

7912190049 

50-886 

0 

CRIER, B. H. 

79121900S9 

50-333 

Q 

CRIER. B.H. 

7912190059 

50-352 

Q 

ORIER, B. H. 

7912190063 

80-277 

0 

CRIER. B.R 

7912190065 

50-387 

Q 

CRIER. B. H. 

7912190071 

50-311 

Q 

ORIER.B.H. 

7912190075 

50-354 

Q 

ORIER. B.R 

791219007a 

50-272 

Q 

CRIER. B.H. 

7912190087 

50-443 

0 

CRtER.fi. H. 

7912190069 

50-485 

a 

ORIER, B.R 

7912190094 

50-244 

Q 

ORIER. B.H. 

7912190095 

50-271 

Q 

ORIER, B.R 

7912190099 

50-29 

0 

CRIER. B.H. 

7912310204 

50-293 

Q 

ORIER, B. a 

7912310305 

50-317 

Q 

ORIER, B. H. 

7912310209 

50-3 

Q 

CRIER, B.R 

7912310210 

50-213 

0 

BRIER, B.H. 

7912310211 

50-412 

Q 

DRIER. B.H. 

7912310213 

50-334 

Q 

CRIER, B.H. 

7912310216 

90-219 

0 

ORIER, B. H. 

7912310219 

50-363 

a 

ORIER, 8. H. 

7912310220 

50-322 

Q 

ORIER, B.H. 

7912310224 

50-30? 

Q 

ORIER, B. R 

7912310226 

90-245 

Q 

ORIER, B. H. 

7912310220 

50-220 

0 

CRIER, B. H. 

7912310232 

50-410 

0 

ORIER, B.R 

7912310234 

50-2B6 

Q 

ORIER, B. R 

7912310235 

50-333 

0 

ORIER, a. H. 

7912310237 

90-277 

0 

CRIER, B. H. 

7912310241 

50-352 

Q 

ORIER, B. H. 

7912310242 

50-387 

0 

CRIER, a. H. 

7912310244 

50-311 

Q 

CAIER.B. R 

7912310246 

50-272 

0 

ORIER, B. H. 

7912310248 

50-443 

0 

ORIER. B.R 

7912310250 

50-244 

a 

OfilER.B. H. 

7912310252 

50-495 

Q 

ORIER.a. H. 

7912310253 

50-271 

Q 

ORlER.fi. R 

7912310254 

50-29 . 

0 

ORIER, B.H. 

7912190S33 

50-293 

a 

drier, 8. K. 

7912190731 

50-317 

0 

ORIER.B. R 

7918190734 

30-3 

0 

ORIER, B.H. 

7912190736 

90-213 

Q 

ORIER, B.H. 

7912190739 

50-334 

0 

ORIER, B. N. 

7912190744 

50-412 

0 

ORIER. B.H. 

7918190747 

50-363 

Q 

DRIER, B.H. 

7912190746 

50-219 

0 

BRIER. B. K. 

7912190780 

80-322 

0 

CRIER, B. H. 

7912190752 

50-289 

0 

CRIER, B. H. 

7912190753 

50-309 

Q 

ORIER.B. H. 

7912190754 

50-245 

Q 

ORIER.B. H. 

7918190756 

50-410 

0 

ORIER.B. H. 

7912190757 

50-880 

0 

ORIER.B. H. 

7918190788 

50-286 

Q 

ORIER.B. H. 

7918190760 

50-333 

a 

ORIER, B. H. 

7912190761 

50-277 

Q 

ORIER, B. H. 

7918190762 

50-392 

Q 

ORIER.B. H. 

7912190763 

50-387 

a 

CRIER, 9. H. 

7912190764 

50-272 

a 

ORIER.B, H. 

7918190765 

50-311 

Q 

ORIER.B. H. 

7918190766 

50-443 

a 

ORIER. B.H. 

7918190767 

00-485 

0 

ORIER.B. H. 

7918190769 

50-844 

0 

ORIER.B. H. 

7918190770 

50-871 

o 

ORIER. B.R 

7912190772 

50-89 

0 

ORIBI.B.H. 

7912280181 

50-^893 

0 

QRIER.B.H. 

7912280103 

50-317 

0 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATESORV 

ORIER, B. H. 

7918280183 

SO-3 

Q 

ORIER.B. H. 

7918800190 

50-213 

0 

ORIER. B.H. 

7918880193 

50-412 

0 

ORIER.B, R 

7918880194 

SO-334 

a 

ORIER, B.H. 

7918880196 

50-363 

0 

ORIER.B. H. 

79188Q0199 

SO-219 

Q 

ORIER.B, H. 

7913380200 

SO-322 

Q 

ORIER.B. H. 

7912280204 

50-289 

0 

ORIER.B. H. 

79128B020S 

50-309 

0 

ORIER, B.H. 

791S2B0207 

S0-24S 

8 

ORIER.B. H. 

7912860812 

50-410 

Q 

ORIER.B. H, 

7912280215 

50-280 

0 

ORIER, B. H. 

7912280317 

50-286 

Q 

ORIER, B. H. 

7912880380 

50-333 

Q 

ORIER.B. H. 

7912280884 

50-352 

0 

ORIER, D. H. 

7912800887 

50-277 

Q 

ORIER,fi. H. 

7912880830 

50-387 

a 

ORIER, B.H. 

7912280834 

50-272 

0 

ORIER, B. H. 

7912380836 

50-311 

a 

ORIER, B. H. 

7912880848 

50-443 

0 

ORIER, B. H, 

7912880244 

50-844 

0 

ORIER, B. H. 

7912880246 

50-465 

Q 

ORIER.B. H. 

7912280248 

50-271 

0 

ORIER, D. H. 

7912880258 

50-29 

0 

QRIFFIN.W. 

7912130611 

PR 


ORIFFIRH. 

7912130619* 

PR 


ORIFFITHS.R. 

7912040374 

50-278 

J 

©HIFFITRR. V. 

7912170359 

RES 


GRIFFITH, J. 8. 

7912190561 

RE8 


ORIOO, N. a. 

7912180817* 

50-4QB 

0 

0R1HE8,C. I. 

7912310545 

OEN TEC 

18 

ORIHES.B. K. 

7912190133 

NUREO 


ORIMEB.B. K. 

7912310013 

PDR MI6C 

0RIHE8,B. K. 

7712800088 

30-3 

F 

OR 1 SHAH, U, 

7918120586* 

NUREO 


OROCE, R. H. 

7912180536 

50-309 

Q 

OROCE, R. H. 

7918040057 

50-309 

0 

OROCE, R. R 

7912040019 

80-309 

0 

GROCE. R. H. 

7912130006 

SO-309 

Q 

OROCE, R. H. 

7912310472 

50-309 

0 

OROCE, R. H. 

7912120218 

50-29 

0 

OROCE, R, H. 

7912140370 

50-89 

P 

OROCE. R. H. 

7912130096 

SO-29 

Q 

OROCE, R. H. 

7912030175 

50-27 

P 

onocE, R. R 

7918040208 

50-29 

P 

0R0B3HAN, H. 

7912060180 

50-321 

0 

ORDSSHAN, H. 

791810035S 

50-402 

a 

OH08SMAN, H. 

7912100319 

50-155 

0 

OROBSHAN. H. 

7918190344 

50-165 

T 

0R0T£r«lU19,H. 

7912120070 

50-250 

P 

OROTENHUIB, R 

7912180103 

50-282 

P 

OROTEMHUia.M, 

7918210008 

50-282 

P 

0RU8H, H. H. 

7912190567 

RES 


OUHBLE, F. H. 

7912040321* 

50-286 

8 

OUKBLE, F. R 

7918040369* 

50-286 

B 

GlRiaLE, F. IJ. 

7912110333* 

50-286 

8 

OUHSLE, F. W. 

7912180583* 

50-286 

8 

OUMBLE, F. H. 

7912270562* 

50-286 

8 

OUPPV, U. 0. 

7918040119 

RE8 


0U8TAUE, R, P, 

7918110003 

CONTRACT 


OUSTAVErR.P. 

7912180006 

CONTRACT 


GUTMAN, 0. e. 

79120702B4 

FOIA 


OUTMAM. U. G. 

7912070280 

FOIA 


HAAS9,H. P. 

79121B0024 

TDPREP 


HAA8S, H. P. 

7912180534 

50-313 

P 

HAABS, H. P, 

7912310236 

50-320 

H 

HAA88, H. P, 

7918310243* 

50-320 

H 

HAA86, H. P. 

7912310251* 

50-320 

H 

HAABB, U. P. 

7918310857* 

50-320 

H 

HAASS, H. P. 

7912310258* 

50-320 

H 

HACKNEY, R. 

7912040321* 

50-267 

P 

HADLEY, J, B. 

791 81 40483* 

RES 


HAEUeaNEH, T. E, 

7912190664* 

50-219 

p 

HAEUSBNER, T, E, 

7912190689* 

50-219 

P 

HAFER, F. D, 

7918040345 

50-289 

I 

HAFER, F. D. 

7912040007 

50-289 

I 

HAFER, F. D. 

7912050511 

50-869 

1 

HAFER, F. D. 

7918130843 

50-289 

0 

HAFER, F, D. 

7918360219 

50-299 

: 

MAFF, K, W. 

7918100700 

QRO 


HAOAN, T. F. 

7918800177 

CONTRACT 


HAOAN, T, F. 

7912210308 

CONTRACT 


HAOAN, T. F. 

7912210305 

CONTRACT 


HAOAN, T. F. 

7918200149 

CONTRACT 


HAOAN, T. F. 

7918200190 

CONTRACT 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATECORV 

HAOAN, T. F. 
HAOEY. H. 

HAOEY, H. 

HAOEY. H. 

HAOEY, H, 

7912200179 

7912100087 

7912120070 

7912100390 

791212030B 

CONTRACT 

CONTRACT 

contract 

CONTRACT 

CONTRACT 

HAOOERTV, P. E. 
HAIO, D. A. 
HAIRSTON, 14. 0. 
HAIRBTON.H. 0. 
HAIRSTON, M. 0. 

7912070006 
7909180007* 
7918130422 
7912130621 
79 120301 07* 

50-380 p 
50-320 M 
S0-34B , a 
SO-34B 3 
50-346 4 

HAIRSTON, W, 0. 
HAIRSTON, (4. 0. 
HAIRBTON, H, 0. 
HAIRSTON, H. 0. 
HAIRSTON, 14. 0. 

7912040301* 

7912270389* 

7912310426* 

7912110336* 

7912110337* 

50-340 a 
50-348 R 
90-348 ft 
90-348 a 
90-349 a 

HAIRSTON, W. 0. 
HAIRBTON.H. 0. 
HAIRBTON, 14. 0. 
HAIRBTON. W. 0. 
HAIRSTCW.W. 0. 

7912110338* 

7912110339* 

7912120433* 

7912120499* 

7912270228* 

90-349 a 
90-340 ' a 
M-340 g 
90-34B 9 
50-348 S 

HAIRBTON, H. 0. 
HAIRSTON, 14. 0. 

HA I ST, 0. P. 

HALE, C. J. 

HALE, C. J. 

7912270230* 

7912310451* 

7918110493* 

7912110052* 

7912260206* 

50-348 a 
50-348 B 
90-909 0 

0A999 

0AT99 

HALE, C. J. 

HALE, C. J. 

HALE. C. J. 

HALE, C. J. 

HALE, C. J. 

7912110133* 

7912110061* 

7912100409* 

7912110081* 

791217039B* 

04999 

0A999 

0A999 

0A999 

0A999 

HALE, C, J. 

HALE, C. J. 

HALE, C. J. 

HALL, R. E. 

hall, r. e. 

7912140549* 

7912180142* 

7912110S16* 

7912100005 

7912050531* 

94999 

QA999 

OA999 

RES 

90-382 a 

HALLIOAN, T. J. 
HALLMAN, D. 

HAMADA, 0. 
hamhond, E. L. 
HAMMOND, E. L, 

7912050207 

7918040412* 

7912070376* 

7912050509 

7912110340 

90-307 a 
90-312 F 
FOIA 

80-334 B 
90-331 a 

HAMMOND, E. L. 

HAN, J. T. 

HANCOCK, J. A. 
HANCOCK, J. A. 
HANCOCK, J. A. 

7918100614 

7912120190 

7912060666* 

7912100207 

7912030154 

90-331 9 

NUREO 

90-302 fi 
90-302 a 

50-302 a 

HANCOCK, J. A, 
HANCOCK, J. A. 
HANCOCK, J. A. 
HANCOCK, J. A. 
HANCOCK, J. A. 

7912070460 

7912100269 

7912110410 

7912110330 

7912140222 

90-302 P 
90-302 B 
90-302 P 
50-302 a 
80-302 P 

HANCOCK. J. A. 
HANCOCK, J. A. 
HANCOCK, d. A. 
HANCOCK, d. A. 
HANCOCK, d, A. 

7912140239 

7912310018 

7912310016 

7912180371 

7912860245 

90-302 P 
90-302 0 
50-302 C 
90-302 R 
50-302 F 

HANCOCK, d. A. 
HANCOCK, J. A. 
HANKEV, D. 

HANNON, d. N. 
HANNON, d. N. 

7912260839 

7912870575 

7912280492* 

7912110428 

7912260077 

60-302 a 
90-302 P • 
90-209 U 
90-293 F 
90-293 P 

HANSEN, L. E. 
HANSEN, L. E. 
HANSEN, L. E. 
HAN8ELL. D. 

MANSELL, D. 

7918800029* 

7912200008 

7912200011* 

7912170180* 

7912030024 

74-6981 

n-6SBt 

71-6SaJ 

40-2061 

40-2061 

HAN8ELL, D. 

HANSEN, D, U. 

HANSEN, L. E. 

HANSEN, H, A. 

HANSEN, 14. A. 

7912190217 

7912070440* 

7918200015* 

7912180378 

7912210033* 

40-2061 
50-202 0 

71-69S1 
90-4B3 a 
90-463 Q 

HANSON, 0. E. 

HARDIN, A. K. 

HARDIN, A. X. 

HARDIN, A. K. 
HAROETT, D. 

7918130009* 

7912180326 

7912100291 

7912070097* 

7912100383* 

TtfPRS» 

90-850 a 
90-339 8 
90-343 0 
CONTRACT 

HARMON, D. W. 

HARMON, D. W. 

HARMON, 0. U. 

HARMON, D. H. 

HARMON, D. H. 

7912030210* 

7912060178 

79121B0096 

7912180106 

7912100216 

XPORTtlC 

XPORTUtC 

xpoR-n-ic 

KPORTLIC 

xptwn.ic 

HARMON. D. R 

HARMON, D. 

HARRIS, O.E. 

HARRIS, d. 8. 

HARRIS, d. B. 

7912170369 
7912140122 
7912170144* 
79121 B0601* 
7912180581* 

XPDfiTLIC 

XPORTtIC 

71-9009 

90-336 a 
90-336 a 
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ACCESSION 

SUBJECT 



— ^ AUTHOR 

NUMBER 

CATEODRY 

AUTHOR 

KWtRIBONiF. L. 

7912190S44 

REB 


HENDRIE. J. M. 

HWRieOHj J. J. 

7912110SS6* 

80-846 

0 

HENDRIE. J. H. 

HARRJBtWrH. C. 

7912280360« 

40-2259 


HENDRIE. J. H. 

HARR I80N< K. 

791231029B 

IRE 


HENDRIE. J. H. 

HARRieON. «. A. 

7911190S2S 

SO-322 

0 

HENDRIE. J. M. 

MARTrH. C. 

7912200170 

71-9937 


HENDRIE. J. H. 

HARTOKr J. J. 

7912070337 

30-313 

J 

HENDRIE. J. M. 

HARUOaO. T. P. 

7912130410 

50-339 

H 

HENDRIE. J. H. 

MARUOOO. T. P. 

7912200370# 

90-339 

A 

HENDRIE. J. H. 

HWtERrR. 0. 

7912210141 

XPORTUIC 


HENDRIE. J. M. 

KAVERKAKP. D. R. 

7912040179# 

80-320 

0 

HENDRIE. J. t1. 

KWK1H8.D. ». 

7912280114 

PR 


HENDRIE. J. H. 

HMM1K8.F. C. 

7912110236# 

80-346 

Q 

HENDRIE. J. H. 

HAMHINSiP.C. 

7912130136# 

90-346 

0 

HENDRIE. J. M. 

KAYES# P.y. 

7912110378 

90-574 

0 

HENDRIE# J. M. 

HAYES# U.K. 

7912140229 

30-230 

s 

HENDRIE. J. M. 

HAYES# D.U. 

7912030263# 

80-329 

a 

HENDRIE. J. M. 

HAVES# D. W. 

7912110286# 

30-846 

0 

HENDRIE. J. K. 

HAYES# D. U. 

7912130136* 

30-846 

a 

HENDRIE. J. H. 

HAYES# D. U. 

79121B0236# 

80-295 

0 

HENDRIE. J. M. 

KAYES# D.N. 

7912210031* 

30-237 

0 

HENDRIE. J. H. 

HAYES. 0.N. 

7912080082# 

30-440 

0 

HENDRIE. J. M. 

HAYMCS# 

7912120443 

30-206 

F 

HENDRIE. J. H. 

HAYNES# J. 0. 

7912140340 

80-206 

P 

HENDRIE. J. H. 

PU3LE.A.0. 

7912060030 

PROJ 


HENDRIE. J. M. 

HA3LE.A. J. 

7912210091 

WASTE MOT 

HENDRIE, J. H. 

HEAD# J. T. 

7912210142 

80-206 

Q 

HENDRIE. J. H. 

HEA0# J* T. 

7912040468 

30-206 

8 

HENDRIE, J. H. 

HEAD# U. T. 

7912040397 

90-206 

S 

HENDRIE. J. H. 

HEAD# J. T. 

7912180823 

80-206 

8 

HENDRIE, J. H. 

HEAO# J. T. 

7912170292 

80-206 

8 

HENDRIE. J. H. 

HEAD# J. T. 

7912170311 

80-206 

3 
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HEAD# J, T. 
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7912170083 
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0 

HERBEIN. J. 0. 
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HERBEIN. J. 0. 

HEIBEL#R.P. 

7912060484# 

30-317 

8 

HERDEIN. J. 0. 

HEIBEL.R. P. 

7912060498# 

30-317 

8 

HERBEIN. J. 8. 

HElBEU.fi. P. 

7912060499# 

80-317 

8 

HERBEIN. J. 8. 

HElBEL.n.P. 

7912130943# 

90-317 

8 

ItERBEIN. J. 8. 

HEICEL.C.H. 

791227044B 

90-341 

A 

HERBEIN, J. 0. 

MElSHMAN.ft, F. 

7912200438 

30-346 

8 

HERBEIN, J. 0. 

HEISHHAR.R. F. 

7912260364 
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3 

HERBEIN, J. 0. 

isEiemAN.ft.F. 

7912310083 

30-346 

8 
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8 

HERBEIN. J. 0. 
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30-346 
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HEISHMAW. H. F. 

7912070066 
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s 

HERDT, A, R. 
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30-232 

8 

HERDT, A.R. 

HElSHttAN.R. F. 
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50-293 

0 
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HE]£1«AN.R.F. 

7912030013 
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0 

HERDT, A.B. 

HBISmAN. R. F. 

7912080083 
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0 

HERDT, A. R. 
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90-409 

0 

HFRDT, A.R. 

HEIEHKAK. R. F. 

7912110287 
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0 

HERDT, A. R. 

HEIBHHAM. R. F. 

7912030400 

30-303 

a 

HERDT. A. R. 

HEieiMAN. R. F. 

7912070079# 

80-346 

0 

HERDT, A.R. 

HBIBHHAN. R. F. 

7912090401 

50-2B2 

0 

HERDT, A.R. 

l-flEISHHANi R. F. 

7912080348 

90-346 

0 

HERDT, A. R. 

HElStttiUN. R. F. 

7912260102 

90-232 

0 

HERDT, A. R. 

HEI6HHAN, R. F. 

7912210180 

30-373 

0 

HERDT, A. R. 

HElSHtiAN.R. F. 

7912200242 

30-346 

0 

HERDT, A. R. 

HEISHMAN, R. F. 

7912210066 

30-202 

Q 

HERDT, A. n. 

peiSKttAN.R. F. 

7912260140 

90-153 

a 

HERDT, A. R. 

PCISHHAN.R. F. 

7912040009 

50-10 

0 

HERDT, A. R. 

HEIBHHAN.R. F. 

7912080667 

30-282 

0 

HERDT, A. R. 

HEISHttAN. R. F. 

7912210140 

90-346 

0 

HERDT, A. R, 

HEI.CEBON. 0. L. 
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40-2239 


HERDT# A. R. 
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HELLER# U.W. 

7912190208 
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A 

HERRINO.K. 8. 

HEtlEA. L. M. 

7912180316# 
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7912130003 
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7912200388# 

90-339 

A 

HEfilRINO, K. B. 

FCHOERSaM. B. A. 

7912310499# 

30-255 

P 

HERRIN8, K. 8. 

HENDRICK. H. 0. 

7912230686 

XPORTLIC 


HERRINO.K. 8. 

HENORICK.W. 0. 

7912230663# 

XPORTLIC 


HSRRHAHN, H. 

HENDRICKS. 0. U. 

7912230676* 

27-10 


HERRMANN, H. 
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0 
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u 
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50-285 

ft 

7912310126 
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0 

7912270122 

COMMISSION 

HILL.D. F. 
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PR 
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COMMISSION 
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7912270131* 
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7 9 12 100386# 
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7912270139# 

CQMMIBSION 

HIND. J. A. 

7912120068 

50-10 

8 

7912270149# 
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HIND. J. A. 

7912170166 
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s 

7912270134# 
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HIND. J. A. 
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50-440 

8 
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7912190106# 
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O 
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7912190232 
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50-346 

M 

7912270089 
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P 
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7912270092 
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P 
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7912030661* 
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HODDER.M.H. 

7912270147 
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30-289 
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7912130094 
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7912170220 

50-289 
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7912100039* 

50-266 

P 

7912310212 
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HOLODV, D. J. 
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7912070511 
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HOOD, D, g, 

7912110406 
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P 
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7912120092 
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A 
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79121B0526 
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50-339 

A 

HUNT, M. D. 
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50-364 

Q 

HUNT, D. 

7912200471 

50-424 

S 

HUNTER, B. S. 

7912870204 

50-316 

P 

HUSEDV, D. E. 

7912310357* 

50-317 

S 

HUSEDY. D. E. 

7912060454* 

30-317 

8 

HUSEDY, D. E. 

7918100602* 

SO-317 

S 

HUSEDV. D. E. 

7912180619* 

50-317 

S 

HUSTON. R. W. 

7918140407 

SO-ISS 

S 

HUSTON. R. W. 

7918140412 

50-185 

8 

HUSTON. R. W. 

791214041S 

SO-255 

P 

HUSTON. R. W. 
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50-185 

P 

HUSTGN.R. W. 
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50-155 

P 

HUTSON. T. W. 
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50-271 

P 

IPPOLITQ. T. A. 
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50-271 
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50-205 

P 
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50-331 Q 
50-461 a 
50-315 Q 

50-367 a 
50-263 Q 
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50-346 a 

50-483 0 
50-266 0 
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50-295 0 
SO- 10 a 
50-350 a 
50-440 0 
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50-346 0 
50-433 a 
50-2641 0 
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7912060612 
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50-205 0 
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50-289 0 

KUSEK, L. T. 
KUSHNER, U. L. 
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L'HEUREUX.d. 

7912050131# 
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30-277 8 

50-271 Q 
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7712130120# 

7912130128 
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MAYER. t_0. 

7912190167 

50-263 

F , 

MAYER. X^ a 

7912170304 

50-263 

F , 

MAYER. i_ a 

7912190354 

50-263 

F 

MAYER. I~ a 

7912200432 

50-282 

P 

MAYER. L. a 

7912200369 

50-263 

P 

H4YER. L a 

7912200385 

50-282 

P 

HAVER. L. 0. 

7912270568 

50-263 

S 

MAYER. L. 0. 

7912270333 

50-263 

S 

MAYER. L. 0. 

7912270491 

50-202 

8 

HAVER. 0. 

7912270540 

50-263 

P 

MAYER. L. 0. 

7912310475 

50-282 

S 

MAYER. L. 0. 

7912310365 

50-263 

F ■ 

MAYER. I_ a 
MCALDUFF. H. J. 

7912310422 

7912260161 

50-263 

XPORTLIC 

8 

MCBREARTY. R. A. 

7912030048* 

50-333 

a 

HCBREARTY, R. A. 

7912200472* 

60-286 

a 

MCCAIN. E.C. 

7912070139* 

50-293 

0 

MCCABE. E. C. 

7912060X71* 

50-20 

0 

MCCABE. E. 

HCCAIH.R. 

79X2200213* 

7912070165 

50-219 

FOIA 

0 

MCCARTHY. R. H. 

7912270605 

50-286 

J 

HCCAUCHY.R. U. 

7912040082 

50-320 

8 

HCCUURJBW. S. A. 

7912130I7S 

50-289 

a 

reCLAIN. C. M. 

HCCLIHTOCK.R.O. 
HCCLIHTTKK. R. O. 
nCCLINTOCK.R.a. 

7912210310* 

7912310121 

7912310329 

7912060269* 

50-219 

I«£ 

7^1362 

R 

rK;CLINTDCK.R. O. 
HCCL1NTOCR.R.O 

HCCLINTDCK. R. O. 

7912030224* 

7912040038* 

7912110182 

40-1386 

40-341 

40-8631 


MCCLIHTOCK. R. O 

7912110175* 

40-7344 


HCCLINTDCK. R.a. 
HCCLINTDCK. R. O 

7912040031 

7912030221 

40-341 

40-1386 


KCCLINTDCK. R.O. 

MCCLIHTOCK. R. □. 

7912060248 

79121 101S9 

70-1362 

40-7344 


HCCORKIJE.B. A. 

791212C006 

50-466 

0 

HCCQRH1JE,B. A. 

7912310155 

50-466 

C 

MCCORMACK. J. E. 
MCCORMICK. R.O. 

7912190382* 

7912070203* 

FOIA 

FOXA 


HCCQRHXJE. 6. U. 

7912270003 

50-267 

P 

HCCORKLE.e. W. 
HCCORKLE.e. W. 

7912130172 

7912310082 

70-8 

70-1308 


MCCORKLE. C. U. 

7912310166 

70-754 


nCCORKLE. O. U. 

7912070211* 

FOIA 


MCOIARHID. R. C 

7912030042 

PROJ 


nCnEARMID. H.C. 

7912120446 

PROJ 


HCOrARHID.R-C. 

7912140226 

PROJ 


MC8IARH10. R.C. 

7912130483 

50-445 

M r 

IKDIAIUIIO.R.C. 

79121304B3 

50-445 

” I 

nCOIARHID. R.C 

7912030042 

PROJ 

j 

MCDtARHlO. R.C. 

7912120446 

PROJ 

1 

MCDONOUCH. H. D. 

7912110280 

XPORfl.IC 

1 

MCOONOUCH. H. D. 

7912030243 

XPORTLIC 

1 

MCDawELL-BaYER 

7912110465 

RES 

[ 

MCDUFFIE, n. A. 

7912280555* 

50-400 

A 1 

MCDUFFIE. H. A. 

7912170142 

50-400 

O ! 

MCDUFFIE. HL. A. 

7912170161 

50-400 

0 1 

HCDUFFIE. H. A. ; 

7912X20392 

50-400 

A 1 

MCDUFFIE. H. A. 

7912120416 

50-400 

A 1 

MCDUFFIE. H. A. 

79122BOS46 

50-4« 

* i 

MCDUFFIE. M. A. 

7912270342 

50-400 

A 1 

MO^AODEN. J. R. 

7912110167* 

40-7344 

i 

MCFARLMO. C. R. 

79I20606S7* 

50-339 

0 ! 

MCFARLAMI. C. R. 

7912060657* 

50-399 

8 [■ 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HCFARLAND, C. R. 

7912810051 

50-400 

E 

HCOAUOHV. R. 

79L30S007B* 

50-443 

0 

MCOAUOHV. R. H. 

79120&0300* 

50-307 

0 

HCOAUOHV.R. H. 

791S2004S7« 

50-410 

G 

nCOAUOHV, R. H. 

7912SA029B* 

50-358 

Q 

NCOAUOHY. R. W. 

79t8S10O2A» 

50-307 

0 

MCGEE, M.V. 

7912190561 

RES 


MCGOVERN, J. J. 

7918070096* 

70-6S7 


MCGOVERN, J. J. 

7918070098* 

70-607 


KCGDVERN, J. J. 

7918050449* 

70-667 


HCCOVEHN, J. J, 

7912260061* 

50-54 

Q 

NCeOVERN, K. S. 

79121401 12* 

70-8683 

MCGOVERN. K. S. 

7912130450 

PR 


HCCRANERy. J. P. 

7912130267 

PR 


MCORANERY, J. P. 

7912130267 

PR 


MCGRATH, E. J. 

7912280694 

HASTE MOT 

MCGREGOR, U. 0. 

7912050412* 

50-305 

O 

MCGUIRE, P. J. 

7912040259 

50-293 

P 

MCGUIRE, P. J. 

79120403B7 

50-293 

s 

MCGUIRE, P. J. 

7912050449 

50-293 

R 

MCGUIRE, P. J. 

7918070390 

50-293 

S 

MCGUIRE, P. J. 

7912200372 

50-393 

R 

MCGUIRE, P. J. 

7918110311 

50-293 

6 

MCGUIRE, P. J. 

7918110370 

50-893 

S 

MCGUIRE. P. J. 

79121 Q0630 

50-893 

S 

MCGUIRE, P. J. 

7918200353 

50-293 

s 

MCGUIRE. P. J. 

7912270192 

50-293 

8 

MCGUIRE, P. J. 

7912860270 

50-393 

S 

MCGUIRE, P. J. 

7918310413 

50-293 

n 

MCGUIRE, P. J. 

7918310453 

50-293 

s 

MCGUIRE. U. F. 

7918870369 

50-490 

A 

HCGURHEN, H. J. 

7918060611 

50-490 

e 

MCOURREN, H. J. 

7918050615* 

50-490 

0 

MCGURREN.P, J, 

7918070843 

50-302 

0 

MCOURREN, M.J. 

7918070249* 

50-302 

0 

MCOURREN, H.J. 

7912180097 

50-490 

0 

HCGURREN.H. J. 

7918860006 

50-309 

0 

MCCUnflEN.H. J. 

7912860298 

50-309 

e 

MCHENRY, T. J. 

7912050119* 

SO-261 

a 

MCHENRY. T. J. 

7912310346* 

50-308 

Q 

MCINTYRE. J. 

7912110109* 

ACRS 


MCREOWN. L. M. 

7912040129* 

50-334 

Q 

MCKEDUM, L. H. 

79120500B6* 

50-104 

Q 

MCKINLEY. J.C. 

7712110090* 

ACRS 


MCLEAN, n. V. 

7912190546 

RES 


MCLEAN. R.S. 

7912190561 

RES 


MCMAHAN. J. 

7918190393 

FQIA 


MCMULLEN. R. B. 

7918860375* 

50-443 

G 

MCNAMARA. A. E. 

7912190351* 

50-844 

R 

MCNATT, T, 

7912060221* 

50-334 

0 

MCNEILL. H.M. 

7912130488* 

QA999 


MCNEILL. H.H. 

7918110506* 

QA999 


MCNIEL. M. 

7912800596 

SO-339 

H 

HCNULTV. A. 

7918100449 

CONTRACT 


MCNULTY. A. 

79181 10040 

CONTRACT 


MECCA. J. E. 

7912870215 

50-522 

A 

MECCA, J. E. 

7918270512 

50-822 

H 

MEDLOCK, fi. L. 

7918200604 

40-8452 


MEDROM, L. A. K. 

7918170401 

CONTRACT 


MEBROH, L. A. K. 

7918140289 

CONTRACT 


MEOROM, L. A. K. 

7918140297 

CONTRACT 


MEIEROTTO.L. B. 

7918060204 

PRDJ 


MEISS, R. L. 

7912170251 

PROJ 


MEISS, H. L. 

7918170251 

PROJ 


HENARO, H. H. 

7912310515 

40-0745 


HENCIER. W.n. 

7918170414 

CONTRACT 


MERRILL, J. 

7918190415 

FOIA 


MBHROW, R. J. 

7912030322* 

40-1396 


HERSON, B. D. 

7918310416 

50-317 

R 

MERSDN.a. D. 

7918310418* 

50-317 

R 

MER6DN, a. D. 

7918890523 

50-319 

R 

HERSON, B. 0. 

7918290527* 

50-310 

R 

HERTZ, L. R. 

7912140143 

71-160 


METZENBAUM, H.H, 

7918120563* 

50-346 

U 

MEYER, R. 

7918190458 

FOIA 


MEYER, M. 

7918070158* 

50-471 

0 

MICHELSON.C. 

7912310239* 

ACRS 


HI DURA. H.J. 

7918040511 

30-278 

R 

HIDURA. H. J. 

7918040521 

30-878 

R 

MI&URA.H. J. 

7918040493 

50-272 

R 

MlOUfiA.H. J. 

7918180379 

50-272 

R 

HILLER. 0. 8. 

7918130316 

PR 


HILLER. D. S. 

79181 10419* 

50-309 

0 

MILLER. S. a. 

7912110425* 

50-309 

0 

MILLER. E. F. 

7918190011* 

CONTRACT 



ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HILLER, H. 1. 

7913190162 

50-329 

0 

MILLER. H. 1. 

7912170059 

50-135 

0 

MILLER, H, I. 

7912310339 

50-329 

0 

MILLER, L. C. 

7918210020* 

QA999 


HILLER. H. 1. 

7918170179 

50-155 

0 

MILLER, H. 1, 

7912170059 

50-153 

0 

MILLER, B. M. 

7912120340 

50-500 

p 

MILLEN, C. K. 

7912170201 

50-267 

0 

MILLER, L.K, 

7912160303* 

50-272 

R 

HILLER, M. E. 

79182600B8* 

50-445 

M 

KILLER, M.E. 

7912040075 

50-330 

G 

HILLERi H. E. 

7912040079 

50-380 

0 

MILLER, M. E. 

7912200310 

50-320 

0 

MILLER, M. E, 

7912120030 

50-344 

G 

HILLER. M, E. 

7912180202 

50-443 

M 

HILLER, M. E. 

7912100209* 

50-445 

M 

MILLER, M, E. 

7912100231* 

50-445 

M 

MI LLER, M. E. 

7912180240* 

50-443 

H 

HILLER, H. E. 

7912180258* 

50-445 

M 

MILLER, M. E. 

7912100868* 

50-445 

M 

HILLER, M. E. 

7912160273* 

50-445 

M 

HILLER, M, E. 

7912100281* 

50-445 

H 

MILLER, M. E. 

791210O2B9* 

50-445 

M 

HILLER, M. E. 

7912180297* 

50-443 

M 

MILLER, M. E, 

7912180306* 

50-4 4 S 

M 

HILLER, M. E, 

7912100311* 

50-445 

M 

MILLER, M, E, 

7912180320* 

50-445 

M 

HILLER. M. E. 

7912180329* 

50-445 

M 

MILLER, H. E. 

7912180340* 

50-445 

M 

MILLER, M. E. 

7912100349* 

50-445 

M 

HILLER, M. E. 

7912180360* 

50-445 

M 

MILLER, M. E. 

7912160378* 

50-445 

M 

MILLER, M, E. 

7912100301* 

50-445 

M 

HILLER, H. E. 

7912100395* 

50-443 

M 

HILLER, M, E. 

7912180404* 

50-445 

M 

MILLER, M.E. 

7912100414* 

50-443 

M 

HILLER, H. E. 

7912100423* 

50-445 

M 

MILLER, M. E. 

791214010B 

70-2623 


MILLER, M. E. 

7912270103 

S0-44S 

M 

MILLER, M.E. 

7918270137 

50-445 

M 

MILLER. W. 0. 

7912100079* 

50-206 

P 

MILLER, H. 0. 

7918120030 

70-0 


HILLER, H. 0. 

7918180050 

70-734 


MILLER, W. 0. 

791S100350 

70-754 


MILLER, M. 0. 

7913100353 

70-1857 


MILLER, U. 0. 

7918110115 

40-1162 


MILLER.H. 0. 

7912UO80B 

70-27 


HILLER, M. 0. 

7912180045 

70-734 


MILLER, W. 0. 

7912120058 

70-0 


MILLER. U. □. 

7918120852 

70-27 


MILLER.H □. 

7918040023 

50-201 

F 

MILLER. U. □. 

7918100032 

50-206 

P 

MILLER, W. 0. 

7918100883 

50-346 

P 

MILLER.H. 0. 

7913170138 

50-280 

P 

MILLER.H. 0. 

7913190336 

30-293 

F 

MILLER, W. 0.' 

7918170042 

SO-133 

P 

MILLER, M. 0. 

7918170071 

50-310 

P 

HILLER, U. a. 

7918170183 

50-344 

P 

HILLER. H. a. 

79181901 SO 

S0-2B5 

P 

MILLER, M. 0. 

7918190337 

50-346 

P 

HILLER, W. 0. 

7912190337 

50-208 

P 

HILLER, H. 0. 

7918190617 

50-289 

P 

MILLER.H. 0. 

7913200674 

S0-36B 

P 

HILLER. U. 0. 

7918260256 

70-1100 


HILLER, H. 0. 

7912270000 

50-10 

F 

MILLER.H. 0. 

7918210131 

30-313 

P 

MILLER, H. 0. 

7918280060 

30-247 

P 

HILLER, H. 0. 

7912200064 

50-293 

P 

MILLER.H. 0. 

7913200147 

SO-244 

P 

MILLER. L. F. 

7918050096* 

50-206 

0 

MILLER.H. J. 

7918040029 

40-0102 


MILLER. H. J. 

7912170034 

PROJ 


MILLER.H, J. 

7912170180 

HASTE HOT 

MILLER.H, J. 

7918180394 

40-0720 


MILLER.H. J. 

7912140181* 

HASTE MOT 

MILLER.H. J. 

7913380810* 

HASTE MOT 


MILLER.H, J. 

7918040033 

PR 


MILLER.H. J. 

7912130314 

PDR HISC 


MILLER, H. J. 

7918170129 

40-9745 


MILLER.H, J. 

7912200293 

40-8728 


MILLER. H. 0. 

7912170121 

70-1837 


MILLER, H.J, 

7912170109 

HASTE MOT 


HILLER, H.J. 

7912270067 

40-0745 


MILLER.H. J. 

7912070129 

PROJ 


HILLER, J.R. 

7912120448* 

50-516 1 

s 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

MILLS, L. M. 

7912140355 

40-1341 

MILLS, L. N. 

7910310325 

50-327 

S 

MILLS. L. M. 

7912040448 

30-327 

a 

MILLS, L. M. 

7918030603* 

50-387 

a 

MILLS. L, M. 

7912040152 

PH 


MILLS, L. M. 

7912110302 

50-327 

0 

MILLS, U. M. 

7912300661 

REOOD 


HILLS, L. M. 

7912130429 

50-553 

B 

MILLS, L. M. 

7912130931 

SO-S10 

s 

MILLS, L. M. 

7912310020 

REOGD 


MILLS, L.M. 

7912130520 

50-327 

s 

MILLS, L. M, 

7912200260 

REOOD 


MILLS, L. M. 

7912200289 

REOGD 


MILLS, L. H. 

7912260027 

REG GO 


MILLS, L. M. 

7912800173 

REG GO 


MILLS, L. M. 

79122803B7 

REGQD 


HILLS. L. M. 

7912050507 

50-327 

0 

MILLS, L. M. 

7912050513 

50-390 

s 

MILLS, L. M. 

7912050317 

50-438 

0 

MILLS, L. M, 

7918050322* 

50-438 

B 

MILLS, L. M. 

7912050924 

50-327 

a 

MILLS, L. H. 

791 8050541 

S0-S66 

0 

MILLS. L. M. 

7912190S7S 

30-566 

B 

MILLS, L. M. 

7912030199 

50-566 

6 

MILLS, L. H. 

7912190692 

30-566 

s 

MILLS, L. M, 

7912030477 

30-390 

8 

MILLS, L. M. 

7918040435 

50-259 

p 

MILLS, L. H. 

7912030404 

50-390 

s 

MILLS, L. M. 

7912050509 

50-259 

p 

MILLS, L. M. 

7912800003 

50-390 

a 

MILLS, L. M, 

7912130521 

50-430 

A 

HILLS, L. M. 

7912140238 

50-310 

A 

HILLS, L. M. 

7912190620 

50-390 

S 

MILLS, L. M. 

7912050071 

50-43H 

A 

MILLS, L. H. 

7912060S2S 

50-327 

A 

MILLS, L. M. 

7912060522 

SO-327 

A 

MILLS, L. H. 

7912110369 

50-327 

A 

MILLS, L. M. 

7912120422 

SO-327 

S 

MILLS, L. M. 

7912180477 

50-327 

a 

MILL9,L. M. 

7912130258 

30-390 

R 

MILLS. L. H. 

7912130402 

50-259 

p 

MILLS, L. M. 

7912100359 

50-327 

K 

MILLS,!.. M. 

7912100361* 

50-327 

K 

MILLS, L. M. 

7912170313 

30-390 

B 

HILLS, L. H. 

7918170317 

50-390 

8 

MILLS, L. M. 

7912170383* 

50-390 

S 

MILLS, L. M, 

7918170324 

50-390 

B 

MILLS, L, M. 

7918310008 

50-327 

Q 

MILLS, L. M, 

7912190574 

50-327 

0 

MILLS, L. M. 

7912210348 

30-327 

A 

MILLS. L. M. 

7912270289 

SO-327 

K 

MILLS, L. M. 

7912200303 

50-327 

A 

MILLS, L. M. 

7912280344 

50-327 

8 

MILLS, L. M. 

79188708S1 

50-259 

P 

HILLS, L. M. 

7912270424 

50-553 

A 

MILLS, L. M. 

7918280557 

50-430 

8 

MILLS, L. M. 

7912200501 

50-387 

a 

HILLS, L, M. 

7918270473 

50-327 

3 

MILLS, L. M, 

7912270400 

50-390 

a 

MILLS, L. H, 

7912270356 

50-390 

A 

MILLS, L. M, 

7918270527 

50-259 

p 

MILLS. L. M, 

7918270333 

30-327 

;k 

MILLS, L. M, 

7918800495 

50-430 

A 

MILLS, L. M. 

7918270363 

50-327 

A 

MILLS, L. M. 

7912310352 

50-387 

A 

HILLS AP, H. J. 

7912100070* 

70-B24 


MILLSAP, H. J. 

7918200612* 

70-27 


HILLTER, D. B. 

7912110400 

50-309 

0 

HILNB, M. C. 

7908000606* 

SO-31 1 

0 

MINECK, D. L, 

7912140470 

50-331 

8 

NINECK, D. L. 

7912140479 

50-331 

8 

MINECK. D. L. 

7912170213 

50-331 

8 

MINECK, D. L. 

7912170224 

50-331 

0 

MINECK, D. L. 

7912180510 

50-331 

a 

MINECK, D. L. 

7912190398 

50-331 

R 

MINOOUEiR. B. 

7910010550 

50-259 

P 

MINOOUE, R. B. 

7912120221 

PDR HISC 


HINOSUE, R. B. 

7912120162 

PRM 


MINOOUE. R.B. 

7912200474 

50-320 

T 

MITCHELL, R, 

79121B00SB* 

50-307 

0 

MITCHELL, C, D. 

7912100276* 

CONTRACT 


MITCHELL, D. 0. 

7912130479* 

50-8B9 

0 

MITCHELL, D. 0. 

7912270328* 

50-889 

s 

MITTL.R.L. 

7912100530 

so-aii 

A 

MITTL, R. L. 

7912270367 

SQ-354 

A 



-AUTHOR 

HODENOSiL. 
H3t:OIC»9.U. 
ICDCHM. L. 
nODEHOSf L. 
MCeU-ER. B. M. 

KOLEULO. 3. A, 
HONOEN. T. 
KmO€N.T. 
HCNDEH.t. 

MC»«DE. e. E. 

HONll.W. A. 
ttOODV.R. 
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0 'REILLY. J. P 
O'REIULY. J.P. 

O'REILLY. J. P, 
O'REILLY. J. P. 
O'HEILLV, J. P. 
n 'REILLY. U.P. 
O'REILLY, J. P. 

7912060136 

7912060143 

7912060148 

7912060156 

7912060159 

50-302 0 

50-350 Q 

50-321 0 

50-416 a 

50-395 a 

O'REILLV.J P. 
O'REILLY. J.P. 
D'BEILLV. J.P. 
O'HEILLV. J. P. 
O'BEILLV. J.P. 

O'REILLY, J. P. 
D'BEILLV. J.P. 
O'REILLY. J.P. 
O'REILLY. J.P. 
O'REILLY. J.P. 

7912060163 

7912030223 

7912070499 

7912100159 

7912100160 

50-359 0 

50-324 0 

50-359 0 

50-348 Q 

50-261 O 

O'REILLY, J. P. 
O'REILLY. J. P. 
O'REILLV.J. P. 
O'REILLV.J. P. 
O'REILLV.J. P. 

O'REILLY. J. P. 

O 'REILLY, d. P. 
O'REILLY. J. P. 
O'REILLY, d. P. 
O'REILLY. J.P. 

7912100166 

7912100169 

7912100176 

7912100181 

7912100184 

50-488 Q 

50-369 0 

50-302 a 

3O-2S0 0 

50-331 Q 

a'REILLV.J.P. 
O'REILLV.J. P. 
O'REIiLY. J.P. 
a'REILLV.J.P. 
O'REILLV.J. P. 

O 'REILLY, d. P, 
O'REILLY. J. P. 
O'REILLY, J. P. 

O 'REILLY. J. P. 
O'REILLY, d. P. 

7912100185 

7912100188 

7912100192 

7912100200 

7912100201 

50-416 0 

SO-437 0 

50-259 0 

50-3TO 0 

50-380 Q 

O'REILLV.J. P. 
O'REILLY. J.P. 
O'REILLY. J.P. 
O'REILLY, J.P. 
O'REILLY. J.P. 


ACCEBSICm SUBJECT 


MJMOEn 

CATEeonv 

AUTHOR 

7912110538 

7912110540 

7912110545 

7912110551 

7912110550 

50-348 0 
50-261 0 
50-269 a 
50-4BB 0 
50-302 0 

O'REILLY. J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLY, J. P. 
O'REILLV.J P. 

7912110561 

7912110562 

7912110566 

7912110568 

7912110570 

50-250 0 
50-321 Q 
50-416 0 
50-395 Q 
50-395 Q 

O'REILLY. J, P. 
O'REILLY, J. P. 
O'REILLV.J.P. 
O'REILLV.J. P. 
O'REILLY, J. P. 

79121 1057S 
79121 10587 
7912110590 
7911300140 
7912060604 

50-259 a 
50-280 a 
50-437 0 
50-280 0 
50-340 Q 

O'REILLY, J. P. 
O'REILLY. J, P. 
O'REILLY, J. P. 
0'REIU.y, J, p. 
O'REILLV.J. P 

7912060605 

7912060607 

7912060614 

7912060616 

7912060617 

50-261 Q 
20-269 Q 
50-302 Q 
50-250 Q 
50-321 0 

O'REILLY, J. P. 
O'REILLV.J. P. 
O'REILLY, J. P 
□ 'REILLY. J.P. 
O'REILLY. J. P. 

7912060618 
7912060619 
7912060620 
7912070007 
791207001 3 

50-416 a 
50-395 Q 
50-259 0 
50-280 Q 
50-437 0 

O'REILLY, J. P. 
O'REILLV.J. P. 
O'REILLY. J. P. 

□ 'REILLY, J.P 
O'REILLY. J. P. 

7912110113 
79121 10133 
7912110134 
7912110140 
7912110143 

50-348 0 
50-261 Q 
50-269 0 
50-488 Q 
50-302 a 

O'REILLV.J. P. 
OBERC, C. 

OBERO. C. 

OQERO, C. 

OQER0. C. R. 

7912110147 

7912110149 

7912110153 

7912110154 

7912110157 

50-250 a 
50-321 Q 
50-416 0 
50-395 Q 
50-259 Q 

OBERO. C. 

OBERC, C. 

OBERO. C. 

DDERG, C. R. 
□OERO. C. 

7912110186 

7912110193 

7912060143 

7912060235 

7912190371 

50-280 0 
50-437 Q 
50-325 Q 
50-416 0 
50-364 a 

OBERO. C. R. 
fKHTEL, 0. K. 
CeSTHANN.M J. 
OESTMAMN, M. J. 
OESTHANN. H. J. 

7912190374 

7912190376 

7912190383 

7912190306 

7912190392 

50-348 0 
50-400 Q 
50-261 a 
50-269 Q 
50-370 0 

OESTtWfll. M. J. 
OESTHANN. M. J. 
OKRENT, D. 

OKUOA, H. 

OKUDA. H. 

7912190397 

7912190439 

7912190442 

7912190447 

7713190449 

50-480 0 
50-302 a 
50-250 0 
50-389 a 
50-424 Q 

OKUOA. H. 

OKUOA, H. 

OLIU, H. E. 
CLLER.H. E. 
OLLER, R. E. 

7912190454 

7913190437 

7912190459 

7912190463 

7912190464 

50-321 Q 
50-416 0 
50-417 a 
50-395 a 
50-395 a 

OLLER.R. £ 

OLLER, R. E. 
OLHSTEAD. M. J. 
OLMSTEAO, W. J. 
OLSEN. A. F. 

7912190472 

7913190478 

7912190492 

7913190495 

7912190500 

50-259 Q 
50-328 Q 

50-280 a 
50-404 Q 
50-437 0 

DLSHAN. L. N. 
OLSHAN, L. N, 
OLSHAN, L. N. 
OLSHAN. L. N. 
OLSHAN. L. N. 

7912310284 

7912310285 

7913310290 

7912310293 

7912310297 

50-348 a 
50-261 a 
50-408 a 
50-269 a 
50-250 a 

OLSHAN, L. N. 
OLSON, 0. L. 

OLSON, J. F. 

OLSON. R. C. 

OLSON, R. C. L. 

7912310301 

7912310306 

7913310308 

7912310310 

7712310313 

50-321 a 
50-416 0 
50-395 a 
50-395 a 
50-302 0 

ONSDOHFF. K. A. 
ONSBORFF, K. A. 
ONSOOHFF, K, A. 
OPEKA, J. F. 

OPEKA, J. F. 

7912310316 

7912310330 

7912310552 

7912300003 

7912200006 

50-259 Q 
50-280 Q 

50-437 0 

50-340 0 

50-261 0 

OPERA, J. F. 

OPERA. J. F. 

OPEKA, J. F. 

OPEKA. J, F. 

OPEKA. J, F. 

7912300010 

7912200026 

7912200032 

7912300033 

7912200038 

50-488 0 

50-269 0 

50-302 0 

50-250 0 

50-321 0 

OPEKA, J. F. 

OPEKA, J. F. 

OPEKA, J. F. 

OPEKA, J. F. 

OPEKA, J. F, 

7913200049 

7912200052 

7912200055 

7912200060 

7912200070 

50-416 0 

50-395 Q 

50-393 0 

50-259 a 

50-280 0 

OPREA.e. N. 

ORR, W. D. 

(WTLOFF. 0. D. 
ORTLOFF. 0. D. 
ORTUOFF, 0. D. 


ACCESSION SUBJECT 

NUMBER CATE80RV 


7912200075 

7912290365 

7912280370 

79122B0377 

7912260391 

7912290396 

7912260402 

7912290904 

7912260416 

7912290421 

7912200423 

7912290426 

7912290441 

7912280450 

7912290115 

7912280119 

79I32B0124 

7912290129 

7912280134 

7912280136 

7912290141 

7912280144 

7912280146 

7912380150 

7912280161 

7912280164 

7912200429 

7912200448 

7912200454 

7912050473* 

7912200095 

7912210037 

7912240090 

7912060598 

7912200560 

79121B0I19 

7912280233 

7912070135 

7912060593 

7913260103* 

7912260098* 
7912210031* 
7912140211 
7912120572 
79 12260 I 68* 

7913260174* 

7913260165* 

7913170011 

7913120118* 

7912180373* 

7913110088* 

7912110071* 

7912310314 

7912140100 

7912070456 

7913060136 

7913040102 

7912060029 

7912060070 

7912120064 

7912260003 

7912030220* 

7913130590* 

7912280419 

7912260300 

7912050177 

7912130564 

7912130567* 

7912040421 

7912040396 

791Q1304S9 

7912040407 

7912070381 

7912070343 

7912100299 

7912180363 

7912180589 

7912180392 

7912180573 

7912270515 

7912060555 

7912140541 

7912130403 

7912170417 

7912310190 


50-437 Q 
50-348 a 
30-261 a 
50-269 0 

50-488 a 

50-302 Q 
50-250 a 
50-321 a 
50-416 a 
50-393 Q 

50-395 a 
50-259 Q 
50-200 a 
50-437 a 
50-348 a 

50-26 1 0 
30-480 a 
50-269 0 

50-302 0 

50-250 tt 

50-321 Q 
50-416 Q 
50-39S O 
50-259 0 

50-280 0 

50-437 8 

50-482 S 
50-4B2 S 
50-482 8 

50-483 a 

50-482 S 
50-482 S 
50-482 9 

S0-4SB 8 
S0-4H2 3 

50-482 S 
Pfi 

50-282 S 
50-202 8 

50-283 0 

50-266 a 
50-237 a 
ACRS 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

HUflEO 

QA999 

QA999 

QA999 

□A999 

50-389 T 
50-329 O 
50-13 p 

50-247 P 
50-305 P 
5O-30S P 
30-206 P 
50-206 P 

50-3 F 

50-186 a 
PR 

NUREO 

50-318 Q 

50-272 O 

Pfi 

Pfi 

50-336 a 
50-336 a 

50-336 S 
50-336 a 
50-336 8 

50-245 8 

SO-245 S 

50-245 R 
50-336 a 
50-336 R 
50-336 D 
50-245 S 

50-490 a 

71-159 

PROJ 

PROJ 

40-8102 



PERSOMAL AUTHOR INDEX 


AUTHOa 


accession 

NUHDER 


SUBJECT 

CATEGORY 


OaTUOFF. 0. 0, 
DSSORMEiM. C. 
QU ITS, J. E. 
CWXT3, J. E. 
C/EN, H. S. 


7912190700 

7912100005 

79120504.41* 

7912180343* 

7912200218 


40-0102 

REG 

50-324 Q 
50-324 Q 
PR 


G'.’ESTtW. 0. A, 

OHSUSV. a. F. 
tswstev. 0. F. 
OWSLEY, a. F. 
OWSLEY, O. F, 


7912120240 
7912100407* 
79121004 54>« 
7912120305 
7912190639 


PROJ 

50-3 P 
50-3 P 
50-261 P 
NUREO 


PAauiARO. J. A. 
FALWHS.H. E. 
PAPEniELLO,C. 
■FAPER IELLO. C. J. 
PAPER 1ELLQ.C, J. 


7912180318 

7912210023 

7912200663 

7912180103 

7912200450 


I6E 

NUREO 

IfeE 

I6E 

40-2061 


PAPPAS. H 
PAPPAS. H, 
PAPPAS, K. 
PAPPAS. H. 
PAPPAS,M. 


7912060184 

7912190013 

7912190025 

7912120004 

7912120545 


ORO 

50-10 0 

OHO 

ORO 

QRO 


PARAKETEB.F. H. 
PARCZEUSKIiK, s. 
PARtS.Q H 
PARK. 8. 

PARKER. F. U. 


7912100307 

7912260126 

7912190344 

7912200402 

7912180290 


50-445 H 
TOPREP 
50-155 T 
XPOHTLIC 
ACR5 


PASKEft. M. 0. 
PARKER. U. 0 
PARKER. U. 0. 
PARKER. H.O 
PASKER.W 0. 


7912040476* 

7912110229* 

7912110565 

7912170211 

7912040010 


50-269 S 
50-370 0 

REOGD 
50-269 0 

50-369 Q 


PARKER. H. 0. 
PARKER. U.Q. 
PARKER. U.O 
PARKER. W.D. 
PARKER. M.O 


7912040130 

7911160464 

7912100165* 

7912060188* 

7912060549 


50-413 Q 
50-369 S 
50-269 Q 
50-369 0 
50-269 Q 


PARKER. H. 0. 
PARKER. H a 
PAHKER.N. 8. 
PArflKES.Vf. 0 
PARKER. H a. 


7912210248* 

7912170127 

7912050518 

7912130430 

7913040355 


50-269 Q 
50-269 a 
50-369 G 
50-207 S 
50-269 P 


PARHER. W. 0. 
PARKER. U. 0. 
PARKER. U 0. 
PARKER. W. 0. 
PARKER. U. 0. 


7912040293 

7912040415 

7912040434 

7912040516 

7912190790 


50-269 F 
50-269 P 
50-269 Q 
50-269 P 
50-269 Q 


PARKER. HO, 
PARKER.M. D. 
PAKKERrK.O. 
PARKER. W. O, 
PARKER. H O 


7912050592 

7912050503 

7912070439 

7912190710 

7912210236* 


50-369 0 
50-369 S 
50-287 S 
50-369 S 
50-269 Q 


PARKER. U. 0. 
PARKER. VI. 0. 
PARKER. W. a. 
PARKER. M 0. 
PARKER. U. 0. 


7912060S02 

7912120434 

7912040474 

7912120294 

7912160161 


50-269 P 
50-269 P 
50-269 8 
50-269 S 
50-413 0 


PARKER. H. 0. 
PARKER. U. 0. 
PARKER.H. 0. 
PARKER. H. 0. 
PARKER. H, 0. 


7912140349 

7912280017 

7912110862 

7912310005 

7912310022 


50-269 0 
50-269 a 
50-287 S 
50-269 Q 
50-269 Q 


PARKER. M. D. 
PARKER. H-O, 
PARKER. U.O 
PARKER. H.O. 
PARHERrH-O. 


7912130411 

7912210075 

7912180160 

7912180588 

7912280159 


50-269 8 
50-269 Q 
50-270 P 
50-413 S 
50-369 fl 


PARKER. H.O 
PARKER. M. 0. 
PARKER, H.O. 
FARKEft.H. 0. 
PARKER. Vr. 0. 


7912180375 

7912210151 

7912210171 

7912270266 

7912270352 


50-269 R 
50-369 A 
50-369 F 
50-269 P 
50-369 A 


PARKER. M. 0. 
PARKER. H. □. 
PARKER. M 0. 
PARKER. M. Q. 
PARKER. M.O. 


7912270327 

7912270S03 

7912280497 

7912310460 

7912310409 


50-369 A 
50-270 8 
50-270 8 
SQ-369 A 
50-413 3 


PARKS. B. 1. 
PARKYM, J. D. 
PAHHENTER. F. H, 
PARMENTER. F. H. 
PARMENTER, F. H. 


PARR. O. D. 
PARR. a. i>. 
PARR. 0. D. 
PARRrQ. D. 
PARR. 0. n. 


7912050002 

7912120009 

7912120043 

7912170068 

7912310137 

7912190417 

7912050520 

7912310108 

7912310114 

7912180122 


NUREO 

PRM 

50-445 H 
50-445 H 
30-445 M 

50-373 A 
50-307 A 
50-311 S 
50-339 A 
50-339 A 


AUTHOR 


PARR, 0. D. 

PARR. 0. D- 
parr. 0. D. 
parr. 0. D. 
parr. 0. V. 

pahsqnt.h a. 
partuoh. j. 0, 

PARTLOH. J. 0. 
PARTLOH. J. 0. 
PARTLOH.J. 0. 

PARTLOVI. j. 0. 
PARTLOW. J.O. 
PARTLOH. J. 0. 
PASCIAK. H. 

PASCIAK. M. 

PATE. H. J. 

PATE. R. J. 
PATERSON. J. M. 
PATERSON, J. M. B. 
PATON, W. 0- 

PATTERSON, J.P. 
PAUL. R. A. 
PAWLICKI.B. 8. 
PEARSON, 0. F. 
PEEBLES. V. 8. 

PEEPLES, W.P. 
PEERV, H. H. 
PELTIER, I. A. 
PELTIER. 1- A. 
penderoraft. R. 

PENDERGRAFT, R. 
PENDERORAFT. R. 
PENDERORAFT, R. 
PENNEY. J. A, 
PEOPLES, tt. L, 

PEOPLES, D. L. 
PEOPLES, D. L. 
PEOPLES. D. L. 
peoples. D. L, 
peoples, D. L. 

PEOPLES. D. L. 
PEOPLES. D. L, 
PEOPLES. D. L. 
PEOPLES. D, L. 
PEOPLES. D. L. 

peoples. D. L. 

PEOPLES. D. 1- 
PEOPLES, D. L. 
PEOPLES, D. L. 
PEOPLES. D. L. 

peoples, D. L. 
PEOPLES. D. L. 
PEOPLES, D.L. 
PEOPLES, D. L 
PEREZ. J. B. 

PERKINS. T. J. 
PERKINS.R.W 
PERLAS. J. N. 
PERLMAN. J. 
PEBLHAN. J. 

PERLMAN. J. 
PFBLMAM. J. 
PERLMAN. J. 
PERRIN. J. S. 
PERRIOa. L. n. 

PERRIOO. L.- 
PERROTTI.O. J. 
PEBROTTI.D. J. 
PERRY. L, 
PERRYMAN. 0. !• 

PERRYMAN, a. t. 
peSHEK.C. 
PESHEK.C. 
PETCOUIC.W. L. 
PETERSON. B. H. 

PETERSON. R.K. 
PETERS. R. J- 
PETERflON, H.R. 
PETERSON. M. R. 
PETERSON. «. ft. 

PETERSON. M B. 
PETERSON. M.R. 
PETERSON. rl. R. 
PETERSON, M. H- 
PETERSON. M. R- 


ACCESSION 

number 


7912140037 
7912180465 
7912270060 
79 1 2280597 
7912280602 

7912200078* 

7912170073 

7912170067 

7912170052 

7912170061 

7912130197 

7912170044 

7912270015 

7912130353* 

7912130363* 

7912130723* 

7912060025* 

7912190005 

7918190009* 

7912130169 

7912110275* 

7912200473 

7912310366 

7912270098 

7912200605* 

7912310032* 

7912100274* 

7912310080 

7918210007 

7912170279* 

7912170203* 
7912270202* 
7912310404* 
7912140096 
791204001 1* 

7912060190 

7912200404 

7912040261 

7912180013 

7912040285 

7912040495 

7912120425 

7912110309 

7912110318 

7912110380 

7912210169 

7912190622 

7912180531 

7912270469 

7912270470 

7912270597 

7918270464 

7912200533 

7912870267 

7912030016* 

7912260269* 
79121201 57 
7912050219 
7912100452* 
7912070859* 

7912100876* 

7918110045* 

7912100300 

7918120645 

7912140391 

7912140360 

7912100461* 

7918060134* 

7912120051 

7912040036* 


SUBJECT 

CATEGORY 


50-387 P 
50-498 A 
50-373 F 
50-367 A 
50-311 A 

PDR MI8C 

70-1857 

70-820 

70-27 

70-27 

70-33 

70-143 

70-27 

50-320 U 
50-380 U 

50-361 0 

50-361 Q 
50-309 C 
50-309 0 

30-209 0 

70-36 

ILE 

30-338 0 

S0-3B9 0 

50-563 H 

PRH 

50-335 a 
50-52S A 
S0-35fl A 
SO -363 S 

50-360 R 
50-368 R 
50-368 S 
71-9053 
50-10 0 

50-265 0 

50-265 G 
50-10 P 
50-237 0 

50-454 F 

80-10 P 
50-10 P 
50-295 P 
50-295 P 
50-837 P 

50-373 0 

50-249 P 
50-237 P 
50-10 P 
50-237 P 

50-337 P 
50-295 P 
50-237 F 
50-3 P 

50-556 Q 

50-220 R 
NUREO 
XPORTLIC 
CONTRACT 
CONTRACT 

CONTRACT 
CONTRACT 
CONTRACT 
NUREO 
RES 


50-261 Q 

PROJ 

40-341 


7912260007 

7912160124* 

7912130244 

7912200304 

7918260036 


40-34-1 

0A999 

TOPREP 

RE80D 

71-60 


7918270099* 

7912040458 

7912860832 

7912810138 

7912810157 


CDHHISSIQN 
50-275 A 
XPORTLIC 
XPORTLIC 
XPORTLIC 


7912060174 

7912060197 

7918060195 

7918060199 

7918060206 


XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


AUTHOR 


PETERSON. H. ft 
PETERSON. II. n. 
PETERSON. H. B. 
PETEftSONi M. B. 
PETERSON. M. R. 

PETERSON. M. R- 
PETERSON. H. R. 
PETERBCN.M. R 
PETERSON. M. R. 
PETERSON, M. R 

PETERSON. M. R 
PETERSON.M. ft 
PETERSON. M. R- 
PETERSON.M. R. 
PETEftSONi H. R. 

PETERSON, M. R 
PETERSOH. M, R. 
PETERSON, M. R. 
PETERSON, H R. 
PETERSON. M. R 

PETERBOH. m ft, 
PETERSON.M. «■ 
PETERSON.M. R. 
PETERSON.M H. 
PETERSON.M, R. 

PETERSON. M. R. 
PETERSON. M. FI. 
PETERSON. M. R 

peterbcm, M. r. 

PETEREON, M. fi. 

PETERSON.M ft, 
PETERSON.M. R. 
PETERSON. M. R. 
PETERSON, rt. H. 
PETERSON. M, R, 

PETERSON.M. R. 
PETERSON, M. K- 
PETERSON. M, R. 
PETERSON, M. R. 
PETERBON, M. R 

PETERSON. M. R- 
PETERSON. M. H 
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7912120565 

7912120566 

7912100257 

7912100258 

7912100261 

7912100264 

7912100265 

7912110526 

7912110530 

7912110533 

7912110535 

7912110537 

7912190026 

7912190020 

7912190030 

7912190033 

7912120550 

7912120553 

7912120555 

7912120559 

7912110276 

7912110279 

7912110201 


50-313 a 
50-298 0 
50-285 a 
30-267 Q 
50-450 0 

50-498 0 
50-402 a 
30-382 0 
50-445 a 
50-458 0 

50-490 0 
50-492 a 
50-382 0 
50-445 a 
50-298 Q 

50-203 a 
50-267 a 
50-313 Q 
50-313 a 
50-290 a 

50-285 a 
50-267 a 
50-458 0 
50-498 a 
50-402 a 


7912110203 

7912110285 

7912110467 

7912110472 

7912110476 

79121 10480 
7912110483 
7912110484 
7912110485 
79121 10489 

7912110491 

7912100055 

7912190040 

7912190043 

7912190050 

7912190056 

7912190141 

7912,190169 

7912190174 

7912190177 

7912190160 

7912190181 

7912190105 

7912190188 

7912190109 

7912190193 

7912310260 

7912310261 

7912310264 

7912310265 

7912310267 

7912200210 

7912200212 

7912200215 

7912200219 

7912200222 

7912280582 

7912200505 

7912230086 

7912280589 

7912280592 

7912260280 

7912120505# 

/ 91 2280524# 
7912040384 

7912040365 

7912040370 

7912040424 

7912070351 

7912070371 

7912070370 

7912100277 

7912130312 

7918130330 

7918170238 

791 a 170260 
7918170270 
7912270590 
7912270337 
7912280521 


50-302 . 0 
60-445 0 
50-313 0 
50-450 a 
50-498 a 

50-482 a 
50-382 0 
50-293 8 
50-285 0 
50-867 a 

50-445 0 
50-302 a 
50-450 a 
50-498 a 
50-402 0 

50-445 a 
50-298 a 
50-313 a 
50-4SB 0 
50-490 a 

50-402 a 
50-302 Q 
50-290 a 
50-205 0 
50-267 a 

50-445 a 
50-4 SB a 
SO-490 a 
50-402 0 
50-382 Q 

50-445 a 
50-450 0 
50-49B 0 
50-402 a 
50-382 0 

50-445 a 
50-458 a 
50-498 a 
50-482 a 
S0-3B2 a 

30-443 Q 
50-275 K 
SO-SOS a 
50-315 P 
50-315 S 

50-31 S 8 
50-316 8 
50-316 S 
50-316 8 
50-313 S 

50-316 3 
50-316 8 
50-316 S 
50-313 8 
50-315 8 

50-316 8 
50-315 R 
50-316 8 
50-316 a 
50-313 R 


AUTHOR 


ACCESSION SUflUECT 

NUMBER CATEOOflV 


SHALLER, D, y. 
SHAMEL, H. H. 
BHANBAKV, M. 
SHANDAKV, M, M, 
SHANNON, P, C. 


7912310345 

7912310493# 

7912260013 

7912260339# 

7912130410 


50-316 S 
50-255 P 
50-272 a 
30-387 Q 
50-339 H 


SHANNON. P, C. 
SHANNON, R. 
SHAPAH, H. K, 
SHAPAfi, H. 
SHAUB.E. T, 


7912200370# 30-339 A 
7912110325# 50-293 a 
7912280486# 30-289 V 
7912280474 50-320 t 
7912260095# S 0-333 Q 


SHAW, H, E. 
SHEA. 0, F. 
SHEA, J. R, 
SHEA, J, J. 
SHEA, U, J, 


7912190220 

7912210184 

7912030261 

7912040144 

7912060170 


50-273 H 
PER HIBC 
XPORTLtC 
50-244 P 
50-206 P 


SHEA, J, J, 
SHELDON, K. P. 
SHELDON, K. P. 
SHELDON, K. P. 
SHELDON, K. P, 


79120601 17 
7912130346 
7912130483 
7912060640 
7912070344* 


50-244 P 

PR 

PR 

50-155 0 

50-155 0 


SHELDON, K. P. 
SHELDON, K. P, 
SHELDON. K. P. 
SHELDON, K. P. 
SHELDON. K. P. 


7912130469 

7912060238 

7912060242* 

7912130026 

7912060238 


PR 

50-289 0 
50-28? fl 
50-289 G 
30-389 S 


SHELDON, K. P. 
SHELDON, K. P. 
SHELDON, K, P. 
SHELDON, K. P, 
SHELDON, K. P. 


7912060242# 50-^89 1} 

7912130546 PR 
7912130453 PR 
7912060640 SO-155 0 

7912130469 PR 


SHELLEY, H, J 
SHELLEY, W, J. 
SHEPHERD, A. M. 
SHEPHERD, R. E 
SHEPHERD, R E. 


7912030017 

7912190131 

7912210320 

7912200073 

7912100215# 


40-0037 
40-0727 
50-443 A 
50-247 S 
50-220 a 


SHERLOCK, P. 
SHERMAN, F. L, 
SHERWOOD. 0. 0. 
SHERWOOD, 0 . a, 
SHERWOOD, 0. 0. 


7912190678# 

7912040093 

7912280143 

7912270109 

7912130493 


50-219 P 
70-33 
REGGD 
fOPREP 
50-447 A 


SHIELDS, B. W, 
SHIELDS, 8. W. 
SHIELDS. S, W. 
SHIELDS, 8. W. 
SHIELDS, 8. W. 


7912050301* 

7912060057 

7912070411* 

7912050424* 

7912120398 


50-S46 0 

50-546 9 

30-546 a 
50-546 a 
50-546 A 


SHINKO, M. 8, 
SHIVELY, C, N. 
SHIVELY, C.N. 
SHIVELY, C. N. 
SHIVELY, C, N. 


7912190567 

7912170264# 

7912170269# 

7912170201# 

7912310304# 


REC 

50-313 S 
30-313 S 
50-360 8 
50-36 B e 


SHIVELY, C.N. 
SHIVELY, C.N. 
SHIVELY, C. N. 
SHODLOSKY, T. 
9HQLLV, S, 


7912310393# 

7912310399# 

7912310409* 

7912030104 

7912210060 


50-360 8 
50-368 a 
50-360 a 
50-24S S 
WUREO 


SHOLLV, B. C. 
SHON. F. J, 
SHDN, F. J. 
SHORT, H, H. 
SHRIVER, b.L. 


7912210422 

7912190344 

7912310270 

7912180120# 

7912130041 


50-289 0 
50-153 T 
50-31 a 0 
50-344 0 
NUREO 


SHRIVER, Q. N. 
SHULTZ, 0. R. 
SHUH, E. y. 
SHUSTER, B. 
SIEGFRIED, J. 


7912210038* 

7912110161 

7912190320 

7912120250# 

7912120205* 


50-62 a 

50-387 e 
70-1113 
50-289 U 
XPORTLIC 


SIEGFRIED, J. R. 
SIEGFRIED, J. R, 
SIEGFRIED. J. R. 
SILBERG.J. E, 
SILOERO, J. E. 


7912060327# 
7912060320 
79121401 IS 
7912050321 
7912270096 


XPORTLIC 
XPORTLIC 
XPORTLIC 
30-402 0 

50-307 0 


SILOERO, J. E. 
SILOERO, J. E. 
SILVER, R. 0. 
SILVER, H. 
SIMCHUK, 0. 


7912050321 

7912130246 

7912190702 

7912050033 

7912280100 


00-492 0 
50-387 0 
50-213 P 
50-289 P 
WASTE MOT 


SIMMONS, J. W. 
81N0ER,L,N. 
SINKIN. L, A. 
SINKIN. L, A. 
SINKIN, L. A. 


7912190461 NUREO 

7912120522 50-289 0 

7912120071* 50-49B V 

7912170354 50-498 0 

7912170355# 50-49B 0 


SINKIN.L. A. 
SI8ESTA, J. 
SJOGREN, R. M. 
SJ00REN, R. M. 
SJOGREN, R.M, 


7912280669 FOIA 

7912040333* 50-307 8 

7912100389* 50-309 R 

791 SI 00407* 50-271 R 

7912180345* 50-29 R 
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ACCESSION 

AUTHOR 

NUMBER 

SKAHITKA. J. 

7912200213* 

SKARUPA. J. D. 

7912170371 

SXOLOSj j. L 

7912070167* 

SKOLOS. J. L. 

79122QD157* 

SKDRIBUVO. P. M. 

7912210433 

SKOVHOLT. D. J. 

7912050665* 

SKRAOLEi K. H 

7912110235 

BLAPi A 

79122B0459* 

SLAP. A, 

7912200459* 

SMITH. J. L. 

7912310006* 

SMITH. J H. 

7912110002* 

SMITH. R L. 

7912170310 

SMITH. 1. H. 

7912OSO60Q 

SMITH, r. H. 

7912100314 

SMITH. I. M. 

791210OCO2 

SMI nt. I. U. 

7912270011 

^ITK. a. H. 

7912070093* 

SMITH. D H. 

7912040118* 

SMITH, n. H 

7912I30I06 

SMITH, a. 11. 

7912110124 

SMITH. Q. H. 

7912040074 

SMI TH, e. H. 

7912100329 

SMITH. B. H 

7912100337 

SMITH. 0. 

7912260013 

5.MITH. 6. H 

7912260009 

SMITH. G. II. 

7912310329 

SMITH, T. H. 

7912060017* 

SMITH. R. H. 

7912070091* 

SMITH, 0. II. 

7912120340 

SMITH. 0. 

7912200534* 

SMITH. 0. H. 

7912060674 

SMITH. Q. II. 

7912210024* 

SMITH. O. H. 

7912120147* 

SMITH. 0. H, 

7912050102* 

SMITH. 0. H. 

7912070095* 

SMITH. 0. H 

7912030655* 

BMITHi 0. II 

7912050095* 

SMITHrO. H. 

791203QOB9* 

SMITH. OH. 

7912060233* 

EMITH.O. H 

7912120110* 

SHITil.C. H. 

7912060189* 

SMITH. 0. H. 

7912050107* 

S.MITH.O H. 

7912060096* 

SniTH.O. H. 

7912310304* 

SHITH.O. H. 

7912260333* 

SMITH. 0, H 

79I20S0030 

SMITH. 0. H. 

7912070077 

SaSlTH.fl. H. 

7912120141 

WUTH.O. H. 

7912030000 

SMITH. 0. H. 

7912050642 

SMITH. O. H. 

7912030101 

SMITH.O. H. 

7912060177 

SMITH. 0. H. 

791206Q20S 

SMITH. 0, H. 

7912310060 

SMITH. 0. H. 

79120600B5 

SM ITH. 0. H. 

7912310291 

SMITH. O H. 

7912310011 

SMITH.O. C. 

7912050141* 

SMITH. O. C. 

7912050383* 

SMITH. 0. 

7912200333* 

SMITH. R. D. 

7912210110* 

SMITH. R. D. 

7912210108 

EH4AGER.il. S. 

7912130438 

&M1E7EK. J. 

7912200022 

&MOVJ.8. A. 

7912130526 

BNOM. 0. A. 

7912180348 

SMOU, H. A. 

7912270603 

eKYEKR. D. 

7912040037 

SNYDER. 0. 

7912130040 

BOB OH. L. J. 

7912070391 

Ban OH. L. U. 

7912050339 

SOPER, 0. A. 

7912200011* 

SOPER. 0. A. 

7912280240* 

BOSITHKl. S. H. 

7912190192 

SGHINKI.S. H. 

7912050132 

SOHIHHI.S. H. 

7912100479 

BOtlIKKI. S. H. 

7912100482* 

SOinMKI. 3. H. 

7912170207 

SOKINKl.S. M. 

7912170208* 

SOHlNKt. S. M. 

7912170212* 

BOHlHKl.a. H. 

7912170215* 

SOH1NKI.3. H. 

7912170221* 

SOIIIHKI. S. H. 

7912170223* 

BOHIHKI. S.H. 

7912170165 

BOHIKKI. 8. ». 

7912170173 


SUBJECT 



CATEGORY 

AUTHCM 

50-244 

P 

SOHINKI.S. M. 

XPORTLIC 


S0HIWI.5. H. 

50-324 

0 

SOHINKI.S. H. 

50-393 

0 

SOHINKI.S. H. 

71-363 


SCKERUILLE. K. C. 

50-142 

P 

SOUOERr J. L. 

RECOO 


BOUDER. J. L. 

50-320 

0 

SPACKHAN. T. 

50-320 

0 

BPALLONE. K. 

30-206 

0 

SPANGLER. R. 0. 

CONTRACT 


SPANGLER , M. Q. 

50-271 

P 

SPAMN.4US. U. 

50-289 

0 

SPENCER, H. A. 

50-361 

e 

SPENCER. H. A. 

50-289 

C 

SPENCER. H. A. 

50-209 

0 

SPENCER. H. A. 

50-272 

c 

spei«:er, W. C. 

50-320 

u 

SPENCER. U. 0. 

50-272 

0 

SPENCER. 11. C 

50-471 

0 

SPENCER, a. S. 

30-3 

6 

SPENCER, e. S. 

50-272 

0 

SPENCER. O. S. 

50-471 

0 

SPENCER. G. 5. 

50-272 

S 

SPENCER. 0. S. 

50-146 

s 

SPENCER. 0. B. 

It£ 


SPENCER. 0. S. 

50-309 

Q 

SPENCER, e. 8. 

70-2756 


EH>ENCER, 0. S. 

70-1143 


SPENCER. O. S. 

50-334 

0 

SPENCER. 0. S. 

70-1143 


SPESSANO. R .L. 

50-387 

0 

SPESSARD. R. L. 

30-57 

a 

SPESSARO.R. L. 

70-1143 


SPESSARO, R. L. 

70-687 


SPES5A2D. n. L. 

70-687 


SPESSARD. R. 

70-1143 


SPESSARO.R. L. 

50-271 

0 

SPESSARO. R.L. 

50-201 

0 

SPESSARD. R. 

70-364 


SPESSARO. R. 

50-29 

0 

SPESSARD. R. L. 

50-277 

Q 

BPINELLX.D. J. 

70-920 


a»INIVASAN.E. S. 

70-820 


3PI8AK. J. F. 

50-387 

a 

SPI5AK. J.F, 

70-1143 


SPITZHQCLE. A. 

70-687 


SPITZBERS. 0. B. 

50-S7 

a 

SPRAUL. J. 0. 

50-271 

a 

BPRAlft., J. 0. 

70-697 


SPRAUL. J. O. 

50-277 

a 

9TAEHLE.R. 

50-29 

a 

STAHL, 0. 

50-201 

a 

STAHL. D. 

50-219 

a 

STAHI.. 0. H. 

70-820 


STAHL. D. K. 

70-820 


STAHL. 0. 

50-293 

p 

STAlfl-. 0. 

70-135 


BT.Vfl-. D. 

70-1143 


STAHL. D. 

70-371 


STAHL. D. 

27-48 


STAH..O 

27-48 


STAH.E.C. B. 

PR 


STATR. J. R. 

50-3 

F 

STALLINGS, C.M. 

50-244 

S 

STALLINOB.C.H 

50-244 

R 

STALLINGS. C. M. 

SO-244 

S 

STALLINGS. C. M. 

XPORTLIC 

STALLINGS. C. M. 

XPORTLIC 

STALLINGS. C. H. 

TOPREP 


STALLINGS. C. M. 

TDPBEP 


STALLU108, C. M. 

71-6581 


STALLINGS, C. M. 

50-244 

P 

STALLINGS. C.M. 

30-466 

Q 

3TAU.1M0S,C.M, 

50-466 

e 

STALLINGS. C. H. 

50-466 

o 

STALLINGS. C.M. 

50-466 

o 

STAIXINCS.C. M. 

50-466 

c 

8TALLINCS.C. M. 

50-466 

o 

STALLINOB.C.H. 

SO-466 

e 

STALLINGS. C.M. 

30-466 

D 

8TNJ.IN0S.C. M. 

30-466 

o 

STMi.lNOS.C.M. 

50-^66 

o 

STALLINGS. C. M. 

30-466 

o 

STALL 1ND8.C. M. 

30^466 

e 

STALL I NOS. C. M. 


ACCESSION 

NUHBER 


7912190503 

7912190533 

79122i03&i 

7912310135 

7912190275 

7912J700233 

7912200243 

79121BQ107* 

79121H02in 

7912120239* 

7912190302* 

7912130590* 

7912190351 

7912200146 

7912190254* 

7912200154 » 
7912310230 

79iaiB0S3* 

7912310390 

7912110401* 

7912130707* 

7912050018 

79120&005i 

79120&0035 

7912110462 

7912130700 

7912140475 

7912140492 

7912180439 

7912270072 

7912260364 

7912050037* 

7912050066* 

7912310045 

7912070143 

7912030080 

7912060654 

7912060650 

7912200546 

7912170390 

7912170410 

7912310517* 

7912120129 

7912310375 

7912030012 

7912180369* 

7912030220* 

7912130023 

7912210067 

7912210037 

7912110542* 

7912050603 

7912130057 

7912270101 

7912230670 

7912050653 

7912100300 

7912130057 

7912130057 

7912130057 

7912130057 

7912210003 

79122Q036S* 

7912120449 

7912050452* 

7912120059 

7912040399 

7912140533 

7912040496 

7912190663 

7912030201 

7912030209 

7912040312 

7912040376 

7912050570 

79120S0576 
7912300077 
7912200107 
79120301 B9 
7912070131 

7912070330 

7912070407 

7912100250 

7912100302 

7912070338 


SUBJECT 

CATEGORY 

50-466 0 

50-466 0 

50-466 0 

50-466 B 
40-3300 

50-239 P 
50-312 P 
50-277 H 
SO-337 9 

50-140 Q 

FOR HISC 
PR 

71-357 

71-199 

71-357 

71-199 
50-230 Q 
50-200 0 

50-200 P 
50-SM3 Q 

50-361 Q 
50-361 0 

50-275 Q 
50-523 Q 
50-503 0 

50-36! 0 

50-361 □ 

50-275 Q 
50-523 0 

50-275 0 

50-331 S 
00-10 Q 
50-295 Q 
50-29S S 
50-249 S 

50-10 S 
50-295 S 
50-304 0 

50-237 S 
90-10 8 

50-254 S 
90-25S P 
TOP REP 
40-4492 
40-4492 

30-334 fl 
50-382 0 

50-259 P 
poa Mice 
POR HIBC 

50-29S 0 

50-445 M 
S0-44S M 
50-49B H 
50-445 M 

50-443 M 
50-445 M 
50-445 H 
SO-445 H 
50-445 H 

50-445 H 
50-327 A 
50-239 R 
50-333 P 
50-230 a 

50-330 3 

50-230 F 
50-230 a 
30-338 P 
50-333 3 

50-230 P 
50-333 P 
50-338 9 

50-338 F 
50-330 F 

50-aB0 F 
50 -aao 0 
50-338 Q 
5O-2B0 F 
50-330 F 

50-338 S 
50-338 B 
50-200 F 
50-280 P 
50-339 A 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

STAU-INOa, C. M. 

7912070325 

50-33B 

P 

STALLINGS. C. M. 

7912100364 

50-338 

P 

STALLINGS. C. M. 

7912110387 

50-280 

S 

STALLINGS. C.M. 

7912120306 

50-338 

s 

STALLINGS. C.M. 

7912120438 

50-330 

0 

STALLINGS. C. H. 

7912130327 

50-330 

F 

STALLINGS, C. M. 

7912140432 

50-280 

3 

STALLINGS, C. H. 

7912140466 

50-260 

8 

STALLINGS, C. M. 

7912140324 

50-280 

R 

STALLINOS, C.M. 

7912140377 

50-33B 

R 

STALLINGS, C.M. 

7912140336 

30-230 

B 

STALLINGS, C. H. 

79121B0S64 

30-333 

8 

STALLINGS, C. M, 

7912100183 

50-280 

P 

STALLINGS. C. H. 

7912200370 

50-231 

O 

STALLINGS, C M. 

7912200362 

50-338 

P 

STALLINOS. C.M. 

7712270107 

50-338 

P 

STALLINGS. C. M 

7912260207 

50-338 

P 

GTALLINGS.C. M 

791226021 1 

30-338 

P 

STALLINGS. C. H. 

7912260231 

30-280 

a 

STALLINGS, C .H. 

7912360244 

50-280 

a 

STALLINGS. C M, 

79123602SI 

SO-2BO 

o 

STALL 1H0S.C. H. 

7912270460 

50-338 

s 

STALLINOS. C. H. 

7912270307 

50-280 

3 

STALLINGS. C.M. 

7912270421 

30-339 

Q 

STALLINBS.C.H. 

7912270441 

50-280 

0 

STALLIHGS.C. M, 

7912270494 

50-333 

P 

3TAL.LIN09. C. H. 

7912270547 

50-200 

S 

STALLINOS. C. M. 

7912270582 

50-339 

e 

STALLINOS. C. M. 

7912280490 

SO -281 

8 

Sr/LLIHQS. C. M. 

7912280494 

50-280 

0 

STALLINGS, C. M. 

7912310348 

S0-33B 

0 

STALLINOS, C M. 

7912310499 

50-2EO 

P 

STALLINOS, C. H. 

7912310371 

50-339 

F 

STALLKANN. F. It 
STAMPLJEV.M. L. 

7912180143 

7912030193 

RES 

50-416 

C 

STAHPUEV.N, 1.. 

7912030194* 

50-416 

C 

BTAHPLEV. N. L. 

7912060497 

50-416 

K 

STAiyLEY. M L. 

7912310401 

50-416 

K 
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50-348 

B 


7912120356 

50-340 

8 


7912130042 

50-349 

a 


7912130249 

50-340 

R 


7912130249 

50-340 

R 


7912140230 

50-349 

K 


7912140327 

50-364 

0 


7912140327 

50-348 

0 


7912170134 

S0-34B 

0 


7912170196 

50-348 

B 


771217020a* 

50-348 

R 


7912170256 

50-348 

9 


7912170264* 

90-348 

B 


7912170269* 

50-224 

0 


7912170273 

PROJ 



7912170279* 

REOOD 

FOIA 



7912170291* 


SUBJECT 

CATEOORV 

50-320 f 

tqpbep 

QA999 
PBOJ 
PDR M!BC 

30-320 

50-312 

30-244 

RECCD 

ORO 


PROJ 

PRDJ 

PR 

50-373 O 
XPDRTLIC 

XPDRTLIC 

NUBEO 

71-6717 

ACRS 

50-520 0 

50-520 0 

CONTRACT 
30-368 P 
50-360 P 
50-313 P 


50-369 

50-313 

50-313 

50-313 

SO-313 

50-313 

50-313 

50-313 

50-368 

50-360 

60-368 

50-368 

50-313 

50-313 

50-382 

50-313 

50-313 

30-360 

30-313 

50-313 

50-313 

S0-36B 

50-360 

50-313 

50-313 


P 

P 

a 

p 

1 

a 

j 

j 

p 

p 

a 

Q 

p 

p 

0 

p 

p 

a 

p 

p 

a 

R 

R 

8 

0 


50-313 S 
50-368 E 
50-360 8 
50-360 B 


409 
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AlnKOH 

affiliation 


Arliansast State □# 
Arim. Dept, of 


Ati)er> T. R. , PC 


Atlas Industrial Hanu factoring Co 
Atlas Hinerals 


Atoflilc Energy of Canada, Ltd, 
Atomic Industrial Forum 


Austin. TX 


Automated Sciences Oroop, Inc. 

Autonation Industries. Inc 
AioIrdU.D.H. 

boh Corp. 

Habcoct & Uilcoi Co. 


abcocl fc IfiicM Co. . Nuclear Haterial 

*' Plants Doners 


ACCESSION 

NUMBER 


7912170312 
79121 70315» 
7912170331 
79I2170333» 
7912190703 

7912200920 
791 2200 52S* 
7912210342 
7912210342 
79 12260338 

7912260241» 

7912260372 

7913260374* 

7912270153 

791227037B 

7913270303* 
7912370409 
79 13310335 
7913310303 
79 1331 0304 ( 

7912310373* 

7913310399* 

7913310404* 

7913310409* 

7913310456 

7913310461* 

7913310471 

7913310474* 

7913110019* 

7913190390* 

79132701 16 

79120300S3 

7912050306 

7912050211* 

7913050336 


SUBJECT 

CATESORV 

50-3AB P 
30-368 P 
50-313 R 
50-313 R 
50-313 P 

50-313 K 
50-313 K 
50-313 P 
50-313 P 
50-368 P 

50-368 P 
50-313 S 
50-313 S 
50-313 P 
50-368 R 

50-368 R 
50-313 P 
50-313 P 
50-368 8 

50-368 a 

50-368 B 
50-360 S 
50-368 S 
50-368 8 

S0-36B P 

50-360 P 
50-313 F 
50-313 F 
CONTRACT 
50-344 p 

71-5939 

XPORTLIC 

XPOHTLIC 

XPORTLIC 

XPORTLIC 


79131303B1* QA999 

791303003 3 40-3453 

7913030330* 40-3453 

7912170341 40-3453 

7913300163 40-3453 


7912280630 

7912310163 

7913180073 

7912030075 

7913130499 

7912190504 

7912210073 

7913210243 

7913060247 

7913280639 

7913190438* 

7913190436* 

7913190440* 

7913360043 

7913370085* 

7912170197 
791304041 3* 
79l2040417e 
7913070456 
7912100052* 

7912130003 

7913130009* 

7913170030* 

7913170155 

7913170163* 

7913190573 

7912190716* 

7913190781* 

7913200030 

7913300035* 

7913300519 

7913370051 

7912370058* 

7913270156* 

7913370161* 

7913380001 
7913310337* 
7913310239* 
79 133 1035 I 
7913310486* 


40-3453 

40-3453 

PT31 

XPORTLIC 

PR 

ORO 

NUHCe 

PR 

50-445 H 
50-445 M 

FOIA 

FOIA 

FOIA 

71-9006 

COKrtlSSIDN 

FOIA 

50-31 2 p 
50-31 3 P 
50-13 p 

70- 834 

TOPREP 

TOPREP 

TOPREP 

71- 27 
71-27 

NUREO 
50-313 p 
50-313 P 
71-88 
71-88 

TOPREP 
71-6206 
71-6206 
50-313 p 
50-313 p 

70-1301 
ACRS 
ACB8 
70-135 
50-346 P 


7913310513* 

7913130106* 


50-355 P 
70-364 


7913310521 50-271 P 


AUTHOR 

affiliation 

Oater & Dotts 


Balduin, H. A. 

Baltimore Oas «, Electric Co. 


ACCESSION 

NUMBER 

7912050092 

7913050093 

7912050443 

7913050451* 

7913060040 

7913100471 

7913130056 

7913130067* 

7912130313 

7913140005 

7913140008 

7912140160 

791314053S 

7912170046 

7913170346 

7912190061 

7913190341 

7913360286 

7913860357 

7912360357 

7912370053 

7913380630 

7913130176 

7912130276 

7912040463 

7912060358 

7913060453 

7913060454* 

7913060469 

7913060485* 

7913060494 

7913060499* 

7912110539 

7913120269 

7913120369 

7913120374 

7913120389 

7912130541 

7913130543* 

7913180456 

7913180469* 
7913100597 
7913180603* 
7913180608 
7913180619* 

7913190364 
7913190364 
7913190403 
7913190403 
7913190497 

7913190497 
7912190531* 
7913190571 
7913190571 
7913210276 

7913360063 
7913360064* 
7913260230 
7913360300 
7913370404 

7913270404 
7912370416 
7913270416 
7913380010 
7913280010 

7913380419 
7913280523 
7913280527* 
7912310354 
7913310357* 

7918310388 
7913310388 
7912310416 
7912310416 
7913310416* 

7918310418* 
7912310431* 
7913310431* 
7912310482* 
7913310490* 

7912310496* 
7912310503* 
7918310511* 
7913310511* 
7912310S3S* 


SUBJECT 

CATECORV 

50-445 M 
50-445 H 
50-498 8 

50-549 0 

50-498 M 

50-466 0 

SO-466 0 

50-466 8 

50-498 M 
50-466 8 

50-466 0 

50-466 8 

50-466 0 

50-466 0 

SO-466 0 

50-498 0 

50-445 H 
50-466 8 

50-445 H 
SO-445 M 

SO-466 0 

50-498 M 
50-313 p 
50-275 0 

50-317 F 

50-317 0 

50-317 8 

50-317 S 
50-317 8 

50-317 S 

50-317 S 
50-317 S 
REOOD 
50-317 P 
50-317 P 

50-317 P 
50-244 P 
50-317 3 

50-317 8 

50-317 8 

50-317 S 
50-317 S 
SO-317 3 

50-317 S 
50-317 8 

50-317 P 
50-317 P 
50-317 P 
50-317 P 
50-317 P 

50-317 P 
50-344 3 

50-317 0 

50-317 0 

50-317 s 

50-317 S 
50-317 8 

50-317 F 
50-318 Q 
30-317 P 

SO-317 P 
50-317 P 
50-317 P 
50-317 0 

50-317 0 

NURES 
50-318 R 
50-318 R 
30-317 S 
50-317 S 

50-317 F 
50-317 F 
50-317 R 
50-317 ft 
50-317 R 

50-317 ft 
50-317 F 
50-317 F 
50-317 F 
50-317 F 

SO-317 F 
50-317 F 
50-317 F 
50-317 F 
50-317 F 
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AUTHOR 

affiliation 


BattwllB Memorial Institute, Columbus 
Laboratorl es 


BatteLle Memorial Institute, Pacific 
Northuost Laboratory 


Bear Creak Uranium Co. 

Becfitel Associates Professional Corp. 
Bechtel Corp. 


Bechtel Pouier Corp (subs, of Dachtel 
Corp. } 


Berkeley, CA 

Dari 0 , Buti el, Kass & Case 

Black & Vaatch 


Black Hills Alliance 
Boeing Co. 


Boeing Computer Services, Inc. (subs. 

Boeing Co. > 

Bogin, M. B. 

Boston Edison Co. 


ACCESBIBH 

NUMBER 

791S3109aS» 
79i23lO530» 
79ia310530e 
79lS310SaA* 
79 12310 93 

79123105A1* 

79123105AA» 

7912310549» 

7912120&AS 


8UB,>ECT 

CATESDRY 

90-317 F 
90-317 F 
90-317 F 
90-317 F 
90-317 F 

90-317 F 
50-317 F 
90-317 F 
NUHEO 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

7912a&02da 

7912ai027a 

79122b02BI* 

7912270102 

7912270204« 

7912270316 

7912270320 

7912270321 

7912270419 

79122B0475 


SUBJECT 

CATEOORY 


90-293 P 
90-293 S 
50-293 S 
50-293 S 
50-293 9 

90-293 S 
SO-293 P 
50-293 0 
90-293 P 
50-293 a 


79121404B6 REB 

7912140503» RES 
7912200279 RES 

79I204OS2O NUREO 


7912200577 

7912310312 

7912310413 

7912310414*- 

7912310453 


50-293 S 
90-293 F 
50-293 R 
50-293 R 
50-293 S 


7912120137 

7912120641 

7912130326* 

7912140368 

7912140391 

7912170320 

7912170359 

7912100158 
7912190547 
7918190997 
791220001 5 » 
7912200020* 

7912200766 

7912210023 

7912210337 

7912310035 

7912200604 

7912130224* 

7912260965* 

7912190210* 

7912190487* 

7912200477 

7912040393* 

7912110024* 

7912110041* 

7912110380 

7912210347 

7912210393* 

7912180616* 

7912050447 

7912260193* 

7912260202* 

791231038^ 

79I21200SI 

7912170348 

7912170353* 

7912310176 

7912310180* 
of 7912110049* 

7912030023 

7912040299 

7912040387 

7912040394* 

7912050448 

7912060379* 

7912070126* 

7912070390 

7912070393* 
7912070494 
79121 10311 
7912110313* 
7912110370 

7912110377* 

7912120333 

7912120337* 

7912120419 

7912120440 

7912140286 

7912180489 

7912180630 

7912180637* 

7912190154 

7912200353 

7912200360* 

7912200372 

7912200379* 

7912210100 

791226CW69 


NUREO 

NUREO 

PR 

RES 

RES 

RE8 

REB 

RE8 

RES 

REB 

71-6581 

71-6SB1 

NUREO 

NUREO 

NUREO 


50-329 B 
50-329 a 
50-482 0 

50-255 P 
50-289 T 

50-387 S 

0A999 
QA999 
RE008 
TOP REP 

TOPREP 
90-224 P 
SO -349 0 

QA999 
QA999 

TOPREP 

PRDJ 

KPORTLIC 

7PORTLIC 

XPDRTLIC 

XPORTLIC 

CONTRACT 

50-574 O 
50-293 P 
50-293 9 

50-293 S 
50-293 R 
60-293 R 
50-293 a 
50-293 8 

50-293 S 
71-9081 
50-293 B 
50-293 a 
50-293 B 

50-293 8 

50-293 P 
50-293 P 
50-293 P 
50-293 F 

50-293 0 

50-293 a 
50-293 a 
50-293 8 

50-471 0 

50-293 S 
50-293 S 
90-293 R 
90-293 R 
50-471 Q 

50-293 0 


Briggs Engineering 6 Testing 
Drooktiaven National Laberatory 


7912310454* 

7912210433 

7912210437* 

7912040103 

7912040112 

7912040119 

7912040128 

7912040133 

7912040303 

79I21000Q1 

7912100005 
79121 10555 
791212010B 
7912120121 
7912120129 


50-293 S 

71-363 

71-363 

RES 

RES 

RES 

RES 

RES 

TOPREP 

RES 

RES 

TOPREP 

TOPREP 

TOPREP 

TOPREP 


Breokings Institute 
Brown *< Root Corp. (subs. 
Corp. > 


Brouinsvi 1 le, TX 


7912140096 
7912170290 
7912180181* 
7912100276* 
of Halliburton 7912110110* 


7912110118* 

7912130483 

7912310001 

7912310001 

7912310001 


71-9853 
50-261 F 
50-295 8 

CONTRACT 
aA999 


QA999 

50-445 M 
50-445 H 
90-445 M 
50-445 H 


Hr u s h -W e I iman , 
C-E Operating 


Inc. 

Plants Ouiners 


Oroup 


7912310001 

7912310161 

7912310161 

7912310161 

7912310161 

7912310189 
7919200588 
79 1 2030203 
7912130447 
79121B05S0 


50-445 H 
50-445 M 
50-445 M 
SO-445 M 
50-445 M 

50-445 H 
40-6722 
TOPBEP 
TOPREP 
50-309 P 


C-E Power Systems 


California, State of 


California, Un.lv of, Berkeley 
California, Unlv. of. Las Angeles 

Capital Legal Foundation 
Carolina Power If Light Co. 


7912260017* 

7912030205* 

7912130963 

7912180007 

7912190558 

7912030042 

7912030107 

7912030112* 

7912030117* 

7912060166 

7912070171 

7912070171 

7912120446 

7919120453* 

7912130333 

7912130530 

7912130949 

7912130552* 

7912140054 

7912170005 

7912170012 

7913100009 

7912180015* 

7919260359 

7912110379 

7912050660* 

7912050661* 

7912050664* 

7912050668* 

7912130274 

7912030073* 

7912030177 

7912030225* 

7912040270 


TOPREP 

TOPREP 

TOPREP 

71-6070 

NUREG 

PROJ 

50-313 6 

50-312 0 

90-312 0 

PROJ 

50-275 a 
50-275 a 
PROJ 
PROJ 
PR 

PR 

PR 

pa 

50-312 0 

50-312 O 

50-275 a 

PR 

PR 

PRDJ 

50-574 0 

50-142 P 
50-142 P 
50-143 P 
50-142 P 
PR 

50-261 ft 
50-324 B 
90-324 a 
50-324 P 
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AUTHOR 

AFPILIATION 


accession 

NUMBER 

79120402B3 
7912040283 
7912040340 
79 J 2040340 
7912040340 

791804042a 

791204043a* 

791804030S 

7912050432 

7912050438* 

7912050462 

7918030470* 

7912050475 

791808O4B0* 

7912030534 

7918050549* 

7912050689* 

7918050633 

7912070160* 

7918110306 

79121 10378 

7918110381* 

7912110497* 

7912120298 

7912180303* 

7918180316 

7912120360 

7912180392 

7918180409 

7918180409 

7918180416 

7918130285 

7912130288* 

7912130354 

7918130358* 

7918130358* 

7912130448 

7912130452* 

7918130461* 

7918130461* 

7918130461* 

7918130461* 

7912130478* 

7918130539 

7912130548 

7912130534* 

7912130586 

7912130586 

7912130586 

7918130586 

7912130586 

7918140317* 

7918140319* 

7918140322* 

7918140389* 

7918140332* 

7918140337* 

7918140346* 

7912140445 

7918140451* 

7912140504* 

7918170142 

7912170142 

7918170142 

7912170161 

161 

61 

54 

7 


SUBJECT 

CATECDRV 


SO-384 0 

30-324 0 

50-361 P 
50-261 P 
50-861 P 

50-261 a 
SO-261 S 
50-384 P 
50-325 S 
50-323 S 

50-325 S 
50-385 8 

50-385 S 
50-325 S 
50-261 S 

50-861 8 

50-324 0 

50-400 Q 
50-324 a 
30-400 Q 

30-325 8 

50-385 S 
30-861 0 

50-384 S 
50-384 S 

SO-261 P 
50-261 P 
50-400 A 
50-324 P 
50-324 P 

50-400 A 
50-261 R 
50-26! R 
50-324 R 
50-324 R 

50-324 R 
50-400 8 

50-400 3 

50-400 S 
50-400 8 

50-400 S 
50-400 S 
50-400 S 
50-325 Q 
SO-261 P 

30-361 p 
30-361 S 
30-361 S 
50-361 S 
50-261 S 

SO-361 8 

FQIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-861 g 
50-361 9 

FOIA 

30-400 a 
50-400 0 

50-400 O 
50-400 0 

50-400 O 
50-400 O 
50-861 j 
50-384 5 

•''' S 

s 

s 

5 

8 

S 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORY 


7912270301* 

7918270306 

7912270317* 

7918270385 

7918270343 

7918870358 

7913370380 

7913870380 

7912370303 

7913370406 

7913870414* 

7912270407 

7918870490* 

7912270510 

7913270522 

7918270586 

7918870520* 

7918370529 

7918870534 

7913370535* 

7913870536* 

7918370537 

7913870541* 

79ISS70548 

7912870549 

7912270551* 

7918370556 

79123705S8* 

7918270559 

7912370561* 


50-324 S 
50-325 S 
50-323 9 
50-384 8 
50-400 A 

50-261 p 
50-324 P 
50-384 p 
50-861 P 
50-324 8 

50-324 8 
50-325 B 
50-385 g 
50-325 8 
50-385 8 

50-324 a 
50-325 8 
50-325 8 
50-261 p 
50-385 S 

50-384 S 
50-335 9 
50-325 8 
50-324 a 
50-324 S 

50-325 g 
50-325 8 
50-324 g 
50-384 8 
50-324 a 


7912270563 

7912870370* 

7912270571* 

7918270578 

7912270583* 

7918880172 

7918880529 

7912200529 

7912280S29 

7912300589 

7912800529 

7912280529 

7912280546 

7912880546 

7912280546 

7912280546 

7912280555* 

7918310053 

7918310149 

7918310266 

7912310266 

7918310282 

7912310500 

7912310500 

7912310507 


50-325 8 
50-324 8 
30-325 0 
50-385 8 
50-323 8 

50-861 0 
50-261 8 
50-261 8 
50-861 S 
50-861 a 

50-261 S 
50-261 8 
50-400 A 
50-400 A 
50-400 A 

50-400 A 
50-400 A 
50-261 0 
50-400 0 
50-324 0 

50-324 0 
50-^24 a 
50-384 a 
50-324 a 
50-324 a 


Products & 

Chemteals, ine. > 

Caterpillar Tractor Co, 

Center for Development Policy 


7918310507 

7912200648 

7918200124 

7918800140* 

7912030023 


50-334 Q 
RECOD 

71-349 

71-349 

XPDRTLIC 


Center for Law In the Public Interest 


Central & Southuest Corp 


7912050211* 

7918050343* 

7918050343* 

7912050046 

791S050117 

7912140011 

7918130057 

7918130337 

7918130337 

7918130337 


XPORTLIC 
XPOHTLIC 
50-574 0 

50-875 a 
50-275 0 

50-275 0 

50-445 M 
50-445 H 
50-445 M 
50-445 M 


7912130337 

7912130361* 

7913130361* 

7912130361* 

7918130361* 

7918130366* 

7912130366* 

7918130366* 

7918130366* 

7918130378* 

7912130378* 

7918130378* 

7912130378* 

7912860297 


50-445 H 
50-443 M 
50-445 M 
50-445 M 
50-445 H 

50-445 M 
50-445 H 
50-445 H 
50-445 M 
50-445 M 

30-445 M 
50-445 M 
50-445 M 
50-445 M 



CORPORATE SOURCE INDEX 


413 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Cintral -fc Boothwesfc Services. Inc. 
Central lauia Pouer Cooperative 
Central Power 8< Light Co. 


7918130097 

7912870185 

7918090603 

79120906B3 

7918090603 


90-445 H 
90-331 P 
50-445 M 
30-445 M 
50-445 H 


AUTHOR 

affiliation 

Caalltlen for Nuclear Pouier Plant 
Po s tp 


Coalition for Safe Power 
Colbg-Thlelnier TestitiB Co 


I Inc 


ACCESSION 

NUMBER 

7918040006 

7918040008* 

7912170278 

791S2101BS 

7912aiO:ie9» 


SUBJECT 

CATESORY 


50-SB9 0 

50-209 0 

90-344 0 

71-114 
71-114 


7912090683 

7912100300 

7912100300 

7912100300 

7912100300 


50-449 M 
S0-44S M 
50-445 M 
SO-445 M 
50-445 M 


Cole. Rayuii) 8c Braveraian 
Coll insi 'J- P- *^0 
Colorado State Unlv. 
Colorado. State of 


7912070231 

7912140161 

7912310169 

7912060030 

7912170393 


FOIA 

PR 

40-D6B1 

PROJ 

State Prog 


7912130057 

7912130337 

7918130337 

7912130337 

7918130361» 


50-449 H 
50-445 M 
SO-445 H 
50-445 M 
50-445 M 


Colt Industries. Inc- 
Columbia Unlv. 

Combustion EnaineBrlng. me 


7912210091 WASTE MOT 

7912160256* QA999 

7912160544 S0-20B J 

7918810012* QA999 

791221 0020 * 0A999 


7918130361* 

7912130361* 

7912130366* 

7912130366* 

7918130366* 


50-445 M 
50-445 M 
50-445 M 
50-445 M 
SO-445 M 


commerce. Dept. of. National Bureau of 
Standard * 


7918860017* 

79123l048le 

7912310523* 

7912040109 

7912050002 


TOPREP 
50-255 P 
50-255 P 
50-320 P 

NUREO 


CJi eitv-Noi: lear Sgstems. Inc. 

Chicago Bridge 1. Iron Co, 
Chlckering 8< Gregory 


Christa-Haria 


7912130370* 

7918130378* 

7918130378* 

7907860940 

7918140119* 

7912180095 

7912190703* 

7918190707* 

7912100352 

7918100352 

7918130061 

7918130061 

7912140142 

7912060640 

7918070344* 


50-445 M 
SO-445 H 
30-445 M 
TOPREP 
27-47 

71-6275 
30-219 P 
50-219 P 
50-361 0 

90-361 0 

50-361 0 

50-361 0 

50-361 0 

50-155 0 

50-155 0 


Cincinnati Oas «< Electric Co. 


Cltliens Against Nuclear Dangers 
Citizens Against Nuclear Power 


Cttlians Concerned About Nuclear Power. 
Inc. 


7912130485 

7912130546 

7918170415 

7912090391 

7912110361 

7912110376 

7912110439 

7912130090 

7912170300 

791220043B 

7918800440* 

7918870336 

7912050207 

7912040455 

7912130117 

7912130117 

7912130180# 

7912130120# 

7912130121* 

7912130121# 

791213012B 

7912130188 

7912130294 

7912140295 

7918140899 

7918180071* 

7912130467 

7912170354 

7912170354 

7912170395* 


PR 

PR 

50-155 0 
50-398 F 
50-390 0 

50-398 0 
50-398 0 
60-358 0 
50-358 A 
50-350 F 

90-358 F 
50-390 A 
50-387 0 
50-295 0 
50-599 G 

50-599 0 
50-599 0 
50-599 G 
50-999 0 
50-599 0 

50-999 0 
30-999 Q 
50-999 0 
50-999 0 
50-599 0 

50-498 U 

50-498 0 
90-490 0 
50-498 0 
50-498 0 


Comcnitlee for 
Principles t 


App 1 1 cation 
o US Nuclear 


7912100268 

7912140133 

)f Nuremberg 7912260354# 
.oiuer P'-oductiun 


so- 104 F 

71-9953 
50-373 0 

50-373 G 
60-373 O 


Committee to Bridge the Oap 
Commonwealth Edison Co. 


7918260355* 

7912050630 

7918190105* 

7912190119* 

7918030162 

7912030166 * 

7912030192 

7912030196* 

7912040011* 

7912040261 


50-373 Q 
FOIA 

50-142 0 
50-148 0 
50-849 5 

50-849 B 
30-237 8 
50-237 S 
50-10 a 
50-10 P 


7912040861 

7918040205 

7918040297 

7912040297 

7912040297 


50-10 P 
SO-454 F 
50-10 P 
60-10 P 
50-10 P 


7912040897 

7918040297 

7912040297 

7912040297 

7912040483 


50-10 P 
80-10 P 
50-10 P 
50-10 P 
50-10 P 


7918040403 

7918040405 

7912040403 

7912040403 

7912050301 


50-10 P 
50-10 P 
50-10 P 
50-10 P 
50-373 B 


7912060190 

7918070417 

7912070417 

7912070418 

7912070422* 


50-265 Q 
50-10 P 
50-10 P 
S 0-299 B 
50-299 S 


7912070443 

7912070490* 

7912070453 

7912070457* 

7912100313 


50-254 B 
30-254 S 
50-295 S 
50-295 3 
30-373 A 


7912110219 
7912110219 
7912110223* 
7912110883* 
79121 1.0309 


50-895 R 
50-295 (I 
50-290 R 
50-295 n 
50-295 P 


C ttixenn 
Clfeliens 
ettiten* 


United for Responsible Energy 
for Egultahle Otilitles 
for Fair Utility Regulation 


Clbliens for a Better Environment 
Civil Bystems. Inc. 


Cleveland Electric Illuminating Co. 


Cleveland-Cliff* Iron Co. 


7912170353* 

7912280669 

7918260353* 

7918130467 

7918050203 

7912110224 

79I20505B9* 

7912050610* 

7912050613* 

7912190203 

7912190359* 

7912040223 

7912050519 

7912060064* 

7912140364 

7912140364 

7918140371* 

7912140371* 

7912190275 


50-498 0 

FOIA 

50-373 0 

50-493 0 

50-445 O 

NUREG 
WASTE MOT 
WASTE MOT 
WASTE HOT 
WASTE MOT 

WA0TE MOT 
50-440 Q 
50-440 0 

50-440 Q 
50-440 S 

50-440 S 
50-440 6 

50-440 S 
40-0200 


7912110309 
7912110318 
79121 losia 
7912110300 
79121 losao 

7912110300 
7912110391* 
79181 10313* 
7912110313* 

79181 losia* 

7912110318* 

7912110325* 

7918110925* 

7912120016 

7918180003 

7912120323 

7912180327* 


50-895 P 
50-295 P 
50-295 P 
50-237 P 
50-237 P 

50-237 P 
30-237 P 
50-295 0 

30-295 G 
50-295 G 

60-295 0 

90-295 0 

50-299 0 

REGGD 
50-254 P 

50-10 P 
50-10 P 
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CORPORATE SOURCE INDEX 


AUTHQH 

affiliation 


ACCESSION SUBJECT 

^NUMBER CATEOOny 


7912130330* 

7912120411 

7912120411 

7912120411 

7912120411 


50-10 

50-10 

50-10 

50-10 

50-10 


P 

P 

P 

P 

P 


7912120411 

7912120411 

7912120411 

7912120423 

7912120425 


50-10 

50-10 

50-10 

50-10 

50-10 


P 

P 

P 

P 

P 


7912120425 

7912120425 

7912130215 

7912140192 

7912140266 


50-10 p 
50-10 p 
50-3 0 
50-599 0 
SO-10 p 


7912140266 

7912140266 

7912140366* 

7912140372# 

7912140372* 


50-10 

50-10 

FOIA 

FOIA 

FOIA 


P 

P 


7912140376* 

7912140376* 

7912140379* 

7912140379# 

7912140389* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912140309* 

7912140398 

7912140400# 

7912140400* 

7912140402* 


FOIA 

50-237 S 
FOIA 
FOIA 
FOIA 


7912140402* 

7912140404* 

7912140408* 

7912140408* 

7912140431 

7912140426# 

7912140426# 

7912140430* 

7912140431* 

7912140431* 


FOIA 

50-237 S 

FOIA 

FOIA 

50-249 8 

FOIA 

fdia 

50-249 9 

FOIA 

FOIA 


7912140435* 

7913140435* 

7913140439* 

7912140439* 

7912140446* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912140446# 

7912140452# 

7912140432* 

7912140456* 

7912140456* 

7912140459 

7912140460* 

7912140460# 

7912140462 

7912140465* 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-237 9 

FOIA 

fdia 

50-237 8 

FOIA 


7912140465* 

7912140469* 

7912140473* 

7912140478# 

7912140470* 

7912140481# 

7912140481* 

7912140485* 

7912140485* 

7912140490* 


FOIA 

50-237 8 

FOIA 
FOIA 
FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912140490* 

7912140491* 

7912140494* 

7912140494* 

7912140498* 


FOIA 

50-237 

FOIA 

FOIA 

FOIA 


8 


7912140498* 

7912140500* 

7912140500* 

7912140504* 

7912140508* 


FOIA 

FOIA 

FOIA 

FOIA 

fdia 


7912140513* 

7912140513* 

7912180013 

7912180352 

7912180370* 


FOIA 

FOIA 

50-237 

50-254 

50-254 


0 

S 

s 


7912180376 

7912100377 

7912180386# 

7912180386# 

7912180386# 


50-249 8 
50-10 R 
50-10 R 
50-10 R 
50-10 R 


author 

affiliation 


ACCESSION 

number 


SUBJECT 

cateodrv 


7913100399# 

7912180419 

7912180431* 

7912180531 

7912100531 


50-249 8 
50-249 a 
50-249 S 
50-237 p 
50-237 p 


7912180531 

7912100531 

7912180531 

7912180531 

7912190106# 


50-237 p 
50-237 p 
50-237 p 
50-237 p 
FOIA 


7913190115# 

7912190117# 

7913190122# 

7912190126# 

7912190128# 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912190133# 

7912190139# 

7912190145# 

7912190152# 

7912190159# 


FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


7912190190* 

7912190194# 

7912190542 

7912190542 

7912190542 


FOIA 

FOIA 

50-237 p 
50-237 p 
50-237 p 


7912190542 

7912190642 

7912190542 

7912190545# 

7912190545# 


50-237 p 
50-237 p 
50-237 p 
50-237 P 
50-237 p 


7912190545# 

7912190543# 

7912190545# 

7912190543# 

7912190622 


50-237 P 
50-237 p 
30-237 p 
50-237 P 
50-249 p 


7912190626# 

7912200404 

7913210169 

7912210349 

7912270200 


50-249 P 
50-265 a 
50-373 0 
50-10 p 
NUREO 


7912270254 

7912270265* 

7912270267 

7912370267 

7912270275# 


50-237 S 

30-237 a 

50-3 p 

50-3 p 

50-3 p 


7912270275# 

7912270275# 

7912270275# 

7912270345 

7912270345 

7912270345 

7912270394 

7912270394 

7912270459 

7912270459 

7912270464 

7912270469 

7912270469 

7912270469 

7912270469 

7912270469 

7912270469 

7912270469 

7912270470 

7912270470 


50-3 p 
50-3 P 
50-3 p 
50-10 8 
50-10 6 

50-10 B 
50-234 8 
50-254 0 
50-237 p 
50-237 P 

50-295 P 
50-10 p 
30-10 P 
50-10 p 
50-10 p 

50-10 p 
50-10 p 
50-10 P 
30-237 P 
50-237 P 


7912270470 

7912270470 

7912270470 

7912270470 

7912270597 


50-237 P 
50-237 P 
50-237 P 
50-237 P 
50-237 p 


7912280333 

7912280533 

7912280533 

7912280533 

7912280605 


30-237 P 
50-237 P 
50-237 P 
50-237 P 
30-10 H 


7912280605 

7912280605 

7912310348 

7912310348 

7912310348 


50-10 H 
50-10 H 
30-10 P 
50-10 p 
50-10 p 


7912310348 

7912310348 

7912310348 

7912310348 

7912310359# 


50-10 p 
60-10 P 
50-10 p 
50-10 P 
50-10 P 
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AUTHOR 

AFFILIATION 


CoAiBunity Bupparted Television LA< 

Cal if ornla 

Computer Data Systemsi Inc. 

Concerned Cltiiens Reactor Eiport Review 
Hoard 

Connecticut Yankee Atomic Power Co. 


Conner.! Moore (i Corber 


Consolidated Edison Co. of New York 


ACCESSION 

NUMBER 

7912310361 

7912310361 

7912310370 

7912070165 


SUBJECT 

CATEGORY 

50-10 P 
50-10 P 
50-237 P 
FOIA 


author 

affiliation 


ACCESSION 

NUMBER 

7912270190* 

7912270202 

7912270267 

7912270267 

7912270267 


SUBJECT 

CATEODRY 

30-247 (• 

50-247 P 

30-3 P 

50-3 P 

SO -3 P 


7912200190* 

79121 103B3e 

7912030173 

7912040306 

7912040501 

7912070400 

7912100196* 

7912140205 

7912170244 

7912170294 

7912170294 

7912100248 

7912180437 

7912100441* 


50-574 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 


7912140127 

7912140158 

79I214015S 

7912140333 

7912140410 

7912140411* 

7912170106 

7912170245 

7912170299* 

7912170302 

7912170302 
7912170302 
7912 17030 7e 
791 21 BOSS 3 
7912100561 

79121B0561 

7912190196* 

7912190204* 

7912190226* 

7918190236* 

7912190242* 

7912190249* 

7912190253* 

7912190286* 

7912190295* 

7912190306* 

791219031B* 

7912190332* 

7912190347* 

7912190357 * 

7912190367* 

7912190382* 

7912270180 


50-206 

50-3 

50-3 

50-3 

50-247 

50-247 

SO-3 

SO-247 

50-247 

50-3 

50-3 

50-3 

50-3 

50-27S 

50-3 

50-3 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-247 


Consumers Pouier Co. 


7912270275* 

7912270312 

7912270339 

7912270339 

7912200826 

7912200226 

7912200257* 

7912200257* 

7912310101 

7912310303 

7912310403 

7912310406* 

7912310410* 

7912030155 

7912030100 


50-3 P 
50-247 P 
50-3 P 

so-a P 

50-599 G 

50-599 O 
30-599 O 
50-599 C 
bO-a P 
50-847 P 


50-247 

50-247 

50-247 

50-329 

50-329 


7912060627* 

7912060627* 

7912060620* 

7912060620* 

7912060629* 

7912060629* 

7912060630* 

7912060630* 

7912060631* 

7918060632* 

7912060632* 

7912060633* 

7912060634* 

7912060634* 

7912060636* 

7912060636* 

7912060637* 

7912060637* 

7912060641* 

7912060641* 

7912070120 

7912070180 

7912070125 

7912070123 

7912070344* 

7912070413* 

7912070414* 

7912070419* 

7912070421* 

7912070423* 

7912070429* 

7912070432* 

7912070433* 


7912100476 

50-213 

P 

7912030100 

50-329 

C 

7912100478 

50-213 

P 

7912030191* 

50-329 

c 




7912030191* 

50-329 

G 

7912210109 

50-213 

Q 

7912040110 

50-339 

it 

7912210280 

50-213 

P 

7912040219 

50-259 

Q 

7912260116* 

50-213 

a 




7912260262 

50-213 

S 

7912040306 

50-329 

A 

7912270403 

50-213 

p 

7912040206 

90-329 

A 




7912040447 

50-155 

J 

7912270539 

50-213 

p 

7912040447 

50-153 

J 

7912110361 

50-350 

0 

7912050497 

50-153 

P 

7912120361 

50- '41 6 

G 




7912130090 

50-358 

C 

7912060019* 

30-329 

Q 

7912130115 

50-395 

G 

7912060210 

50-255 

O 




7912060446 

50-155 

0 

7912190085 

50-272 

Q 

7912060450* 

50-133 

0 

7912210403 

50-395 

G 

7912060300 

50-133 

H 

7912260290 

27-39 





7912040465 

50-247 

Q 

7912060308 

50-159 

II 

7912040466 

50-247 

P 

79I2D6O30B 

30-133 

ii 




791206090Q 

50-139 

H 

7912040470 

50-247 

P 

7912060319 

50-255 

K 

7912050178* 

50-247 

0 

7912060380* 

50-258 

K 

7912060611 

PRM 





7912120465 

50-247 

8 

7912060334 

50-295 

0 

7912120469* 

50-247 

S 

7912060333* 

50-235 

0 




7912060631 

50-199 

p 

7912130204 

50-3 

P 

7912060621 

50-195 

p 

7912130204 

50-3 

P 

7912060622* 

50-153 

p 

7912130284 

50-3 

P 




7912130291* 

50-3 

P 

7912060622* 

50-153 

p 

7912130291* 

50-3 

P 

7912060623* 

50-195 

p 




7912060623* 

50-153 

p 

7912130291* 

50-3 

P 

7912060634* 

50-155 

p 

7912130306* 

50-3 

P 

7913060623* 

50-155 

P 

7912130306* 

50-3 

P 




7912130306* 

50-3 

P 

7912060626* 

50-195 

p 

7912130667 

50-247 

P 

7912060626* 

50-155 

p 


50-153 

50-153 

50-153 

50-133 
50-153 
50-155 
50-135 
SO- 135 

SO-133 

50-135 

S0-I55 

50-133 

50-135 

50-155 

50-133 

50-153 

30-153 

SO-13S 

30-135 

30-135 

30-329 

50-329 

50-153 

50-155 

50-153 

50-153 

30-155 

50-155 

30-155 

30-153 

30-133 

30-153 

30-133 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

H 

M 

P 

P 

0 

P 

P 

P 

I* 

n 

p 

p 

p 
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AUTHOR 

AFFIUIATION 


ACCESSION SUBJECT 

NUMBER CATECORY 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


qrn Belt Powtr Cacperative 
opnell Univ. 

atter Cerp. 

ouncll o# Energy Retouree Tribe* 
auncil an EnvirohAintai Quality 

avifigtiiri li Burling 
raara> Inc. 


7912070441* 

50-155 

P 

7912070449* 

50-155 

P 

7912070451 

90-329 

A 

7912070450* 

50-155 

P 

7912070469* 

90-159 

P 

7912070467* 

50-199 

P 

7912100374 

90-155 

P 

7912110303 

50-255 

P 

7912110390 

50-329 

S 

7912110369 

50-339 

8 

7912110365 

50-329 

6 

7912110373* 

50-329 

S 

7912120100* 

50-329 

Q 

7912120397 

50-329 

A 

7912120432 

50-155 

0 

7912120436* 

50-155 

Q 

7912130199 

50-155 

0 

7912130219 

50-329 

S 

7912130239 

90-295 

P 

7912130270 

PR 


7912130293 

90-255 

R 

7912130297* 

50-299 

R 

7912130396 

PR 


7912130344 

50-329 

8 

7912130544 

50-329 

S 

7912140407 

50-195 

S 

7912140409* 

SO- 159 

0 

7912140412 

50-159 

0 

7912140413* 

60-155 

8 

7912140415 

50-259 

P 

7912170000 

50-155 

G 

79121 700SB 

50-155 

G 

7912170179 

90-155 

0 

7912170235 

90-155 

P 

7912100176 

50-329 

8 

7912100176 

90-329 

S 

7912100212 

50-329 

M 

7912180212 

50-329 

M 

79i2ieosoa 

90-259 

S 

7912100312* 

50-295 

S 

791210OS14* 

50-255 

8 

7918180517* 

50-255 

S 

7912100526 

50-329 

0 

7912100926 

50-329 

S 

7912180604 

50-155 

F 

7912190466 

50-295 

P 

7912200670 

90-259 

0 

7912210146 

50-159 

p 

7912210146 

90-155 

p 

7912210102 

50-155 

p 

7912270193 

50-329 

A 

7912270193 

90-329 

A 

7912270197* 

50-329 

A 

7912270197* 

90-329 

A 

7912200483 

50-329 

S 

7912200483 

50-329 

S 

7912280499 

50-255 

Q 

7912200522 

50-329 

R 

79122Q0S22 

50-329 

R 

7912200560 

50-329 

S 

7912200560 

90-329 

S 

7912310296 

50-255 

0 

7912310344 

50-255 

p 

7912310355 

50-199 

p 

7912310364 

50-295 

s 

7912310373 

50-295 

p 

7912310417 

50-295 

B 

7912310425* 

50-265 

S 

7912310436 

50-255 

s 

7912310441* 

50-255 

s 

7912310450 

50-159 

p 

7912310476 

50-289 

p 

7912310403 

50-155 

8 

7912310491 

REGOD 


7912310492* 

50-155 

8 

7912310317* 

50-255 

P 

7912190907 

50-331 

J 

7912100335 

50-97 

J 

7912200996 

PRDJ 


7912030026 

WASTE HOT 

7912060079 

PROJ 


7912200071* 

80-209 

0 

7912210104 

PDR MI8C 


7912110430 

50-290 

M 


7912180019* CONTRACT 


Critical Hass Energy Project 
Cyprus Hines Carp. 

Dairyland Pauer Cooperative 


Dallas Pouier ti Light Co. 

Dames & Hooro 

OeKalb Area Alliance for Responsiblo 
Energy 


Debevoise b Liberman 


Oelauaret State of 


Denver) Univ. of 
Detroit Edison Co. 


Daggett. 9. A. 


Dougherty. J. B. 

Douglass S Barham 
Dow Chemical Co. 

Dresser Industries. Inc. 
Duke Power Co. 


7912310S02 

79iaOS0343» 

7912130333 

7912170200 

7913200900 

791204041B 

7912040423* 

7912090493 

7912100242 

7912100318 

79121 1020A 

7912110209* 

7912110240 

79t21202A9 

7912130006 

7912130407 

7912140416 

7912100189 

7913100969 

7912180577 

7912100990* 

7912200427 

7912200568 

7912200571* 

7912210174 

7912270300 

7912270406 

7912200464 

7912310497 

7912310904* 

7912200629 

7912110246* 

7912190670* 

7912260399* 

7912260363 

7912200627 

7912200627 

7912200629 

7912280629 

7912050491* 

7912130463 

7912070493* 

7912030200* 

7912040364 

7912040908 

7912120302 

7912120437 

7912120962* 

7912140420 

7912100920 

7912270440 

7912270599 

7913270969* 

7912310194 

7912200631 

7912310168 

7912310170* 

7912310170* 

7912310103* 

7912100374 

7912170008 

7912130390* 

7912130109 

7911160464 

7912040010 


NUREO 

XPORTLIC 

PRM 

HASTE HOT 
WASTE MOT 

90-409 a 
90-409 a 
90-409 P 
30-409 F' 
50-409 P 

90-409 R 
90-409 n 
50-409 P 
30-409 P 
30-409 Q 

50-409 P 
30-409 P 
30-409 P 
50-409 D 
50-409 D 

50-409 D 
90-409 P 
50-409 n 
90-409 a 
90-409 a 

30-409 P 
50-409 fl 
50-409 a 
90-409 a 
90-409 a 

30-449 M 
90-409 P 
90-219 P 
90-373 0 

30-494 0 

90-449 M 
50-443 M 
50-449 H 
50-443 M 
30-272 F 

PR 

CONTRACT 
30-341 K 
90-341 A 
30-341 A 

90-341 0 

50-341 B 
30-341 Q 
50-341 A 
50-341 II 

30-341 A 
90-341 A 
90-341 A 
REGOD 
30-466 0 

50-466 0 

50-466 0 

90-466 Q 
90-466 0 

FDIA 

90-443 0 

50-264 0 

XPORTLIC 
50-369 a 
50-369 0 


7912040130 

7912040293 

7912040293 

7912040293 

7912040335 


90-413 a 
90-269 P 
90-269 P 
50-269 P 
90-269 P 


7912040413 

7912040413 

7912040418 

7912040434 

7912040434 

7912040434 

7912040474 

7912040476* 

7912040479* 

7912040312 

7912040312 

7912040516 

7912040816 

7912040316 


30-269 p 
30-269 P 
50-269 P 
80-269 a 
90-269 0 

30-269 Q 
30-269 B 
50-269 B 
80-869 8 
30-369 A 

30-369 A 
50-269 P 
80-269 P 
50-269 P 


CORPORATE SOURCE INDEX 


AUTHOR 

affiliation 


ACCESSION 

NUMBER 

SUBJECT 
. CATEGORY 

AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATECOftV 

791S0403ta» 

SO- 269 

P 



7912270451 


P 

791S040318* 

50-269 

P 



7918270451 

50-869 

P 

791204091B* 

SO-269 

P 



7918270451 


P 

7918050503 

50-369 

8 



7712270496 

50-486 

A 

791SOS0903 

50-369 

8 



7918270476 

50-488 

A 

791S0S0S1B 

50-369 

Q 



7918270496 

50-408 

A 

7912050598 

30-369 

0 



7718270496 

50-408 

A 

7912050392 

50-369 

s 



7918270496 

S0-4S3 

A 

7912050594* 

50-369 

8 



7918270496 

50-468 

A 

7912080594» 

50-369 

S 



7913270503 

50-270 

B 

79120&01BB» 

50-369 

Q 



7918270509* 

50-270 

S 

79120A0502 

50-269 

P 



791S270577 

50-269 

I 

79120AOS02 

50-269 

P 



7918270577 

50-269 

I 

79120AOS02 

50-269 

P 



7912270577 

50-269 

I 

7918060549 

50-869 

a 



7912870577 

50-269 

I 

7912060549 

50-269 

a 



7918870577 

50-269 

I 

7912060349 

SO-269 

Q 



7918870577 

SO-269 

I 

7918070439 

50-2B7 

s 



7918270577 

50-269 

I 

7918070442« 

50-887 

8 



7918200017 

50-269 

o 

7918100165* 

50-869 

0 



7918880017 

50-269 

a 

7912110229* 

50-370 

a 



7918200017 

50-269 

a 

7912110230 

50-409 

p 



7912200159 

50-369 

0 

7912110362 

50-887 

s 



7918200497 

50-270 

s 

7912110388* 

50-887 

B 



7918310005 

50-269 

3 

79121 10S65 

REOBO 




7913310005 

50-269 

a 

79121 10S84 

RECQO 




7912310005 

50-269 

a 

7918180294 

50-269 

S 



7912310088 

50-269 

a 

7912120434 

50-869 

P 



7912310088 

50-269 

a 

7912120434 

50-269 

P 



7912310082 

50-269 

a 

7918120434 

50-269 

P 



7918310460 

50-369 

A 

7912130080 

50-491 

0 



7912310409 

50-413 

S 

7918130411 

50-269 

8 



7918310409 

50-413 

S 

7912130411 

50-269 

S 



7918310493* 

50-413 

s 

7912130411 

50-269 

8 



7912310493* 

50-413 

3 

7918130419 

50-409 

P 

Ou<iuesne Light Co. 


7918040105* 

30-334 

a 

7918130430 

50-287 

6 



7918040809 

50-334 

p 

7918130556 

50-287 

8 



7918040379 

50-334 

p 

7912140340 

50-269 

Q 



7912040439 

50-334 

R 

7912140348 

50-269 

0 



7912040443* 

50-334 

Rl 

7912140340 

50-269 

0 



7912040582 

50-334 

8 

7918170127 

50-269 

0 



79120S046S 

50-334 

P 

7918170127 

50-269 

Q 



7918060805* 

50-334 

a 

7912170811 

50-269 

Q 



7918100824* 

50-334 

a 

7918170222* 

50-269 

Q 



7918100305 

50-334 

p 

7912170207 

50-409 

8 



7918100311* 

50-334 

p 

7912170289* 

50-409 

8 



79181 1034B 

50-412 

s 

79121&0160 

50-270 

P 



7918110353* 

50-412 

s 

7912100161 

50-413 

Q 



7918120318 

50-334 

a 

7912100163* 

50-270 

P 



7918130687 

50-334 

3 

7912100375 

50-269 

R 



7913130634* 

50-334 

3 

7912180375 

50-269 

R 



7912170164 

50-334 

a 

7912180375 

50-269 

R 



7912170103 

50-334 

a 

7912180384* 

S0-B69 

R 



7912170832 

50-334 

a 

7912180304* 

50-269 

R 



7912100362 

50-334 

R 

7912180304* 

50-269 

R 



7918100360* 

50-334 

R 

7912100500 

50-413 

6 



7913100633 

50-334 

6 

7912100500 

50-413 

8 



7918100639* 

50-334 

0 

7912100593* 

50-413 

S 



791S370354 

50-334 

P 

7912100593* 

50-413 

S 



7918270370 

50-334 

P 

7912190710 

50-369 

S 



7918270456 

50-334 

P 

7918190710 

50-369 

s 



7918270502 

50-334 

S 

7918190790 

50-869 

0 



7918270506* 

50-334 

s 

7913190790 

S0-S69 

0 



7918270580* 

50-334 

8 

7918190790 

50-869 

0 



7913260002 

60-334 

a 

7912210075 

90-269 

Q 



7918280473 

50-412 

A 

7912210075 

50-269 

0 



7918310343 

50-334 

I 

7912210075 

50-269 

Q 



7918310305 

50-334 

8 

7912210145* 

50-491 

Q 

E. I. du Font de Msmours b Co. i 

1 Inc. 

7912100310 

50-416 

A 

7912210151 

50-369 

A 



7918210434* 

71-5467 


7912210151 

50-369 

A 

EO 6 0. Inc. 


7918050157* 

50-263 

P 

7912810171 

30-369 

F 



7918140296 

REB 


7912210171 

30-369 

F 



7913140300 

RES 


7912210238* 

50-869 

Q 



7918140309 

RES 


7918810230* 

50-269 

Q 



7918140314 

RES 


7918210240* 

50-269 

0 



7918140540 

RES 


7918210248* 

50-869 

0 



7912170194 

RES 


7912210848* 

50-869 

0 



7918160146 

REB 


7912870366 

SO-269 

P 



7913190066* 

50-244 

P 

7913370266 

50-269 

p 



7918190567 

REB 


7912870266 

50-269 

p 



7918190570 

REB 


7912870387 

30-369 

A 



7918310154* 

50-335 

P 

7912270358 

30-369 

A 

Eatoni R. 0. • P. E. 


7918190671* 

90-al9 

P 

7918870399 

30-269 

P 

Ebasca 8ervlcei> Inc, (subs. 

of Ensireh 

7912050097 

80-574 

Q 

7918870399 

90-269 

P 

Corp, > 





7918370399 

50-269 

P 



7913110578 

REGOa 



418 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATECCMY 


AUTHOR 

affiliation 


ACCESSION SUBJECT 

NUMBER CATEOOfiV 


Eberllnv Instruaent Corp. 

Edseeoab-Harkln County ElBCtrir 
HeabBrship Corp. 

Edison Electric Institute 
Edlow IntBrnational Co. 


Electric Power Research Institute 

Enerjy Fuels Nuclear. Inc. 

Energy Incorporated 


Energy. Oept. of 


rneryy.Uept. of. Clinch River Breeder 
Reactor Plant 


neryy.Dept. of. Idaho Operations Office 


7913180334 

TOPREP 

7913180541* 

TDPREP 

7912310194* 

50-466 A 

7913310036 

RE6G0 

7912210037 

XPORTLIC 

7913180301 

50-339 H 

7913130481 

PR 

7913030318* 

XPORTLIC 

7912060178 

XPORTLIC 

7913100216 

XPtWTLIC 

7912140122 

XPtWTLIC 

7913170369 

XPORTLIC 

7913180096 

XPORTLIC 

7912180106 

XPORTLIC 

7913270373* 

50-3 P 

7912190010 

40-8681 

7913310464* 

50-155 P 

7913310465* 

50-155 P 

7913310469* 

50-155 P 

7913310473* 

50-155 P 

7918310487* 

50-255 P 

7913310495* 

50-255 P 

7913310501* 

50-255 P 

7912030243 

XPORTLIC 

7913030244* 

XPORTLIC 

7913050458 

71-5467 

7913060204 

PROJ 

7913110280 

XPORTLIC 

7913110284* 

XPORTLIC 

7912130154* 

PROJ 

791313(M50 

PH 

7912140113* 

70-3633 

7913140116 

71-6345 

7913170136 

71-9009 

7912180097 

PR 

7913190130 

71-9853 

7912210419 

71-5467 

7912210435* 

71-5467 

7913260161 

XPORTLIC 

79122B0233 

PR 

7913310247* 

50-320 H 

7913110554 

RECOD 

7912200578 

50-537 A 

7913310177 

REGSD 

7912M0309 

RES 

7912060039 

PROJ 

7912060082 

PROJ 

7912110043 

50-277 0 

7913120055 

PROJ 

7912130063 

PROJ 


wironaental Policy Center 
svirsnaentel Policy Institute 

ivlTOnaental Protection Agency 


7913130559 

79t3130SE3e 

7912170095 

7913210423 

7913380AM 

7913050343# 
79130 50AI7 
7913050617 
7913130293 
791 31 80585* 

7913190136* 

7913190144# 

7913190148# 

7913190325# 

7912190453 

7912280114 

7913280171# 

7913280177# 

7912280203# 

7912380303 


PR 

PR 

S0-3B7 

50-289 

PH 


XPDfiTLIC 

PRDJ 

PflOJ 

PR 

50-409 D 

40-8727 

40-8737 

40-8737 

haste MCT 

SO-373 P 
PR 

HASTE MOT 
HASTE MOT 

haste hot 

PROJ 


ropean Ceotiunitl## 
ton Hincrals Co. . 


« Coaalasion 
USA 


of 


ion Nuclear Co., int. 


fsuh*. of Eixon 


7912380676* 

7913310138 

7913130403 

7913170417 

7913190780 

7912200169 

7912200173* 

7913310190 

7913100407* 

7913100456* 


87-10 

XPORTLtC 

PROJ 

PRtW 

40-8103 

40-8102 
40-8103 
40-8102 
50-3 p 

50-3 p 


7912130303 

7918130475 


50-861 P 
PR 


7912190639 

7912300000 

7913300011* 

7912300029* 

7913300110 

791 3370 134 

7913280003 

7913280006* 

7913380233# 

7913300340* 


NUREO 
71- ASH 1 
71-ASEU 
71-63al 
71 -ADO 1 

71-a 

7t-ASni 
71-A301 
50-244 P 
30-244 f 


7913300571* 50-397 A 

FURCO Consulting Engineers 6 Geologists 7913070430* 50-10 M 

Federal Anerican Partners 7913030013 40-4493 

Federal Aaerican Partners (Mining) 7912100179 40-4492 

7913180104* 40-4493 

79I331037S 40-4493 

Federal Eaergeney Hanageeient Agency 7713050371* State Prog 

7912050573* Stoto Prop 

7912030570* State l*rog 

7913050501* Otate Prog 


Federal Interagency Central Coordinating 7912050365 State Prog 

Coeusittee 

7912050595 State Prop 

Federal Prisons Industries 7713310307* CONTllACT 

79133801 lA XPORTLK; 

Fischer Controls Co. , Inc. (subs, of 7913110111* 0A999 

Monsanto Co. ) 


Fleischaker. D. S. 


Florida Cities 

Florida Power & Lipht Co, 


7912050046 

7912050117 

7912060600 

7913100403 

7913110433 

7913130160 

7918130160 

7913130160 

7913140011 

7913140011 

7913270064 

7912310457 

7913060020 

79133002Q7 

7912030146 

7913030149* 

7912030163 

7913030160m 

7918030311 

7912040376 

7913040423 

7913040435* 

7912040430 

7913040444* 

7913060493 

7913070137 

7913100453* 

7912110199* 

7912110304 

7913110304 


50-875 0 

50-273 0 

70-86 a:i 

50-273 A 
70-268.1 

50-27!) 0 

50-275 0 

SO-275 0 

00-270 (J 
50-275 0 

50-273 (I 
50-273 0 

50-230 M 
50-0aV M 
50-831 (I 

50-231 E) 
50-350 {) 

50-350 0 

50-230 H 
50-250 P 

50-315 8 

50-335 f| 
50-333 H 
50-335 0 

50-335 P 

50-230 p 
50-335 0 

50-309 0 

50-250 P 
50-250 P 


7913110324 

7913110438 

7912130030 

7913130339 

7912130264* 


50-335 p 
50-250 H 
50-350 0 
50-335 P 
50-335 P 


7913130440 

7912130457* 

7912130534 

7912130536* 

7912130632 

7912130637 

7913130641* 

7912130647* 

7912130653 

7912130650* 


50-333 B 
50-335 n 
30-200 0 
50-250 0 
50-250 0 

50-335 a 
50-250 0 
50-333 n 
50-250 a 
50-850 8 


7912M0014 

7912140289 

7913140246 

7913140258 

7912140290 

7912140537 

7912180343 

7913180243 

7913180353* 

7913190520 

7913190533* 

7913200004 

7912300004 


50-350 0 

60-350 B 
50-250 P 
TOPREP 
60-335 f* 

50-389 0 

50-250 P 
50-850 P 
50-389 O 
50-850 a 

50-250 8 

50-350 a 
50-350 Q 


CORPORATE SOURCE INDEX 


419 


AUTHOn ACCESSION BUOJECT 


AFFILIATION 

NUMBER 

CATEGORY 


7912200400 

50-335 

P 


791220030B 

50-250 

P 


7912270098 

50-389 

0 


7912270330 

80-250 

P 


7912270350 

S0-2S0 

P 


7912270357 

50-333 

P 


7912270391 

50-250 

P 


7912270429 

50-250 

F 


7912270429 

50-250 

F 


7912270313 

50-250 

P 


7912270513 

50-230 

P 


7912270524 

50-250 

P 


7912280548 

50-250 

P 


79122SO540 

50-250 

P 


7912310072* 

50-389 

0 


7912310130 

REOGD 


Florida Pouer Corp. 

7912030154 

30-302 

8 


7912030157* 

50-302 

8 


7912040441 

50-302 

P 


7918040499 

50-302 

P 


7912040S02* 

50-302 

P 


7912060666* 

50-302 

Q 


7912070460 

50-302 

P 


7912100114 

50-302 

0 


7912100207 

50-302 

0 


7912100269 

50-302 

s 


7912100275* 

50-302 

8 


79121 10330 

50-302 

8 


79121 10331* 

50-302 

B 


79121 10331 

50-302 

P 


7912110410 

50-302 

P 


7912110417* 

50-302 

P 


7918120283 

50-302 

P 


7912130201 

50-302 

F 


7912140823 

50-302 

P 


7918140239 

50-302 

P 


7912180871 

50-302 

P 


79121B0275* 

50-302 

P 


7912100391 

50-302 

R 


7912180390* 

50-302 

R 


7912190260 

50-302 

P 


7912190689 

50-302 

J 


7912190795 

50-302 

Q 


7912860839 

50-302 

8 


7912260243* 

50-302 

8 


7912260245 

50-302 

F 


7912260254* 

50-302 

F 


7912270575 

50-302 

P 


7912310010 

50-302 

Q 


7912310016 

50-302 

Q 


7912310010 

50-302 

0 


7912310533 

50-302 

F 


7912310536* 

50-302 

F 


7912310540* 

50-302 

F 

Florida State Univ. 

7912140403* 

RES 


Florida> State of 

7912280218 

PR 


Flaridar Univ. ofi Gainesville 

7912210050* 

50-83 

Q 

Fo«. Farr 8i Cunningham 

7912050180 

50-289 

0 


7918180246 

50-289 

0 

Franklin Inst itute/Frank 1 in Research 

7912120558 

FOIA 


Center 




Friends of the Earth 

7912100352 

50-361 

G 


7912100352 

50-361 

G 


7912130061 

50-361 

G 


7918130061 

50-361 

G 


7912130453 

PR 



7912140425 

50-224 

0 


7912170007* 

50-70 

0 


7912200500 

30-275 

0 

Friends of the Filipino People 

79121 10350* 

50-574 

0 

Oage-Babcock Associates) Inc. 

7911190530* 

SO-322 

0 

Oenerail Atomic Co. (subs, of Gulf Oil 

7912070226 

71-6300 


Co. ) 





7912070360* 

FOIA 



7912120012 

PR 


General Electric Co. 

7912030071 

50-574 

A 


7912030215 

XPORTLIC 



7912040213 

TOPREP 



7912060581 

TOPREP 



7912070391 

TOPREP 



7912100330* 

50-3 

P 


7912110167* 

40-7344 



7912110386* 

50-237 

P 


7912110532* 

50-295 

0 


7912120040 

70-1308 



AUTHOR 

AFFIUIATION 


General Electric Co. > Nticlear Energi; 
Products Div. 


General Electric dperating Plant Owners 
Group 


General Puttie Utilities - GPU Service 
Corp. 


General Services Ad/ninl s trat ion 


Georgia Power Co. 


ACCESSION 

NUMBER 


79iaia0<»7d.* 

7913130156 

7912130<193 

7912130496 

7912130SOO» 

7912130S3S 

7912130553 

7912130366 

7912140243 

7912140S51 

7912140365* 

7912170017* 

7912170103* 

7912180156* 

7912180333 

7912180374 

7912190309 

791219056B 

7912190399 

7912200339 

7912200381 

7912200397 

7912260246* 

7912270109 

7912270292 

7912280143 

7912310162 

7912040235* 

7912050559 

7912120351 

7912140146 

7912190412 

7912280547 

7912130148 

79t2130162» 

79120400B7 

7912040104 
7912040345 
791205031 1 
7912130243 

7912260219 

7912280477 

7912280479 

7912310446 

79ia040036» 

7912280007 

7912040007 

7912040007 

7912040445 

7912050130 

79120501S0 

7912030155* 

7912050153* 

79120S0440 

7912050445* 

7912050450 

7912050457* 

7912080533 

7912050533 

7912070443 

7912070448* 
7912100139 
7912110053 
7912110053 
79121 10320 

79121 10323* 

7912110368 

7912110372* 

7912130384 

7912130392* 

7912130394 

7912130400* 

7912130404 

7912130406* 

7912130412 

7912130421* 

7912130424 

7912130426 

7912130436* 

7912140236 

7912140236 

7912140321 


SUBJECT 

CATEODRy 


XPORTLIC 
70-1308 
S 0-4 47 A 

PR 

50-447 A 

TOPREP 
50-271 P 
TOPREP 
80-70 P 
TOPREP 

30-70 P 
50-70 G 
50-293 P 
FQIA 
TOPREP 

TOPREP 

TOPREP 

TOPREP 

NUREO 

XPDRTLIC 

TOPREP 
XPDRTt-lC 
50-293 P 
TOPREP 
TOPREP 

REGOO 

REOOD 

TOPREP 

TOPREP 

KPORTLIC 

XPORTLIC 

KPORTUIC 

TOPREP 

TOPREP 

TOPREP 

50-289 1 

50-320 P 
50-289 I 
50-289 1 

50-289 0 

50-269 I 
50-289 T 
50-209 T 
50-320 P 
40-341 

40-341 
50-321 0 

50-321 Q 
50-424 A 
50-381 P 

50-321 P 
50-321 P 
50-381 P 
50-366 8 

50-366 S 

50-321 a 
50-321 8 

50-321 P 
50-321 P 
50-366 B 

50-366 S 
50-321 H 
50-321 0 

30-321 0 

so-sai 8 

50-321 8 

50-366 a 
50-366 a 
DO- 366 e 
50-366 3 

50-366 S 
50-366 8 

50-366 a 
30-366 a 
50-366 8 

50-366 a 

30-321 a 
50-331 a 

50-321 8 

80-424 A 

50-424 A 
50-321 P 



18 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


«rllnff Instrunent Corp. 

I gac amt -Mar tin Caunty Etactrlc 
lenbership Corp. 
lison Electric Institute 
lloiii International Co. 


ectric Poucr Research Institute 

lergy Fuels Nuclearj Inc. 
lergy Incorporated 


ergui Dept. oP 


erpg> Dept, of I Clinch River Breeder 
eactor Plant 

erg y< Dept, of • Idaho Operations Office 
vironmental Coalition on Nuclear Power 


eironnantal Palicy Center 
^Ircnnental Policy Institute 


rironnantal Protection Agency 


ropean Copuiunltiest 'Comisstiin of 
con Minerals Co. < U&A 


[on Nuclear Co. i Inc. (suts. of Exxon 
►rp. ) 


ACCESSION 

SUBJECT 

AUTHOR 


ACCEBBIDN 

SUBJECT 

HUMBER 

CATEOQRV 

AFFILIATION 


NUMBER 

CATECDRy 

79taisos3a 

TDPREP 



7913190639 

NUREQ 

7913180 941e 

TOPREP 



79123O0OOB 

71-6581 

7913310194a 

50-466 A 



7912200011* 

71-6501 

7913310036 

REGGD 



7912200029* 

71-6581 

7913310037 

XPQRTLIC 



7912300110 

71-6531 

7912180301 

50-339 II 



7912370124 

71-3 





7912280003 

71-6581 

7913130481 

PR 



7912280006* 

71-6581 

79 120302 tea 

XPORTLIC 



7912380223* 

50-244 P 

7912060170 

XPORTLIC 



7912280240* 

50-244 P 

7912100216 

XPORTLIC 









7912280571* 

50-397 A 

7912t40123 

XPORTLIC 

FURGO Consulting Engineers 

6 Geologists 

7912070420* 

50-10 P 

7912170369 

XPORTLIC 

Federal Aaerican Partners 


7912030012 

40-4492 

7912180096 

XPORTLIC 

Federal Aaerican Partners 

(Mining) 

79I21B0179 

40-4492 

7913180106 

XPORTLIC 



7912180184* 

40-4492 

7912270373a 

50-3 P 









7912310375 

40-4492 

7912190010 

40-8681 

Federal Etsergencg Managanent Agency 

7912050571* 

State Prog 

7913310464a 

50-155 P 



7912050573* 

State Prog 

7912310465a 

50-155 P 



7912050570* 

State Prog 

7912310469a 

50-155 P 



7912050581* 

State Prog 

79123104 73a 

50-1 55 P 







Federal Interagency Central Coordinating 

7912050565 

State Prog 

79123104 a7a 

50-355 P 

Cosvsl ttee 




79123104 9Sa 

50-255 P 



7912050595 

State Prog 

79]23tOSaia 

50-235 P 

Federal Prisons Industr ies 


7912210307* 

CONTRACT 

7912030243 

XPORTLIC 

Finland 


7912280116 

XPORTLIC 

7912030244a 

XPORTLIC 

Fischer Controls Co. > Inc. 

(subs, of 

7912110111* 

(1A999 



Monsanto Co. ) 




7912050458 

71-5467 





7913060204 

PROJ 

Fleischakeri 0. 8. 


7912050046 

50-273 0 

7912110280 

XPORTLIC 



7912050117 

50-275 0 

7913 110384 a 

XPORTLIC 



7912060608 

70-2623 

79t2i301S4a 

PROJ 



7913100483 

50-275 A 





7912110432 

70-2623 

7913130450 

PH 





7912140113a 

70-2623 



7912130160 

50-275 0 

7912140116 

71-6345 



7912130160 

50-275 0 

7912170136 

71-9009 



7912130160 

50-275 0 

7912180097 

PH 



7912140011 

50-275 0 





7912140011 

50-275 0 

7912190*30 

71-9033 





7912210419 

7i-M67 



7912270064 

50-275 0 

7713210425a 

71-5467 



7912310457 

50-275 0 

7913260161 

XPORTLIC 

Florida Cities 


7912060020 

50-250 M 

7712280333 

PH 



7912200287 

50-309 M 



Florida Power & Light Cc. 


7912030146 

50-251 8 

7912310347a 

50-320 M 





79121 10SS4 

RECOO 



7912030149* 

50-251 B 





7912030152 

50-250 8 

7912200578 

50-537 A 



7912030160* 

50-250 8 

7912310177 

RECOD 



7912030211 

50-250 8 

7913140309 

RES 



7912040276 

50-250 P 

7912060039 

PHOJ 



7912040423 

50-335 S 

7912060082 

PROJ 



7912040425* 

50-333 8 

7912110043 

50-377 0 



7912040438 

50-333 8 

7912120055 

PROJ 



7912040444* 

50-335 8 

7913120063 

PROJ 



7912060492 

50-333 P 

7913130559 

PR 



7912070127 

50-250 P 

7912130562* 

PR 



7912100453* 

30-335 Q 

7912170095 

50-387 G 



7912110199* 

50-389 0 

7912210423 

60-289 0 



7912110304 

80-250 P 

7918280614 

PR 



7912110304 

50-250 P 

7912050343a 

XPORTLIC 



7912110324 

50-333 P 

7912050617 

PROJ 



7912110438 

50-250 M 

7918050617 

PROJ 



7912130050 

50-250 0 

7913130292 

PR 



7912130259 

50-333 P 

7912180585* 

50-409 D 



7912130264* 

60-335 P 

7912190136* 

40-0727 



7912130440 

80-335 8 

7912190144* 

40-8727 



7912130457* 

50-335 8 

7912190148* 

40-B737 



7912130334 

50-250 8 

7913190225* 

HASTE MOT 



7912130536* 

50-230 a 

7912190453 

50-278 P 



7912130632 

80-250 8 

7912280114 

PR 



7912130639 

50-333 8 

7913280171* 

HASTE MOT 



7912130641* 

30-250 8 

7912280177* 

HASTE HOT 



7912130647* 

30-335 a 

7912280202* 

HASTE MOT 



7912130653 

30-250 8 

7912280203 

PROJ 



79121306SB* 

50-250 a 

7912280676* 

27-10 



7912140014 

50-250 0 

7912310138 

XPQRTLIC 



7912140239 

50-250 8 

7912130403 

PROJ 



7913140246 

50-250 P 

7913170417 

PROJ 



7913140250 

TOPREP 

7912190780 

40-0102 



7912140290 

30-335 P 

7912200169 

40-8102 



7912140527 

50-389 0 

7912200173* 

40-8102 



7913160243 

50-250 P 

7912310190 

40-8102 



7912180243 

50-230 P 

7912100407* 

50-3 P 



7912180353* 

50-389 0 





7912190520 

50-250 S 

7912100456* 

50-3 P 









7912190522* 

50-230 B 

7912120305 

50-261 P 



7912200004 

30-250 0 

7912130473 

PH 



7913200004 

50-230 0 



CORPORATE SOURCE INDEX 


419 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


7918200403 

50-335 

P 




7912120476* 

XPORTLIC 



7918200908 

30-250 

P 




7912130156 

70-1308 



7918270098 

50-369 

G 




7912130493 

50-447 

A 


7912270390 

SO-250 

P 




7912130496 

PR 



7918270350 

50-250 

P 




7912130500* 

50-447 

A 


7918870357 

50-339 

P 




7912130538 

TOPREP 



7918870391 

90-250 

P 




7912130553 

50-271 

P 


7918870489 

50-250 

F 




7912130566 

TOPREP 



7918270429 

50-250 

F 




7912140243 

50-70 

P 


7918870913 

90-250 

P 




7912140291 

TOPREP 



7918270513 

50-250 

P 




791214036S* 

30-70 

P 


7918870924 

S0-2S0 

P 




7912170017* 

30-70 

0 


7918860348 

50-850 

P 




791SI70108* 

30-293 

P 


7912880348 

50-250 

P 




7912180156* 

FOIA 



791831 0078* 

50-389 

0 




7912100523 

TOPREP 



7912310130 

REGOQ 





7912100574 

TOPREP 


Florida Pouer Corp. 

7918030154 

50-302 

S 




7912190509 

TOPREP 



79120301S7» 

90-302 

8 




7912190560 

TOPREP 



7918040441 

50-308 

P 




7912190599 

NUREO 



7912040499 

90-302 

P 




7912200329 

XPORTLIC 



7912040503* 

90-308 

P 




7912200301 

TOPREP 



79180d>06&i>» 

50-302 

Q 




7912800397 

XPORTLIC 



79180704i0 

50-302 

P 




7912860246* 

30-893 

P 


7918100114 

50-302 

Q 




7912270109 

TOPREP 



7918100207 

90-302 

Q 




7912270292 

TOPREP 



7918100869 

50-302 

S 




7918280143 

REGOD 



7912100279* 

50-302 

8 




7912310182 

REQOD 



7918110330 

50-302 

8 

Oenera 1 

Electric Co. i. Nuel 

ear Energy 

7912040235* 

TOPREP 



7912110331* 

50-302 

S 

Prodwc ts Dlv. 






7918110351 

50-302 

P 




7918050559 

TOPREP 









7912120551 

XPORTLIC 



7918U0410 

50-302 

P 








7918110417* 

50-302 

P 




7912140146 

XPORTLIC 



7918120288 

50-302 

P 




7912190412 

XPORTLIC 



7918130801 

50-302 

F 




7912280547 

TOPREP 



7918140828 

50-308 

P 

Oenera 1 

Electric Operating 

Plant Obinert 

7912130148 

TOPREP 






Group 







7918140339 

50-302 

P 




7912130152* 

TOPREP 



7918180871 

50-308 

P 








7913100875* 

50-302 

P 

Genera 1 

Public Utilities - 

GPU Service 

7918040007 

50-209 

I 


7918100391 

90-302 

ft 

Cnrp. 







7912180398* 

90-302 

R 




7912040104 

30-380 

P 








7912040345 

50-209 

I 


7912190268 

50-302 

P 




7918050511 

50-209 

I 


7918190629 

50-303 

J 




7912130243 

50-809 

0 


7912190795 

50-302 

0 








7912260239 

90-308 

s 




7912260219 

50-209 

1 


7918260243* 

90-308 

8 




7912800477 

50-809 

T 








79182B0479 

50-809 

T 


7918260849 

90-302 

F 




7912310446 

50-320 

P 


7918260254* 

90-308 

F 

General 

Services Admin 1 s tra 1 1 on 

7912040036* 

40-341 



7912270979 

50-308 

P 








7912310010 

50-308 

Q 




7912280007 

40-341 



7918310016 

50-302 

0 

Georgia 

Power Co. 


7912040007 

50-321 

0 








7912040007 

50-321 

0 


7918310018 

50-302 

Q 




7912040445 

50-424 

A 


7912310933 

90-302 

F 




7912060150 

30-321 

P 


7918310536* 

50-302 

F 








7918310540* 

50-302 

F 




7912050150 

50-381 

P 

Florida 8(:ate Univ. 

7918140483* 

RES 





7912050133* 

SO-321 

P 








7912050153* 

50-321 

P 

Floridai State of 

7918880816 

PR 





7912050440 

50-366 

0 

Floridai UnlV. af> Oaineaville 

7918210096* 

50-03 

0 




7918050445* 

50-366 

8 

Fo«< Farr t< Cunningham 

7912050180 

50-289 

0 








7912180246 

50-889 

0 




7918050450 

50-321 

0 

Franklin Institute/Franklin Research 

7912120556 

FOIA 





7918050457* 

50-321 

S 

Center 







791 2050533 

50-321 

P 








7912050533 

50-321 

P 

Friends of the Earth 

7918100358 

50-361 

0 




7912070443 

50-366 

s 


7912100358 

50-361 

0 








7912130061 

50-361 

0 




7912070448# 

30-366 

8 


7918130061 

50-361 

0 




7912100139 

50-321 

K 


7912130453 

PR 





7912110055 

30-321 

a 








7912110058 

SO-321 

0 


7912140429 

50-824 

0 




7918110380 

50-381 

0 


7712170007* 

50-70 

0 








7918860906 

50-275 

0 




7913110323* 

50-381 

s 

Friends of the Filipino People 

7912110350* 

50-574 

0 




79121 1036B 

50-366 

a 

Oage-Babcoek Associates) Inc. 

7911190530* 

50-322 

0 




7918110372* 

50-366 

0 








7912130304 

30-366 

s 

General Atomic Co. (subs, of Gulf Oil 

7912070226 

71-6300 





7912130392* 

50-366 

a 

Co. ) 











7912070360* 

FOIA 





7918130394 

30-366 

s 


7912120012 

PR 





7918130400* 

50-366 

a 

General Electric Co. 

7912030071 

50-574 

A 




7918130404 

50-366 

a 


7912030219 

XPORTLIC 





79IS13040B* 

50-366 

s 








7918130418 

80-366 

s 


7912040213 

TOPREP 









7912060521 

TOPREP 





7912130481* 

50-366 

s 


7912070391 

TOPREP 





7918130424 

50-381 

0 


7912100330* 

50-3 

p 




7912130486 

50-381 

a 


7912110167* 

40-7344 





7918130436* 

50-321 

a 








7918140236 

50-484 

A 


7912110366* 

50-237 

p 








7912110532* 

80-295 

0 




7912140836 

50-424 

A 


7912120048 

70-1306 





7918140321 

50-381 

P 



420 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUKQER 

SUBJECT 

CATEGORY 


791SM0321 

50-321 

P 


79I2tA0326e 

50-321 

P 


7912M032i>c 

50-321 

P 


79121A03e2a 

50-424 

A 


7912H03e2e 

30-424 

A 


79121A0429 

50-321 

B 


79i2l40436« 

50-321 

0 


7912140441 

50-366 

0 


7912140446# 

50-366 

S 


7912170301 

50-424 

0 


7912170301 

50-424 

0 


7912170306 

50-321 

s 


7912170316# 

50-321 

s 


7912170319 

50-321 

0 


7912170321# 

50-321 

s 


7912100430 

50-321 

8 


7912100434# 

50-321 

R 


791210O43B 

50-366 

R 


7912100443* 

50-366 

R 


7912100633 

50-366 

0 


7912100642# 

50-366 

S 


7912210177 

50-321 

0 


7912210101# 

50-321 

0 


7912210181# 

50-321 

0 


7912210340 

50-424 

D 


7912210340 

50-424 

8 


7912210344# 

50-424 

0 


7912260221 

50-366 

a 


7912260224* 

SO-366 

a 


7912260247 

50-321 

s 


7912260249# 

50-321 

a 


7912260265 

50-366 

a 


7912260269# 

SO-366 

0 


7912270472 

50-321 

0 


79 12270477# 

50-321 

B 


7912270482 

50-321 

8 


7912270409# 

50-321 

9 


7912270319 

SO-321 

p 


7912200485 

50-424 

A 


7912200359 

50-321 

F 


7912310415 

50-321 

S 


7912310420# 

50-321 

9 


7912310429 

50-321 

a 


7912310430# 

SO-321 

9 


7912310432 

SO-366 

R 


7912310433# 

SO-366 

R 


7912310434# 

50-366 

R 


7912310462 

50-366 

a 


7912310468# 

50-366 

0 

Qeorgiai State of 

7912120169 

PflOJ 


Oibbs U Hill) Inc. (subs, of Drove Carp. 

) 7912120315 

50-584 

K 


7912120318# 

50-SB4 

K 


7912120474 

S0-S84 

A 


7912310136 

REGOD 


Qi Ibert/Coauqonuealth Cos. 

7912100426# 

50-244 

P 


7912260318 

REOOD 



7912200517 

TOPREP 



7912200528# 

TQPREP 


fill leap le b Jones 

7912120345 

50-302 

0 


7912120352# 

50-308 

6 

Ooldbargi Fieldnan b LtthampP. C. 

7912190232 

50-348 

M 

Ooslin-Dlrnlnghan Hfg. Co. 

7912040332# 

50-29 

P 

fioutdi Inc. 

7912120278# 

QA999 


ercena Countgt NT 

7912050431# 

50-549 

0 

Oulf Maclaar< Inc. 

7912310032# 

PRM 


Oulf nil Corp. 

7912070300# 

FOIA 


Oulf States Utilities Co, 

7912030333 

50-458 

A 


7912030353 

50-4SS 

A 


791205036B# 

50-458 

A 


ininneiniin.. 

50-458 

A 



50-458 

Q 



50-458 

Q 



50-468 

A 



71-9033 




50-219 

P 



50-219 

P 


— --68 


AUTHOR 

AFFILIATION 


Hirachkop b Orail F. C. 
Kjelinfelt. D. C. 

Hadder> H. H. 


Hakei Inc. 

Hnmeatake Mining Ca. 


House of Rep. 


House of Rep. I Interior k In' 
Houston tndustriesi Inc. 
Houston Lighting b Power Co. 


Houstoni Oniv. of 


Huberi Haglll) Lawrence b Farrell 
Hunton b Hilllaiss 


Hgdro'-EnglneeriTig 
ITT Orinnell 

ITT Orinnell Industrial Piplngi Inc, 
<subs. of ITT Orinnell) 


Idaho National Engineering Labaratorg 


ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

7912210201* 

QA999 


7912210210# 

QA999 


7918200410# 

50-339 

A 

7912180344 

50-346 

M 

7912270147 

50-389 

0 

79122701S0# 

30-389 

0 

7912140004 

XPDRTHC 


7912120046 

PROJ 


7912880100 

WASTE MOT 

7912040126* 

50-380 

U 

7912070256 

30-70 

0 

7912120066# 

50-498 

u 

7912120233# 

50-209 

u 

79121 2D250# 

30-209 

u 

7912120526# 

NUREO 


7912120535# 

50-320 

u 

7912120346# 

PDR MIBC 


7912120574* 

50-135 

u 

7912130206 

50-275 

u 

7912130206 

50-875 

u 

7912140528 

50-3 

u 

79121B0468 

50-875 

u 

79121B0468 

50-275 

u 

7912190107 

50-3 

0 

7912190107 

50-3 

G 

7912190107 

50-3 

0 

7918190114# 

50-3 

0 

7918190114# 

50-3 

0 

7912190114# 

SO-3 

0 

7912200326# 

50-339 

A 

7912200351# 

50-339 

A 

7912200692# 

50-367 

u 

7918210030 

50-275 

u 

7912210228# 

50-875 

u 

7918870039* 

PDR MIBC 


7912280313# 

50-380 

u 

7912130377* 

S0-3S0 

u 

7912070375# 

50-498 

A 

7912050092 

50-445 

M 

7912030098 

50-445 

H 

7912050442 

50-498 

6 

7912060040 

50-498 

M 

7912060555 

30-490 

0 

7918060560 

50-498 

A 

7912070361 

30-498 

A 

7912070361 

50-490 

A 

7912070370# 

50-490 

A 

7918070370* 

50-498 

A 

7912100471 

50-466 

0 

79121200S6 

50-466 

0 

7912120067* 

50-466 

0 

7912120249 

50-445 

M 

7912120249 

50-445 

H 

7918130313 

50-498 

M 

791214000S 

50-466 

0 

7918140008 

50-466 

0 

7912140032 

60-466 

0 

7918140168 

50-466 

0 

7912140525 

80-466 

0 

7918170046 

50-466 

0 

7912170846 

50-466 

0 

7912210188 

50-466 

A 

7918210209 

50-466 

D 

7912210211* 

50-466 

D 

7? 12260266 

50-466 

0 

7918260337 

50-448 

t1 

7912260357 

80-445 

M 

7912270369 

50-490 

A 

7912280630 

50-490 

M 

7918120310* 

CONTRACT 


7912120040 

50-396 

0 

7912060074 

50-322 

0 

7918130317 

PR 


791214014B 

50-338 

G 

7912140172 

50-330 

0 

7912170143 

40-2259 


7912060333 

71-9035 


7912200044 

XPORTLIC 


7912260104* 

aA999 


7912260125# 

(1A999 


7912260138# 

(1A999 


7912260141* 

aA999 


7918140461# 

RES 
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AUTHOR 

AFFILIATION 


Illinois Poiiisr Co. 
Illinois. State of 


In-Situ Consulting 

Indiana ti Michigan Electric Co. 


Indiana ti Michigan Pouer Co 


Industrial Bio-Test Laboratories. Inc. 
Institute of Electrical Ic Eleetronie 
Engineers 


ACCESSION 

NUMBER 


79iai40A6e» 
7912140505* I 
7912040270 
7912050403 
7912030024 

7912060028 

7912120557 

7912120557 

7912170100* 

7912190217 

7912310340 

7913310340 

79131902BO* 

7912040254 

7912040404 

7912110308 

7912110312 

7912110312 

7912120404 

7912120404 

7912140043 

7912140504* 

7912170013 

7912180390 

7912180390 

7912180436 
7 9 121 90560 
7912200036 
7912200036 
79 £2200309 

7912270258 

7912270204 

7912270431 

7912040257 

7912040257 

7912040365 

7912040371* 

7912040373 

7912O4O370» 

7912040384 

79 1 2040390* 

7912040424 

7912040430* 

7912040409 

7912070109 

7912070109 

7912070351 

7912070356* 

7912070371 

7912070377* 

7912070370 

7912070379* 

7912100277 

7912100206* 

7912100291* 

7912130312 

7912130322* 

7912130330 

7912130372* 

7912130380* 

7912140349* 

7912140350* 

7912140354* 

7912170238 

7912170252* 

7912170257* 

7912170260 

7912170270 

7912170271* 

7912170274* 

7912200687 

7912200607 

7912270337 

7912270590 

7912270590* 

7912270602* 

7912270604 

7912200521 

7912280521 

7912200524* 

7912310345 

7912310350* 

7912190112* 

7912310031 


SUBJECT 

CA7E0DRV 

REQ 

RES 

50-461 F 
50-461 A 
40-2061 

50-367 0 

50-599 O 
50-599 0 

40-2061 
40-2061 

50-599 0 

50-599 O 
40-8200 
50-316 f> 
50-316 P 

50-315 P 
50-315 P 
50-315 P 
50-315 P 
50-31 5 P 

50-315 0 

FOIA 

50-31 5 P 
50-31 5 P 
50-318 P 

50-316 P 
50-3! 5 P 
50-31 5 a 
50-315 0 

50-316 P 

50-315 P 
50-31 6 P 
50-315 P 
50-315 P 
50-315 P 

50-3£5 B 
50-315 8 

50-316 B 
50-316 S 
50-31S S 

50-315 S 
50-316 B 
50-316 a 
50-315 P 
50-315 0 

50-315 0 

50-3 1 6 S 
50-316 B 
50-313 S 
50-315 B 

50-316 9 

50-316 B 
50-316 B 
50-316 S 
SO-316 S 

50-3)6 S 
50-316 S 
50-315 S 
50-3)5 S 
50-315 S 

FOIA 

FQIA 

FOIA 

30-315 a 
50-315 B 

50-315 8 

50-316 S 
SO-31 5 R 
50-316 S 
60-315 R 

50-315 Q 
50-315 Q 
SO-316 0 

50-316 S 
50-316 S 

50-316 8 

50-315 I 
30-315 R 
50-315 R 
50-315 R 

50-316 S 
50-316 9 

FQIA 
REC9D 


AUTHOR 

AFFILIATION 


ACCEBBIEM eUBUECT 

NUMBER CATeOOflV 


Interior. Dept. of. U. B. Geological 
Survey 

Interior. Dept, of 

Inter i or. Dep t. of a Bureau of Indian 
Affairs 

Interior. Dep t. of. Bureau of Land 
Managenent 


In teri or. Oe p t. of . Bureau of Hines 
Interior. Dept. of. Fish b Wildlife Service 

Interleri Dept. of. ecological Survey 


International Atonic Energy Agency 
( Austr ial 

loua Electric Light 6 Pouer Co. 


loua Public Interest Research. Group 


leva. State of 
Ishaa. Lincoln & Beale 


Isotope Products Laboratories 
JI Cass Co. 

Jersey Central Pouier S< Light Co. 


7912140423* 

7912190086 

7912190170 

7912190200 

79iai30133e 


7912190212 

79121B00Q5 

7912310165 

7912190791 

7912310515 

7912210160* 

7912210173* 

7912040350 

7912050472 

7912050505 

7912060364 

7912070141 

7912110340 

7912130229 

7912140470 

7912140479 

7912140482* 

7912140409* 

7912170213 

7912170219* 

7912170224 

7912170231* 

7912180518 

7912180614 

791219039B 

7912190405* 

7912200603 

7912200611 

7912310369 

7912130098 

7912130090 

7912140034 

7912140034 

7912170403 

7912180123 

7912060307 

7912030004 

79120S0539 

7912050603 

7912110503 

7912130057 

7912130278 

7912130320 

7912130337 

7912130337 

7912130361* 
7912130361* 
7912130366* 
79 1 21 30366* 
7912130378* 

7912130370* 

7912130396 

7912140192 

7912170000 

7912I7005B 

7912170179 

7912180230 

7912190015 

7912190162 

7912260297 

7912270049 

7912270101 

7912270104 

7912260226 

7912280226 

7912200257* 

7912280257* 

7912280670 

7912310339 

79121B0003 

7912180059 

7911200385 

7912030248* 

791S040327 

7912040331* 


RES 

40-1341 
30-275 A 
40-B745 

40-8721 


40-8745 
40-1341 
40-0745 
50-206 P 
40-8745 

XPORTLIC 

XPDRTLIC 
50-331 F 
50-331 P 
50-331 B 

50-331 0 

50-331 P 
50-331 S 
50-331 Q 
50-331 S 

50-331 S 
50-331 9 

50-331 S 
50-331 8 

50-331 B 

50-331 B 
50-331 8 

50-331 S 
50-331 B 
50-331 R 

50-331 R 
30-331 a 
50-331 a 
50-331 P 
50-599 0 

50-599 O 
50-599 0 

50-599 0 

FQIA 
FOIA 

MURED 
50-356 0 

50-456 0 

50-445 M 
50-295 Q 

50-445 M 
PR 

50-445 M 
50-445 M 
50-445 M 

50-445 M 
50-445 M 
50-443 « 

50-443 H 
50-445 H 

50-445 M 
PR 

50-599 0 

50-155 0 

50-153 0 

50-155 0 

50-295 e 
50-295 O 
50-329 0 

50-445 M 

50-599 0 

50-498 M 
50-445 H 
50-599 O 
50-599 0 

50-599 0 

50-599 0 

50-445 M 
SO-329 O 
XPORTUIC 

71-206 
50-219 P 
50-219 0 

50-219 P 
60-219 P 


7912040334* 50-219 P 
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AUTHOR 

AFFILIATION 


Ja Daviess County Ad Hoc Committoa on 
Nuclear Energy Infarraation 
Uonasi Droiiin li CllPfari) 

JusticeiDept of 


HBI Tube Oiv. 


KKC. Inc. 

Kansas Cias h Electric Co. 


Kansast State of 


Kerr-McOee Chemlcat Corp. (sobs, of 
Rerr-McGee Corp. ) 

K»rr-McGee Corp, 


Keystone Center Tor Continuing Education 

Kinetic Research) Inc. 

Kirshem A. W. 

Kiiupp b Andreiai 
Kodnerr J. L. 


Korea) Republic oT {South Korea) 
Kvdiu A1 1 ianc e 

Lakeehore Citiiens for Safe Energy 


Laurence Livermore Laboratory 


ACCESSION 

NUUnER 


79ia040336« 
79 i SO 40359 
7913040506 
7918070333 
7913070337 

79lS07032e» 
791S070333 
7912070334 
791 2070340 » 
791 207034 5» 

7912070350 
7912070359 
791 2070364 » 
7912070363# 
7912070404* 

7912! 10360 

7912110315 

7912110317* 

7912140209 

7912140417 

7912140419* 

7912160401 

7912190564 

7912190631 

7912190693* 

7912210306 

7912310310* 

7912210338 

7912210354* 

7912270394 

791S270944 

7912260015 

7912130066 

7912260097 

7912100307 

7913100307 

7912100307 

7913100307 

7913100332 

7912120043 

7912170069 

791217013B 

7913190140 

7912190140 

7912190140 

7912190140 

7913270123 

7912310137 

7912040037 

7912130040 

7913210033 

7912050331 

7912060563 

7912070140 

7913070174 

7912070175* 

7912270280 

7912ia0060» 

7913160067* 

7912260002 

7912070009 

7913030017 

7912030103 

7912190131 

7912100453* 

7913190415 

7912050599 

7913060612 

791S060066 

7912130117 

7913130117 

7913130130* 

7913130130* 

7913130136 

7912130126 

7912140295 
7912140295 
7913200402 
7913120234 
79121 3047B 

7913140635 

7913050005 

7913120139 


SUBJECT 

CATEODRy 


50-219 

P 

50-219 

P 

50-219 

P 

30-219 

S 

50-219 

P 

50-219 

B 

50-219 

8 

50-219 

S 

50-219 

s 

50-219 

s 

50-219 

8 

50-219 

s 

50-219 

8 

50-219 

S 

50-219 

P 

50-219 

P 

50-219 

s 

50-219 

s 

50-219 

p 

50-219 

p 

50-219 

p 

50-363 

Q 

50-219 

P 

50-219 

P 

50-219 

P 

50-219 

R 

30-219 

R 

50-219 

8 

SO-219 

S 

50-219 

P 

50-219 

P 

50-219 

a 

50-599 

0 

50-133 

G 

50-445 

H 

50-4 43 

M 

50-445 

M 

50-44 5 

M 

50-490 

H 

50-44 5 

hi 

50-44 3 

hi 

50-445 

M 

50-44 5 

hi 

30-445 

hi 

50-44 5 

hi 

30-44 5 

rt 

50-44 5 


50-44 5 

M 

XPORTLIC 

XPORTLIC 

NUREO 

50-482 

G 

50-482 

K 

50-482 

S 

50-482 

S 

50-482 

s 

50-482 

A 

WASTE HOT 

WASTE MOT 

NUREG 

40-2061 

40-8027 

PROJ 

40-8727 

CONTRACT 

FOIA 

50-285 

0 

50-293 

0 

50-289 

G 

50-599 

0 

50-599 

G 

50-599 

G 

50-399 

0 

50-599 

G 

50-599 

G 

50-599 

0 

50-599 

0 

XPORTLIC 

50-400 

a 

50-266 

H 

50-266 

0 

NUREO 

NUREG 


AUTHOR 

AFFILIATION 


LeOaeuT) Lamb) Leiby t< MacRae 


League of Namen Voters of San Luis 

Ob 1 9p Di CA 

Leed) Robert M. 


Legal Aid Society ef Clermont CDunty)0H 
Lehigh Unlv. 

Levy, Outman> Ooldberg U Kaplan 

Lincoln National Life Insurance Co. 
Lockheed Missiles S< Space Co, <subs, 
Lockheed Aircraft Corp. ) 

Long Island Lighting Co. 


Los Alamos Scientific Laboratory 
Louisiana Consumer's League> Inc. 

Louisiana Fouer !> Light Co. 


Louisiana. State of 
Louei ii Unlv. of 


Louensteini NeiomaTi) fiols, A»B 1 rad 6 Toll 


MPR Associates. Inc. 

Maine Yankee Atomic Power Co. 


ACCESSION 

NUMBER 


7913190544 

7913210333 

7913310343* 

791203019a 

7912130267 

7913140167 

7912300533 

7912370034 

7912370365 

7913200196 

7912190045* 

7913060115 

7913060115 

7912060125* 

7912060125* 

7912110367 

7912140025 

7913310494 

7913260602 

7912180165 

7912070280 

7912070384 

79121B0255 

7912140541 

7912060079* 

7912120040 

7912120101 

7912130015 

7912130451 

7913370517 

7913120120 

7913140135 

7912190113 

7913300025 

7912260210 

7913260213* 

7912060561 

7912070145 

7912070150 

7912070392 

7913070455 

7912100326 

7912170209 

7912170217 

7912170357 

7912170362 

7912270274 

7913200140 

7912120396 

7912110335 

7912100011* 

79121B0579 

79U300021 

7912030007 

7912050092 

7913050093 

7912100471 

7913110438 

7912130257 

7912130313 

7913130481 

7912140177 

7912140179 

7912140184 

7913140193 

7912140325 

7912170246 

7913100113 

7912190072 

7912190104 

7912360386 

7913370091 

7913200630 

7912300649 

7913310514 

7912310514 

7912310519* 

7912310319* 

7912060537* 

7912040019 

7912040057 

7912040325 

7912040328* 


SUBJECT 

CATEGORY 


RES 

50-206 P 
50-206 P 
50-341 K 
PR 

50-244 H 
50-244 Q 
FOIA 

50-344 H 
50-244 P 

50-275 H 

50-522 0 

50-533 0 

50-522 Q 
50-522 0 

50-523 G 
S0-S22 6 

50-532 0 

FOIA 
RES 

FOIA 

FOIA 

FOIA 

71-159 

50-332 0 

50-596 Q 
50-332 0 

50-323 Q 
30-333 Q 
50-322 Q 

PROJ 
NUREO 
70-754 
50-302 0 

50-302 0 

50-3B2 0 

50-302 Q 
50-302 B 
50-302 8 

30-302 8 

S0-3B2 S 
50-302 0 

50-302 G 
50-302 G 
50-302 0 

50-302 0 

50-302 A 
50-382 0 

PDR MIBC 
REGGD 

CONTRACT 
50-223 J 
50-445 M 
30-522 0 

50-445 M 

50-445 H 
50-466 0 

50-250 H 
50-344 0 

30-498 M 

PR 

30-309 0 

50-466 0 

30-445 M 
50-466 0 

50-466 0 

80-466 G 
30-344 0 

50-466 0 

50-466 0 

50-466 0 

50-344 G 
50-498 M 
50-443 M 
50-490 N 

50-490 M 
50-498 M 
50-498 M 
50-255 0 

50-309 0 

50-309 Q 
30-309 S 
50-309 8 
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AUTHOR 

AFFILIATION 


ACCEB81CM 

NUMBER 

79121 3053A 
79121 300BA 
7912MOOI& 
79iaM0196 
7912H05O1* 

7912170053 

7912170202 

7912120020 

7912180387 

79121fl0389» 

7912100470 
7912180554 
79121 80557* 
79122A0222 
7912310472 


BUB^CT 

CATEBORY 


50-309 

50-309 

50-309 

50-309 

M-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 

50-309 


Haine> State of 


Corp. ) 


Maryland! State of 

Massachusetts Institute of Technalojy 
Massachusetts Hlldllfe Federation 
Massachusetts! State of 


Mathematical Applications. Inc. 
Hatheson Oas Products 


Mayer! Orouin t Platt 


HcCutcheni Doylei Broun (i Emerson 


McOratli! E. J. 

McGraw-Hill Publications Co, 
McKinlay Area Council of Govts. 
Memphis State Univ. 


Metropolitan Area Planninp Agency 
Omaha. NE 


Metropolitan Edison Co. 


7912100386* 

CONTRACT 


7912190005 

50-309 

0 

7912190009* 

50-309 

0 

7912120572 

XPOHTLIC 


7912120576* 

XPDHTLIC 


7918130129* 

XPORTLIC 


7912260163* 

XPDRTLIC 


7912260168* 

XPORTLIC 


7912260174* 

XPORTLIC 


7912170116 

50-317 

P 

7912280359 

50-320 

H 

7912060146* 

50-20 

G 

7912120358 

50-47! 

0 

79120404BI 

50-443 

Q 

7912040481 

50-443 

0 

7912070142 

50-471 

0 

7912070146* 

50-47! 

G 

7912070152* 

50-471 

6 

7912070156* 

50-471 

0 

79121 10276 

50-471 

6 

79121 10460 

50-443 

G 

7918110477 

50-443 

G 

79121 10477 

SO-443 

0 

7912180132 

RES 


7912180002 

XPmTLIC 


7912060088 

50-498 

M 

7912270048 

50-498 

H 

7912280118 

50-498 

K 

7912120048 

70-1308 


7912130156 

70-1300 


791 2030 118 

PRDJ 


7912100469 

PROJ 


7912100477 

PRDJ 


7918140009 

PROJ 


7912140020* 

PROJ 


7912170251 

PRDJ 


7912290604 

HASTE MOT 

7912140171 

FQIA 


IM 7912050443 

40-0725 


7912100394* 

CONTRACT 

7912130615 

50-538 

S 

7912130688* 

50-538 

5 

7912210297 

50-530 

J 

7912050599 

50-205 

0 

7912060612 

50-285 

e 

7912030170 

50-320 

F 

7912030174 

50-209 

P 

7912040043 

50-209 

S 

7912040150* 

50-320 

P 

7912050380 

50-289 

P 

7912050325* 

50-289 

P 

7912060340 

50-289 

P 

7912060346 

50-289 

P 

7912060349* 

50-289 

P 

7912060353* 

50-289 

P 

7912060653* 

50-299 

Q 

7918070136 

50-320 

F 

7912070136 

50-320 

F 

7912100328 

50-289 

P 

7912100341 

50-289 

H 

7912100341 

50-289 

H 

7912110384 

50-209 

e 

7912120335 

50-289 

s 

7912120401 

50-809 

p 

7912120401 

30-289 

p 

7912120414 

50-209 

p 

7912130034 

50-289 

e 

7918130005 

50-289 

0 


AUTHOR 

AFFILIATIIRJ 


Miami Valley Power Project 


HiehiigaTi. Univ. of 


Mid-Hudson Nuclear Opponents. Inc. 


Miller. Pitt t Feldman. P. C. 
Minerals Eiploration Co. lauba. of 
Oil Co. of California) 

Minnesota. State of 

Minnesota. Univ. of. Minneapolis 

Mississippi Power 8i Light Co. 


Hississippians Against Disposal 
Missouri i State of 

Missouri. Univ. ofi Colombia 


Union 


accession 

NUMBER 

7913130110 

7912130308 

79l2l303i!7 

7912130435 

7912130441* 

7912130479* 

7912170220 

79121BD2S4 

79ialB0257e 

7912180428 

7912180403 

7912180491* 

79121B0492* 

79121B0496 

7912180521 

7912180521 

7912200365 

7912200368* 

7912200313 

7912260100 

7912260293 

7912270082 

7912270084 

7912270202 

7912370249 

7912370253* 

7912270323 

7912270328* 

7912270343 

7912270523 

7912200437* 

7912380456 

7912280459* 

7912200477 

7912200599 

7912310196 

7912310337 

7912310370 

7912310382 

7912120002 

7912130033 

7918030158* 

79120S0034 

7912050056 

7912110004* 

7912120266* 

7912130079 

7912140301 

7912200270 

7912200276* 

7918190406 

7912170243 

7912130582 

7912130590* 

7912110542* 

7912030193 

7912030193 

7912030194* 

7912030194* 

7912060497 

79 1 2060497 

7912060500* 

7918060500* 

7912100339 

7712130524 

7912130528 

7912130520 

7912130532* 

7912130532* 

7912190S55 

7912190603 

7912190611 

7912190611 

7912190633 

7912190633 

7912190702 

7912310401 

7912310401 

7912310400* 

7912310408* 

7912130261 

7912110393 . 

7912170003 

7912030220* 


BUBUECT 

CATEODBV 

50-209 0 

SO-289 Q 
50-209 S 
50-320 P 
50-380 P 

50-289 S 
50-209 0 

50-2B9 P 
50-2B9 P 
50-320 P 

50-320 P 
50-320 P 
50-320 P 
50-2B9 0 

50-209 H 

50-209 H 
50-209 R 
50-209 n 
50-289 P 
50-209 G 

50-209 0 

50-289 G 
SO-445 M 
50-320 P 
50-320 P 

50-380 P 
50-289 S 
50-289 S 
SO-320 P 
50-889 P 

50-320 P 
50-320 6 

50-320 8 

50-289 T 
50-320 P 

50-289 C 
50-320 B 
50-289 P 
50-289 F 
S0-35B 0 

50-350 0 

50-329 C 
RECGD 
REGGD 
CONTRACT 

CONTRACT 
REGOD 
50-294 J 
50-3 G 

50-3 0 

FOIA 

40-8348 

PR 

PR 

50-295 0 

50-416 C 
50-416 C 
50-416 C 
50-416 C 
50-416 H 

50-416 K 
50-416 K 
50-416 K 
50-416 C 
SO-416 8 

50-416 B 
50-416 3 

50-416 S 
50-416 S 
50-416 H 

50-416 9 

50-416 B 
SO-416 S 
50-416 8 

SO-416 0 

50-416 S 
50-416 K 
50-416 K 
50-416 K 
50-416 K 

PJ) 

50-402 0 

50-402 0 

50-106 Q 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATIOM 

ACCESSION 

NUMBER 

SUBUIECT 

CATEOCmV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOaRY 



79120d0S67 

50-133 

P 


7913310467* 

50-298 

S 


7913070439 

50-133 

P 

Neighbors far the Environment 

79121302SS 

PR 



791S2003ii4 

50-133 

F 

Neutron Products) Inc. 

7912200663 

71-6400 



791 32004 5S 

50-133 

P 

Nevada# State of 

7913110170 

PR 



791 32004 Sa» 

50-133 

P 


7912200645* 

27-10 



7913200460# 

50-133 

P 

New England Coalition on Nuclear 

7912130469 

PR 



7912200463s 

50-133 

P 

Pollution 





7912200465* 

50-133 

P 

Mew Hampshire) State of 

7912060367 

50-443 

H 


7912200469# 

50-133 

P 


7912130570 

PR 


Hitsubithi Intcrnationat Corp. <subt. of 

7912110293 

XPtWTLIC 



7912130378* 

PR 


Hittubishi Carp. ) 




New Jersey# State of 

7912050177 

50-272 

0 


7912110397* 

XPORTHC 



7912130299 

PR 


Hibsui b Cb. ■ Ltd. 

7913030050 

XPORTLIC 



7912130564 

PR 



7913200303 

XPORTLIC 



7918130567* 

PR 



7913310549 

XPORTLIC 



7912140534 

50-330 

H 

Hofail Oil Corp. I«ub>. Mobil Carp. > 

7913120247 

PROJ 



7912190109* 

50-363 

M 


7913130254* 

PR 


New Heiico) State of 

7912050574 

WASTE MOT 


7912310107 

PROJ 



7913090500* 

HASTE MOT 


7912200310 

XPORTLIC 



79130S0SB3* 

HASTE MOT 


7912260036 

71-60 



79121903S0 

HASTE MOT 


7912260036 

71-60 



7913300446 

HASTE MOT 


791226000B* 

71-60 



7913300168* 

HASTE MOT 


791226003B* 

71-60 



7913380183* 

HASTE MOT 

Havonent for a Free Philippines 

7912030023 

XPORTLIC 


New Paper Providence) Rt 

7913300660 

FDIA 


Music Ie< Ml llama on > 9cliwarti> Leave nuorth b 

79121B0333 

50-338 

H 

Mew York State Electric b Oas Corp. 

7912120040 

50-596 

0 

CDpe> P.C. 




New York) State Univ. of# Duffalo 

7913120144* 

50-57 

0 

Kvori Bauinan< Stroup b Flack 

791227041B 

60-434 

0 









Neil) York) State of 

7912060644 

50-3 

0 

NL Industrieai Inc, 

7912030120 

40-B677 



7912070319* 

FDIA 


ML Industries) ML Nuclear Div. 

7912270002 

71-9010 



7912130009 

NUREO 


KORCA Machinarii Co. 

7912050S46 

XPORTLIC 



7912130340 

PR 



7913120462* 

XPORTLIC 



7912130352* 

PR 


NUS Corp. 

7912130023 

RECOD 











7913140018 

50-596 

0 

Nation Institute 

791219045a 

FOIA 



7913170827 

50-332 

Q 

National Acadesuj of Public Administration 

79132103B3* 

CONTRACT 



7912260283 

50-596 

0 

Foundation 




Newberry Township# York Haveni PA 

7912180346 

50-289 

0 

National Council on Radiation Protection 

7913100461* 

ACRS 


Niagara Hohauk Power Corp. 

7912040277 

50-220 

0 

b Measurement 








National Evaluation Systems) Inc. 

7912170377 

FOJA 



7913040315 

50-230 

p 

National Uildlife Federation 

7912060603 

PROJ 



7912040346 

50-220 

p 






7913040463 

50-220 

p 


7912060675 

PROJ 



7913040469 

50-220 

p 

Natrona County# HV 

7913190404 

40-0731 



7913050492 

50-230 

p 

Natural Resources Oefensn Council 

7913060600 

70-3623 







7912110433 

70-3623 



7913100308* 

50-230 

0 


7912130398 

PR 



7912130460 

PR 







7913140157 

50-280 

a 


7912130St0 

PR 



7912140282 

50-410 

0 


7913140164 

FDIA 



7912170160 

50-230 

0 


7913170160 

FOIA 







7913100265 

FOIA 



7913180539 

50-220 

F 


7912270031 

FDIA 



7912180547 

50-230 

P 






7912200313* 

50-330 

0 

Navy# Dept, of 

7913100107* 

71-390 



7912210179 

50-220 

F 


79131903SI 

71-357 



7913310377 

50-220 

P 


79131902S4* 

71-357 







7913190473 

71-350 



7912360267 

50-220 

R 


7913190479* 

71-350 



7912360368* 

50-320 

R 






79I2370S59 

50-320 

S 


7912300146 

71-199 



7913370324 

50-410 

A 


7913200154# 

71-199 



7912270330 

50-230 

P 


7913310429* 

71-364 






Navy# Dept, of) Forces Afloat 

7912100137 

71-360 



7913270379 

50-230 

P 


7913100100 

71-358 



7912270507 

50-230 

P 






7912280019 

50-320 

0 

Navy# Dapt. of) Naval Investigative Service 

7912180140* 

71-360 



7912310427 

50-230 

0 

Navy# Oapt. of) Naval Nuclear Power Unit 

7912210418 

71-364 


Nilas Steel Tank 

7912180654 

71-353 


Navy# Dept, of) Naval Research Laboratory 

7912170024 

MIWEO 






Nebraska Public Power District 

7912040251 

30-398 

P 


7912100657* 

71-352 



7912070329 

50-398 

P 

North Anna Environnental Coalition 

7912190000* 

50-200 

0 





North Carolina State Univ. 

7912130432 

50-111 

p 


7913130259 

50-390 

P 


7912310223 

50-297 

0 


7912130387 

50-390 

s 

North Carolina# State of 

7912120446 

PRDJ 



7912130309# 

50-390 

a 






7913130391 

50-390 

9 


7913100217* 

50-480 

0 


7913130393# 

50-390 

a 


7912200362* 

50-339 

A 





North Carolina# Univ. of 

7913190552 

RES 



7913140233 

50-398 

p 

Northcutt Ely 

7912260360 

50-445 

M 


7913140340 

50-398 

0 

Northeast Nuclear Energy Co. (subs, of 

7912040421 

50-336 

B 


7912140395 

50-298 

R 

Northeast Utilities) 





7912140399* 

50-398 

R 






7912190150* 

50-398 

0 


7912040426* 

50-336 

8 






7912140022 

50-423 

Q 


7912190549 

50-398 

P 


7912140227 

50-423 

A 


7913200542 

50-298 

P 


7912140257 

50-423 

Q 


7912310435 

50-398 

B 


7912140207 

50-336 

0 


7913310437* 

50-299 

0 






7913310438 

50-298 

8 

Northeast Utilities 

7912030206 

30-245 

P 






7912040235 

50-245 

P 


7913310440* 

50-298 

a 


7913040396 

30-336 

8 


7913310443 

50-298 

0 


7912040401# 

50-336 

8 


791S310444* 

50-390 

0 


7912040407 

SO-336 

8 


7913310447 

50-290 

s 






7913310450* 

50-390 

s 


7913040413* 

50-336 

S 






79120S0SO2 

80-336 

P 


7912310459 

50-390 

0 


7912050504 

50-345 

P 


CORPORATE SOURCE INDEX 


426 


AUTHOR 

AFFILIATION 


NorthBrn Indiatia Public 5»rvlC8 Co. 


Northarn States Power Co. 


accession 

NUMBER 


7912060305 

7912060503 

7912070343 

7912070346* 

7912070301 

7912070305* 

7912100204 

7912100204 

7912100294* 

7912100299 

7912100304* 

7912110305 

7912120027 

7912120390 

7912120390 

7912130113 

7912130321 

7912130321 

7912130321 

7912130383 

7912130455 

7912130455 

7912130455 

7912130459 

791213046B* 

7912130542 

791217022S 

7912100279 

7912180363 

7912100363* 

7912180392 

7912180403* 

7912180407 

7912100575 

7912100501* 

7912100509 

7912100601* 

7912190261 

7912190261 

7912190409 

7912190414* 

7912210148 

7912210107 

7912210202 

7912260276 

7912270293 

7912270310 

7912270515 

7912270542* 

7912200004 

7912310376 

7912310300 

7912310543 

7912030184 

7912030186 

7912110254 
79121 10364 
7912140234 
7912310466 
7912030197 


SUBJECT 

CATEODRV 


50-213 P 
50-213 P 
50-245 S 
50-245 S 
50-336 S 

50-336 8 

50-213 P 
50-213 P 
50-213 P 
50-245 a 

50-245 S 
50-336 F 
RECOD 

50-213 P 
50-213 P 

50-336 a 
50-213 P 
50-213 P 
50-213 P 
50-245 Q 

50-213 F 
50-213 F 
50-213 F 
50-336 8 

50-336 S 

TDPREP 
50-245 Q 
50-213 P 
50-245 R 
50-245 R 

50-336 R 
50-336 R 
60-336 0 

50-336 S 
50-336 B 

50-336 S 
50-336 B 
50-213 P 
50-210 P 
50-336 P 

50-336 P 
50-336 F 
50-336 V 
50-336 P 
50-245 P 

50-245 P 
50-213 P 
50-245 3 

50-245 S 
50-336 P 

50-245 P 
50-423 A 
50-336 P 
50-367 R 
50-367 R 

50-367 n 
50-367 R 
50-367 R 
50-367 n 
50-306 S 


7912030202* 

7912040201 

7912040242 

7912040249* 

7912050671* 

7912070332 

7912070431 

7912070434 

7912070440* 

7912100369 

7912110307 

7912110310 

7912180244 

7912120244 

7912120364 

7912120376* 

7912140259 

7912140367 

7912140374* 

7912170304 

7912180620 

7912100620* 

7912100620* 

7912100634* 

7912100636* 


50-306 S 
SO-202 P 
50-263 P 
50-263 P 

50-202 a 

50-202 S 
50-263 F 
50-208 Q 
50-202 0 
50-263 F 

50-202 P 
50-263 P 
50-202 F 
50-202 F 
50-263 P 

50-263 P 
50-263 P 
50-263 R 
50-263 R 
50-263 F 

50-202 R 
50-202 R 
50-202 R 
50-202 R 
50-202 R 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORV 


Nuclear Assurance Corp 
Nuclear Dynamics 


Nuclear Engineering 
Telodyne. Inc. ) 
Nuclear Engineering 
Teledynei Inc. ) 


Co. . Inc. (subs, of 
Co. . Inc. ■ ( subs, of 


Nuclear Fuel Services. lac. (subs, of 
Getty Oil Co. ) 

Nuclear Support Bvcs Inc, 

O'Connor 6 Hannan 

Oak Ridge National Laboratory 


Ocean County* NJ 

Office of Management 6 Budget 


□gl* Petroleumi Inc. 


Ohio Edison Co. 

Ohio. State of 

Omaba Nondestructive & Metallurgical 
Testingi Inc. 

Omaha Public Pouer District 


7912180640* 

7912190167 

7912190354 

7912190001 

7912200369 

7918800395 

7912200414 

7912200432 

7912270333 

7912870340 

7918270444 

7912270491 

7912270498* 

7912270540 

7912270545* 

7918270552* 

7912270568 

7912270500* 

79122B0041 

7912280046 

7912200053 

7912880067 

7912310365 

7912310422 

7912310420* 

7912310475 

7918310475 

7918310478* 

791231047a* 

7912310400 

7912120135 
7912120137* 
79121 201 SO* 
7912120153* 
7912210112 

7912130046 


50-202 R 
50-263 F 
50-263 F 
50-282 0 
50-263 P 

50-202 P 
50-263 P 
50-202 P 
50-263 a 
50-263 P 

50-263 B 
50-202 B 
50-282 8 
50-263 P 
50-263 P 

50-863 P 
80-863 a 
50-263 S 
50-802 0 
50-263 Q 

50-263 0 
50-202 0 
50-263 F 
50-263 B 
50-863 S 

50-802 S 
50-802 S 
50-202 S 
50-808 S 
71-6699 

40-9663 

40-0663 

40-0663 

40-8663 

40-0663 

71-6144 


7912100444 27-39 


7918180440* 

27-39 


7912260890 

27-39 


7912280674* 

27-48 


7912310379 

71-6053 


7918060213* 

50-201 

Q 

7918260175* 

70-143 


7912200304 

nEOOD 


7912050466 

FOIA 


7912110442 

NUREO 


79121 10463 

REB 


7912110509 

RES 


7912120033 

NUREO 


7912120190 

NUREO 


7912140106 

NUREO 


7912140206 

NUREO 


7912140427* 

RES 


7912140467 

RE3 


7912140510 

nE9 


7918170167 

RES 


7912170174 

REB 


7912170423 

RES 


7912100143 

RES 


7912180700 

□RO 

• 

7912190546 

RES 


7912190561 

RES 


7912130309 

PR 


7912110108* 

ACR3 


7912270099* 

COMtitSSIOM 

7918130402 

40-8745 


7918200616 

40-0745 


7912810106 

40-0745 


7912120340 

50-580 

p 

7912130311 

PR 


7912140143 

71-160 


7918030212 

50-805 

p 

7912070406 

50-205 

8 

791S070410* 

50-885 

G 

7912070463 

50-205 

P 

7912070464* 

50-805 

P 

7912110360 

50-205 

8 

7912110366# 

so-sas 

0 

7912130416 

50-205 

P 

7912130460 

PR 


7912140347 

60-885 

R 



6 


CORPORATE SOURCE INDEX 



79IS14027D SO-387 Q 
7912J4027S 50-307 Q 
791S360333» 50-307 0 
79182603334 50-307 Q 
7918270345 50-387 A 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Pennsglvania State Univ. 
Pennsylvania) State of 


People Against Nuclear Energy 


Perkinsi Coioi Stone> Olsen b UjlHams 


Pharmaco Nucleari Inc 
Philadelphia Electric Co. 


Pli i 1 1 ppines 

Pick Instrument Products Co. . Inc. 


Pickard Lous b Oarrlck. Inc. 
Placer Amej . Inc. 

Plateau Resources) Ltd, 


Pollution Environmental Problems 
Porter-Osrti Consultants) Inc. 
Portland Cement Association 


7912270245 

7912270898 

791227029B 

79122703004 

79122703084 

7912130489 

7912050232 

7912130175 

7912170360 

7912100162 

7913180193 

7912060238 

79120602424 

7912130026 

7912260362 

7912030007 

7912070355 

7912070472* 

7912100473 

7912170020 

7912170020 

79121700414 

79121700414 

79121700404 

7912170048* 

7912260039 

7912120482 

7912040295 

7912040405 

7912030105* 

7912060044* 

7912070151* 

7912070349 

7912120325 

7912120343 

7912120347* 
7912120429 
791212043S* 
791812051 1 
7912130100 

7912130417 

7912140344 

7912140344 

7912140359* 

7912140359* 

791)9140455 

7912140463* 

7912170171 

7912170240 

7912180010 

7912180504 

7912100546 

7912100550 

7912180506 

7912180591* 

7912100606 

7912100606 

7912100644 

7912180644 

7912180647* 

7912100647* 
79121 90S66 
7912270393 
7912270393 
7912270497 

7912270310* 

7912270596 

7912200031 

79122B0S61 

7912310191 

7912310198 

7912310322 

7912050392 

7913050396* 

7912100330 

7912100359* 

7912280232* 

7912280687* 

7912130360 

7912200082 

7912200089* 

7912280108* 

7912180147 

7912130338* 

7912110036* 


50-387 A 
50-387 S 
50-387 S 
50-387 8 

30-387 S 

PROJ 

50-289 0 

50-289 a 
PRM 

30-289 0 

30-289 0 

50-289 0 

50-289 0 

50-289 G 
50-289 0 

30-322 0 

50-522 0 

30-522 G 
50-522 0 

50-522 0 

50-322 0 

50-522 0 

50-522 0 

50-522 0 

50-522 0 

50-522 0 

FOIA 

50-270 8 

50-278 S 
50-277 G 

50-277 0 

50-352 Q 
30-277 S 
50-277 P 
30-277 8 

30-277 S 
50-277 S 
50-277 S 
50-352 Q 
50-270 S 

50-278 a 
30-277 R 
50-277 R 
50-277 R 
SO-277 R 

50-277 8 

50-277 8 

30-277 Q 
50-277 0 

50-278 S 

50-278 0 

30-278 8 

50-278 8 

50-278 8 

30-278 S 

50-277 P 
50-277 P 
50-277 S 
50-277 8 

50-277 8 

50-277 8 

50-277 0 

50-277 8 

50-277 8 

50-270 8 

50-278 S 
50-277 a 
50-277 <3 

50-277 P 
50-277 S 

REGQD 
50-277 9 

50-574 0 

50-574 Q 
71-359 

71-359 
50-244 P 
WASTE MOT 
40-7069 
40-8674 

40-8674 

40-8674 

FOIA 

50-320 U 
CONTRACT 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUHBER CATEGORY 


Portland General Electric Co. 


Pntoniac Alliance 


Potomac Researchi Inc. 

Pouer Authority of the State of New York 


79iaO103BO 
7912090478 
7912060496 
7912070405 
79 J 20704 52 

79121 10302 
79121 10341 
79121 10342* 
79121 10344* 
7912120319 

7912120321* 

7912130257 

7912140353 

7912140361 

7912140307* 

7912180120* 

7912180127* 

7912180548 

7912180618 

7912180622 

/9121 80627 

7912100632* 

7912190003* 

7912190379 

7912210162* 

7912210366 

7912270101 

7912270183 

7912270269 

7912270439 

7912280491 

7912280510 

7912280525* 

7912280535* 

7912280678* 

7912310516 

7912310520 * 

7912310527* 

7912120174* 

7912120174 * 

7912120170 * 

7912120170* 

7912120184 * 

7912120109 * 

7912120197* 

7912110185* 

7912030160 

7912030181 

7912040200 

7912040206* 

7912040308 
7912040313* 
7912040319 
7912040321* 
79 ‘"040367 

7912040369* 

7912040388 

7912040482 

7912040500 

7912050004* 

7912060526 

7912060588 * 

7912070397 

7912100316 

7912110250 

7912110256* 

7912110277 

7912110282* 

7912110328 

7912110329* 

7912110332 
7912110333* 
7912110343 
7912110347* 
79121 10355 

7912110359* 

7912120003 

7912180128 

7912120421 

7912120457 

7912120460* 

7912120461* 

7912120504 

7912130200 

7912130291* 


50-344 P 
50-344 P 
50-344 F 
50-344 F 
50-344 P 

50-344 S 
50-344 0 

50-344 S 
50-344 0 

50-344 P 

50-344 0 

50-344 C 
SO-344 P 
50-344 R 
50-344 fi 

50-344 G 
50-344 0 

50-344 P 
50-344 S 
50-344 P 

50-344 S 
50-344 8 

30-133 Q 
50-344 P 
50-206 Q 

50-344 P 
50-344 P 
50-344 P 
50-344 F 
50-344 S 

50-344 P 
50-344 P 
50-344 P 
50-344 P 
50-344 0 

50-344 P 
50-344 P 
50-344 P 
50-330 0 

50-330 0 

50-330 G 
00-330 0 

50-338 G 
50-330 0 

50-330 G 

CONTRACT 
50-333 P 
50-286 F 
50-206 P 
50-286 P 

50-333 S 
50-333 S 
50-286 0 

50-286 S 
50-286 □ 

50-286 0 

50-286 8 

80-286 S 
50-333 P 
50-333 Q 

50-286 P 
50-286 P 
50-206 P 
50-333 0 

50-333 R 

50-333 R 
50-333 S 
50-333 S 
50-333 0 

50-333 8 

50-206 S 
50-206 8 

50-333 S 
SO-333 S 
50-333 8 

50-333 8 

50-333 Q 
50-333 8 

50-333 P 
50-333 P 

50-333 P 
50-333 P 
50-333 Q 
50-333 0 

50-3 P 


AUTHOR 

affiliation 


ACCESSION 

NUhtQER 


SUBJECT 

CATEGORY 


Power Engineering Society 
President of US !< E«BCUliva Uffices 


Three Mile Island 


Public Interest Rosoarch Group 
Public Law Utilities Group 
Public Service Co of Colorado 


7912130291* 

50-3 

P 

7918130449 

50-333 

S 

7913130454* 

50-333 

s 

7912130460 

PR 


7913130515 

50-286 

0 

7912130545 

50-333 

p 

7912130547* 

50-333 

p 

7912130550* 

50-333 

p 

7912140293 

50-286 

a 

7912140290 

50-333 

Q 

7912140439 

30-333 

s 

7912140449* 

50-333 

s 

7912170176 

50-286 

a 

7912170214 

50-333 

Q 

7912170B96 

50-286 

p 

7912tB0S43 

50-286 

p 

7912180569 

50-206 

s 

7912180571 

50-206 

p 

7912100573 

SO-333 

p 

7912180502* 

50-206 

s 

79121B0594 

50-333 

s 

7912IB0599* 

50-333 

e 

7912190418 

S0-2B6 

H 

7912190418 

50-2 B6 

H 

7912190513 

50-206 

H 

7912190572 

50-206 

p 

7912200342 

50-206 

R 

7912200349* 

50-286 

n 

7912210316 

SO-333 

s 

7912210322* 

50-333 

8 

7912210327 

50-333 

s 

7912210336* 

?0-333 

g 

7912260053 

50-333 

0 

7912260057 

50-333 

Q 

7912270267 

50-3 

p 

7912270275* 

50-3 

p 

791827030D 

50-286 

p 

7912270310 

50-206 

p 

7912270335 

50-206 

p 

7912270353 

50-206 

p 

7912270447* 

50-286 

p 

7912270455* 

50-206 

p 

7912270460* 

50-206 

p 

7912270553 

50-206 

s 

7912270562* 

50-206 

g 

7912280005 

50-206 

Q 

7912280504 

50-206 

M 

7912280504 

50-206 

H 

79122S0612 

50-206 

p 

7912310320 

50-206 

s 

7912310367 

50-206 

G 

7912200634 

HEOOl) 


7912180253* 

PDR msc 

: 7912070006 

50-320 

P 

7912280459* 

50-320 

G 

7912130332 

PRH 


7913200525 

50-382 

0 

7912040216 

50-267 

P 

7912040221* 

50-267 

P 

7912040296 

50-267 

8 

7912040290* 

50-267 

8 

7912040320 

50-267 

S 

7912045323* 

50-267 

8 

7912045326 

50-267 

S 

7912040330* 

SO-267 

3 

7912040332 

50-267 

8 

7912040335* 

50-267 

8 

7912040337 

SO-267 

3 

7912040341* 

50-267 

Q 

7912040362 

50-267 

s 


791204(J363«' 

7912040400 

7912040406* 

79120404S9 

7912040433* 

7912110316 

7912120324 

7912120336* 

7912120338 

7912120341* 

7912120406 

7912140331 

7912140335* 


50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 

50-267 



m 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Public Service Co. of Indianii Inc, 


Public Service Co, of New Hampshire 


Public Service Co. of Oklahoma 


Public Service Electric i, Oae Co. of New 
Jersey 


7912170201 

7912170206 

7912180062 

7912180063* 

7912180266 

7918160413 

79121B0429» 

7918180500 

7912ia0503> 

7912180509 

7912180513* 

7912180595 

7912180596 

7912180610* 

7912190580 

7918210098 

7912210373 

7918210376* 

7918270233 

7912270426 

7918270433* 

7912280562 

7912310074 

7912310173 

7918310396 

7918310398* 

7912050301* 

7912050301* 

7912O50484* 

7912060057 

7912060057 

7912070411* 

7918070411* 

7918120398 

7912050070* 

7912120464 

7912180464 

7912120466* 

7912120466* 

7912180486 

7912180486 

7912120489* 

7918120513 

7912140831 

7912140363 

7918140363 
7912210320 
7912030004 
79180300! 5* 
7912100337 

7912130337 

7918130337 

7912130361* 

7912130361* 

7912130361* 

7912130366* 

7912130366* 

7912130366* 

7912130378* 

7912130378* 

7912130378* 

7912180559 

7912180567* 

7918030190 

7912030195* 

7912030839* 

7912040311 

7912040317* 

7912040330 


30-267 a 
30-867 0 
50-2*7 S 
50-8*7 a 
50-2*7 0 

50-2*7 R 
50-8*7 R 
50-2*7 R 
50-8*7 R 
50-2*7 fl 

50-8*7 R 
50-2*7 P 
50-2*7 S 
50-2*7 S 
50-2*7 P 

50-867 Q 
50-2*7 P 
50-267 P 
50-267 P 
50-2*7 S 

50-267 S 
50-267 P 
30-267 P 
50-867 P 
30-267 R 

50-267 n 
50-346 Q 
50-546 Q 
50-546 a 
50-546 0 

50-546 Q 
50-546 a 
50-546 a 
50-546 A 
50-443 a 

50-443 S 
50-443 a 
50-443 3 
50-44 3 3 
30-443 S 

30-443 S 
50-443 S 
SO-44 3 a 
50-443 A 
50-443 S 

50-44 3 B 
50-443 A 
50-35* 0 
50-554 Q 
50-445 M 

50-445 (1 
SO-44S H 
50-44S M 
50-44S M 
50-445 M 

50-445 N 
50-445 M 
50-445 M 
50-445 M 
50-445 M 

30-445 M 
50-35* A 
50-556 A 
30-272 S 

50-272 8 

50-278 0 
50-872 8 
50-872 S 
50-872 fi 


8 

8 

J 

8 

8 


AUTHOR 

AFFILIATION 


Poyet Sound Power (< Light Co, 


Purdue Univ. 

Putney t L. M. 

Raytheon Co. 

RansteJaer Polytechnic Inst, 
Heu ter-Stokesi Inc, 


Rhode Island) State of 


Rictano Corp. 

R 1 versidei CA 

Rochester Committee for Scientific 
Infornia 1 1 on 

Rochester Oas fc Electric Corp. 


ACCESSION 

NUMBER 


7912040311 

7912040S1S* 

7912040521 

7912040521 

7912040524* 

7912040524* 

7912050422 

7918050429* 

7912050487 

7912050487 

7912050488* 

7918050480* 

7912060318 

7912060329* 

7912060333* 

7912060339* 

7918070483 

7912110896 

7918110298* 

7912130296 

7912130464* 

7918140030 

7912140267 

7912140889 

7912140304 

7912140318* 

7912140537* 

7912170190 

7912170234 

7912180379 

7912180383* 

7912180435 

7912180472 

7912180330 

7912190092* 

7912190569 

7912190577 

7912190577 

79122005S7 

7912260032 

7912270286 

7912270290* 

79122705*7 

7912870504 

7912270591* 

7912270395 

7918870600* 

7912880338 

7918030007 

7912070355 

7918100473 

7918170080 

7912170020 

7912170041* 

7712170041* 

7912170048* 

7912170048* 

7918860039 

7912270215 

7912370512 

7912050583 
7912100327 
7912030222* 
79121 10541* 
7912170371 

7912200407 

7912210139 

7912130522 

7912130531 

7912190590 

7912180072 

7912050614* 

7918200322 

7912040048 

7912050494 

7912120445 

7912120447 

7912120450 

7912130526 

7912140047 

7912170847 

7912100348 

7912100351* 

7912180418 


SUBJECT 

CATEODRV 


50-272 n 
50-278 fi 
50-272 n 
30-272 R 
50-272 R 

50-272 R 
50-272 8 

50-878 S 
50-878 F 
50-278 F 

50-278 F 
30-878 F 
50-878 P 
50-372 P 
50-272 P 

50-378 P 
50-872 0 

50-872 6 

50-872 S 
PR 

50-334 8 

50-272 0 

50-354 0 

80-354 0 

50-272 P 

50-272 P 
50-311 8 

50-278 0 

50-354 0 

50-272 R 

30-272 fi 
50-311 0 

50-278 0 

50-311 A 
50-272 0 

50-872 H 
50-278 P 
50-272 P 
50-272 P 
50-278 a 

50-272 8 

50-272 S 
50-354 A 
50-272 a 
50-872 a 

50-272 6 

50-278 B 
50-272 P 
50-522 0 

30-528 0 

50-588 0 

50-528 0 

50-322 0 

50-522 0 

50-522 0 

50-522 0 

30-522 G 
50-528 0 

30-588 A 
50-522 H 

50-188 J 
50-302 0 

40-1386 
CONTRACT 
XPORTLIC 

XPORTLIC 
XPORTLIC 
50-193 S 
50-193 a 
50-193 a 

WASTE MOT 
PROJ 

50-244 0 

50-244 Q 
50-244 P 

50-244 P 
50-244 P 
SO-244 P 
50-244 a 
50-244 0 

50-244 a 
50-244 R 
50-244 R 
50-844 P 



CORPORATE SOURCE INDEX 
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AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 


79121&0S16 

50-244 

P 


7912180927 

50-244 

P 


7912190515 

90-244 

S 


79 12200522 

50-244 

0 


79122103B0 

50-244 

p 


7912260033 

50-244 

Q 


7912270392 

50-244 

F 


7912270434 

50-244 

S 


7912270442* 

50-244 

s 


7912270603 

50-244 

S 


7912280022 

50-244 

0 


79122S0206* 

90-244 

p 


7912260501 

90-244 

p 


7912310391 

90-244 

F 


7912310394* 

90-244 

F 

Rocky Mountain Energy Co. 

7912120039 

PROJ 


7912170267 

40-8721 



7912100000 

40-8721 



7912100093 

40-8721 



7912270292 

40-8492 



7912310200 

40-8721 


Rogou). D. 

7912120019 

90-290 

H 

7912120125 

90-290 

0 

Ropes I. Oray 

7912170093 

50-309 

0 

7912170202 

90-309 

0 


7912100020 

90-309 

0 


7912210100 

50-471 

0 

S.M. Stoller Corp. (subs, of Arthur D. 

7912130336 

PR 


Little. Inc. ) 


XPORTLIC 


SPEX Industrie*. Inc. 

791203004! 


7912210064 

XPORTLIC 


Sacramento Municipal Otllitg District 

7912030027 

90-312 

0 

7912030034* 

90-312 

0 


7912040392 

90-312 

p 


7912040478 

50-312 

p 


7912050500 

50-312 

J 


7912070426 

50-312 

S 


7912070430* 

90-312 

B 


7912110319 

90-312 

P 


7912110329 

50-312 

S 


7912110327* 

50-312 

s 


7912140019 

50-312 

G 


7912140023* 

50-312 

0 


7912140033 

90-312 

0 


7912140041* 

50-312 

0 


7912140124 

90-312 

0 


7912140199* 

90-312 

0 


7912140490 

90-312 

s 


7912140497* 

50-312 

s 


7912170277 

50-312 

R 


7912170270* 

50-312 

R 


7912100591 

90-312 

8 


7912100555* 

90-312 

8 


7912100607 

SO-312 

P 


7912100638 

90-312 

S 


79I81B0641* 

50-312 

B 


7912190052* 

80-312 

0 


7912190437 

60-312 

P 


7912190553 

50-312 

P 


7912200905 

50-312 

P 


7912200506* 

90-312 

P 


7912210155* 

50-206 

Q 


7912260215 

50-312 

S 


7912260217* 

90-312 

S 


7912260226 

90-312 

F 


7912260220 

50-312 

8 


7912260229* 

90-312 

8 


7912260230 

90-312 

F 


7912260273 

90-312 

S 


7912260277* 

50-312 

8 


7912260279 

90-312 

8 


7912260203* 

50-312 

8 


7912270246 

50-312 

0 


7912270329 

90-312 

a 


7912270334* 

50-312 

Q 


7912270462 

50-312 

P 


7912200467 

50-312 

P 


7912200496 

90-312 

P 


7912230575 

50-312 

P 


7913310390 

50-318 

P 


7912310360* 

90-312 

P 


7912310452 

90-312 

0 


7912310459* 

90-312 

a 

Safe Kayan.Ltd. 

San Antonio. TX 

7912130307 

7912270092* 

PR 

50-490 

M 


AUTHOU 

AFFILIATION 


San Diego Oa* & Etactrtc Da. 

San Jo»e State Univ. 

San Lois Qbitpo Mother* for Peas* 
Sandia Laboratorie* 


Sargent t< Lundg< Inc. 


Saseafra* Audubon Soelatg 


Sehent (< Boncher 
Science App licationsi Inc. 


Scientists t< Engineers for Secure Energy 

Securities «< Exchange Comitil ssion 
Senate 


Sensible Main# Pouer 


Shannon U Wilsoni Inc. 

Shaui Pittman. Potts It Trowbridge 


ACCESSION 

NUMBER 


79 121 AO 143 
791 22703 97e 
79131200B&* 

79 12 1302 7t 
7912140163 

7912140339 

7912140493a 

7912140499* 

7912140924* 

7912140926* 

7912170337 

7912100079 

7912310133 

7912310529 

7912100321* 

7912100324* 

7912100331* 

7912260151 

7912170031* 

7912210360 

7912210364* 

7912140307* 

79120S0601* 

7912090604* 

7912050607* 

7912120132 

7912120163 

7912130141 

7912140536 

7912130267 

7912130274 

7912200479 

7912120049* 

7912120096 

7912120199 

7912120279* 

7912120S63* 

7912130022* 

7912130171 

7912140930 

7912170399 

7912200312 

7912200368* 

7912210099* 

7912210133* 

7912210178* 

7912210197* 

7912210266* 

7912270003* 

7912260261 

7912230287* 

7912110400 

791211041B* 

7912110425* 

7912130316 

7912120442 

7912310200 

7912030027 

7912030034* 

7912050321 

7912060061 

7912060099 

7912100326 

7912130034 

7912130042 

7912130005 

7912130110 

7912130300 

7912140015 

7912H0023* 

7912140033 

7912140041* 

7912140124 

7912140159* 

7912170209 

7912170217 

7912190029 

7912260100 

7912260293 

7912270002 

7912270093 

7912270096 

7912270347 

7912200109 

7912280140 


SUBJECT 

CATEGORY 


90-361 0 

90-361 A 
CONTRACT 
90-275 0 

NUHEO 

NUREO 

RES 

RES 

RES 

RES 

RES 

XPDRTHC 
NUREO 
NUREO 
30-409 P 

90-409 P 
90-409 P 
REOOD 
SO-946 A 
50-946 0 

SO-546 0 

FOIA 

WASTE MOT 
WA9TE MOT 
HASTE MOT 

NUREO 

FOIA 

FQIA 

HASTE MOT 
PH 

PH 


50-209 

T 

PDR MI SC 

NUREO 

50-320 

U 

FOIA 

50-346 

U 

50-302 

U 

90-546 

u 

50-199 

u 

50-290 

u 

90-339 

A 

50-339 

A 

50-398 

U 

50-275 

U 

50-437 

u 

90-219 

u 

SO-392 

u 

PDR MI6C 
50-313 

u 

SO-330 

u 

90-309 

0 

60-309 

0 

50-309 

0 

PR 

NUREO 

NUREO 

90-312 

0 

90-318 

0 

90-402 

0 

50-329 

0 

90-209 

0 

50-302 

e 

S0-2S9 

G 

50-302 

0 

50-289 

0 

90-209 

0 

50-209 

0 

SO-312 

0 

90-312 

0 

50-312 

0 

50-312 

0 

50-312 

0 

90-312 

0 

50-302 

0 

SO-382 

0 

60-329 

0 

50-209 

0 

50-289 

0 

50-2B9 

0 

90-312 

0 

90-387 

a 

50-318 

0 

50-382 

0 

50-302 

G 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


Shildoni Harmon It Uelss 


Sbonandoali Valleg Electric Coaperativei 
Inc. 

Sierra Club 

Sigma Chetnical Co. (aube. of Sigma 
Aldrich Corp. ) 


Sinniosippi Alliance for the Environment 
(SAFE) 


Small Queiness Administration 
Snell h Uilmer 

South Carolina Electric tt Gas Co. 


South Carolina. State of 


South Teias Electric Cooperativai Inc 
Southern California Edison Co. 


7?iaaB0456 

79ie2B045g» 

7913310149 

7913310196 

7912050606 

791206023B 

79ia06024a» 

7912060640 

7913130026 

7912130469 

79121304BS 

7912130546 

7912170366 

7912160410 

7912160410 

7912160410 

79iaiao4a2» 

7912ia04a2» 

7912100422* 

7912200063 

7912200066* 

7912260362 

7912270040 

7912200506 

7912130510 

7912030049 

7912110166 

7912130139 

7912260355* 

7912260363 

7912200173* 
791 2200 102» 
791203003S 
7912030143 
7912030147* 

7912060585» 
7912100463 
79121 10049 
7912130113 
7912130433 

7912130568 

7912140336 

7912140360 

7912190563 

7912210166 

7912210167* 

7912210403 

79122B0532 

7912260610 

7912310026 

7912060041 
7912060043 
79121 10002* 
7918130319 
7912130320* 

7912270034 

7912030176 

7912040397 

7912040406* 

7912040466 

7912040473* 

7912100306 

7912100352 

7912100332 

7912110812 

7912110215* 

7912120443 

7912130061 

7912130061 

7912130704* 

7912140142 

7912140340 

7912140464* 

7912170292 

7912170293* 

7912170311 

7912170314* 

7912100515 

7912100524 

7912160524 

7912180520 

7912100529* 


50-320 0 

50-320 0 

50-400 G 
50-269 0 

ORO 

50-269 0 

50-269 0 

50-155 0 

50-289 0 

PR 

PR 

PR 

FOIA 

50-3 0 

50-3 0 

50-3 0 

50-3 0 

50-3 0 

50-3 0 

50-289 0 

50-269 0 

50-209 0 

FOIA 

50-339 H 
PR 

XPORTLIC 

XPORTLIC 
XPORTLIC 
50-373 0 

50-454 0 

CONTRACT 
CONTRACT 
50-275 0 

50-395 K 
50-395 R 

50-395 Q 
50-395 Q 
50-393 Q 
50-395 0 

50-395 S 

50-395 8 

50-395 8 

50-393 S 
50-395 3 

50-395 F 

50-395 F 
50-393 0 

50-395 S 
50-395 3 

REOOD 

70-1729 
50-491 0 

CONTRACT 
PR 
PR 

50-445 M 
50-206 6 

50-206 S 
50-206 S 

50-206 6 

50-206 S 

50-206 P 

50-361 0 

50-361 6 

50-206 n 

50-206 R 

50-206 F 

50-361 0 

50-361 G 

50-361 Q 

50-361 0 

50-206 P 

50-361 G 

50-206 9 

50-206 a 

50-206 5 

50-206 9 

50-206 P 

50-361 9 

50-36 1 a 

50-206 S 

50-361 S 


AUTHOR 

AFFILIATION 


Snuthern California. Univ. of 
Spes Disc. Inc. 

Spiegel & HcDlarmid 


Standardized Nuclear Unit Pouer Plant 
Sgstetn 


Sta tci Dept, of 


State. Dept. of. Bureau of Oceans b 
Internatl. Environ, fc Scientific Affairs 


Steel. Hector & Davis 

Stone tt Webster Engineering Corp. 


Suffolli Countyt NV 
Susiguehanna Alliance 

Systems. Sciences L Software 
Tech/Dpn (Technical Operations. Inc. > 


Technassoeiates. Inc. 


Technical Operatums. Inc. 
Technimet Corp. 

Technology for Energy Corp. 
Teknekron. Inc. 


Teledyne Wah Chang Albany 
Tennessee Vallsg Authority 


ACCESSION 

NUMBER 


7912100529* 

7912100532* 

7912100572 

7912100609 

7912180617* 

7912190006* 

7912190602 

7912190602 

7912190615* 

7912200541 

7912200541 

7912200544c 

7912200544* 

7912210136* 

7912210142 

7912210369 

7912270361 

7912270390 

7912270397* 

7912270504 

7912270501 

7912270SQ7* 

7912200502 

7912100223 

7912200677 

7912030042 

7912050609 

7912060016 

7912120446 

7912130403 

7912140226 

7912190130 

7912190227 

7912200207 

7912260359 

7912310161 

79123101B9 

7912310294 

7912060556 

7912180146* 

7912120395 

7912180175 

7912190197 

7912200429 

7912280429 

7912200429 

7912200429 

7912200436* 

7912200436* 

7912280469 

7912200469 

7912800469 

7912800469 

7912200593 

7912030214 

7912100474 

7912030097 

7912140111 

7912140141 

7912140149 

7912130050 

7912140014 

7912800119 

7918200155 

7912800185 

7912060079* 

7912200456 

7912280459* 

7912100037* 

7912180293 

7912200461 

7912200619 

7918210209 

7918200175* 

7912200102* 

7912310012 

7912190279 

7912110326* 

7912120170k 

7912130315* 

7912040003 

7910310329 

7910310399* 


SUBJECT 

CATEGORY 


50-361 S 
50-206 S 
50-206 F 
50-206 S 
80-206 S 

50-133 Q 
50-361 8 

30-36 1 0 

50-361 S 
50-361 S 

50-361 S 
50-361 S 
50-361 0 

50-206 Q 
50-206 Q 

50-206 P 
50-206 I 
50-361 A 
50-361 A 
50-206 P 

50-206 S 
50-206 S 
50-361 A 
NUREO 
XPORTLIC 

PRDJ 

PROJ 

PROJ 

PROJ 

50-443 M 
PROJ 

50-445 M 
50-445 M 
50-309 M 
PROJ 

50-445 N 
50-445 M 
PROJ 

50-482 0 

50-402 S 

50-402 S 
50-408 a 
50-402 a 
50-402 A 
50-408 A 

50-482 A 
50-402 A 
50-402 A 
50-402 A 
50-408 F 

50-402 F 
50-402 F 
30-402 F 
50-402 a 
XPORTLIC 

50-574 0 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

50-250 0 

50-850 0 

71-347 
REG6D 
REOOD 

50-328 0 

50-320 0 

50-320 G 
CONTRACT 
71-9020 

71-9027 

71-6144 

71-9137 

CONTRACT 

CONTRACT 

REOOD 

50-397 A 
50-335 P 
FOIA 
FOIA 

XPORTLIC 
50-327 3 

50-327 8 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7912030199 

7912030199 

7912040152 

7912040301 

7912040303» 

7912040433 

7912040435 

7912040435 

7912040440 

7912040477 

791 2040403* 

7912050071 

7912050477 

7912030404 

7912050404 

7912050507 

7912050500 

7912050500 

7912050500 

7912050510* 

7912050510* 

7912030510* 

7912050513 

7912050513 

7912050316* 

7912050316* 

7912050517 

7912050517 

7912050522* 

79120S0522* 

7912050524 

7912050324 

7912050530* 

7919050530* 

7912050541 

7912050541 

7912050602* 

7919060522 

7912060525 

7912070306 

7912100359 

7919100359 

7912100361* 

7912100361* 

7912110104* 

7912110202 

7912110369 

7912110369 

7912120422 

7912120422 

7912120420* 

7912120420* 

7919120477 

7912120477 

7912120401* 

7912120401* 

7912130250 

7912130269* 

7912130260* 

7912130429 

7912130429 

7912130431* 

7912130431* 

7912130430 

7912130458 


SUBJECT 

CATEGORY 


50-566 S 
50-566 B 
PR 

50-239 B 
30-239 5 

50-259 P 
50-259 P 
50-259 P 
50-327 Q 
50-260 B 

50-260 S 
50-438 A 
50-390 B 
50-390 B 
50-390 S 

50-327 0 
50-259 P 
50-259 P 
50-259 P 
SO-259 P 

30-259 P 
50-259 P 
50-390 S 
50-390 S 
50-390 9 

50-390 S 
50-43 B S 
50-430 B 
50-430 8 
50-430 S 

50-327 a 
50-327 S 
50-327 a 
50-327 S 
50-566 S 

50-566 3 
50-327 O 
50-327 A 
50-327 A 
71-9079 

50-327 K 
50-327 K 
50-327 K 
50-327 « 
ACRS 

50-327 0 
50-327 A 
50-327 A 
50-327 S 
50-327 B 

50-327 B 
50-327 B 
50-327 B 
50-327 S 
50-337 S 

50-327 S 
50-390 R 
50-390 H 
50-390 fl 
50-353 0 

50-553 S 
50-533 S 
50-553 S 
50-259 S 
PR 


7912130402 

7912130482 

7912130482 

7912130508* 

7912130500* 


50-259 P 
50-2 59 P 
30-259 P 
50-259 P 
50-259 P 


7912130508* 

7912130520 

7912130S21 

7912130581 

7912130581 

7912130581 

7912130581 

7912130581 

7912130581 

7912130601* 


50-259 P 
50-327 B 
50-438 A 
50-510 S 
50-510 9 

50-SlB S 
50-518 8 
50-318 S 
50-510 0 
50-518 8 


7912130601* SO-510 8 
7912130601* 50-510 B 
7912130601* 50-510 S 
7912130601* 50-510 8 
7912130601* 50-510 B 


AUTHOR 

affiliation 


accession 

NUMBER 

7912140232 

7912140255 

7912140273 

7912140273 

7912140273 

7912140304 

7912140304 

79121403B4 

7912140393* 

7912170313 

7912170313 

7912170317 

7912170317 

7912170310* 

7912170310* 

7912170323* 

7912170323* 

7912170324 

7912170324 

79131B0615 


SUBJECT 

CATEODRY 


50-510 A 
40-1341 
50-259 P 
50-259 I* 
50-259 P 

50-259 n 
50-259 R 
S0-2S9 » 

50-259 H 
30-390 S 

30-390 a 
50-390 0 

50-390 8 

50-390 6 

30-390 B 

30-390 S 
50-390 0 

30-390 0 

50-390 S 
SO-259 0 


7912180623 

7912180623* 

7912180629* 

7912190384 

7912190574 


50-259 B 
SO-259 S 
50-259 B 
50-296 B 
50-327 S 


7912190374 

7912190575* 

7912190375* 

7912190570 

7912190578 

7912190610* 

7912190610* 

7912190620 

7912190680 

7912190692 

7912190692 

7912190690* 

7913190690* 

7912200003 

7912200003 

7912200260 
7912200209 
79 1 2300 S 03 
7912200303 
7918210340 

7918210340 

7912210356* 

7912270351 

7912270251 

7913270251 

7912270856* 

7912270256* 

7912270236* 

7912270268* 

7912270289 

7912270209 

7912270290* 

7912270890* 

7912270299 

7712270304* 

7912270356 

7912270363 

7912270360 

7912270424 

7912270473 

7912270473 
7912870475 
7912870476* 
79 IS 2704 76* 
79 128704 DO 

7912270400 

7912270493* 

7912270404* 

7918270404* 

7912270527 

7912270533 

7912270564 

7912270574* 

7912200027 

7912260170 

7912200495 
79122B0503 
7912280507* 
79 I 22 B 0509 
79122B0313* 


50-327 S 
50-027 a 
50-327 a 
50-566 8 

50-566 G 

50-566 B 
50-566 C 
50-390 S 
30-390 B 
50-566 a 

50-566 a 
50-566 8 

30-566 8 

30-370 0 

30-370 0 

REOGO 
BEOOD 
30-327 A 
50-327 A 
50-327 A 

50-327 A 
50-327 A 
50-259 P 
30-259 P 
50-259 P 

50-259 P 
SO-259 P 
50-257 P 
50-237 P 
60-327 R 

00-327 K 
50-327 H 
50-327 W 
50-260 S 
30-260 f) 

50-390 A 
50-327 A 
S 0-327 A 
30-553 A 
30-327 B 

50-327 a 
50-296 a 
50-027 8 

30-027 a 
30-090 a 

50-090 B 
50-296 8 

60-390 8 

30-390 a 
50-257 P 

50-027 R 
50-296 0 

50-296 8 

REGOD 

naooo 

50-430 A 
50-276 S 
50-296 a 
30-257 B 
50-239 8 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Tinncssee< State at 
Terminal Data Corp. 

Taia* A b H Univ. 

Taiaa Electric Service Co. 


Teiat Initrumentsr Inc. 

Teea* Nuclear Oiv. (tubs, of Ramtay Eng. 
Co. > 

Teaas Pouer b Light Co. 


Texae Public Interest Reiearch Group 


Teiae Utilities Generating Co. 


Teia«i State of 


Taxat-Louieiana Electric Cooperativei Inc. 
Three Nile I eland Alert 


ACCESSION 

NUMBER 


79tSSeOS<14 

7918SB0S44 

79182B0552« 

7912260952* 

79128B0557 

7912280381 

7912280381 

7912280581 

7912280581 

7912280587 

7912280990* 

7912280590* 

7912200590* 

7912280590* 

7912280407 

7912280407 

7912280407 

7912280407 

7912280413* 

7912280413* 

7912260413* 

7912280441 

7912310008 

7918310080 

7912310352 

7912310392 

7912110009* 

7912140294* 

7912100303 

7912180421* 

7912280429 

7912040093 

7912280454 

7912280443* 

7912180425* 

7912280429 

7912040002 

7912120478 

7912140081 

7918140091 

7913140188* 

7912140218 

7912170035 

7912180170 

7912030040 

7912040595 

7912040595 

7912040402* 

7912040408* 

7918140240 

7912140244 

7912140244 

7912140271* 

7918140271* 

7912170080 

7912100412 

7912100417* 

7912190429 

7918190548 

7912190S4B 

7912280427 

7918200427 

7912200427 

7912280429 

7912200429 

7912200429 

7912100338 

7912110459 

7912130342 

7912130344* 

7913190265* 
79 ISl 90245* 
7918190245* 
7912190245* 
7912190298* 

7912190290* 

7918190290* 

7912190290* 

7912190319* 

7912190319* 

7912260110 

7911300277 

7912840360 

7918040061 


SUBJECT 

CATEGORY 


50-327 8 

50-327 a 
50-327 S 
50-327 S 
50-430 0 

50-327 3 

50-327 8 

50-327 8 

50-327 S 
REOOD 

50-327 8 

50-327 8 

50-327 0 

50-327 8 

50-519 A 

50-51 8 A 
50-518 A 
50-510 A 
50-518 A 
50-510 A 

50-518 A 
RE60D 

50-327 0 

REOOD 

50-327 A 

50-327 A 
CONTRACT 
CONTRACT 
50-89 J 
50-445 I 

50-445 H 

70-33 

XPORTLIC 

XPORTLIC 
50-445 I 

50-445 H 
50-466 0 

50-466 0 

50-464 0 

50-446 0 

50-446 0 

SO-446 0 

50-444 0 

50-446 0 

50-446 A 

50-445 A 
50-445 A 
50-445 A 
50-445 A 
50-445 Q 

50-445 K 
50-445 K 
50-445 K 
50-445 K 
50-445 0 

50-445 1 

50-445 I 
50-445 A 
50-445 K 
50-445 K 

50-445 N 
50-445 M 
50-445 M 
50-445 M 
50-445 M 

50-445 M 
50-444 0 

50-445 M 
PR 
PR 

50-445 M 
50-445 M 
50-445 M 
50-445 M 
80-445 M 

80-445 M 
50-449 M 
50-445 M 
50-445 M 
50-445 M 

50-490 M 
50-445 M 
50-445 N 
50-320 U 


AUTHOR 

AFFILIATION 


Toledo Edison Co. 


Transnoc learr Inc. 


Trends Pub 1 ishlnyi Inc, 

Tuskege* Inct. 

URS/John A. Blurne b Assoc. Engineers 
(*ub«. of URB) 

Union 74 Minerals Exploration Co. 
Union Carbide Corp. 


Union Electric Co. 

Union Oil Co. of California 

Union of Concerned Scientists 


Unlor Carbide Cerp.i Chen, b Plastics 
Dlv. 


United Engineers b Constructorsi Inc. 
(svbe. of Reytheon Co, ) 


ACCESSION 

NUMBER 


7912140151 

7912170070# 

7912270087 

7912270111 

7912100279 

7912100288* 

7912100334 

7912130810 

7918130373 

7912130375# 

7912130476 

7912130486* 

7912170295 

7912170297* 

7912170300 

7912170303# 

7912170305 

7912170309# 

7918100505 

7912100984 

7912190127 

7912190402 

7912190433 

7912190532* 

7912210147# 

7912240234 

7912240237# 

7912240253 

79122402SB* 

7918270395 

7912270398# 

7912270402 

7912270407# 

7912270413 

7912270420# 

7912270594 

7912270599# 

7912290643 

7912310443 

7912310480 

7912170338 

7912170343# 

7912170354 

7912170343# 

7912170344 

7912170344# 

7912200286 

7912210104 

7912240189 

7912240194# 

7912260205 

7912240200# 

7912240212# 

7912270027 

7912270029# 

7912180109 

7912040491 

7912040300 

7912170203 

7912030002 

7912050648# 

7912070084# 

7912070088# 

7912100011 

7912140040 

7912170144# 

7912170284 

7912200170 

7912240041# 

79123101SB 

7912100535 

7912120253 

7912120260* 

7912050003 

7912100422* 

7912200064* 

7912040044 

7912040069 

7912170125 

7912170387* 


7912190576 

7912270236* 


SUBJECT 

CATEGORY 


50-289 0 

50-289 0 

50-289 0 

50-289 0 

50-346 8 

50-346 8 

50-346 H 
50-346 Q 
50-346 R 
50-346 R 

50-346 8 

SO-346 8 

50-346 S 
SO-346 8 

50-346 8 

30-346 S 
50-346 S 
30-346 S 
50-346 P 
50-346 P 

50-346 Q 
50-346 P 
50-346 P 
50-346 P 
50-346 0 

50-346 S 
50-346 8 

50-346 a 
50-346 S 
50-346 a 

50-346 8 

50-346 B 
SO-346 8 

50-346 8 

50-346 a 

50-346 a 
50-346 a 
30-346 Q 
50-346 P 
50-346 P 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

71-250 

71-250 

FOIA 

50-406 A 
TOPREP 

40-8584 

71-6058 

70-687 

70-687 

70- 687 
REB 
RE8 

71- 9009 

40-299 
71-5957 
50-34 0 

40-299 

30-483 H 

PRDJ 

PROJ 

30-266 0 

30-3 0 

50-289 0 

71-9070 

71-9070 

71-9070 

QA999 


50-286 P 
30-247 P 


CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


United Nuclear Corp. < UNC Recovery 
Systems Dlv. 


Uranium Fuel Cycle Oroup 
Utah) State of 

Utility Worters Union of America 
Valentina. P. C. 


Vanderbilt Unlv. 

Vermont Yankee Nuclear Power Corp. 


Vermont. State of 


Vet. Admin. Hosp. LeilnytoniKY 
Veterans Administration 
Viking Energy Corp. 

Village Voice 

Virginia Electric b Power Co. 


ACCESSION SUBJECT 

number category 


791S270243e SO-247 P 

79l20A009ie 70-820 


7912120340e 

7912180033 

7912aiOa99e 

7912130317 
79 12060023 
7912310360 
7912130176 
7912130276 

7912100290 

7912030086» 

7912110379 

7912110302 

7912110309* 

7912110402# 

7912130010 

7912130379 

79121303891 

7912140260 

7912170310 

7912170326 

7912170329* 

7912170365 

7912100238 

7912100402 

7912180407* 

7912180433 

7912100486 

7912100489* 

79 12270332 

7912270330* 

7912310341 

7912130611 

7912130619* 

79121 10198 

7912200322* 

7912130301 

7912190173 

7912030189 

7912030201 

7912030201 

7912030201 

7912030201 

7912030209 

7912030209 

7912030210* 

7912030210* 

7912040312 

7912040316* 

7912040349 

7912040349 

7912040376 

7912040399 

7912040487 

7912040496 

7912040496 

7912030356* 

7912050482* 

7912050570 

79120S0376 

7912030376 

7912060377 

7912070131 

7912070323 

7912070326* 

7912070330 

7912070300 

7912070386* 

791207038B* 


70- 820 

71- 4949 
70-820 

PR 

PROJ 
REOBD 
50-312 P 
50-275 G 

ACR8 

30-271 Q 
50-271 S 
30-271 8 

50-271 B 

30-271 B 
50-271 P 
50-271 B 
50-271 8 

50-271 0 

50-271 P 
50-271 a 
50-271 a 
50-271 0 

50-271 P 

50-271 R 
50-271 R 
50-271 Q 
30-271 S 
50-271 9 

50-271 S 
50-271 6 

90-271 P 
PR 
PR 

PR 

SO-339 A 

FOIA 

FOIA 

50-280 F 

50-200 P 
50-280 P 
50-280 P 
50-200 P 
80-338 P 

50-338 P 
50-338 P 
50-338 P 
50-338 8 

50-330 8 

50-404 S 
30-404 8 

50-330 F 
50-280 F 
50-339 0 

50-330 P 
80-338 P 
50-133 0 

50-280 Q 
50-330 F 

50-280 F 
50-280 F 
50-330 8 

30-330 F 
80-330 P 

50-338 P 
50-339 A 
80-330 8 

80-338 9 

50-338 B 


7912070395 50-339 B 
7912070398 50-339 8 
7912070407 50-338 8 
7912070409* 50-330 S 
7912100250 50-280 F 

7912100250 50-280 F 
7912100302 30-280 P 
7912100302 50-280 P 
7912100364 50-338 P 
7912100377* 50-338 P 

7912110387 50-280 B 
7912110390* 50-280 S 
7912120059 50-330 B 
7912120169 50-330 8 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


7912120169 

7912120306 

7912120311* 

7912120438 

7912120441* 

7912120449 

7912120452* 

7912130329 

7912130329 

7912130341* 

7912130341* 

7912130434 

7912130519 

7912140324 

7912140324 

7912140338* 

7912140338* 

7912140377 

7912140386 

7912140390* 

7912140394* 

7912140432 

7912140442* 

7912140466 

7912140477* 

7912140538 

7912160102 

7912180102 

7912100536 

7912100538 

7912180560 

7912180564 

7912180570* 

7912190663 

7912190668 

7912200097 
79 12200097 
7912200107 
7912200370 
7912200370 

7912200382* 

7912200387 

7912200387 

7912200391 

7912200518 

7912200310 

7912200510 

7912200318 

7912200562 

7912200S62 

7912210330 

7912260209 

7912260209 

7912260211 

7912260211 

7912260216 

7912260216 

7912260218* 

7912260218* 

7912260231 

791 2260244 
7912260244 
7912260231 
79122602S1 
7912260259 

7912270187 

7912270307 

7912870311* 

7912270348 

7912270340 

7918270366 

7912270421 

7912270441 

7912870441 

7918270468 

7912870494 

7918870547 

7918270560* 

7918270802 

7912270580* 

7918270592* 

79122BO490 

7912280494 

7912280494 

7918280541 


SUBJECT 

CATEGORY 


50-338 0 
50-338 0 
50-338 8 
50-338 ^ Q 
50-339 0 

30-338 P 
50-338 P 
50-338 F 
50-338 F 
50-338 F 

50-330 F 
50-339 9 
50-330 8 
50-200 R 
50-200 R 

50-280 R 
S0-8BD R 
50-330 R 
50-200 0 
50-338 R 

50-880 3 
S0-2BO C 
50-280 S 
50-260 S 
50-880 S 

50-880 a 
50-280 P 
50-280 P 
90-280 0 
50-339 8 

50-339 a 
50-330 a 
90-338 S 
90-339 8 
50-3 3B a 

50-280 0 
50-280 0 
S0-33B a 
50-281 0 
50-281 0 

50-339 A 
50-404 B 
50-404 8 
SO-339 8 
50-280 P 

50-280 P 
90-280 P 
50-200 P 
50-330 P 
50-330 P 

90-404 8 
50-330 P 
50-338 P 
50-338 P 
50-338 P 

50-330 P 
50-33B P 
50-338 P 
50-339 P 
90-280 0 

90-200 0 
90-200 0 
90-800 0 
S0-2B0 0 
50-339 A 

50-338 P 
50-200 8 
50-280 9 
SD-33B P 
50-338 P 

60-339 A 
90-338 Q 
90-200 0 
50-200 0 
90-330 8 

90-338 P 
50-200 S 
50-200 8 
90-338 a 
50-338 8 

50-280 9 
90-281 0 
50-280 0 
50-280 0 
SO-339 8 
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CORPORATE SOURCE INDEX 


AUTHUft 

AFFILIATION 


Virginia Tech 
Virginia! State of 


Virginia! Univ. of 


Volpe. Qoikeg <i Lyons 
M. J. Moolley Co. 

Ualdt Karkrader & Ross 
Mashington Public Power Supply 


Nashington State Univ. 
Nashington. State of 
Uasbington> Univ. of 


Mast Chicaeoi IL 
Uest Tolas Utilities Co 


West Virginia Univ. 

Western Nucleari Inc. (subs. oF 
Oodge Carp. ) 

Western Nucleari Inc. 
Uestlnghouse Electric Carp 


Systee 


Phelps 


ACCESSION 

NUMBER 


79t33t02SS 

791S310S8S 

7912310300 

7912310371 

7912310374* 

7912310390 
7912310499 
7912310499 
79123 lOSOb* 
7912310506* 

7912310548 

7912100091* 

7912130410 

7912130596 

7912130603* 

7912200357* 

7912200370* 

7912200585 

7912310145 

7913130041 

7912210038* 

7912060036 

7912190713* 

7913160212 

7912030204 

791 2030207* 

7912040246 

7912040253 

7912060476 

7912060476 

7912110471* 

7912120413 

7912120418* 

7912120470 

7912120473* 

7912140357 

7912140362* 

7912180626 

7912280409 

7912280566 

7912280643* 
7912280651 » 
7912100267 
7912310503 
7912270056* 

7912270056* 

7912270059* 

7912270059* 

7912280600 

7912030008 

7912130057 

7912130337 

7912130337 

7912130361* 

7912130361* 

7912130366* 

7912130366* 

7912130378* 

7912130378* 

7912040449 

7912030032 

7912130376 
791 20403 36 
7912040357* 
7912050509 

7912070341 

791210025S* 

7912130102* 

79121306B4* 

7912170376 

7912180039 

7912180049 

7912180105* 

7912180304 

7912190416 

7912190424* 

7912190597 

7912190601* 

7912200023 

7912200338 

7912200396 

7912200400* 

7912200584* 

7912210099 


SUBJECT 

CATECOfiV 


50-338 0 

SO-338 0 

50-280 0 

50-338 P 
50-333 P 

50-aso p 
50-280 P 
50-280 P 
50-280 P 
50-280 P 

50-338 0 

CONTRACT 
50-339 H 
PR 
PR 

50-339 A 
50-339 A 
PR 

50-339 A 
NUREO 

50-62 0 

70-1729 
50-369 S 
50-329 M 
50-397 0 

50-397 Q 
50-397 A 
50-397 A 
50-460 A 
50-460 A 

50-508 0 

50-397 S 
50-397 S 
50-508 S 
50-508 S 

50-305 R 
50-305 R 
50-460 A 
NUREO 

50-397 A 

50-397 3 

50-397 S 
50-27 F 
50-522 e 
50-522 0 

50-522 0 

50-522 0 

50-522 G 
50-139 S 
40-2061 

50-445 H 
50-445 M 
SO-445 M 
50-445 M 
50-445 M 

50-445 M 
50-445 H 
50-445 M 
50-445 H 
50-129 P 

40-1162 

PROJ 

TOPREP 

TOPREP 

TOPREP 

50-87 P 

50-3 P 

XPORTLIC 
50-247 P 
XPORTLIC 

kPDRTLIC 

PT21 

QA999 

71-5395 

TOPREP 

TOPREP 

TOPREP 

TOPREP 

70-U43 

TOPREP 

50-545 D 
50-545 B 
50-537 A 
KPORTUIC 


AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEOORV 


7912260291 

TOPREP 



7912270207* 

NUREG 



7912270546 

TOPREP 



7912280213* 

50-244 

P 


7912280540* 

50-395 

S 


7912280568 

50-282 

s 


7912280569 

TOPREP 



7912280652 

XPORTLIC 


7912310116 

PR 



7912310386* 

50-338 

0 

Mestinghouse Electric Corp. i Nuclear 

7912030110 

XPORTLIC 

Energy Sgsbetns 

7912050083* 

70-1143 



7912030099* 

70-1143 


Westlnghouso Electric Corp. i PUR Systems 

7912040014* 

50-369 

0 

Div. 

7912040138* 

50-413 

Q 

Westlnghouso Electric Corp.. Wyoming 

7912050548 

TOPREP 


7912110188 

PROJ 


Mineral Corp. 

7912310193 

40-8502 


Meetinghouse Operating Plants Owners 
Oroup 

7912310197 

40-0502 


7912180587 

TOPREP 


Mharton. R. J. 

7912270601 

TOPREP 


7912100352 

50-361 

Q 


7912130061 

50-361 

0 

Uldoff. Reager. Selkoulti 1. Adler 

7912140151 

50-289 

0 


7912170066 

50-289 

0 


7912170070* 

50-289 

0 


7912270087 

50-289 

G 


7912270111 

50-209 

G 

William Po wel 1 Co. 

7912280456 

50-320 

G 

7912180054 

50-416 

S 

Wi 1 1 iaras-fiobinette L Associates. Inc. 

7912190283 

WASTE MOT 

Wisconsin Electric Power Co. 

7912030171 

50-266 

P 


7912030171 

50-266 

P 


7912030172 

50-266 

P 


7912040247 

50-266 

P 


7912040419 

50-502 

1 


7912040486 

50-266 

P 


791 2050087 

50-266 

G 


7912050474 

50-266 

P 


7912070412 

50-266 

8 


7912070416* 

50-266 

8 


7912070427 

50-266 

8 


7912070433* 

50-266 

S 


79131 10195 

PR 



7912120230 

50-266 

F 


7919120230 

50-266 

F 


7912130295 

50-266 

F 


7912130995 

50-266 

F 


7912130303* 

50-266 

F 


7912130608 

50-266 

P 


7912140369 

30-266 

P 


7912140369 

50-266 



791214049,1 

50-266 

P 


7912180446 

50-266 

R 


7912180446 

50-266 

R 


7919180449* 

50-266 

R 


7912180578 

50-266 

(’ 


7912100578 

50-266 

P 


7912190562 

50-266 

P 


7912190562 

50-266 

P 


7919900027 

50-266 

Q 


7912210143 

50-266 

P 


7913210143 

50-266 

P 


7912270191 

50-266 

F 


7912270191 

50-266 

F 


7912270196* 

50-266 

F 


7912270196* 

50-266 

F 


7912270906 

50-266 

P 


7912270206 

50-266 

P 


7912270209 

50-266 

P 


7912270220* 

50-266 

P 


7912370220* 

50-266 

P 


7912270300 

50-266 

P 


7912270300 

50-266 

P 


7912270430 

30-266 

P 


7912270430 

00-266 

P 


7912270492 

50-266 

P 


7912270492 

50-266 

P 


7912270495 

50-266 

F 


7912270495 

50-266 

F 


7912270499* 

50-266 

P 
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AUTHOn 

AFFILIATION 


ACCESSION 

NUMOEfl 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMQER 

SUBJECT 

CATEGDFty 



7912270499* 

7912270500* 

7912270SOO* 

79122B0154 

79122B0154 

50-266 

50-266 

50-266 

50-266 

50-266 

P 

F 

F 

0 

0 

Wyomlns Outdoor Council 

Nyomlns> State of 

Vatikee Atomic Elactric Co. 

7912120366 

7912310213 

7912310372 

7912030175 

79 1 2040208 

PROJ 

40-8745 

40-8721 

50-29 

50-29 

p 

p 



791 2280530 
7912280S54 
79122805S4 
7912280601 
7912280601 

50-266 

50-266 

50-266 

50-266 

50-266 

P 

P 

P 

P 

P 


7912040348 

79120403B9 

7912040398* 

7912060185* 

7912070437 

50-29 

50-309 

50-309 

50-29 

50-29 

p 

S 

s 

0 

a 

Uisconsin Public Service 

Corp, 

7912280606 

79128B06S0 

7912280650 

7912310139 

7912040211 

50-266 

50-266 

50-266 

50-266 

50-305 

P 

0 

0 

Q 

0 


7918070444* 

7912100292 

7912100296* 

7912110287 

7912110290* 

50-29 

50-29 

50-29 

so-a? 

50-29 

s 

G 

8 

8 

S 



7912120362 

7912170210 

7912180481 

7912100501 

7912180621 

50-305 

50-303 

50-305 

50-305 

50-305 

P 

0 

P 

P 

P 


7912110291 

7912110293* 

7912110314 

7912120218 

7912120399 

50-29 

50-29 

50-29 

50-29 

50-29 

s 

3 

P 

a 

p 

Hisconsin's Environmental 

Oacade 

7912190420 

7912200009 

7912210325 

7912210439 

7912050091 

50-305 

50-303 

50-305 

SO-303 

50-266 

P 

Q 

P 

P 

0 


7912130096 

7912130230 

7912140152 

7912140252 

7918140370 

50-29 

50-29 

PR 

50-29 

50-29 

Q 

P 

a 

p 

Wiecansin< State ot 


7912100470 

7912100472* 

7912190234 

7912060610 

7912130490 

50-266 

50-266 

50-266 

PRM 

PR 

G 

0 

G 


79I218015D 

7912180155 

7912180341 

79121B034S* 

7912180611 

50-29 

50-29 

50-29 

50-29 

50-29 

p 

p 

R 

R 

P 

Uissi «iannei|> Elstner & Associatlonj 

Mm. Hatotan & Associatesi Inc. 

Uyle Laboratories 

7912310085 
Inc, 7912110346* 
7912190496* 
7912200453* 
7912200512* 

NUREG 

50-344 S 

50-255 P 

HASTE MOT 

50-316 P 


7912200SS1 

7912200SS6* 

7912270203 

7912270454 

7912270532 

50-29 

50-29 

50-29 

50-29 

50-29 

P 

P 

P 

P 

P 

Mineral Corp. 


7912200515* 

7912120363 

7912130011 

7912170170 

7912190788 

50-316 

PROJ 

40-8502 

40-8502 

40-8304 

P 


7912280121 

7912280515 

7912310556 

NUREC 

NUREC 

50-29 

P 



7912200014 

7912210042 

7912270047 

7912280106 

7912310203 

40-8502 

40-8502 

40-8502 

40-0502 

40-8502 









REPORT NUMBER INDEX 


The subject category column In this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320P. The docket subject 
categories are defined In Appendix A. 

Subject categories for nondocketed Items are also entered 
In this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed In the Contents. 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

S8A43i!i9 

7912130500» 

50-447 A 


7912040103 

7912040103 

RES 


791204011S 

7912040112 

RES 


7912040U9 

7912040119 

RES 


79 120401 S3 

7912040125 

RE6 


7912040133 

7912040133 

RES 


7912100001 

7912100001 

RES 

BNL-NUREG-26B27 

7912100005 

7912100005 

RES 

BNL-NURE6 26687 

7912100011 

7912100011 

RES 


7912110465 

7912110465 

RES 


7912110309 

7912110509 

RES 

ORNL/ED/EIS-107 

7912140040 

7912140040 

RES 

0RNL/C80/1NF-79 

7912140296 

7912140296 

RES 

eGO-FM-S033 

7912140300 

7912140300 

RES 

YBR- 199-79 

7912140309 

7912140309 

RES 

EOO-FM-5034 

7912140314 

7912140314 

RES 

EGO-FM-5036 

7912140368 

7912140368 

RES 


7912140391 

7912140391 

RES 


7912140453 

7912140453* 

RES 

AT (49-24 1-0 IB 

7912140467 

7912140467 

RES 

ORNL/C 60/ INF-79 

7912140486 

7912140406 

RES 


7912140510 

7912140510 

RES 

OnNL/CSD/lNF-79 

7912140540 

7912140540 

RES 

EOe-CAPP-5052 

7912170167 

7912170167 

RE8 

ORNL-4 1-09-53-1 

7912170174 

7912170174 

RES 

0RNL/HA3RD-57 

7912170194 

7912170194 

RES 

EQ0-SEM!-S0ie 

7912170320 

7912170320 

RES 


7912170337 

7912170337 

RES 


7912170359 

7912170359 

RES 


7912170422 

7912170422 

RES 

0RNL/6D/EI8-10B 

7912180143 

7912100143 

REa 

aRNL/FTR-761 

7912180146 

7912180146 

RES 


7912180152 

7912180152 

RES 


7912100150 

7912180150 

RES 

TDO-777 

7912100165 

7912100165 

RES 


7912190344 

7912190S44 

RES 


7912190546 

7912190546 

RES 


7912190547 

7912190347 

REB 


7912190552 

7912190552 

RES 

NRC-04-77-119 

7912190557 

7912190357 

RES 


7912190561 

7912190561 

RES 


7912190567 

7912190567 

RES 

DE-AC07-76ID015 

7912190570 

7912190570 

RES 

DE-AC07-76ID015 

7912200279 

7912200279 

RES 


79I231003S 

7912310035 

REB 

PNL-3004 

DAVI-10122A 

7912130009* 

TOPREP 


BAH-15B4 

79 12270 156* 

50-313 

P 

BAM- 1590 

7912310513* 

50-255 

P 

BNL-NURE<9-B6422 

7912120108 

TOPREP 


BNL-NUReO-26464 

7912120121 

TOPREP 


BNI.-NURE0-26572 

7912120129 

TOPREP 


BNU-NUREO-26789 

7912110555 

TOPREP 


bo-top- 1 

7912210353* 

TOPREP 


BVTR-l-O 

7912310309 

TOPREP 


QHNP-20004 

7912040412* 

50-312 

P 


An asterisk following the accession number in this Index 
Indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure Is listed, refer to the 
Index titled "Cross Reference of Enclosures to Principal 
Documents." 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

BMNP-20004 

7912190716* 

50-313 

P 

69-1 106002-00 

BWNP-20004 

7912310406* 

50-346 

P 

69-1106003-00 

CE-l-A 

7912310359* 

90-10 

P 


CEN-12S 

7912310401* 

90-295 

P 


CENPD-263-NP 

7912030205* 

TOPREP 



DP8PU 79-124-2 

7912210434* 

71-5467 


14941 

0A-D1S474 

7912040221* 

30-267 

P 


OAt-2074 

79121B0426* 

50-244 

P 


OAI-TR-106 

7912200520* 

TOPREP 



HSPH/EH9<NURE0>-Ba0 

7912140517* 

REB 



NEDO-11209-04A 

7912040235* 

TOPREP 



NE1)0-21660 

7912100156* 

FOIA 


77NED120 

NE00-24t46 

7912110336* 

30-237 

P 

NED0-24I46A 

NEDO-24221 

7912040249* 

90-263 

P 

79NE0405 

NEDO-24224 

7912260246* 

90-293 

P 

79NED40B 

NMHU-13B1-2 

7912200020* 

71-65B1 


14097 

NUR60-0002 

7912200799 

NUREO 



NUREO-0090 V2 

7912050012 

NUREO 



NURE0-tH35 V3 N4 

7912170003 

NUREO 



NUREO-0306 

7912200SS0 

NUREO 



NUREO-0316 

7912200766 

NUREO 


BNHL-177+ 

NUREO-0330 U3 N5 

7912130072 

NUREO 



NURE0-O3BO V3 Nil 

7912120099 

NUREO 



NUREC-0394 

7912140403* 

REB 



NUREO-0503 

7912310363 

NUREO 



NUREO-OS23 

791 1090240* 

90-3 

P 


NUREO-OS25 

7912130075 

NUREO 



NUREO-OS6B 

79121 10521 

NUREO 



NURE0-0S96 

7912180207 

NUREO 



NUREO-039B 

7912130393* 

90-320 

U 


NUREO-0616 

7912100226 

NUREO 



NUREO-0632 

7912120036 

NUREO 



NUfiE0-0A32 

7912190292 

PDR MIBC 



NURE0-065O 

7912170011 

NUREO 



NUREG/CR-OOaO 

7912140526* 

RES 


6AND76-5B7 

NORE0/CR-O150 V3 

7912110442 

NUREO 


ORNL/NUREO/TM-1 

NUREO/CR-0630 

7912120157 

NUREO 


PNU-2Ba9 

NUREQ/CR-0662 

7912050009 

NUREO 


UCRL-S2702 

NUnEO/CR-0717 

7912120033 

NUREO 


OHNU/NUREO-59 

NUREO/CR-0794 

7912130009 

NUREO 


NV808/ 79-24 03 

NUREO/CR-0944 

7912140339 

NUREO 


aAND79-l 13S 

NUREO/CR-0947 

7912310529 

NUREO 


SAND79-ia99 

NURE0/CR-O95S 

7912060307 

NUREO 



NUREO/CR-0963 

7912120139 

NUREO 


UCRL-92721 

NUREO/CR-0967 

7912140206 

NUREO 


QRNL/NUHEO/TM-a 

NUfiEO/CB-0970 

7912310153 

NUREO 


aAND79-1314 

NUREO/CR-O9e2 

7912120645 

NUREO 


BMI-2034 

NUREO/CR-0907 

7912140165 

NUREO 


8AND79-0299 

NUREO/CR-0990 

7912120641 

NUREO 


PNL-30a0 

NUflEO/CR-0990 

7912120442 

NUREO 



NUREO/CR-.1022 

7912120190 

NUREO 


ORNL/NUREO/TM 3 

NUREO/CR-1040 

7912090009 

NUREO 


ANL-79-4a 

NURE0/CR-I06a 

79121B0223 

NUREO 



NUREO/CR-1076 

7912310202 

NUREO . 


CREARE TN-306 

NUflEO/CR-1076 

7912050002 

NUREO 
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REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOnV 

OTHER REPORT 

NUMBER 

REPORT 

NUMBER 

ACCESSION 

NIMBER 

SUBJECT 

CATEODRY 

OTHER REPORT 
NUMBER 

NUREO/CR-HOI V7 

771S140186 

NUREO 

QRNL/NUREO/NSIC 

RlL-025 

79121404S4 

RES 



NUREO/CR-llOa 

7912040920 

NUREO 

PNL-2B04 

niL-024 

7912140474 

RES 



NURE07CR~I144 

77122&a002 

NUREO 


RIL-027 

7912140487 

RES 



NUaE0/CR-113S 

771214012S 

NUREO 

LA-UR-79-2910 

RlL-028 

7912140495 

RES 



NU>RE0/CR-11S6 

7712150132 

NUREO 

BA I 01379-729LJ 

HIL-029 

7912140502 

RES 



kUReO/CR“lt75 

7712310509 

NUREO 

NflC-04-76-200 

RIL-030 

7912140507 

RES 



RlL-001 

7912140418 

RE6 


RIL-033 

7912140522 

RES 



R iL-ooa 

7712140420 

RES 


SAND77-2042 

79iai40499» 

RES 



R:tL-003 

7912140424 

RES 


SAND79-0724 

7912140524* 

RES 



»Il.-004 

7912140433 

RES 


SECY-79-490 

7912040084* 

50-320 

P 


RIL-005 

7912140440 

RES 


TFBP-TR-164 VI 

7912140441* 

RES 



BIL-006 

7912140447 

RES 


TFBP-TR-194 

7912140505* 

RES 



RII.-007 

79121404 58 

RES 


TFDP-TR-22B V2 

7912140468* 

RES 



RIL-OOS 

7912t404A4 

RES 


TR-3S01-1 

7912170222* 

50-249 

Q 

IEB-79-02 

RIL-OOB 

7912140512 

RES 


MARD-D-DOSO R3 

7912200584* 

50-537 

A 


HIL-007 

7912140471 

RES 


MASH-13&0 R4 

7912190247* 

FOIA 



RlU-OtO 

7912140475 

RES 


HCAP-7aOO H5A 

7912190424* 

TDPHEP 



RlL-011 

7912140480 

RES 


MCAP-7439 

7912190401* 

TOPREP 



HIL-Oia 

7912140498 

RES 


XN-S2 

7912200011* 

71-4581 


14097 

RIL-013 

7912140493 

RES 


)(M-FN-499 

7912200029* 

71-6581 


14897 

HlL-014 

791 21 40 504 

RES 


XN-NF-103 

7912280571* 

50-397 

A 


RlL-OiS 

79121 40S09 

RES 


XN-NF-77-40 

7912280222* 

50-244 

P 


RIL-016 

7912140511 

RES 


XN-NF-79-103 

7912280240* 

50-244 

P 


RIL-017 

7912140514 

RES 







RIU-OJB 

7912140518 

RES 







RIL-017 

7912140520 

RES 







RiL-oao 

7912140523 

RES 







RIL-021 

7912140S1S 

RES 







HIL-0a3 

7912140519 

RES 







RIL-024 

7912140521 

RES 








CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


items listed as enclosures are those Indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
issued and the category enables locating the title listing of 
the enclosure. 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7009370104 

7809270093 

76/09/23 

50-269 

P 

7906010163 

7913310394 

79/12/13 

FOIA 


7906060606 

7913190530 

79/12/03 

50-311 

0 

7906140509 

7908140497 

79/07/26 

PDR MISC 


7909100007 

7909160006 

79/08/20 

50-320 

H 

7910040491 

7910040479 

79/08/29 

50-324 

Q 

7910310359 

7910310335 

79/10/26 

50-327 

S 

79I1OSO260 

7911050267 

79/10/15 

PRM 


7911 09034 B 

791 1070108 

79/03/31 

50-3 

P 

7911140153 

7911140147 

79/10/23 

50-510 

A 

791 1 190354 

7912190526 

79/12/03 

NUREQ 


7911190530 

7911190528 

79/10/30 

50-333 

0 

7913030015 

7912030011 

79/11/14 

50-556 

0 

7913030030 

7912030011 

79/11/14 

50-556 

0 

7913030034 

7912030027 

79/11/03 

50-312 

0 

7913030046 

7912030045 

79/09/26 

50-333 

Q 

7912030053 

7912030050 

79/11/13 

50-335 

Q 

7912030056 

7912030054 

79/09/26 

50-336 

0 

7912030064 

7912030059 

79/09/27 

50-272 

Q 

7912030065 

7912030061 

79/10/10 

50-327 

0 

7913030073 

7913030068 

79/11/16 

50-261 

0 

7912030074 

7913030070 

79/11/13 

50-338 

0 

7913030076 

7912030066 

79/11/16 

50-261 

0 

7913030079 

7912030068 

79/11/16 

50-261 

Q 

7913030063 

7912030060 

79/11/16 

50-261 

0 

7913030066 

7912030080 

79/10/24 

50-271 

a 

7913030089 

7912030080 

79/10/24 

50-271 

0 

7912030092 

7912030080 

79/10/24 

50-271 

Q 

7912030096 

7912030080 

79/10/24 

50-271 

Q 

7912030113 

7912030107 

79/10/34 

50-312 

0 

7913030117 

7912030107 

79/10/34 

50-312 

0 

7913030147 

7912030145 

79/11/30 

50-395 

R 

7913030149 

7912030146 

79/10/35 

50-251 

s 

7912030157 

7912030154 

79/11/27 

50-302 

s 

7913030156 

79120301S5 

79/11/29 

50-329 

c 

7912030160 

7912030152 

79/11/05 

50-250 

s 

7912030166 

7912030162 

79/ 11 /SB 

50-249 

8 

7912030167 

7912030103 

79/11/27 

50-348 

9 

7912030191 

7912030188 

79/11/30 

50-329 

C 

7913030194 

7912030193 

79/11/30 

50-416 

C 

7912030195 

7912030190 

79/11/10 

50-272 

8 

7912030196 

7912030193 

79/11/28 

50-237 

6 

7912030200 

7913030190 

79/11/30 

50-341 

K 

7913030302 

7912030197 

79/11/30 

50-306 

S 

7912030205 

7912030203 

79/11/30 

TOPREP 


7912030307 

7912030204 

79/11/28 

30-397 

0 

7912030310 

7912030209 

79/11/29 

50-338 

P 

7912030316 

7912030216 

79/11/23 

XPORTLIC 


7912030220 

7912030219 

79/11/07 

50-186 

fl 

7912030322 

7912030221 

79/11/01 

40-1386 



The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-3:MP. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed hems are also entered 
in this column by symbol: for example, ACRS. These cate- 
gories are defined in Appendix B and listed in the Contents. 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7913030224 

7912030321 

79/11/0! 

40-1306 


7913030225 

7912030223 

79/11/14 

50-324 

0 

7912030227 

7912030223 

79/11/14 

50-324 

0 

7913030228 

7912030226 

79/10/26 

50-302 

0 

7912030230 

7912030229 

79/10/29 

40-3453 


7912030231 

7912030229 

79/10/29 

40-3453 


7912030233 

7912030229 

79/10/29 

40-3453 


7912030234 

7912030229 

79/10/29 

40-3453 


7913030235 

7912030233 

79/11/19 

50-331 

p 

7913030238 

7912030233 

79/11/19 

50-331 

p 

7912030239 

7912030236 

79/10/15 

50-272 

0 

7912030240 

7912030233 

79/11/19 

50-331 

p 

7912030241 

7912030236 

79/10/15 

50-272 

a 

7913030242 

7912030236 

79/10/15 

50-272 

0 

7912030244 

7912030243 

79/11/02 

XPORTLIC 


7912030340 

7912030245 

79/10/24 

50-219 

0 

7912030251 

7912030245 

79/10/24 

50-219 

a 

7912030252 

7912030245 

79/10/24 

50-219 

0 

7912030256 

7912030245 

79/10/24 

50-219 

0 

7912030257 

7912030249 

79/10/11 

50-329 

0 

7913030262 

7912030260 

79/10/10 

50-329 

0 

7912030263 

7912030260 

79/10/10 

50-329 

0 

7912040000 

7912040006 

79/10/29 

50-289 

0 

7912040011 

7912040009 

79/11/21 

50-10 

0 

7912040014 

7912040010 

79/11/07 

50-369 

0 

7912040015 

7912040013 

79/ 10/30 

70-925 


7912040016 

7912040013 

79/10/30 

70-92S 


7912040023 

7912040020 

79/11/20 

71-6 


7912040030 

7712040027 

79/11/20 

71-9853 


7912040035 

7912040032 

79/11/20 

71-355 


7912040036 

7912040031 

79/10/30 

40-341 


7912040038 

7912040031 

79/10/30 

40-341 


7912040045 

7912040031 

79/10/30 

40-341 


7912040072 

7912040071 

79/11/20 

71-193 


7912040086 

7912040064 

79/10/22 

50-320 

p 

7912040092 

7912040005 

79/11/23 

50-320 

M 

7912040105 

7912040097 

79/10/12 

SO-334 

0 

7912040110 

7912040107 

79/10/03 

SO-320 

u 

7912040121 

7912040097 

79/10/12 

50-334 

0 

7912040124 

7912040106 

79/11/20 

50-272 

p 

7912040126 

7912040107 

79/10/03 

SO-320 

u 

7912040128 

7912040108 

79/11/20 

50-272 

p 

7912040129 

7912040097 

79/10/12 

50-334 

0 

7912040137 

7912040100 

79/11/20 

50-272 

p 

7912040138 

7912040130 

79/11/07 

50-413 

0 

7913040148 

7912040136 

79/11/19 

50-320 

p 

79120401S0 

7912040136 

79/11/19 

50-320 

p 

7912040158 

7912040151 

79/11/14 

50-320 

H 

7912040179 

7912040166 

79/10/01 

50-320 

0 

7913040195 

7912040107 

79/11/19 

50-368 

p 


439 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


accession number 


ENCLOSURE 


7912040197 

7912040206 

7912040221 

7912040235 

7912040249 

7912040298 

7912040303 

7912040313 

7912040316 

7912040317 

7912040331 

7912040323 

7912040328 

7912040330 

7912040331 

7912040334 

791204033S 

7912040336 

7912040341 

7912040343 

7912040392 

7912040353 

79120403S7 

7912040360 

7912040363 

7912040369 

7912040371 

7912040370 

7912040381 

7912040390 

7912040394 

7912040395 

7912040390 

7912040401 

7912040406 

7912040409 

7912040409 

7912040412 

7912040413 

7912040416 


PRINCIPAL 

document 

7912040191 

7912040200 

7912040216 

7912040213 

7912040242 

7912040296 

7912040301 

7912040308 

7912040312 

7912040311 

7912040319 

7912040320 

7912040325 

7912040326 

7912040327 

7912040327 

7912040332 

7912040327 

7912040337 

7912040338 

7912040348 

7912040351 

7912040356 

7912040359 

7912040362 

7912040367 

7912040365 

7912040375 

7912040368 

7912040384 

7912040307 

7912040386 

7912040387 

7912040396 

7912040400 

7912040397 

7912040402 

7912040392 

7912040407 

7912040414 


DATE 

IBSUED 

79/11/29 

79/11/28 

79/11/29 

79/11/29 

79/11/30 

79/11/20 

79/11/23 

79/11/30 

79/11/29 

79/11/10 

79/11/28 

79/11/29 

79/11/28 

79/11/20 

79/11/20 

79/11/28 
79/ 1 1 /20 
79/11/28 
79/11/16 
79/11/10 

79/11/29 

79/11/28 

79/11/16 

79/11/10 

79/11/26 

79/11/28 

79/11/28 

79/11/28 

79/11/30 

79/11/26 

79/11/28 

79/11/10 

79/11/21 

79/11/27 

79/11/29 

79/11/29 

79/11/10 

79/11/26 

79/11/27 

79/11/10 


SUBJECT 

CATEOORY 

50-313 P 
50-286 P 
50-267 P 
TOPREP 
50-263 P 

90-267 S 
50-259 8 

90-333 a 
90-338 8 

50-272 3 

50-206 8 

50-267 8 

50-309 S 
90-267 8 

50-219 P 

50-219 P 
50-267 a 
50-219 P 
90-267 3 

90-272 S 

50-29 P 
50-307 8 

TOPREP 
50-272 8 

90-267 B 

50-286 S 
50-315 . S 
50-316 6 

50-340 8 

50-315 B 

90-293 8 

50-272 B 
50-309 S 
50-336 8 

90-267 S 

90-206 3 

50-272 8 

50-312 P 
50-336 8 

50-272 8 


79120404 17 79 12040392 
79120404S3 7912040418 
7912040425 7912040422 
7912040426 7912040421 
7912040430 7912040424 


79/11/26 50-312 P 
79/11/27 50-409 8 
79/10/17 50-335 8 
79/11/20 50-336 8 
79/11/28 50-316 9 


7912040402 7912040428 
7912040433 7912040429 
79 1 20404 43 7912040439 
7912040444 7912040433 
7912040473 7912040468 

7912040476 7912040474 
7912040479 7912040474 
79120404B3 7912040477 
7912040495 7912040493 
7912040502 7912040499 

7912040515 7912040511 
7912040510 7912040S16 
7912040524 7912040521 
7912050004 7912050001 
7912050000 7912050006 

7912050010 7912030007 
791 205001 1 791 2050006 
7912050018 7912050014 
7912050020 7912050013 
7912050022 7912050016 

7912050035 7912050028 
7912050037 7912050013 
79 1 2050048 7 912050042 
7912050052 7912050043 
7912050053 7912050042 

7912050066 7912050050 
7912050068 7912050060 
7 9 1 2030070 79 1 2050062 
7912050072 7912050052 
7912050075 7912030062 

7912060076 7912050073 
7912050078 7912050062 
7912050084 7912050074 
7912050005 7912050000 
7912080086 7912050079 


79/11/29 50-261 3 
79/11/20 50-267 8 
79/11/29 50-334 fi 
79/10/11 50-335 9 
79/11/26 50-206 9 

79/12/04 50-269 S 
79/12/04 50-269 B 
79/11/30 50-260 S 
79/11/26 50-272 R 
79/11/27 50-302 P 


79/11/00 

50-272 

R 

79/11/20 

50-269 

P 

79/11/13 

50-272 

R 

79/10/15 

50-206 

a 

79/10/04 

50-440 

a 

79/10/16 

50-333 

a 

79/10/04 

50-440 

a 

79/10/15 

50-346 

a 

79/10/18 

50-10 

a 

79/10/10 

50-341 

a 

79/10/10 

50-305 

a 

79/10/10 

50-10 

a 

79/11/27 

50-308 

p 

79/10/19 

50-440 

a 

79/11/27 

50-302 

p 

79/10/17 

50-293 

a 

79/10/24 

30-302 ■ 

a 

79/10/22 

50-443 

a 

79/10/22 

50-443 

a 

79/10/22 

50-443 

Q 

79/10/22 

50-264 

a 

79/10/22 

50-443 

a 

79/10/10 

50-333 

Q 

79/10/15 

70-1143 


79/10/03 

50-104 

a 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 


7912050088 7912050074 
7912050089 7912050083 
7912050090 7912050074 
7912050095 7912050000 
7912050096 7918050094 

7912050099 7912050080 
7912030102 7912050080 
7912050104 7912050080 
7912050105 791S050101 
7912050107 7912050101 

7912050108 7912050000 
79120501 10 7912050101 
79120501 16 7912050101 
7912050119 7912050111 
7918050127 7912050120 

7912050131 7912050074 
7912050141 7912050120 
7912050151 79120S0146 
7912050153 7912050150 
7912050157 7912050146 

7912050172 79120501 64 
79180S0173 7918050161 
7912050179 7912050164 
7912050185 7918050164 
7918050193 7912050164 

79180S0204 7912050197 
7912030211 7912050206 
7918050831 7918050820 
7918050262 7918050252 
7912050280 7912050873 

7918050292 7912050379 
7912050300 7912050279 
7912050301 7912050890 
7912050305 7912050294 
7912050307 7912050279 

7912050315 7918050073 
7912050316 7912030312 
7912050325 7912050320 
7912050333 7912050326 
7912050338 7912050323 

7918050341 7912050331 
7918030342 7918050326 
7912050343 7912050336 
7918030343 7912050336 
7912050331 7912050347 

7912050354 7912050348 
7912050353 7918050346 
7912050356 79120S0347 
7912050360 7718050347 
7912050364 7918050347 

7918050365 7912050348 
7912030360 7912050353 
7918030369 7912050347 
7912050379 7912050366 
7912050383 7912050374 

7912050385 7912050380 
7912050394 7912050386 
7912050395 7912050390 
7918050396 7918050392 
7912050406 7912050401 

7918030412 7918050400 
7912050484 7912050418 
7912050429 7912050422 
7912050430 7912050432 
7918050443 7912050440 

7918050451 7912050447 
7912050452 7912050446 
7912050456 7918050446 
79180504S7 79180S0460 
7912050460 7913050446 

7912050467 7918050446 
7912050460 7912050463 
791S050470 7912050462 
7918050473 7918050463 
7918030476 7912050471 

7918050479 7912030471 
7912050480 7918050475 
7912050408 7912050471 
7912050405 7918050471 
7912050480 7912050407 


DATE SUBJECT 

IBSUED CATEGORY 


79/10/10 30-333 0 

79/10/85 50-416 0 

79/10/18 50-333 Q 

79/10/15 70-1143 

79/10/86 50-206 0 

79/10/15 70-1143 

79/10/15 70-1143 

79/10/15 70-1143 

79/11/06 50-877 0 

79/11/06 30-877 0 

79/10/15 70-1143 

79/11/06 30-277 0 

79/11/06 50-277 0 

79/10/17 50-261 0 

79/10/11 70-135 

79/10/18 50-333 0 

79/10/11 70-135 

79/11/14 50-863 P 

79/11/30 30-321 P 

79/11/14 50-863 P 

79/11/06 50-847 Q 

79/11/13 50-875 0 

79/11/06 50-247 0 

79/11/06 50-247 0 

79/11/06 50-247 0 


79/10/10 50-10 0 

79/11/21 XPDRTLIC 


79/10/22 

50-409 

a 

79/10/04 

50-893 

a 

79/00/20 

50-312 

a 

79/10/26 

50-271 

p 

79/10/86 

50-271 

p 

79/11/27 

30-546 

a 

79/11/08 

50-389 

A 

79/10/26 

30-271 

P 

79/10/82 

50-264 

0 

79/10/30 

50-187 

0 

79/12/03 

50-289 

p 

79/10/23 

50-313 

0 

79/10/25 

50-510 

a 

79/10/24 

30-307 

a 

79/10/83 

SO-313 

Q 

79/11/19 

XPORTLIC 


79/11/19 

50-574 

0 

79/10/31 

50-133 

0 

79/10/31 

50-346 

a 

79/10/22 

50-142 

Q 

79/10/31 

50-133 

0 

79/10/31 

50-133 

0 

79/10/31 

50-133 

0 

79/10/31 

50-346 

a 

79/11/30 

50-450 

A 

79/10/31 

50-133 

0 

79/10/26 

50-259 

0 

79/10/13 

70-1143 


79/10/24 

50-327 

0 

79/10/23 

50-416 

a 

79/10/16 

50-309 

a 

79/11/15 

50-374 

0 

79/10/36 

50-202 

a 

79/10/28 

50-305 

a 

79/11/80 

50-546 

a 

79/11/30 

50-272 

8 

79/11/88 

50-325 

8 

79/11/88 

50-366 

8 


79/10/24 50-549 0 

79/11/21 50-800 0 

79/11/21 50-200 0 

79/11/27 50-321 8 

79/11/21 50-280 0 

79/11/21 50-200 a 

79/10/89 50-402 0 

79/11/20 50-325 S 

79/10/89 50-482 0 

79/11/19 FOIA 

79/11/19 FOIA 

79/11/88 50-385 S 

79/11/19 70-2205 

79/11/19 70-2805 

79/11/19 50-872 F 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCEBSIQN 

NUMBER 




ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEODRV 

ENCLOSURE 

DOCUMENT 

rsauED 

CATEOORY 

7918030489 

7912050406 

79/10/23 

50-327 

Q 

7912060009 

7918060077 

79/10/31 

90-966 

Q 

7912030491 

7918050407 

79/11/19 

50-872 

F 

7912060091 

7918060089 

79/11/09 

70-020 


7918030310 

7912050500 

79/11/29 

50-859 

P 

7912060096 

7912060085 

79/11/09 

70-020 


7918030516 

7918060513 

79/11/83 

30-390 

0 

7912060104 

7918060090 

79/10/19 

30-279 

0 

7912030382 

7912050317 

79/11/83 

50-430 

a 

7912060105 

7912060089 

79/11/09 

70-020 


79120S03SS 

7918050510 

79/11/83 

50-369 

0 

79120601 10 

7912060089 

79/11/09 

70-020 


7912030330 

7918060524 

79/11/83 

50-387 

a 

7912060114 

7912060100 

79/10/30 

50-330 

Q 

7912050531 

7912050526 

79/10/86 

50-302 

0 

7912060183 

7912060112 

79/10/19 

50-344 

0 

7912030538 

7918050510 

79/11/83 

30-369 

0 

7912060125 

7912060119 

79/11/09 

50-922 

0 

7912050548 

7918050530 

79/10/85 

50-454 

0 

7912060134 

7912060121 

79/10/31 

50-261 

Q 

7918050344 

7918050337 

79/09/18 

QA999 


7912060146 

7912060131 

79/11/06 

50-80 

Q 

7918030349 

7918080534 

79/11/29 

50-261 

0 

7918060147 

7912060140 

79/11/26 

71-6 


79120S03S4 

7918060538 

79/10/23 

50-454 

0 

7912060152 

7912060142 

79/11/87 

50-325 

Q 

79120S0S33 

7918050550 

79/10/85 

50-201 

0 

79120601 S3 

7912060131 

79/11/06 

50-20 

0 

7912030571 

7918050363 

79/11/19 

Prog 

7912060160 

7912060191 

79/11/26 

71-79 


7918030573 

7918050363 

79/11/19 

Prog 

7912060161 

7912060131 

79/11/06 

50-20 

0 

7912050570 

7918050365 

79/11/19 

Bt»ta Prog 

7912060171 

7912060131 

79/11/06 

50-20 

0 

7918030380 

7918050374 

79/10/11 

HASTE MOT 

7912060176 

7912060167 

79/11/09 

CCWTRACT 


7918030301 

791SOSOS6S 

79/11/19 

Prog 

7912060109 

7912060177 

79/11/06 

50-29 

0 

79120S0SSS 

7918060574 

79/10/11 

HASTE MOT 

7912060108 

7912060182 

79/11/20 

50-369 

0 

7918080589 

7918050374 

79/10/11 

HASTE MOT 

7918060109 

7912060177 

79/11/06 

50-29 

Q 

7918030594 

7918050592 

79/11/29 

50-369 

B 

7912060192 

7912060102 

79/11/88 

90-369 

Q 

79120S0S96 

7912050568 

79/10/84 

50-416 

0 

7918060193 

7912060177 

79/11/06 

50-29 

Q 

7918030601 

7918050574 

79/10/11 

WASTE MOT 

7918060197 

7912060182 

79/11/80 

50-369 

Q 

7912030602 

7912050597 

79/11/20 

50-327 

0 

7918060200 

7912060194 

79/10/12 

50-307 

Q 

7912030604 

7912060574 

79/10/11 

WASTE MOT 

7918060201 

7912060177 

79/11/06 

50-89 

Q 

7918030605 

79180SOS97 

79/11/20 

30-327 

0 

7912060209 

7912060191 

79/10/18 

50-334 

0 

7918050607 

7918050574 

79/10/11 

HASTE MOT 

7912060213 

7918060208 

79/11/06 

50-201 

Q 

7912050610 

7912050574 

79/10/11 

WASTE MOT 

7912060214 

7918060191 

79/10/18 

50-334 

a 

7912030612 

7918050609 

79/10/89 

PROJ 


7912060219 

7918060182 

79/11/20 

50-369 

Q 

7912050613 

7912050574 

79/10/11 

WASTE MOT 

7912060217 

7912060211 

79/11/26 

71-240 


7918030614 

7912050609 

79/10/29 

PROJ 


7912060210 

7912060191 

79/10/18 

90-334 

0 

7918050615 

7918050611 

79/11/05 

50-49B 

0 

7912060220 

7912060212 

79/11/19 

90-466 

0 

79130S061B 

7918050616 

79/10/24 

50-416 

0 

7912060221 

7912060191 

79/10/10 

50-334 

0 

7918050682 

7912050681 

79/10/85 

50-200 

Q 

7912060222 

7912060219 

79/11/86 

71-9395 


79120S0624 

7912050683 

79/10/86 

30-200 

0 

7912060233 

7912060208 

79/11/06 

50-201 

D 

7918030625 

7918050605 

79/11/80 

50-387 

0 

7912060235 

7918060228 

79/10/25 

50-200 

Q 

7912050680 

7912050597 

79/11/80 

50-387 

0 

7912060237 

791206020B 

79/11/06 

50-801 

0 

7912050689 

7912050626 

79/11/20 

50-324 

0 

7912060240 

7912060208 

79/11/06 

90-801 

0 

7918050631 

7918050627 

79/10/83 

50-387 

a 

7912060242 

7912060230 

79/11/07 

50-289 

0 

7912050632 

7918050626 

79/11/20 

50-324 

a 

7912060354 

7918060249 

79/10/31 

50-335 

Q 

7912030634 

7918050626 

79/11/20 

50-324 

a 

7912060257 

7918060240 

79/11/01 

70-1362 


7912050636 

7912050633 

79/11/15 

50-400 

0 

7912060260 

7912060299 

79/11/80 

50-416 

a 

7912050637 

7912050635 

79/11/16 

50-142 

p 

7912060269 

7912060840 

79/11/01 

70-1368 


7912050630 

7918050633 

79/11/15 

50-400 

0 

7912060279 

7912060840 

79/11/01 

70-1362 


7918030640 

79120S0635 

79/11/16 

50-148 

p 

7918060807 

7912060266 

79/11/29 

50-390 

0 

7912050641 

7918050686 

79/11/80 

50-324 

0 

7912060291 

7918060266 

79/11/89 

90-390 

0 

7912050646 

7918050635 

79/11/16 

50-142 

p 

7912060899 

7912060266 

79/11/89 

90-390 

0 

7912030640 

7912050648 

79/10/84 

70-607 


7912060327 

7912060320 

79/11/16 

XPDftTLIC 


7912050649 

7912050635 

79/11/16 

50-142 

p 

7912060329 

7918060310 

79/11/26 

90-272 

p 

7912050631 

7912050635 

79/11/16 

50-142 

p 

7912060339 

7912060310 

79/11/26 

BO-272 

p 

7912050635 

7918050642 

79/10/84 

70-687 


7912060339 

7918060310 

79/11/26 

90-278 

p 

7912050650 

7918050642 

79/10/24 

70-607 


7912060349 

7912060340 

79/12/04 

90-209 

p 

7918030660 

7912050635 

79/11/16 

50-142 

p 

7912060395 

7912060346 

79/12/04 

30-209 

p 

7912030661 

7918050635 

79/11/16 

50-142 

p 

7913060379 

7912050440 

79/11/29 

50-293 

R 

7912050663 

7918050642 

79/10/84 

70-607 


7912060415 

7912060406 

79/11/21 

50-341 

N 

7918050664 

7918050635 

79/11/16 

50-142 

p 

7912060490 

7912060446 

79/12/03 

50-i 35 

s 

7912050665 

7912050635 

79/11/16 

50-142 

p 

7912060494 

7912060453 

79/12/04 

50-317 

s 

791S050666 

7912050657 

79/10/24 

50-566 

a 

7912060467 

7912060490 

79/10/23 

90-327 

0 

7912030668 

7912050635 

79/11/16 

50-142 

p 

7912060489 

7912060469 

79/12/04 

50-317 

0 

7918050671 

7912030667 

79/11/30 

50-202 

a 

7912060406 

7918060479 

79/10/23 

50-327 • 

0 

7912030600 

7918050675 

79/11/14 

50-120 

0 

7912060499 

7912060490 

79/10/23 

50-200 

0 

7912050607 

7918030684 

79/11/87 

50-313 

0 

7918060499 

7912060494 

79/12/04 

90-317 

8 

7912030693 

7918030691 

79/10/16 

50-94 

0 

7918060900 

7912060497 

79/11/30 

50-416 

K 

7918060015 

7918060012 

79/11/30 

go-329 

0 

7912060920 

7912060819 

79/12/04 

SO-25S 

R 

7918060017 

7918060003 

79/09/87 

50-309 

0 

7912060920 

7912060526 

79/18/03 

90-206 

P 

7912060025 

7918060013 

79/10/31 

50-361 

0 

7912060935 

7912060534 

79/11/89 

90-299 

C 

7918060026 

7918060022 

79/09/25 

80-317 

0 

7912060937 

7912060934 

79/11/89 

50-255 

0 

7912060031 

7912060021 

79/10/17 

50-147 

0 

7912060959 

7912060950 

79/11/15 

FOIA 


7912060044 

7918060033 

79/ 10/28 

50-277 

0 

7912060969 

7912060863 

79/11/23 

90-387 

A 

7912060047 

7912060035 

79/11/08 

30-680 

0 

7918060979 

7912060568 

79/ll/ai 

90-914 

D 

7912060040 

7918060043 

79/10/24 

50-456 

0 

7912060989 

7912060501 

79/11/29 

90-399 

0 

7912060049 

7912060033 

79/10/28 

50-877 

a 

7912060987 

7912060981 

79/11/29 

90-399 

0 

7912060054 

7912060033 

79/10/22 

50-877 

0 

7912060989 

7912060581 

79/11/29 

90-399 

0 

7918060050 

7912060033 

79/10/22 

50-277 

0 

7918060990 

7912060981 

79/11/29 

50-399 

0 

7912060063 

7918060043 

79/10/24 

50-456 

0 

7912060994 

7912060892 

79/10/31 

90-953 

0 

7912060065 

7918060056 

79/11/01 

30-275 

0 

7912060601 

7912060963 

79/11/23 

REOOD 


7918060076 

7918060068 

79/09/27 

80-272 

Q 

7918060602 

7912060999 

79/09/17 

90-449 

A 

7912060079 

7918060074 

79/11/05 

50-388 

0 

7912060622 

7912060621 

79/12/03 

90-195 

P 

7918060004 

7918060073 

79/11/30 

50-440 

0 

7912060623 

7912060621 

79/12/03 

50-195 

P 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 

PRINCIPAL 
ENCLOSURE DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOQRY 

ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DDCOMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7912060624 

7913060621 

79/12/03 

50-155 

P 

7912070326 

7912070325 

79/12/06 

50-338 

P 

7912060629 

7913060621 

79/12/03 

SO-155 

P 

7912070320 

7912070323 

79/1 1/30 



7912060626 

7913060621 

79/12/03 

50-135 

P 

7912070335 

7912070263 

79/11/16 



7912060627 

79120606S1 

79/12/03 

50-155 

P 

7912070340 

7912070334 




7912060623 

7912060621 

79/12/03 

SO-155 

P 

7912070343 

7912070291 

79/11/16 



7912060629 

7913060621 

79/12/03 

50-155 

P 

7913070344 

7912070000 

79/11/26 

50-155 

0 

7912060620 

7913060621 

79/12/03 

50-155 

P 

7912070343 

7912070333 

79/12/03 



7912060631 

7913060621 

79/12/03 

50-155 

P 

7912070346 

7912070343 

79/12/03 



7912060632 

7913060621 

79/12/03 

SO-155 

P 

7912070347 

7912070291 

79/11/16 



7912060633 

7912060621 

79/12/03 

SO-155 

P 

79120703S6 

7912070351 

79/11/30 

50-316 


7912060634 

7913060621 

79/12/03 

50-155 

P 

7912070360 

7912070291 

79/11/16 

FOIA 


7912060636 

7912060621 

79/12/03 

30-155 

P 

7912070364 

79120703S0 

79/12/03 



7912060637 

7913060621 

79/12/03 

50-155 

P 

7912070365 

7912070359 

79/11/30 

50-219 


7912060641 

7913060621 

79/12/03 

50-155 

P 

7912070360 

7912070263 

79/11/16 

FOIA 


7912060653 

7913060643 

79/11/09 

90-209 

0 

7912070370 

7912070361 

79/12/05 

50-498 


79120606S6 

7913060643 

79/11/09 

50-209 

0 

7912070375 

7912070361 

79/12/05 

50-498 

A 

7912060657 

7913060651 

79/10/22 

SO-339 

0 

7912070376 

7912070263 

79/11/16 

FOIA 


79120606S7 

7912060651 

79/10/22 

50-399 

0 

7913070377 

7912070371 

79/11/30 

50-315 


7912060658 

7912060643 

79/11/09 

50-209 

0 

7912070379 

7912070370 

79/11/30 

50-316 


7912060664 

7912060643 

79/11/09 

50-209 

0 

7912070389 

7912070301 

79/11/30 

50-336 


7912060666 

7912060661 

79/11/20 

90-302 

Q 

7912070306 

7912070300 

79/12/04 

50-338 

S 

7912060668 

7913060661 

79/11/20 

90-302 

Q 

7912070300 

7912070380 

79/12/04 


3 

7912060671 

7912060661 

79/11/20 

50-302 

Q 

7912070393 

7912070390 

79/11/30 

50-293 

S 

7912060673 

7912060661 

79/11/20 

50-302 

0 

79 1 2070404 

7911200385 

79/11/16 

50-219 


7912070030 

7912070004 

79/11/08 

50-275 

A 

7912070409 

7912070407 

79/12/04 

50-338 

B 

7912070038 

7912070004 

79/11/08 

50-275 

A 

7912070410 

7912070406 

79/11/19 

50-285 

0 

7912070055 

7912070049 

79/10/16 

50-341 

0 

7912070411 

7912070402 

79/11/27 

50-506 


7912070063 

7912070049 

79/10/16 

50-341 

0 

7912070413 

7912060621 

79/12/03 

30-185 

P 

7912070067 

7912070056 

79/10/22 

50-390 

Q 

7912070414 

7912060621 

79/12/03 

SO-*! 55 


7912070073 

7913070066 

79/10/26 

50-346 

Q 

7912070416 

7912070412 

79/11/21 

50-266 


7912070079 

7912070066 

79/10/26 

50-346 

Q 

7912070419 

7912060621 

79/12/03 

50-155 

p 

791207QOB6 

7912070077 

79/10/15 

70-697 


7913070420 

7912070417 

79/11/29 

50-10 


7912070008 

7913070077 

79/10/15 

70-607 


7912070421 

7912060621 

79/12/03 

50-155 

P 

7912070091 

7912070085 

79/10/17 

70-2756 


7912070422 

7912070418 

79/11/09 

50-293 


7912070093 

7913070076 

79/11/29 

50-272 

0 

7912070423 

7912060621 

79/12/03 

50-155 

P 

791207009S 

7912070077 

79/10/15 

70-6B7 


7912070428 

7912070424 

79/11/27 

50-368 

p 

7912070097 

7913070089 

79/10/22 

50-348 

Q 

7912070429 

7912060621 

79/12/03 

50—155 


7912070098 

7913070077 

79/ 10/ IS 

70-607 


7912070430 

7912070426 

79/11/29 

50-312 

S 

7912070102 

7912070076 

79/11/29 

50-155 

0 

7912070432 

7912060621 

79/12/03 

30-155 

P 

7912070105 

7912070099 

79/10/22 

50-395 

0 

7912070433 

7912070427 

79/11/27 



7912070113 

7912070108 

79/10/24 

50-280 

Q 

7912070433 

7912060621 

79/12/03 

50-155 

p 

7912070113 

7912070077 

79/10/15 

70-687 


7912070440 

7912070434 

79/12/04 

50-282 

0 

7912070126 

7912070123 

79/10/22 

90-293 

Q 

7912070441 

7912060621 

79/12/03 

50“ i 5 5 

p 

7912070133 

7912070123 

79/10/22 

50-293 

Q 

7912070442 

7912070439 

79/11/30 

50-287 


7912070134 

7913070133 

79/10/22 

50-293 

0 

7912070444 

7912070437 

79/12/04 

50-29 


7912070139 

7912070123 

79/10/22 

30-293 

0 

7912070447 

7912070446 

79/12/03 

50-360 

0 

7912070146 

7912070142 

79/11/05 

50-471 

0 

7912070440 

7912070445 

79/11/29 

50-366 


7912070151 

7912070144 

79/11/15 

50-352 

Q 

7912070449 

7912060621 

79/12/03 

50-155 

p 

7912070153 

7912070149 

79/11/05 

50-471 

0 

7912070450 

7912070443 

79/11/27 

50-254 


7912070156 

7913070142 

79/11/05 

50-471 

0 

7912070457 

7912070453 

79/11/09 

50-295 


7912070160 

7913070158 

79/11/20 

50-324 

0 

7912070458 

7912060621 

79/12/03 

50-155 

p 

7912070163 

7913070155 

79/10/26 

50-373 

0 

7912070464 

7912070463 

79/12/04 

50-203 


7912070163 

7913070158 

79/11/30 

50-324 

0 

7912070468 

7912060621 

79/12/03 

50-153 

p 

7912070166 

7912070158 

79/11/30 

50-324 

Q 

7912070467 

7912060621 

79/12/03 

»jO— i Sii 

p 

7912070167 

7913070158 

79/ 11 /SO 

50-324 

0 

7912070472 

7912070355 

79/ 11 /OB 

50— 

0 

7912070169 

7913070164 

79/11/23 

CONTRACT 


7912070483 

7912070476 

79/11/23 

50-293 

p 

7912070175 

7912070174 

79/09/35 

50-402 

0 

7912070405 

7912070476 

79/11/23 

50-293 

p 

7912070186 

7913070181 

79/11/33 

FOIA 


7912070400 

7912070476 

79/11/23 

50-293 

p 

7912070193 

7912070192 

79/11/33 

FOIA 


7912070492 

7912070409 

79/10/02 

CONTRAwr 

7912070198 

7912070179 

79/10/19 

50-89 

Q 

7912070S01 

7912070497 

79/11/23 



7912070199 

7912070181 

79/11/33 

FOIA 


7912070805 

7912070497 

79/11/23 

50-366 

p 

7912070203 

7912070200 

79/09/26 

90-322 

Q 

7912070500 

7912070497 

79/11/23 

50-066 

p 

7912070803 

7913070181 

79/11/23 

FOIA 


7912100039 

7912100022 

79/11/13 

50-286 

p 

7912070206 

7913070181 

79/11/23 

FOIA 


7912100043 

7912100022 

79/11/13 

50-286 

p 

7912070211 

7912070181 

79/11/23 

FOIA 


7912100051 

7912100022 

79/11/13 

50-286 


7912070214 

7913070181 

79/11/23 

FOIA 


79121000S2 

7912100046 

79/11/19 

70-824 


7912070218 

7913070181 

79/11/23 

FOIA 


7912100056 

7912100046 

79/11/19 

70-024 


7912070248 

7912070243 

79/11/13 

50-302 

0 

7912100057 

7912100049 

79/10/23 

70-020 


7912070258 

7913070173 

79/11/20 

CONTRACT 


7912100060 

7912100046 

79/11/19 

70-824 


7912070370 

7912070264 

79/10/25 

50-10 

0 

7912100062 

7912100022 

79/11/13 

50-286 

p 

7912070273 

7912070269 

79/09/26 

70-371 


7912100066 

7912100022 

79/11/13 

S0-2Q6 

p 

7912070276 

7912070263 

79/11/16 

FOIA 


7912100070 

7912100046 

79/11/19 

70-824 


7912070289 

7912070263 

79/11/16 

FOIA 


7912100079 

7912100022 

79/11/13 

50-286 

p 

7912070299 

7912070263 

79/11/16 

FOIA 


7912100091 

7912100087 

79/10/03 

CONTRACT 

7912070300 

7912070291 

79/11/16 

FOIA 


7912100105 

7912100097 

79/11/14 

CONTRACT 

7912070303 

7912070291 

79/U/16 

FOIA 


7912100125 

7912100116 

79/11/02 

CONTRACT 

7912070305 

7912070363 

79/11/16 

FOIA 


7912100143 

7912100137 

79/11/09 

50-312 

Q 

7912070316 

7913070291 

79/11/16 

FOIA 


7912100147 

7912100137 

. 79/11/09 

50-312 

c 

7912070319 

7912070291 

79/11/16 

FOIA 


7912100153 

7912100137 

79/11/09 

50-312 

Q 

7918070321 

7912070291 

79/11/16 

FOIA 


7912100158 

7912100137 

79/11/09 

30-312 

G 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPAL DOCUMENTS 


ACCESSIGN NUHDEfl 


ACCESSION NUMBER 


ENCLOSURE 


7912100161 

7912100165 

7912100196 

7912100197 

7912100199 

7912100200 

7912100211 

7912100215 

7912100217 

7912100224 

7912100236 

791210024S 

79121002S3 

7912100254 

7912100255 

7912100260 

7912100274 

7912100275 

7912100276 

7912100206 

7912100200 

7912100291 

7912100294 

7912100296 

7912100304 

7912100311 

7919100321 

7912100324 

7912100330 

7912100331 

7912100340 

7912100361 

7912100373 

7912100377 

7912100303 

7912100386 

7912100394 

7912100407 

7912100409 

7912100415 

7912100427 

7912100452 

7912100453 

7912100455 

7912100456 

7912100458 

7912100461 

7912100462 

7912100464 

7912100466 

7912100467 

7912100472 

7912100402 

7912110002 

7912110004 

7912110009 
79121 10019 
7912110024 
79121 10034 
79121 10036 

7912110041 
7912110042 
7912110045 
7912110046 
79121 10052 

7912110061 

7912110062 

7912110071 

7912110001 

7912110000 

7912110089 

7912110090 

7912110099 

7912110104 

7912110108 

79121 lOllO 
7912110111 
7912110114 
7912110117 
7912110118 


PRINCIPAL 

DOCUMENT 


7912100137 

7912100154 

7912100193 

7912100193 

7918100193 

7912100205 

7912100205 

7912100205 

7912100210 

7912100219 

7912100219 

7912100219 

7912100219 

7912100246 

7912100189 

7912100266 

7912100260 

7912100269 

7912100270 

7912100277 

7912100279 

7912100277 

7912100204 

7912100292 

7912100299 

7912100305 

7912100310 

7912100318 

7912100109 

7912100318 

7912100344 

7912100359 

7912100371 

7912100364 

7912100300 

7912100305 

7912100390 

7912100109 

7912100404 

7912100412 

7912100422 

7912100449 

7912100451 

7912100451 

7912100109 

7912100451 

7912100451 

7912100460 

7912100463 

7912100465 

7912100463 

7912100470 

7912100479 

7912110001 

7912110003 

7912110006 

7912110013 

7912110016 

7912110016 

7912110020 

7912110016 

7912110016 

7912110040 

7912110016 

7912110016 

7912110058 

7912110059 

7912110065 

7912110076 

7912110082 

7912110006 

7912110005 

7912110006 

7912110097 

7912110105 

7912110101 

7912110107 

7912110101 

7912110107 

7912110101 


DATE 

ISSUED 


79/11/09 

79/11/16 

79/10/lB 

79/10/10 

79/10/10 

79/10/23 

79/10/23 

79/10/23 

79/11/20 

79/11/06 

79/11/06 

79/11/06 

79/11/06 

79/11/13 

79/11/09 

79/11/16 

79/10/22 

79/12/04 

79/11/20 

79/12/03 

79/12/04 

79/12/03 

79/12/06 

79/12/05 

79/12/04 

79/12/05 

79/11/29 

79/11/29 

79/11/09 

79/11/29 

79/11/09 

79/12/07 

79/11/30 

79/12/06 

79/00/24 

79/11/30 

79/11/30 

79/11/09 

79/09/26 

79/10/22 

79/11/19 

79/10/25 

79/11/27 

79/11/27 

79/11/09 

79/11/27 

79/11/27 

79/11/30 

79/11/20 

79/11/30 

79/11/80 

79/11/26 

79/11/29 

79/11/30 

79/11/29 

79/11/30 

79/11/30 

79/11/16 

79/11/16 

79/11/20 

79/11/16 

79/11/16 

79/11/28 

79/11/16 

79/11/16 

79/09/21 

79/11/30 

79/10/31 

79/10/03 

79/10/23 

79/11/28 

79/07/06 

79/11/20 

79/07/13 

79/00/09 

79/11/19 

79/11/83 

79/11/19 

79/11/83 

79/11/19 


SUBJECT 

cATEoanv 


50-318 0 

50-269 Q 
50-213 0 

50-213 Q 
50-213 Q 

50-220 0 

50-230 0 

50-220 0 

50-866 T 
50-334 Q 

50-334 0 

50-334 0 

50-334 0 

50-250 P 
50-3 P 

50-340 P 
50-335 Q 
50-302 S 
CONTRACT 
50-316 8 

50-346 S 
50-316 8 

50-213 P 
50-29 S 
50-245 S 

50-334 P 
50-409 P 
50-409 P 
50-3 P 

50-409 P 

50-516 0 

90-327 K 
71-9119 
50-330 P 
CONTRACT 

CONTRACT 
CONTRACT 
50-3 P 

QA999 
0A999 

50-318 P 
CONTRACT 
50-335 Q 
30-335 Q 
50-3 P 

50-335 Q 
50-335 0 

71-9111 
50-395 0 

71-5760 

50-395 0 

50-266 0 

50-466 0 

CONTRACT 
CONTRACT 

CONTRACT 

CONTRACT 

0A999 

QA999 

CONTRACT 

QA999 

0A999 

CONTRACT 

QA999 

0A999 

QA999 

71-6200 

QA999 

0A999 

QA999 

FOIA 

ACR8 

FOIA 

ACRS 

ACR8 

QA999 

QA999 

QA999 

0A999 

aA999 


ENCLOSURE 


7912110120 

7912110122 

7912110126 

7912110127 

7912110120 

7912110133 
7912110167 
7912110175 
79121 10176 
79121 10105 

7912110199 
7912110203 
7912110209 
79121 10210 
7912U0214 

7912110215 

7912110223 

7912110229 

7912110233 

7912110233 

7912110246 
79121 10247 
79121 10256 
7912110263 
7912110271 

7912110273 
7912110202 
7912110204 
79121 10206 
79121 10290 

7918110293 
7912110297 
7912110290 
79121 10313 
7912110317 

7912110321 
79121 10323 
79121 10326 
7912110327 
7912110329 

7912110331 
7912110333 
79121 10334 
7912110336 
7912110337 

7912110338 
7912110339 
7912110342 
7912110344 
77121 10346 

7912110347 

7912110350 

7912110353 

7912110357 

7912110359 

7912110366 
79121 10372 
7912110373 
7912110377 
7912110381 

7912110303 

7912110303 

79I2H0385 

7912110386 

7912110380 

7918110390 
79121 10391 
7912110402 
7912110417 
7912110418 

7912110425 
79121 10447 
7912110463 
7912110471 
7912110475 

7912110401 
7912110400 
79121 10493 
7912110497 
7912110502 


PRINCIPAL 

DOCUMENT 


7912110107 

7912110101 

7912110030 

7912110101 

7912110107 

7912110101 
7912110159 
7912110159 
79121 10142 
7912U0179 

7912110193 
7912110193 
7912110206 
7912110193 
79121 10193 

7912110212 
7912110219 
7912110220 
79121 10220 
7912110220 

7912110240 
7912U0220 
7912110250 
7912110257 
79121 10257 

7912110222 

7912110277 

7912110200 

7912110261 

7912110287 

7912110291 
7912110295 
79121 10296 
7912110311 
7912110315 

7912110306 

7912110320 

7912110324 

7912110325 

7912110320 

7912110330 

7912110332 

7912110306 

7912110335 

7912110335 

7912110335 
7912110335 
7912110341 
79121 10341 
7912110341 

7918110343 

7912110349 

7912110340 

7912110352 

7912110355 

7912U0360 

7912110360 

7912110365 

7912110370 

7912110370 

7912110375 

7912110375 

7912110302 

7918110300 

7918110362 

7912110307 

7912110300 

7912110379 

7918110410 

7912110408 

7912110400 

7918110435 

7918110435 

7912110462 

7912110435 

7912110462 

7912110462 

7912110462 

7912110406 

7912110406 


DATE 

ISSUED 


79/11/23 
79/11/19 
79/ 1 1 /23 
79/11/19 
79/11/23 

79/11/19 

79/11/14 

79/11/14 

79/11/20 

79/11/29 

79/11/86 

79/11/26 

79/12/06 

79/11/26 

79/11/26 

79/12/05 

79/12/07 

79/11/23 

79/11/23 

79/11/23 

79/11/29 

79/11/83 

79/12/07 

79/10/84 

79/10/24 

79/11/21 

79/12/04 

79/10/31 

79/10/25 

79/12/06 

79/12/07 

79/10/29 

79/12/03 

79/18/06 

79/12/06 

79/11/26 

79/11/27 

79/12/04 

79/U/29 

79/12/04 

79/12/06 

79/12/07 

79/11/26 

79/12/03 

79/12/03 

79/12/03 

79/12/03 

79/12/04 

79/18/04 

79/12/04 

79/12/04 

79/12/06 

79/18/05 

79/11/18 

79/12/05 

79/12/05 

79/11/30 

79/12/14 

79/18/06 

79 / 12/06 

79/U/19 

79/11/19 

79 / 12/06 

79 / 12/04 

79 / 12/07 

79/12/07 

79/12/04 

79/18/04 

79/12/04 

79/11/23 

79/11/23 

79/12/04 

79/12/04 

79/11/29 

79/12/04 

79/11/29 

79/11/29 

79/11/29 

79/11/30 

79/11/30 


SUBJECT 

CATEGORY 


0A999 
QA999 
50-3 0 

QA999 
QA999 

0A999 

40-7344 

40-7344 

70-1309 

CONTRACT 

50-309 Q 
50-369 Q 
50-409 fl 
50-369 0 

50-389 Q 

50-206 R 
50-293 R 
50-370 Q 
SO-370 a 
50-370 a 

50-409 P 
50-370 0 

50-333 R 
50-313 Q 
50-315 0 

70-36 
50-333 S 
XPDRTLIC 
SO-546 Q 
50-29 S 

50-29 S 
XPDRTLIC 
50-272 S 
50-293 3 

50-819 8 

50-400 a 
50-321 S 
50-335 P 
50-312 B 
50-333 B 

50-302 S 
90-386 S 
50-400 Q 
50-340 8 

50-340 S 

50-340 S 
50-340 B 
(50-344 S 
50-344 S 
50-344 B 

50-333 S 
50-574 G 
50-412 S 
TOPREP 
50-333 S 

50-2B5 8 

50-366 S 
50-329 S 
50-293 6 

50-325 S 

50-574 0 

XPQRTLIC 
50-871 S 
50-837 P 
50-207 a 

50-280 S 
50-837 P 
SO-871 B 
30-308 P 
50-309 0 

50-309 0 

50-454 A 
50-454 A 
SO-50B Q 
50-4 54 A 

50-500 Q 
50-508 Q 
50-508 0 

50-261 0 

50-261 a 
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DATE 

ISSUED 

SUBJECT 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

I88UED 

SUBJECT 

CATEODRY 


7912110905 
791S1 10506 
79121 10913 
79121 10314 
79121 10516 

7918110486 

7912110501 

7918110503 

7912110486 

7918110511 

79/11/30 

79/10/30 

79/11/16 

79/11/30 

79/11/86 

50-861 

aA999 

50-895 

S0-S61 

0A999 

Q 

6 

Q 

7918120410 

7918180480 

7918120433 

7912180435 

7912180436 

7912120413 

7912120422 

7918120426 

7912120429 

7912180432 

79/11/30 

79/18/05 

79/18/07 

79/11/89 

79/18/07 

50-397 8 
80-387 0 
50-340 0 
50-277 B 
50-155 a 


7912110518 

7912110529 

7912110931 

7912110332 

7912110541 

7912110503 

7912110503 

7918110301 

7912110503 

7912110589 

79/11/16 

79/11/16 

79/11/88 

79/11/16 

79/11/16 

50-295 

SO-295 

71-9113 

50-895 

CONTRACT 

0 

0 

0 

7913180441 

7912120448 

7918180452 

7918180453 

7918180455 

7918120430 

7918120431 

7912120449 

7912120446 

7912180431 

79/12/10 

79/18/10 

79/10/10 

79/11/14 

79/12/10 

50-330 a 
50-516 0 
50-330 P 
PROJ 

50-516 0 


79121 10542 
79121 10544 
7912120028 
7912120044 
7912120049 

7912110503 

7912110536 

7912120082 

7912120035 

7912120035 

79/11/16 

79/11/01 

79/11/20 

79/10/88 

79/10/88 

50-295 

70-87 

PRM 

PDR RISC 
PDR RISC 

0 

7912180459 

7912120460 

7912120461 

7918180468 

7913180466 

7918120486 

7912120457 

7912120457 

7912120456 

7912120464 

79/18/07 

79/18/06 

79/18/06 

79/11/19 

79/12/06 

80-340 S 
50-333 P 

50-333 P 
XPORTLIC 
50-443 0 


7912120066 

7912120067 

7912120071 

7918120073 

7912120083 

7912120053 

79121200S6 

7912120053 

7912120065 

7912120077 

79/10/15 

79/11/81 

79/10/15 

79/11/30 

79/11/83 

50-490 

50-466 

50-490 

CONTRACT 

QA999 

u 

0 

u 

7918120469 

7912120473 

7912180476 

7918120481 

7912180409 

7912120465 

7912120470 

7912120460 

7912120477 

7912120406 

79/18/07 

79/12/03 

79/11/13 

79/12/05 

79/12/06 

50-247 3 

50-508 a 
XPORTLIC 
80-327 0 

50-443 a 


7912120003 

7912120086 

7912120089 

7912120098 

7912120104 

7912120079 

7912120078 

7912120077 

7912180077 

7912120077 

79/ll/at 

79/11/88 

79/11/83 

79/11/23 

79/11/23 

50-305 

CONTRACT 

QA799 

QA999 

QA999 

Q 

79181S0S0S 

7918180518 

7912130517 

7912180521 

7912120526 

7912120502 

7912120S10 

7912120516 

7912180519 

7912180580 

79/10/23 

79/12/04 

79/12/04 

79/12/04 

79/10/12 

50-300 a 
71-199 
71-347 
71-349 

NUREO 


7912120106 

7912120109 

7912120110 

7912120113 

7912120110 

7912120101 

7912120077 

7912120101 

7912120101 

7912120077 

79/11/09 

79/11/83 

79/11/09 

79/11/09 

79/11/83 

70-364 

0A999 

70-364 

70-364 

QA999 


7912180587 

7918120532 

7912120533 

7912120535 

7913180540 

7912120585 

7918120580 

7912120589 

7918180520 

7912120531 

79/18/04 

79/10/31 

79/12/04 

79/10/31 

79/10/11 

71-26 

50-320 U 
71-345 
50-320 U 

70-080 


7912120137 

7912120144 

7912180146 

7918120147 

7913180149 

7912120135 

7912120141 

7912120142 

7912120141 

7912120141 

79/10/19 

79/10/17 

79/10/15 

79/10/17 

79/10/17 

40-8663 

50-57 

50-462 

S0-S7 

50-57 

a 

8 

0 

0 

7912120543 

7912120544 

7912120546 

7912120540 

7912120549 

7912180530 

7912180538 

7912180541 

7912180538 

7912120331 

79/11/27 

79/11/27 

79/10/31 

79/11/27 

79/10/11 

FOIA 

FOIA 

PDR MI8C 
FOIA 

70-080 


7912120150 

7912120153 

7912120150 

7918120170 

7912120174 

7912120135 

7912180135 

7912180141 

7912120166 

7912180169 

79/10/19 

79/10/19 

79/10/17 

79/11/89 

79/11/30 

40-8663 

40-0663 

50-57 

FOIA 

50-330 

0 

0 

7918180554 

7912180560 

7913180562 

7912180563 

7912180571 

7912180530 

7912120S31 

7912120556 

7912120532 

7912120560 

79/11/27 

79/10/11 

79/18/03 

79/10/83 

79/12/03 

50-313 0 

70- 020 

50-341 0 

50-346 U 

71- 6386 


7912120170 

7918120180 

7912120184 

7912180189 

7912180193 

7912180169 

7912180178 

7912120169 

7912120169 

7912180169 

79/11/30 

79/11/86 

79/11/30 

79/11/30 

79/11/30 

50-330 

50-329 

50-330 

50-330 

50-330 

0 

Q 

0 

0 

0 

7912120574 

7918180576 

7912130009 

7912130017 

7912130019 

7912180570 

7918120578 

7912130003 

7912130014 

791'2130016 

79/10/18 

79/11/01 

79/11/30 

79/10/04 

79/18/04 

50-155 U 

XPORTLIC 
TOPREP 
50-302 U 

71-885 


7918180197 

7912120204 

7912120205 

7912120223 

7912120233 

7912180169 

7912180196 

7912180203 

7912180212 

7918180226 

79/11/30 

79/10/85 

79/11/13 

79/11/05 

79/10/12 

50-330 

50-302 

XPORTLIC 

50-867 

50-209 

0 

Q 

Q 

u 

7912130020 

7912130082 

7912130020 

7912130067 

7912130070 

7912130014 

7912130014 

7912130025 

7918130064 

7?lS1300Sa 

79/10/04 

79/10/04 

79/10/15 

79/11/05 

79/11/27 

80-302 U 

50-302 U 

50-331 0 

50-275 0 


7912120235 

7912120239 

7912120250 

7912120254 

7912120255 

7912180289 

7912120389 

7918180243 

7912120847 

7912180840 

79/11/07 

79/11/07 

79/10/04 

79/10/83 

79/11/08 

50-140 

60-140 

50-209 

PR 

50-387 

0 

Q 

u 

a 

7912130071 

7912130076 

7912130000 

7918130091 

7912130093 

7912130060 

7912130060 

7918130060 

7918130084 

7918130080 

79/11/17 

79/11/17 

79/11/17 

79/10/18 

79/11/89 

50-261 P 

50-261 P 

50-261 P 
40-0781 
50-491 a 


7912120260 

7912120266 

7912I2027S 

7912120278 

7912120279 

7912180853 
7912180861 
7912180864 
7912180278 
79 IS 180868 

79/10/83 

79/11/19 

79/11/01 

79/11/27 

79/10/02 

PROJ 

CONTRACT 

50-330 

QA999 

FQIA 

0 

7912130100 

7912130102 

7912130120 

7912130121 

7912130129 

7918130080 

7912130007 

7912130117 

7912130117 

7912130123 

79/11/89 

79/11/13 

79/11/26 

79/11/26 

79/11/13 

50-491 a 
XPORTLIC 
50-599 0 

50-599 0 

XPORTLIC 


7912180281 

7912120887 

7918120893 

7912180303 

7918180307 

7918120878 

7918180878 

7912180878 

7912120890 

7912130301 

79/11/27 

79/11/27 

79/11/27 

79/18/10 

79/10/11 

QA999 

0A999 

(1A999 

50-324 

50-317 

8 

p 

7912130133 

7912130136 

7912130146 

7912130152 

7912130154 

7912130004 

7912130131 

7912130141 

7912130140 

7912130149 

79/10/12 

79/10/23 

79/18/03 

79/11/30 

79/12/04 

40-0781 
50-546 a 

FOIA 

TOPREP 

PROJ 


7918120310 

7918120311 

7912120310 

7912120321 

7912120327 

7912180300 

7912180306 

7912180315 

7912180308 

7912120383 

79/11/30 

79/18/10 

79/11/30 

79/11/30 

79/11/80 

CONTRACT 

50-330 

50-504 

50-344 

50-10 

8 

K 

0 

P 

7912130163 

7912130224 

7912130226 

7912130264 

7912130260 

7918130159 

7918130219 

7912130314 

7912130259 

7918130250 

79/11/21 

79/12/10 

79/11/02 

79/18/07 

79/18/05 

50-367 0 

50-389 a 
PDR MISC 
50-335 P 

50-390 R 


7912120330 

7912180336 

7912180337 

7918180341 

7912180347 

7918180383 

7912180324 

7912120333 

7912180338 

7918180343 

79/11/80 

79/18/04 

79/18/07 

79/18/06 

79/11/29 

50-10 

50-267 

50-293 

50-267 

50-277 

P 

6 

P 

8 

8 

7918130200 

7912130280 

7918130291 

7912130297 

7912130303 

7912130271 

7918130805 

7918130284 

7912130893 

7912130895 

79/18/06 

79/12/10 

79/18/03 

79/18/07 

79/12/06 

50-275 A 
50-261 R 
50-3 P 
50-255 R 
50-266 F 


7912180350 

7912120352 

7912120353 

7912120376 

7912120387 

7918180346 

7912130345 

7918180340 

7912180364 

7918120304 

79/18/04 

79/11/83 

79/10/84 

79/18/06 

79/18/18 

50-133 

50-308 

70-1143 

50-863 

50-307 

R 

0 

P 

K 

7912130306 

7912130314 

7912130315 

7912130320 

7912130322 

7918130884 

7912130241 

7918130310 

7918130319 

7918130318 

79/18/03 

79/11/21 

79/11/30 

79/11/20 

79/12/07 

50-3 P 

50-320 U 
FOIA 

PR 

50-316 0 
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79iai3032i 7912130324 
7912130338 7912130241 
7912130341 7912130329 
7918130344 7912130342 
7912130347 7912130335 

7912130350 7912130346 
7912130358 7912130348 
79121 30353 79121 30241 
7912130358 7912130354 
7912130359 7912130356 

7912130361 7912130337 
79121 30363 79121 3024 1 
7912130366 7912130337 
7912130371 7912130241 
7912130378 7912130330 

791213037S 7912130373 
7912130377 7912130241 
7912130370 7912130337 
7912130380 7912130330 
7912130381 7912130374 

7912130305 7918130379 
7912130339 7918130387 
7918130392 7912130384 
7912130393 7912130391 
7912130400 7912130394 

7918130408 7912130404 
7912130421 7912130412 
7912130423 7918130374 
7918130427 7912130374 
7912130428 7912130374 

7912130431 7918130429 
7918130436 7912130424 
7912130441 7912130435 
7912130452 7912130448 
7912130454 7912130449 

7912130457 7912130440 
7918130461 7912130440 
7912130464 7912130456 
7912130468 7912130459 
7912130472 7912130440 

7918130479 7912130367 
7912130406 7912130476 
7918130500 7912130493 
7912130500 7918130482 
7912130527 7912130484 

79121 30532 7912 130520 
7912130536 7912130534 
7912130543 7912130541 
7912130547 7912130545 
7912130550 7912130545 

7912130552 7912130549 
7912130554 7912130348 
7912130562 7912130559 
7912130567 7912130564 
7912130578 7912130570 

7912130390 7912130582 
7912130601 7912130581 
7912130603 7912130596 
7912130619 7912130611 
7912130628 7912130615 

79121 30634 7912 130687 
7912130641 7918130632 
7912130647 7912130639 
7918130650 7913130653 
7918130684 7918130667 

7912130704 7918130700 
7912130706 7912130439 
7912130707 7912130700 
7918130713 7918130700 
7912130717 7912130439 

7912130723 7912130700 
7912130726 7912130439 
7912140020 7912140009 
7918140023 7912140015 
7918140041 7918140033 

7912140112 7912140108 
7912140119 7912140114 
7912140121 7912140102 
7918140144 7912140137 
7912140189 7912140184 


date subject 

ISSUED CATBOORY 


79/11/21 50-380 U 

79/18/10 50-330 F 

79/11/20 PR 

79/10/22 50-387 8 

79/11/20 50-264 Q 

79/11/21 PR 

79/11/21 50-320 U 

79/12/10 50-324 R 

79/10/29 50-131 Q 

79/11/27 50-445 M 

79/11/21 50-320 U 

79/11/27 50-445 M 

79/11/21 50-320 U 

79/12/07 50-315 0 

79/18/07 50-346 R 

79/11/81 50-380 U 

79/11/27 50-445 M 

79/12/07 50-315 S 

79/11/27 QA999 

79/12/10 50-271 6 

79/11/80 50-290 8 

79/12/06 SO-366 5 

79/11/21 50-298 S 

79/12/06 50-366 0 

79/12/06 50-366 0 

79/12/06 50-366 8 

79/11/27 QA999 

79/11/27 aA999 

79/11/27 0A999 

79/11/15 50-553 8 

79/12/09 90-321 8 

79/12/07 50-320 P 

79/12/05 50-400 S 

79/11/20 50-333 8 

79/10/22 90-335 8 

79/12/05 50-400 B 

79/10/17 50-394 9 

79/11/80 50-336 8 

79/12/05 30-400 0 

79/11/26 50-209 0 

79/12/06 80-346 0 

79/11/30 50-447 A 

79/12/05 50-259 P 

79/10/23 70-1151 

79/11/02 50-416 S 

79/11/30 50-250 B 

79/12/10 50-317 S 

79/12/06 50-333 P 

79/18/06 50-333 P 


79/11/26 

PR 


79/12/10 

50-861 

P 

79/11/26 

PR 


79/11/07 

PR 


79/11/81 

PR 


79/11/81 

PR 


79/11/15 

50-518 

8 

79/11/86 

PR 


79/11/26 

PR 


79/11/26 

50-530 

a 

79/12/07 

50-334 

S 

79/11/23 

50-250 

a 

79/11/15 

50-335 

s 

79/11/15 

50-250 

8 

79/12/07 

50-847 

P 

79/11/29 

50-361 

0 

79/11/30 

50-896 

P 

79/11/29 

50-361 

Q 

79/11/29 

50-361 

Q 

79/11/30 

50-896 

P 

79/11/29 

50-361 

a 

79/11/30 

50-296 

p 

79/12/05 

PROJ 


79/12/04 

50-312 

8 

79/12/04 

50-312 

0 

79/18/06 

70-8623 


79/11/07 

27-47 


79/11/26 

WASTE MOT 

79/11/14 

PR 


79/12/04 

50-312 

0 


accession number 


PRINCIPAL date 

ENCLOSURE DOCUMENT 


7912140103 

7912140215 

7912140271 

7912140294 

7918140303 


7912140160 

7918140210 

7912140264 

7912140288 

7918140297 


79/11/09 

79/18/04 

79/11/30 

79/12/06 

79/12/06 


SUBJECT 

CATEGORY 


50-466 0 

71-9059 
30-445 H 
CONTRACT 
CONTRACT 


7918140307 

7912140317 

7912140310 

7912140319 

7912140322 


7912140302 

7912140312 

7912140304 

7912140312 

7912140312 


79/11/02 

79/11/30 

79/12/10 

79/11/30 

79/11/30 


FOIA 

FOIA 

50-272 

FOIA 

FOIA 


7912140326 

7912140329 

7912140332 

7912140335 

7912140337 


7912140321 

7912140312 

7912140312 

7912140331 

7912140312 


79/12/07 

79/11/30 

79/11/30 

79/12/07 

79/11/30 


50-321 

FOIA 

FOIA 

50-867 

FOIA 


7912140330 

7912140346 

7912140349 

7912140350 

7912140332 


7912140324 

7912140312 

7912140312 

7912140312 

7912140347 


79/12/12 

79/11/30 

79/11/30 

79/11/30 

79/12/07 


S0-2B0 

FOIA 

FQIA 

FOIA 

50-205 


P 

P 

R 

R 

R 


7912140354 

7912140359 

7912140362 

7912140365 

7912140366 


7912140312 

7912140344 

7912140337 

7912140243 

7912140312 


79/11/30 

79/12/10 

79/12/10 

79/12/10 

79/11/30 


FOIA 

50-277 

50-305 

50-70 

FOIA 


7912140371 

7912140372 

7912140374 

7912140376 

7912140379 


7912140364 

7912140312 

7912140367 

7912140312 

7912140312 


79/12/07 

79/11/30 

79/12/07 

79/11/30 

79/11/30 


50-440 

FOIA 

50-263 

FOIA 

FOIA 


7912140302 

7912140307 

7912140389 

7912140390 

7912140393 


7912140236 

7918140361 

7912140312 

7912140377 

7912140384 


79/12/07 

79/12/08 

79/11/30 

79/12/12 

79/12/10 


50-424 

go-344 

FOIA 

50-330 

50-259 


7912140394 

7912140399 

7912140400 

7912140402 

7912140404 


7912140386 

7912140395 

7912140312 

7912140312 

7912140398 


79/12/12 

79/12/07 

79/11/30 

79/11/30 

79/12/05 


50-200 

50-898 

FOIA 

FOIA 

50-237 


R 

R 

P 


S 

R 


A 

R 

R 

R 

8 

R 


9 


7912140408 7912140312 
7912140409 7912140407 
7912140411 7912140410 
7912140413 7912140412 
7912140419 7918140417 


79/11/30 FOIA 

79/12/11 50-155 S 

79/12/07 50-247 S 

79/12/11 50-155 8 

79/12/11 50-219 P 


7918140423 

7912140426 

7912140427 

7912140430 

7912140431 

7912140435 

7912140436 

7912140439 

7912140442 

7912140446 

7912140440 

7912140449 

7912140451 

7912140452 

7912140453 

7912140456 

7912140457 

7912140460 

7912140461 

7912140463 

7912140465 

7912140468 

7912140469 

7912140472 

7912140477 

7918140470 

7912140401 

7912140482 

7912140403 

7912140484 

7918140495 

7918140409 

7912140490 

7912140491 

7912140494 


7912140420 

7912140318 

7912140484 

7912140421 

7912140312 

7912140312 

7912140429 

7912140312 

7912140432 

7912140312 

7912140441 

7912140430 

7918140445 

7912140312 

7912140447 

7912140312 

7912140450 

7912140312 

7912140454 

79121404S5 

7912140312 

7912140454 

7912140462 

7912140312 

7912140466 

7912140312 

7912140312 

7912140470 

7912140474 

7918140476 

7912140312 

7912140479 

7912140312 

7912140459 

7912140312 


74/05/20 

RES 

79/11/30 

FOIA 

74/09/07 

RES 

79/18/06 

60-249 

79/11/30 

FOIA 

79/11/30 

FOIA 

79/12/07 

50-321 

79/11/30 

FOIA 

79/12/11 

50-280 

79/11/30 

FOIA 

79/12/07 

50-366 

79/12/10 

50-333 

79/18/12 

50-261 

79/11/30 

FOIA 

76/10/12 

RES 

79/11/30 

FOIA 

79/12/04 

50-312 

79/11/30 

FOIA 

70/03/24 

REB 

79/12/05 

50-277 

79/11/30 

FOIA 

70/03/24 

REB 

79/11/30 

50-237 

79/11/30 

FOIA 

79/12/11 

50-280 

79/11/30 

FOIA 

79/11/30 

FOIA 

79/12/10 

50-331 

78/04/27 

RES 

79/12/07 

50-361 

79/11/30 

FOIA 

79/12/10 

50-331 

79/U/30 

FOIA 

79/12/06 

50-237 

79/11/30 

FOIA 


s 

s 

6 

8 

9 

B 

9 

8 

8 

8 

Q 

8 

8 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUHBER 


ENCLOSURE 

PRINCIPAL 

OnCUHENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

7912140497 

7912140492 

79/12/07 

50-275 

Q 

791214049B 

7912140312 

79/11/30 

FOIA 


7912140499 

7912140495 

70/05/09 

RES 


7912140500 

7912140312 

79/11/30 

FOIA 


7912140301 

7912140496 

79/12/07 

50-309 

S 

7912140503 

7912140493 

77/11/11 

RES 


7912140504 

7912140312 

79/11/30 

FOIA 


7912140505 

7912140502 

70/06/07 

RES 


7912140508 

7912140312 

79/11/30 

FOIA 


7912140513 

7912140312 

79/11/30 

FOIA 


7912140517 

7912140515 

70/03/24 

RES 


7912140524 

7912140522 

70/00/03 

RES 


7912140526 

7912140522 

70/00/03 

RES 


7912140537 

7912140533 

79/10/15 

50-311 

S 

7912140545 

7912140543 

79/10/22 

QA999 


7912170007 

7912170004 

79/09/07 

50-70 

0 

7912170010 

7912170006 

79/11/27 

50-364 

Q 

7912170016 

7912170006 

79/11/27 

50-364 

Q 

7912170017 

7912170013 

79/09/07 

50-70 

0 

7912170019 

7912170009 

79/11/16 

SO-289 

0 

7912170026 

7912170021 

79/11/27 

50-346 

A 

7912170027 

7912170023 

79/11/21 

TOPREP 


7912170030 

7912170023 

79/11/21 

TOPREP 


7912170031 

7912170021 

79/11/27 

50-546 

A 

7912170032 

7912170029 

79/10/29 

30-280 

P 

7912170036 

7912170009 

79/11/16 

50-289 

0 

7912170037 

7912170029 

79/10/29 

50-230 

P 

7912J70041 

7912170020 

79/11/30 

50-522 

G 

7912170040 

7912170020 

79/11/30 

50-522 

0 

7912170063 

7912170050 

79/12/01 

30-155 

0 

7912170070 

7912170066 

79/11/13 

so-as? 

0 

7912170070 

7912170075 

79/11/19 

40-6940 


7912170087 

7912170004 

79/11/09 

50-29 

P 

7912170100 

7912170106 

79/10/30 

50-293 

P 

7912170140 

7912170135 

79/11/26 

50-350 

H 

7912170144 

7912170136 

79/11/19 

71-9009 


7912170162 

7912170155 

79/12/12 

71-27 


7912170180 

7912170177 

79/11/21 

40-2061 


7912I701B5 

7912170177 

79/11/21 

40-2061 


7912170199 

7912170193 

79/11/27 

ORO 


7912170203 

7912170196 

79/12/14 

50-368 

R 

7912170200 

7912170207 

79/12/06 

50-466 

G 

7912170212 

7912170207 

79/12/06 

50-466 

G 

7912170215 

7912170207 

79/12/06 

50-466 

0 

7912170219 

7912170213 

79/12/12 

50-331 

0 

7912170221 

7912170207 

79/12/06 

50-466 

0 

7912170222 

791217021 1 

79/10/29 

50-269 

Q 

7912170223 

7912170218 

79/12/07 

50-344 

6 

7912170225 

7912170207 

79/12/06 

50-466 

0 

7912170229 

7912170210 

79/12/07 

50-344 

6 

7912170230 

7912170226 

79/12/05 

27-47 


7912170231 

7912170224 

79/12/12 

50-331 

S 

7912170233 

7912170218 

79/12/07 

50-344 

G 

7912170236 

7912170216 

79/11/13 

50-312 

0 

7912170237 

7912170210 

79/12/07 

50-344 

0 

7912170242 

7912170210 

79/12/07 

50-344 

0 

7912170240 

7912170218 

79/12/07 

50-344 

0 

7912170252 

7912170230 

79/12/11 

30-315 

8 

7912170257 

7912170230 

79/12/11 

50-315 

S 

7912170264 

7912170256 

79/12/06 

30-313 

S 

7912170269 

7912170256 

79/12/06 

30-313 

S 

7912170271 

7912170260 

79/iQ/ia 

50-316 

s 

7912170274 

7912170270 

79/12/13 

30-313 

R 

7912170270 

7912170277 

79/12/07 

50-312 

R 

7912170279 

7912170275 

79/12/06 

50-360 

8 

7912170201 

7912170275 

79/12/06 

50-360 

S 

79121702B5 

7912170204 

79/11/14 

40-2259 


791217O2B0 

7912170207 

79/12/07 

50-409 

8 

7912170293 

7912170292 

79/12/07 

30-206 

S 

7912170297 

7912170295 

79/12/11 

50-346 

8 

7912170299 

7912170245 

79/12/14 

30-247 

R 

7912170303 

7912170300 

79/12/11 

50-346 

0 

7912170307 

7912170302 

79/12/14 

30-3 

fl 

7912170309 

7912170305 

79/12/11 

50-346 

0 

7912170314 

7912170311 

79/12/11 

50-206 

S 

7912170315 

7912170312 

79/12/11 

50-360 

P 

7912170316 

7912170306 

79/12/11 

50-321 

S 

7912170318 

7912170313 

79/12/07 

50-390 

0 

7912170321 

7912170319 

79/12/11 

50-321 

S 

7912170323 

7912170317 

79/12/07 

50-390 

8 


ACCESSION NUMBER 


PRINCIPAL DATE SUBJECT 

ENCLOSURE DOCUMENT ISSUED CATEGORY 


7912170329 7912170326 79/12/14 50-271 S 

7912170335 7912170331 79/12/14 50-313 R 

7912170343 791217033B 79/11/16 XPORTLIC 

7912170353 791217034B 79/11/21 XPORTLIC 

7912170355 7912170354 79/ 11/12 50-498 0 

7912170363 7912170366 79/11/07 XPORTLIC 

7912170366 7912170364 79/11/07 XPORTLIC 

7912170334 79121703B1 79/11/26 27-47 

7912170387 7912170302 79/11/23 aA999 

7912170389 7912170301 79/11/26 27-47 

7912170391 7912170302 79/11/23 QA999 

7912170393 7912170302 79/11/23 QA999 

7912170390 7912170302 79/11/23 QA999 

7912170399 7912170394 79/11/30 FOIA 

7912170408 7912170401 79/11/30 CONTRACT 

7912170418 7912 1704 IS 79/10/31 50-155 0 

7912170420 7912170414 79/11/29 CONTRACT 

7912100011 7912100006 79/11/30 CONTRACT 

7912100015 7912180009 79/11/30 PR 

7912100019 7912100014 79/11/28 CONTRACT 

7912100026 7912180023 79/12/07 CONTRACT 

7912100037 7912180031 79/11/01 CONTRACT 

7912180050 79121BO0S6 79/11/14 50-387 0 

7912180060 7912100053 79/iO/tl WASTE NOT 

7912180063 7912100057 79/11/07 50-317 P 

7912100065 7912100062 79/11/09 50-267 B 

7912100067 7912100053 79/10/U WASTE MOT 

7912180068 7912100059 79/11/21 71-206 

7912100070 7912100064 79/11/27 50-331 P 

7912100077 7912100064 79/11/27 50-331 P 

7912100092 7912100006 79/U/13 70-754 

7912100107 7912180098 79/11/30 50-277 H 

7912100120 7912180113 79/12/00 50-344 0 

7912100121 7912100114 79/11/07 50-302 0 

7912100124 7912100112 79/12/04 aA999 

7912100127 7912180113 79/12/00 80-344 0 

7912100120 7912100117 79/11/13 50-333 P 

7912100130 7912180125 79/11/07 30-327 0 

7912180132 7912180112 79/12/04 QA999 

7912100130 7912180112 79/12/04 0A999 

7912180140 7912100137 79/11/16 71-360 

7912180142 7912100112 79/12/04 0A999 

7912180145 7912100141 79/11/06 50-261 Q 

7912100154 7912100149 79/11/06 50-327 Q 

7912100156 7912100147 79/12/06 FOIA 

791210OIS9 7912180153 79/12/04 71-239 

7912100163 7912100160 79/12/13 SO-270 P 

7912100166 791218016! 79/12/05 50-413 Q 

7912180169 7912180164 79/12/04 71-336 

7912100174 7912180166 79/12/03 50-413 Q 

7912100101 7912100170 79/12/07 50-295 0 

7912180104 7912100179 79/11/14 40-4492 

7912180105 7912100177 79/11/26 aA999 

7912180106 7912100170 79/12/07 50-295 0 

7912100107 7912180100 79/11/21 71-358 

7912180100 7912100177 79/11/26 QA999 

7912180190 7912100177 79/11/26 QA999 

7912180196 7912100177 79/11/26 QA999 

7912180209 7912100202 79/12/03 50-445 M 

7912100217 7912100211 79/12/05 50-408 0 

7912100222 7912100219 79/11/20 ORO 

7912100231 7912180202 79/12/03 50-445 M 

7912100234 7912180228 79/11/06 50-440 0 

7912180236 7912100224 79/11/07 SO-295 0 

7912100240 7912180202 79/12/03 50-445 M 

7912100252 7912100202 79/12/03 50-443 M 

7912100253 7912100250 79/11/30 PDR MISC 

7912100256 7912100247 79/12/04 0A999 

7912180257 7912100254 79/12/14 50-209 P 

7912100261 7912100247 79/12/04 0A999 

7912100262 7912180202 79/12/03 50-445 M 

7912100244 7912100260 79/09/29 40-0673 

7912180260 7912100247 79/12/04 QA999 

7912180272 79121B0202 79/12/03 30-445 M 

7912180273 7912100247 79/12/04 QA999 

7912180274 79121B0270 79/10/31 SO-271 Q 

7912180275 7912100271 79/12/07 50-302 P 

7912180201 7912100202 79/12/03 50-445 M 

7912180289 7912180202 79/12/03 50-445 M 

7912100297 7912180202 79/12/03 30-445 M 






CROSS REFERENCE OF ENCLOSURES TO 









PRINCIPLE DOCUMENTS 





447 

ACCESSION 

NUMBER 




ACCESSION 

NUMBER 






PRINCIPAL 

DATE 

SUBJECT 



PRINCIPAL 

DATE 

SUBJECT 



ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOQRV 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORV 


7913180006 

7913180203 

79/12/03 

50-445 

M 

7912180517 

7912180808 

79/12/14 

50-255 

S 


7913100007 

79121S030S 

79/11/27 

PDR MISC 


7912180522 

7912180437 

79/05/12 

ACRS 



79131B0311 

7912180302 

79/12/03 

50-445 

M 

7912100529 

7913180534 

79/12/13 

50-361 

s 


7913180313 

7912180305 

79/11/87 

PDR MI6C 


7912180532 

7913180528 

79/11/29 

50-206 

s 


7912180316 

7913180305 

79/11/87 

PDR MISC 


7912180537 

7912180533 

79/13/07 

50-324 

B 


7913180330 

7912180202 

79/12/03 

50-445 

M 

7912180541 

7912180534 

79/13/14 

TOPREP 



7913180331 

7912180305 

79/11/37 

POP MISC 


7912180545 

7912160S40 

79/13/14 

50-385 

8 


7913180334 

7912180317 

79/11/13 

50-269 

P 

791210O5S2 

7912180549 

79/12/11 

50-325 

Q 


7913180335 

7912180302 

79/13/10 

FOIA 


7912180555 

7913100551 

79/12/06 

50-312 

B 


7912180029 

7913180202 

79/13/03 

50-445 

M 

7913100557 

7913100554 

79/13/07 

50-309 

8 


7912180330 

7912180319 

79/11/14 

50-324 

P 

7912160567 

7912180539 

79/12/18 

50-556 

A 


7913180036 

7912170302 

79/13/10 

FOIA 


7913180570 

7912180564 

79/12/12 

50-336 

8 


7913180340 

7912160202 

79/13/03 

50-445 

M 

7912180501 

7913180575 

79/12/13 

50-336 

8 


7913180343 

7912180333 

79/11/06 

50-373 

0 

7913180582 

7913100569 

79/12/14 

50-386 

8 


7913180343 

7913180337 

79/11/06 

50-324 

0 

7913180505 

7912100577 

79/13/12 

50-409 

0 


7913180345 

7912180341 

79/13/12 

50-29 

R 

7913180590 

7912100577 

79/13/12 

50-409 

D 


7913180049 

7912180203 

79/13/03 

50-445 

M 

7912180591 

7912180586 

79/12/06 

50-878 

s 


7913180350 

7913180346 

79/11/20 

50-251 

P 

7912180593 

7912180508 

79/12/13 

50-413 

3 


7912100351 

7913180348 

79/13/11 

50-244 

R 

7913180599 

7913180594 

79/12/13 

50-333 

6 


7913180053 

7913100347 

79/13/05 

50-369 

0 

7913180601 

7913100599 

79/12/10 

50-336 

8 


7913180354 

7913160346 

79/11/28 

50-25! 

P 

7912180603 

7912100597 

79/12/13 

50-317 

8 


7913100357 

7913180347 

79/12/05 

50-309 

0 

7913100610 

7912180596 

79/12/12 

50-267 

s 


7913180058 

7913160346 

79/11/28 

50-251 

P 

7913180613 

7912180603 

79/12/07 

50-335 

s 


7912180359 

7912180336 

79/11/27 

71-359 


7913180616 

7912100612 

?,9/ 10/30 

50- -324 



7913100060 

7913180203 

79/12/03 

50-445 

M 

7912180617 

7912100609 

79/12/12 

50-206 

s 


7913180361 

7912180347 

79/13/05 

50-309 

0 

7912180619 

7912180608 

79/12/13 

50-317 

6 


7913180064 

7912180335 

79/10/15 

50-335 

0 

7913180625 

7913180615 

79/12/11 

50-259 

s 


7913180065 

7912180363 

79/12/07 

50-245 

R 

7913180628 

7912180620 

79/12/12 

50-283 

R 


7912180367 

7912180347 

79/13/05 

50-389 

0 

7912180629 

7912180633 

79/13/12 

50-259 

S 


7913180068 

7912180362 

79/12/13 

50-334 

R 

7912180632 

7912180627 

79/12/03 

50-344 

S 


7913180370 

7913180352 

79/11/30 

50-254 

8 

7912100634 

7912180620 

79/12/18 

50-303 

R 


7913180373 

7913180202 

79/13/03 

50-445 

M 

7912180636 

7912180620 

79/18/12 

50-203 

R 


7913180381 

7913180202 

79/13/03 

50-445 

M 

7912180637 

7912180630 

79/13/12 

50-393 

9 


7913180082 

7913180374 

79/11/15 

FOIA 


7913180639 

7912180633 

79/13/1 i 


6 


791S1B0383 

7912180379 

79/12/10 

50-373 

R 

7912180640 

7912180620 

79/12/18 

50-282 

H 


7913180384 

7913100375 

79/13/14 

50-369 

R 

7913180641 

7912180638 

79/11/29 

50-312 

8 


7913180386 

7912180377 

79/12/07 

50-10 

R 

7913180642 

7913180635 

79/12/12 

50-366 

Q 


7913180389 

7913180387 

79/13/12 

50-309 

R 

7912180647 

7912100644 

79/12/11 

50-277 

6 


7913180095 

7913180203 

79/12/03 

50-445 

M 

7912180649 

7913180649 

79/12/04 

FOIA 



791318039B 

7913180391 

79/12/14 

50-302 

R 

7712100651 

7912180649 

79/18/04 

FOIA 



7913180099 

7913180376 

79/13/10 

50-249 

8 

7913100653 

7912100640 

79/12/04 

FOIA 



7912180403 

7912100393 

79/12/13 

50-336 

R 

7912180655 

7912100640 

79/12/04 

FOIA 



7913100404 

7913180202 

79/13/03 

50-445 

M 

7913100657 

7913180654 

79/11/80 

71-352 



7913180407 

7912180402 

79/12/13 

50-271 

R 

7913100658 

7913100648 

79/12/04 

FOIA 



7913180414 

7912180202 

79/13/03 

50-445 

M 

7912180659 

7912180640 

79/12/04 

FOIA 



7913100417 

7913180412 

79/13/04 

50-445 

I 

7912180663 

7913180640 

79/12/04 

FOIA 



7913100431 

7912180412 

79/12/04 

50-445 

I 

7918100664 

7912180646 

79/12/04 

FOIA 



7913180433 

7913180410 

79/12/10 

SO-3 

0 

7912180666 

7913160648 

79/12/04 

FQIA 



7918180430 

7912180303 

79/13/03 

50-445 

M 

7913180667 

7912100648 

79/12/04 

FOIA 



7913180435 

7913180413 

79/12/04 

50-445 

I 

7912180669 

7912180640 

79/12/04 

FOIA 



7913180426 

7913180416 

79/12/12 

50-344 

P 

7913100671 

7912180648 

79/13/04 

FQIA 



7912180439 

7912180413 

77/12/14 

50-267 

R 

7912100672 

7913180648 

79/12/04 

FQIA 



7913180431 

7913180419 

79/13/06 

50-349 

S 

7912100674 

7913100648 

79/12/04 

FOIA 



7913180434 

7913160430 

79/12/10 

50-321 

R 

7912180676 

7912180640 

79/12/04 

FQIA 



7913180441 

7912100437 

79/18/13 

50-313 

R 

7912180677 

7913180640 

79/12/04 

FOIA 



7913180443 

7913180438 

79/12/10 

50-366 

R 

7912160678 

7912180648 

79/12/04 

FQIA 



7913100445 

7913160439 

79/12/07 

50-528 

Q 

7912100679 

7912180648 

79/12/04 

FOIA 



7913180448 

7912160444 

79/11/06 

27-39 


7912180681 

7913100648 

79/13/04 

FOIA 



79I21B0449 

7912180446 

79/12/10 

50-266 

R 

7912180683 

7913180648 

79/13/04 

FOIA 



7913180461 

7912160457 

79/05/12 

ACRS 


7912180683 

7912180640 

79/12/04 

FOIA 



7913180463 

7913100457 

79/05/12 

ACR8 


7912100604 

7912100640 

79/12/04 

FOIA 



7912180467 

7913180464 

79/11/13 

QA999 


7912180685 

7912100640 

79/12/04 

FOIA 



7912100469 

7913100456 

79/13/13 

50-317 

8 

7912100687 

7913100648 

79/18/04 

FOIA 



7912180475 

7913180468 

79/11/15 

50-275 

U 

7912180688 

7913180648 

79/12/04 

FOIA 



7913180480 

7918100460 

79/11/15 

50-275 

U 

7912100689 

7912180648 

79/12/04 

FOIA 



791S1B04BS 

7912180477 

79/13/06 

50-324 

8 

7913180690 

7912180648 

79/12/04 

FOIA 



7912180484 

7912180469 

79/11/15 

50-275 

U 

7912180691 

7913180648 

79/13/04 

FOIA 



7913180488 

7913180468 

79/11/15 

50-275 

U 

7912100693 

7912180648 

79/12/04 

FOIA 



7912180489 

7913180486 

79/12/12 

50-271 

8 

7912100694 

7912180648 

79/12/04 

FOIA 



7913180491 

7912180463 

79/13/11 

50-320 

P 

7912180698 

7912180640 

79/12/04 

FQIA 



7913180493 

7912180483 

79/12/11 

50-320 

P 

7913180696 

7912180648 

79/12/04 

FOIA 



7913180493 

7913180468 

79/11/15 

50-275 

U 

7912100697 

7912180648 

79/12/04 

FQIA 



7913180498 

7912100494 

79/12/13 

50-324 

8 

7912180698 

7912180648 

79/12/04 

FQlA 



7913180502 

7912180468 

79/11/15 

50-275 

U 

7913180699 

7912180648 

79/12/04 

FOIA 



7913180503 

7912180500 

79/IO/n 

50-267 

R 

7913180701 

7913180648 

79/18/04 

FOIA 



7913180507 

7912180468 

79/11/15 

50-275 

U 

7918180702 

7913180648 

79/12/04 

FQIA 



7913180510 

7912180468 

79/11/15 

50-275 

U 

7913180703 

7912180648 

79/12/04 

FOIA 



7913180512 

79121B0S08 

79/12/14 

50-855 

B 

7912180704 

7913180648 

79/18/04 

FOIA 



7913180513 

7912180509 

79/09/16 

50-267 

R 

7913190002 

7912190001 

79/18/07 

30-133 

0 


7912180514 

7913180506 

79/13/14 

50-355 

a 

7912l‘?0003 

7912190001 

79/12/07 

30-133 

0 
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CROSiS REFERENCE OF ENCLOSURES TO 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

-SUBJECT 

CATECDRY 

79l2t9000i 

7918190001 

79/18/07 

50-133 

a 

79I2I90009 

7918190005 

79/11/28 

50-309 

0 

7918190012 

791819000S 

79/11/27 

50-275 

H 

7912190039 

7918190000 

79/11/27 

50-275 

H 

7912190045 

7918190000 

79/11/27 

30-875 

H 

7912190052 

7912190042 

79/12/07 

50-312 

0 

7912190062 

7918190057 

79/12/03 

50-844 

P 

7912190064 

7912190051 

79/11/12 

ORO 


7912190066 

7912190057 

79/12/03 

50-244 

P 

7912190077 

7912190069 

79/12/03 

50-285 

P 

791219008B 

7912190002 

79/11/29 

50-800 

0 

7912190092 

7912190005 

79/11/14 

50-872 

0 

7912190098 

7912190091 

79/11/30 

50-142 

0 

7912190105 

7912190091 

79/11/30 

50-142 

0 

7912190106 

7912190096 

79/12/05 

FOIA 


7912190109 

7918190102 

79/11/28 

50-363 

H 

7912190112 

7912190096 

79/12/05 

FOIA 


7912190114 

7912190107 

79/12/17 

50-3 

0 

7912190115 

7918190096 

79/12/05 

FOIA 


7912190117 

7912190096 

79/12/05 

FOIA 


7912190119 

7912190091 

79/11/30 

50-142 

0 

7912190122 

7918190096 

79/12/05 

FOIA 


7918190125 

7913190091 

79/11/30 

50-142 

0 

7918190126 

7912190096 

79/18/05 

FOIA 


7912190120 

7918190096 

79/12/05 

FOIA 


7912190135 

7918190096 

79/12/05 

FOIA 


7912190136 

7912190131 

79/11/07 

40-9727 


7912190139 

7912190096 

79/18/05 

FOIA 


7912190144 

7918190131 

79/11/07 

40-8727 


7912190145 

7912190096 

79/12/05 

FOIA 


7912190140 

7912190131 

79/11/07 

40-0787 


7912190150 

7912190141 

79/11/26 

50-290 

0 

7912190152 

7918190096 

79/12/05 

FOIA 


7912190159 

7918190096 

79/12/05 

FOIA 


7912190166 

7912190096 

79/18/05 

FOIA 


7912190171 

7912190096 

79/18/05 

FOIA 


7912190173 

7918190165 

79/11/29 

50-580 

A 

7912190179 

7912190096 

79/12/03 

FQIA 


7912190193 

7912190096 

79/18/05 

FOIA 


7912190106 

7912190165 

79/11/29 

S0-S8B 

A 

7912190190 

7912190096 

79/12/05 

FOIA 


7912190191 

7912190170 

79/12/04 

50-322 

0 

7912190194 

7918190096 

79/12/05 

FOIA 


7912190196 

7913190187 

79/18/07 

FOIA 


7912190201 

7918190096 

79/18/05 

FOIA 


7912190204 

79181901S7 

79/12/07 

FOIA 


7912190210 

7912190197 

79/10/05 

50-402 

0 

7912190214 

79121901B7 

79/12/07 

FOIA 


7912190222 

7912190187 

79/12/07 

FOIA 


7912190225 

7918190184 

79/12/02 

HASTE MOT 

7912190286 

7918190187 

79/12/07 

FOIA 


7912190236 

7912190107 

79/12/07 

FQIA 


7912190237 

7912190830 

79/11/87 

50-875 

0 

7912190242 

7918190187 

79/12/07 

FOIA 


7912190245 

7912190230 

79/11/87 

50-875 

0 

79 1-21 90847 

79121901S7 

79/12/07 

FOIA 


7912190849 

7918190187 

79/12/07 

FOIA 


7912190253 

7912190187 

79/12/07 

FOIA 


7912190854 

.7918190251 

79/11/08 

71-357 


7912190257 

7918190107 

79/18/07 

FOIA 


7912190265 

7918190827 ' 

79/11/07 

50-449 

M 

7912190866 

7912190259 

79/10/25 

HASTE MOT 

7912190869 

7912190264 

79/12/06 

50-312 

P 

7912190870 

7912190274 

79/06/16 

ACRS 


79121902SO 

7912190275 

79/10/26 

. 40-0200 


7912190202 

7912190274 

79/06/16 

ACRS 


7912190206 

7912190187 

79/12/07 

FOIA 


7912190209 

79121901S7 

79/12/07 

FOIA 


7912190295 

7912190187 

79/18/07 

FOIA 


7912190297 

7912190274 

79/06/16 

ACRS 


7912190290 

7912190827 

79/11/07 

50-445 

M 

7912190301 

7912190187 

79/12/07 

FQIA 


7912190302 

7918190292 

79/12/04 

PDR Hiac 


7912190304 

7918190274 

79/06/16 

ACRS 


7912190300 

7912190187 

79/18/07 

FQIA 


7918190311 

7912190274 

79/06/16 

ACRS 


7912190313 

7912190187 

79/12/07 

FOIA 


7912190315 

7912190274 

79/06/16 

ACRS 


7912190316 

7912190310 

79/12/03 

50-155 

0 

7912190310 

7912190107 

79/12/07 

FOIA 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8UDJECT 

CATEGORY 

7912190319 

7912190227 

79/11/07 

50-445 

H 

7912190321 

7912190274 

79/06/16 

ACRS 


7912190323 

7912190107 

79/12/07 

FOIA 


7912190325 

7912190274 

79/06/16 

ACRS 


7912190330 

7912190274 

79/06/16 

ACRS 


7918190332 

7912190107 

79/12/07 

FOIA 


7912190336 

7912190274 

79/06/16 

ACRS 


7912190330 

7912190107 

79/12/07 

FOIA 


7912190341 

7912190274 

79/06/16 

ACR8 


791S190346 

7912190274 

79/06/16 

ACRS 


7918190347 

7912190187 

79/12/07 

FOIA 


7918190351 

7912190187 

79/12/07 

FOIA 


79181903SS 

7912190274 

79/06/16 

ACRS 


7918190356 

7912190274 

79/06/16 

ACRS 


7912190357 

7912190107 

79/12/07 

FOIA 


7918190359 

7912190355 

79/10/16 

WASTE MOT 

7918190360 

7912190187 

79/12/07 

FOIA 


7918190362 

7912190274 

79/06/16 

ACRS 


7918190367 

7912190187 

79/18/07 

FQIA 


7918190373 

7912190187 

79/18/07 

FOIA 


7918190375 

7912190874 

79/06/16 

ACRS 


7912190362 

7912190107 

79/12/07 

FOIA 


7912190390 

7912190379 

79/12/17 

50-344 

P 

7912190405 

7918190390 

79/12/14 

50-331 

R 

7912190414 

7918190409 

79/18/07 

30-336 

P 

7912190424 

7912190416 

79/12/18 

TOPREP 


7912190428 

• 7912190422 

79/11/30 

FOIA 


7912190436 

7912190422 

79/11/30 

FOIA 


7912190448 

7912190422 

79/11/30 

FOIA 


7912190453 

7912190422 

79/11/30 

FOIA 


7912190474 

7912190469 

79/lS/lO 

71-88 


7912190479 

7912190473 

79/11/14 

71-358 


7912190487 

7912190466 

79/18/14 

50-255 

P 

7912190496 

7912190466 

79/12/14 

50-255 

P 

7912190521 

7912190515 

79/18/14 

30-244 

S 

7918190528 

7912190520 

79/12/05 

50-850 

8 

7918190531 

7912190527 

79/11/30 

PDR MI SC 


7918190533 

7912190402 

79/18/06 

50-346 

P 

7918190541 

7912190530 

79/18/03 

PDR HI SC 


7918190545 

7912190642 

79/18/14 

50-237 

P 

7913190575 

7912190574 

79/12/12 

50-327 

S 

7912190601 

7912190597 

79/12/13 

TOPREP 


7918190610 

7912190578 

79/11/23 

50-566 

8 

7912190615 

7912190602 

79/18/12 

50-361 

S 

7918190626 

7912190622 

79/12/10 

50-249 

P 

7912190659 

7912190631 

79/18/07 

50-819 

P 

7912190664 

7912190631 

79/18/07 

50-819 

P 

7918190671 

7912190631 

79/12/07 

50-219 

P 

7918190678 

7912190631 

79/18/07 

30-819 

P 

7918190683 

7915190631 

79/12/07 

30-219 

P 

7912190698 

7912190692 

79/11/26 

50-566 

8 

7912190703 

7912190631 

79/18/07 

50-219 

P 

7912190707 

7912190631 

79/18/07 

50-819 

P 

7912190713 

7912190710 

79/11/30 

50-369 

S 

7918190716 

7912170705 

79/18/13 

50-313 

P 

7912190781 

7912190705 

79/18/13 

50-313 

P 

7918190775 

7912190768 

79/11/19 

70-1100 


7912190781 

7912190760 

79/11/19 

70-1100 


7918190792 

7912190786 

79/11/07 

50-255 

Q 

7912190794 

7912190789 

79/11/21 

XPORTLIC 


7918190797 

7912190787 

79/10/26 

50-213 

0 

7912190799 

7912190786 

79/11/07 

50-235 

0 

7918200002 

7912200001 

79/11/07 

27-47 


7912200011 

7912200008 

79/11/30 

71-6581 


7912200018 

7912200008 

79/11/30 

71-6501 


7912200020 

7912800008 

79/11/30 

71-6501 


7912200029 

7912800000 

79/11/30 

71-6531 


7912200035 

7918200030 

79/11/12 

71-80 


7912200037 

7918200031 

79/11/16 

CONTRACT 


7912200046 

7912200043 

79/11/01 

50-872 

0 

7912200053 

7912200048 

79/18/10 

50-867 

p 

7912200056 

7912200050 

79/11/13 

30-219 

F 

7912200059 

7912200050 

79/11/13 

50-219 

F 

7912200064 

7912200061 

79/18/10 

50-320 

H 

7912200066 

7912200063 

79/11/30 

50-289 

0 

7912200067 

7912200054 

79/10/30 

50-247 

0 

7912200071 

7912200063 

79/11/30 

50-809 

0 

7912200072 

7912200068 

79/11/30 

50-266 

0 

7912200074 

7912200068 

79/11/30 

50-266 

0 

7912200078 

7912200069 

79/11/30 

PDR MISC 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


449 


ACCEaSION NUMBER 


ACCESSION NUMBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 


7912200079 7912200068 

7912200001 7912200076 

7912200084 7912200069 

7912200088 7912200076 

7912200095 7912200092 

7912200096 7912200090 

, 7912200100 7912200092 

7912200116 7912200114 

7912200132 7912200124 

7912200140 7912200124 

79122001 S4 7912200146 
791220016S 7912200162 

7912200167 7912200139 

79122001 6B 7912200130 
7912200173 7912200169 

7912200175 7912200149 

7912200102 7912200177 

7912200103 7912200179 

7912200194 7912200109 

7912200196 7912200107 

7912200198 7912200190 

7912200213 7912200206 

7912200250 7912200242 

7912200276 7912200270 

7912200300 7912200296 

7912200313 7912200303 

7912200316 7912200312 

7912200316 7912200303 

7912200322 7912200312 

7912200324 7912200303 

7912200326 7912200312 

7912200332 7912200303 

7912200333 7912200317 

7912200334 7912200312 

7912200345 7912200312 

7912200349 7912200342 

7912200351 7912200312 

7912200357 7912200312 

7912200360 7912200353 

7912200362 7912200312 

7912200366 7912200365 

7912200370 7912200312 

7912200375 7912200372 

7912200376 7912200312 

7912200382 7912200312 

7912200308 7912200312 

7912200393 7912200312 

7912200395 7912200344 

7912200399 7912200312 

7912200400 7912200396 

7912200403 7912200312 

7912200410 7912200312 

7912200413 7912200312 

7912200418 7912200312 

7912200422 7912200312 

7912200424 7912200312 

7912200433 7912200426 

7912200440 7912200430 

7712200453 7912200446 

7912200457 7912200449 

7912200450 7912200452 

7912200460 7912200452 

7912200463 7912200452 

7912200465 7912200452 

7912200469 7912200452 

7912200472 7912200466 

7912200475 7912200474 

7912200470 7912200474 

7912200499 7912200491 

7912200506 7912200505 

7912200512 7912200509 

791 220051 5 791 2200509 
7912200316 7912200510 

7912200525 7912200520 

7912200526 7912200521 

7912200534 7912200530 

7912200544 7912200541 

7912200556 7912200551 

7912200571 7912200560 

7912200582 7912200377 


DATE SUBJECT 

ISSUED CATEGORY 


79/11/30 50-266 0 

79/11/19 70-371 

79/11/30 PDR mSC 
79/11/19 70-37) 

79/11/19 70-135 

79/12/06 50-424 A 

79/11/19 70-135 

79/11/20 50-305 F 

79/11/05 71-349 

79/11/05 71-349 

79/11/00 71-199 

79/11/15 40-3453 

79/11/01 50-247 Q 

79/11/27 50-275 0 

79/11/09 40-8102 

79/11/23 CONTRACT 

79/11/06 CONTRACT 

79/12/03 CONTRACT 

79/11/07 50-263 Q 

79/11/06 QA999 

79/11/27 CONTRACT 

79/10/31 50-219 0 

79/11/13 50-346 Q 

79/11/27 50-3 0 

79/10/26 70-33 

79/11/21 50-220 Q 

79/11/20 50-339 A 

79/11/21 50-220 Q 

79/11/20 50-339 A 

79/11/21 50-220 0 

79/11/20 30-339 A 

79/11/21 50-220 Q 

79/10/29 70-371 

79/11/20 50-339 A 

79/11/20 50-339 A 

79/12/14 50-206 R 

79/11/20 50-339 A 

79/11/20 50-339 A 

79/12/14 50-293 8 

79/11/20 30-339 A 

79/12/17 50-209 R 

79/11/20 50-339 A 

79/12/01 30-293 R 

79/11/20 50-339 A 

79/11/20 50-339 A 

79/11/20 50-339 A 

79/11/20 30-339 A 

79/11/07 27-47 

79/11/20 SO-339 A 

79/12/18 50-545 B 

79/11/20 50-339 A 

79/11/20 50-339 A 

79/11/20 30-339 A 

79/11/20 50-339 A 

79/11/20 30-339 A 

79/11/20 50-339 A 

79/11/19 70-135 

79/12/17 50-358 F 

79/11/28 HASTE MOT 
79/11/02 30-410 0 

79/12/14 50-123 P 

79/12/14 30-123 P 

79/12/14 30-123 P 

79/12/14 50-123 P 

79/12/14 50-123 P 

77/11/01 30-206 Q 

79/11/16 50-29 Q 

79/11/16 50-29 0 

79/11/06 0A999 

79/12/17 50-312 P 

79/12/10 50-316 P 

79/ia/lB 50-316 P 
79/11/02 70-364 

79/12/11 50-313 K 

79/10/26 50-423 0 

79/10/29 30-334 Q 

79/12/14 50-361 8 

79/12/10 30-29 P 

79/12/07 50-409 8 

79/11/07 50-454 0 


PRINCIPAL 
ENCLOSURE DOCUMENT 


7912200504 7912200570 
7912200309 7912200577 
7912200605 7912200603 
7912200612 7912200608 
7912200621 7912200617 

7912200641 7912200637 
7912200643 79)2200642 
7912200646 7912200637 
7912200640 79)2200642 
7912200651 7912200642 

7912200657 7912200652 
7912200660 7912200632 
7912200667 7912200652 
7912200606 7912200677 
7912200692 7912200677 

7912210009 7912210006 
7912210012 7912210001 
7912210013 7912210000 
7912210016 7912210010 
7912210017 7912210001 

7912210019 7912210014 
7912210020 7912210001 
7912210021 7912210010 
7912210024 7912210014 
7912210029 7912210001 

7912210031 7912210023 
7912210032 7912210001 
7912210033 7912210020 
7912210036 7912210001 
7912210030 7912210034 

7912210043 7912210034 
7912210046 7912210034 
7912210048 7912210034 
7912210038 7912210032 
7912210061 7912210052 

7912210063 7912210052 
7912210069 7912210032 
7912210074 7912210066 
7912210078 7912210072 
7912210080 7912210073 

7912210088 7912210073 
7912210009 7912210071 
7912210103 7912210096 
7912210110 7912210100 
7912210114 7912210100 

7912210133 7912210124 
7912210136 7912210132 
7912210143 7912210135 
7912210147 7912210140 
7912210132 7912210133 

7912210184 7912210150 
7912210153 7912210132 
7912210160 7912210141 
7912210161 7912210133 
7912210162 7912210132 

7912210167 7912210166 
7912210172 7912210133 
7912210173 7912210141 
7912210170 7912210164 
7912210181 7912210177 

7912210189 7912210165 
7912210191 7912210034 
7912210194 7912210180 
7912210197 7912210190 
7912210199 7912210196 

7912210201 7912210198 
7912210210 7912210190 
7912210211 7912210209 
7912210212 7912210202 
7912210210 7912210203 

7912210219 7912210198 
7912210222 7912210190 
7912210228 7912210216 
7912210233 7912210190 
7912210233 7912210224 

7912210238 7912210227 
7912210240 7912210227 
7912210263 7912210227 
7912210266 7912210253 
7912210277 7912210272 


DATE 

ISSUED 

SUBJECT 

CATEGORY 

79/12/14 

50-337 

A 

79/U/07 

50-454 

Q 

79/12/03 

50-560 

M 

79/11/06 

70-27 


79/11/03 

50-438 

0 

79/12/06 

50-213 

Q 

79/12/06 

50-329 

0 

79/12/06 

50-213 

0 

79/12/06 

50-329 

0 

79/12/06 

50-329 

0 

79/12/05 

50-334 

Q 

79/12/03 

50-334 

a 

79/12/03 

50-334 

a 

79/10/25 

50-367 

u 

79/10/23 

50-367 

If 

79/12/10 

50-424 

A 

79/11/29 

QA999 


79/12/12 

50-282 

P 

79/12/10 

50-346 

0 

79/11/29 

0A999 


79/12/17 

50-387 

0 

79/11/29 

QA999 


79/12/10 

50-340 

Q 

79/12/17 

30-307 

0 

79/11/29 

QA999 


79/11/16 

50-837 

a 

79/11/29 

QA999 


79/11/09 

50-483 

0 

79/11/29 

0A999 


79/12/12 

50-62 

Q 

79/12/12 

50-62 

Q 

79/12/12 

30-62 

0 

79/12/12 

50-62 

a 

79/12/11 

50-03 

0 

79/12/11 

30-63 

0 

79/12/11 

50-83 

Q 

79/12/11 

50-83 

Q 

79/11/16 

50-202 

Q 

79/11/23 

50-312 

Q 

79/12/10 

50-269 

0 

79/12/10 

50-269 

a 

79/10/31 

50-350 

U 

79/11/27 

30-286 

0 

79/12/04 

27-48 


79/12/04 

27-48 


79/10/31 

50-875 

u 

79/12/07 

50-206 

Q 

79/12/06 

SO-491 

Q 

79/12/03 

50-346 

0 

79/12/06 

SO-491 

Q 

79/11/08 

50-373 

G 

79/12/07 

50-206 

Q 

79/12/05 

XPORTUIC 


79/12/06 

50-491 

0 

79/12/07 

50-206 

Q 

79/12/20 

50-395 

F 

79/12/06 

SO-491 

a 

79/12/03 

XPORTLIC 


79/10/12 

50-437 

u 

79/12/05 

50-321 

0 

79/11/29 

71-114 


79/12/12 

80-62 

Q 

79/12/20 

50-466 

A 

79/10/24 

50-819 

U 

79/11/06 

0A999 


79/11/29 

QA999 


79/11/29 

QA999 


79/12/20 

50-466 

B 

79/12/03 

50-859 

Q 

79/11/09 

50-259 

Q 

79/11/29 

QA999 


79/11/29 

QA999 


79/10/29 

30-273 

U 

79/11/29 

QA999 


79/11/29 

70-1 IS 1 


79/12/11 

30-269 

Q 

79/12/11 

SO-269 

G 

79/12/11 

30-269 

0 

79/10/12 

50-332 

U 

79/10/26 

40-0740 




CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION 


ENCLOSURE 


7912310263 

7912210266 

7913210290 

7912210298 

7912210296 

7912210310 

7912210313 

7912210322 

7912210323 

7912210324 

7912210326 

7912210331 

7912210336 

7912210343 

7912210344 

7912210346 

7913210353 

7912210354 

7912210356 

7912210363 

7912210364 

7912210376 

7912210363 

7912210367 

7912210405 

7912210407 

7912210409 

7912210411 

7912210424 

7912210425 

7912210426 

7912310426 

7912210429 

7912310430 

7912210432 

7912210434 

7912210435 

7912210437 

7912210441 

7912210443 

7912260014 

7912260017 

7912260036 

7912260041 

7912260046 

7912260047 

7912260049 

7912260055 

7912260056 

7912260061 

7912260063 

7912260064 

7912260066 

7912360071 

7912260074 

7912260076 

7912260005 

7912260066 

7912260091 

7912260095 

7912260096 

7912360104 

7912260105 

7912260106 

7912260111 

7912260115 

7912260116 

7912260116 

7912260119 

7912260120 

7912260122 

7912260125 

7912260130 

7912260133 

7912260134 

7912260135 

7912260136 

7912260137 

7912260138 

7912260139 


NUM6ER 


ACCESSION NUMBER 


PRINCIPAL 

DOCUMENT 


7912210227 

7912210272 

7912210272 

7912210272 

7912210293 

7912210306 

7912210300 

7912210316 

7912210317 

7912210314 

7912210317 

7912210319 

7912210327 

7912210332 

7912210340 

7912210341 

7912210347 

7912210336 

7912210346 

7912210357 

7912210360 

7912210373 

79122103B2 

7912210365 

7912210402 

7912210402 

7912210402 

7912210402 

7912210402 

7912210419 

7912210402 

7912210402 

7912210416 

7912210402 

7912210402 

7912210419 

7912210402 

7912210433 

7912210436 

7912210438 

791226001 1 
7912260012 
7912260036 
7912260040 
7912260043 

7912260042 

7912260045 

7912260052 

7912260051 

79I22600S4 

7912260059 

7912260062 

7912260054 

7912260066 

7912260054 

7912260072 

7912260072 

7912260061 

79122600S7 

7912260092 

7912260094 

7912260096 

7912260102 

7912260103 

7912260096 

7912260109 

7912260113 

7912260113 

7912260109 

7912260113 

7912260113 

7912260096 

7912260096 

7912260129 

7912260132 

7912260132 

7912260132 

7912260129 

7912260096 

7912260132 


DATE 

ISSUED 


79/12/11 

79/10/26 

79/10/26 

79/10/26 

79/09/10 

79/12/14 

79/10/26 

79/12/17 

79/10/26 

79/11/09 

79/10/26 

79/11/01 

79/12/17 

79/12/06 

79/12/10 

79/12/10 

79/12/13 

79/12/14 

79/12/13 

79/11/01 

79/12/14 

79/12/13 

79/11/06 

79/11/06 

79/12/13 

79/12/13 

79/12/13 

79/12/13 

79/12/13 

79/12/03 

79/12/13 

79/12/13 

79/11/27 

79/12/13 

79/12/13 

79/12/03 

79/12/13 

79/11/21 

79/12/04 

79/12/04 

79/12/03 

79/11/21 

79/12/04 

79/12/10 

79/11/07 

79/11/15 

79/12/10 

79/12/06 

79/11/07 

79/11/19 

79/11/06 

79/11/13 

79/11/19 

79/11/06 

79/11/19 

79/11/06 
79/ 11 /OB 
79/12/14 
79/11/09 
79/10/26 

79/11/09 

79/11/29 

79/11/06 

79/12/11 

79/11/29 

79/11/21 

79/11/30 

79/11/30 

79/11/21 

79/11/30 

79/11/30 

79/11/29 

79/11/29 

79/10/30 

79/12/n 

79/12/11 

79/12/11 

79/10/30 

79/11/29 

79/12/11 


SUBJECT 

CATEGORY 


50-269 

40-0740 

40-0746 

40-0748 

71-9932 

50-2 1 9 
40-S745 
50-333 
40-874 S 
50-369 

40-6745 

50-316 

50-333 

50-206 

50-424 

71-50B6 

TDPREP 

50-219 

50-327 

50-244 

50-546 

50-267 

CONTRACT 

CONTRACT 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

71-5467 

FOIA 

FOIA 

71-364 

FOIA 

FOIA 

71-5467 

FOIA 

71-363 

50-lSS 

50-155 

XPORTLIC 

TOPREP 

71-60 

71-6078 

70- 371 

71- 9006 
71-9001 
71-24 
50-269 
50-54 

70-020 

50-317 

50-54 

70-1143 

30-54 

27-47 

27-47 

50-445 

50-461 

50-333 

50-266 

QA999 

50-262 

40-2061 

QA999 

50-277 

50-213 

50-213 

50-277 

50-213 

50-213 

0A999 

0A999 

50-329 

50-226 

50-228 

50-226 

50-329 

0A999 

50-220 


0 


R 

S 

T 


Q 

S 

P 

B 


S 

A 

0 

0 

P 


G 

0 


0 

0 


s 

Q 


Q 


M 

0 

0 

0 

Q 


0 

0 

0 

Q 

Q 

0 


0 

Q 

0 

0 

Q 

Q 


ENCLOSURE 


7912260141 

7912260144 

7912260145 

7912260146 

7912260150 

7912260151 
7912260153 
7912260154 
79122601 55 
7912260156 

7912260157 

7912260159 

7912260164 

7912260165 

7912260166 

7912260169 

7912260174 

7912260175 

7912260178 

7912260101 

7912260193 

7912260196 

7912260198 

7912260202 

7912260203 

7912260204 

7912260206 

7912260200 

7912260212 

7912260213 

7912260214 

7912260217 

7912260216 

7912260224 

7912260229 

7912260233 

7912260237 

7912260241 

7912260243 

7912260246 

7912260249 

7912260254 

7912260259 

7912260268 

7912260269 

7912260274 

7912260277 

7912260261 

7912260283 

7912260284 

7912260296 

7912260302 

7912260306 

7912260315 

7912260329 

7912260331 

7912260333 

7912260335 

7912260337 

7912260339 

7912260344 

7912260345 

7912260346 

7912260346 

7912260350 

7912260351 

7912260354 

7912260355 

7912260375 

7912270005 

7912270006 

7918270009 

7912270021 

7913270023 

7912270024 

7912270039 

7912270039 

7912270052 

7912270053 

7912270056 


PRINCIPAL 

DOCUMENT 


7912260096 

7912260140 

7912260142 

7912260096 

7912260096 

7912260147 

7912260146 

7912260152 

7912260096 

7912260152 

7912260152 

7912260152 

7912260131 

7912260161 

7913260161 

7912260167 

7912260161 

7912260171 

7912260171 

7912260171 

7913260185 

7913260189 

7913260185 

7912260165 

7913260165 

7912260185 

7912260185 

7912260205 

7912260205 

7912260210 

7912260207 

7912260215 

7912260216 

7912260221 

7912260228 

7912260227 

7912261234 

7912260238 

7912260239 

7912260242 

7912260247 

7912260245 

7913260253 

7912260267 

7912260265 

7912260272 

7912260273 

7912260278 

7912260279 

7912260260 

7912260296 

7912260301 

7912260303 

7912260309 

7912260327 

7912260330 

7912260332 

7912260332 

7912260332 

7912260332 

7912260327 

7912260327 

7912260309 

7912260309 

7912360347 

7912260347 

7912260347 

7912260347 

7912260372 

7912270001 

7912270004 

7912270004 

7912270018 

7912270016 

7912270018 

7912270027 

7912270033 

7912270646 

7912270051 

7912270054 


DATE 

ISSUED 


79/11/29 

79/11/16 

79/11/09 

79/11/29 

79/11/29 

79/11/16 

79/11/16 

79/12/10 

79/11/29 

79/12/10 

79/12/10 

79/12/10 

79/11/27 

79/11/29 

79/11/29 

79/11/15 

79/11/29 

79/12/11 

79/12/11 

79/12/11 

79/12/12 

79/11/29 

79/12/12 

79/18/12 

79/12/12 

79/12/12 

79/13/12 

79/12/04 

79/12/04 

79/11/13 

79/12/04 

79/12/11 

79/12/19 

79/12/14 

79/12/10 

79/11/19 

79/12/15 

79/12/17 

79/12/18 

79/12/12 

79/12/14 

79/12/17 

79/12/18 

79/12/10 

79/12/14 

79/12/16 

79/12/13 

79/12/17 

79/12/12 

79/12/18 

79/11/06 

79/11/08 

79/11/16 

79/12/05 

79/12/17 

79/11/02 

79/11/23 

79/11/23 

79/11/23 

79/11/23 

79/12/17 

79/12/17 

79/12/05 

79/12/05 

79/12/04 

79/12/04 

79/12/04 

79/12/04 

79/12/11 

79/10/09 

79/12/06 

79/12/06 

79/12/07 

79/12/07 

79/12/07 

79/12/07 

79/10/31 

79/11/29 

79/11/28 

79/12/14 


SUBJECT 

CATEGORY 


0A999 
SO-155 a 
27-47 
QA999 
0A999 

50-327 a 
50-546 0 

0A999 
0A999 
0A999 

0A999 
0A999 
50-321 P 
XPORTLIC 
XPORTLIC 

50-367 0 

XPORTLIC 

70-143 

70-143 

70-143 

QA999 

XPORTLIC 

QA999 

0A999 

aA999 

QA999 
QA999 
XPORTLIC 
XPORTLIC 
50-363 0 

50-205 P 
30-312 B 
50-330 P 
50-366 S 
50-312 S 

SO-243 P 
50-346 8 

50-368 P 
50-302 S 
50-293 P 

50-321 8 

30-302 F 
50-346 B 
50-230 R 
50-366 a 

30-313 8 

30-312 S 
50-293 S 
50-312 S 
50-275 H 

50-352 a 
50-29 0 

30-327 Q 
50-209 P 
50-312 0 

50-134 Q 
50-367 0 

50-307 0 

50-307 Q 
50-307 0 

50-312 0 

50-312 0 

50-289 P 
50-209 P 
50-373 0 

50-373 0 

30-373 0 

50-373 0 

50-443 0 

PDR Miac 

50-389 0 

30-389 0 

30-315 P 
50-315 P 
50-315 P 

71-850 
PDR MI8C 
50-498 M 
71-6206 
50-528 0 
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PRINCIPLE DOCUMENTS 
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ENCLOSURE 
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DOCUMENT 

7?t23700SB 

7912270051 

79/11/28 

71-6206 


7912270542 

7912270515 

79/12/14 

50-245 S 

7912370059 

7912270054 

79/12/14 

50-522 

0 

7912270545 

7912270540 

79/12/21 

50-263 P 

79t22700ii9 

7912270067 

79/11/26 

40-8745 


7912270551 

7912270537 

79/12/20 

50-325 S 

7912270077 

7912270062 

79/10/12 

COMMISSION 

7912270552 

7912270540 

79/18/21 

SO-263 P 

791227007B 

7912270072 

79/12/07 

50-275 

0 

7912270550 

7912270549 

79/12/21 

SO-324 S 

79122700B5 

79122700B3 

79/12/03 

COMMISSION 

7912370560 

7912270547 

79/12/20 

SO-300 S 

7912270099 

7912270097 

79/12/07 

COMMISSION 

7912270561 

7912270549 

79/18/14 

50-324 S 

79122701 14 

7912270110 

79/11/30 

COMMISSION 

7912270562 

7912270553 

79/12/21 

50-206 S 

7912270117 

7912270110 

79/11/30 

COMMISSION 

7912270569 

7912270555 

79/12/10 

50-341 A 

7912270125 

7912270122 

79/11/28 

COMMISSION 

7912270570 

7912270959 

79/18/20 

30-324 S 

7912270131 

7912270122 

79/11/23 

COMMISSION 

7912270571 

7912270563 

79/13/19 

50-325 S 

7912270135 

7912270122 

79/11/23 

COMMISSION 

7912270574 

7912870564 

79/18/19 

SO-296 3 

7912270149 

7912270122 

79/11/28 

COMMISSION 

7912270500 

7912270560 

79/18/19 

50-363 S 

7912270150 

7912270147 

79/11/27 

50-309 

0 

79122705B3 

7912270572 

79/12/20 

50-385 8 

7912270152 

7912270148 

79/12/07 

FOR HISC 


7912270505 

7912270577 

79/12/20 

SO-269 I 

7912270154 

7912270122 

79/11/28 

COMMISSION 

7912270307 

7912270531 

79/12/17 

50-206 3 

7912270156 

7912270153 

79/12/20 

50-313 

P 

7913270500 

7912270S92 

79/12/20 

SO-330 a 

79122701 SB 

7912270122 

79/11/28 

COMMISSION 

7912270591 

7912270584 

79/12/20 

50-272 S 

7912270160 

7912270122 

79/11/28 

COMMISSION 

7912270592 

7912270547 

79/12/20 

50-200 a 

7912270161 

7912270153 

79/12/20 

50-313 

P 

7912270S9B 

7912270590 

79/18/19 

50-316 S 

7912270172 

7912270167 

79/11/23 

50-364 

A 

7912270599 

7912270594 

79/18/10 

50-346 S 

7912270173 

7912270167 

79/11/23 

50-364 

A 

7912270600 

7912270595 

79/12/20 

50-272 S 

7912270180 

7912270173 

79/11/06 

70-1143 


7912270602 

7912270590 

79/12/19 

50-316 S 

7912270190 

7912270188 

79/12/19 

50-247 

P 

7912200006 

7912200003 

79/11/20 

71-6501 

7912270196 

7912270191 

79/12/20 

50-266 

F 

7912280037 

7912200033 

79/12/12 

71-6690 

7912270197 

7912270193 

79/12/19 

50-329 

A 

7912260030 

7912200033 

79/12/12 

71-6698 

7912270204 

7912270182 

79/12/14 

50-293 

0 

7912200009 

7912280002 

79/10/31 

40-8674 

7912270207 

7912270200 

79/12/15 

NUREG 


7912280102 

791S2S00B2 

79/10/31 

40-0674 

7912270220 

7912270206 

79/12/19 

50-266 

P 

7912200100 

7912200082 

79/10/31 

40-8674 

791227022Q 

7912270212 

79/12/19 

50-340 

S 

7912200133 

7912200126 

79/12/05 

NUREG 

7912270236 

7912270232 

79/12/14 

50-247 

P 

79122B0137 

7912200130 

79/12/19 

50-344 0 

791227023B 

7912270212 

79/12/19 

50-348 

S 

7912200139 

7912280133 

79/12/07 

WASTE MOT 

7912270243 

7912270232 

79/12/14 

50-247 

P 

7912200140 

7912200133 

79/12/07 

WASTE MOT 

7912270253 

7912270249 

79/12/20 

50-320 

p 

7912200156 

7912280153 

79/12/11 

XPORTLIC 

7912270255 

7912270248 

79/12/10 

71-350 


7912280157 

7912200152 

79/11/14 

50-395 0 

7912270256 

7912270251 

79/12/17 

50-259 

p 

7913200163 

7912200159 

79/13/13 

50-369 Q 

7912270262 

7912270251 

79/12/17 

50-259 

p 

7912200160 

7912200133 

79/12/07 

WASTE MOT 

7912270265 

7912270254 

79/12/21 

50-237 

s 

7912200169 

7912200133 

79/18/07 

WASTE MOT 

7912270275 

7912270267 

79/12/21 

50-3 

p 

7912280171 

7912280133 

79/12/07 

WASTE MOT 

7912270276 

7912270269 

79/12/19 

50-344 

F 

7912200174 

7912280159 

79/12/13 

50-369 Q 

7912270282 

7912270278 

79/12/17 

50-360 

R 

7912200177 

7912200133 

79/12/07 

HASTE MOT 

7912270290 

7912270206 

79/12/20 

30-272 

S 

7912280103 

7912200133 

79/12/07 

WASTE HOT 

7912270295 

7912270289 

79/12/13 

50-327 

K 

7912280192 

7912200133 

79/18/07 

HASTE MOT 

7912270301 

7912270279 

79/12/07 

50-324 

8 

7912200202 

7912800133 

79/12/07 

WASTE HOT 

7912270304 

7912270299 

79/12/20 

50-260 

S 

7912280206 

791S2B019B 

79/12/20 

50-244 P 

791227030B 

7912270298 

79/12/17 

S0-3B7 

s 

7912280210 

7912200133 

79/18/07 

WASTE HOT 

7912270311 

7912270307 

79/12/20 

50-200 

S 

7912200213 

7912200190 

79/ 12/SO 

50-844 P 

7912270317 

7912270306 

79/12/17 

50-325 

s 

7912200322 

7912200190 

79/12/20 

50-244 P 

7912270328 

7912270323 

79/12/11 

50-209 

s 

7912280232 

79122B019B 

79/12/20 

50-244 P 

7912270334 

7912270329 

79/12/12 

50-312 

0 

7912200240 

791 2200 19B 

79/12/20 

50-244 P 

7912270330 

7912270332 

79/12/19 

50-271 

0 

7912200257 

7912200226 

79/12/10 

SQ-599 0 

7912270373 

7912270339 

79/12/17 

30-3 

p 

7912200260 

7912800264 

79/11/30 

50-330 H 

7912270389 

79122703B6 

79/12/17 

50-340 

R 

7912200279 

7912200274 

79/11/30 

50-320 H 

7912270397 

7912270390 

79/12/19 

30-361 

A 

7912200201 

7912200275 

79/12/ia 

50-346 P 

7912270390 

7912270395 

79/12/20 

50-346 

s 

7912200207 

7912200253 

79/11/15 

50-320 U 

7912270407 

7912270402 

79/12/20 

50-346 

s 

7912200290 

7912200275 

79/12/12 

50-346 P 

7912270414 

7912270406 

79/12/19 

50-324 

8 

7912200293 

7912280288 

79/11/30 

50-320 H 

7912270420 

7912270413 

79/12/20 

50-346 

s 

7912200295 

7912200205 

79/11/19 

40-2259 

7912270433 

7912270426 

79/12/20 

50-267 

S 

7912200301 

7918280206 

79/09/26 

50-380 0 

7912270442 

7912270434 

79/12/21 

50-244 

s 

7913280303 

7912280205 

79/11/19 

40-2259 

7912270447 

7912270335 

79/12/18 

50-206 

p 

7912200304 

7912280898 

79/11/30 

50-320 H 

7912270455 

7912270335 

79/12/18 

50-206 

p 

7912200311 

7912800805 

79/11/19 

40-2259 

7912270460 

7912270335 

79/12/18 

50-206 

p 

7912280313 

7918200899 

79/11/ If 

50-320 U 

7912270476 

7912270473 

79/12/18 

50-327 

8 

7912280316 

7912200309 

79/11/30 

50-320 H 

7912270477 

7912270472 

79/12/17 

50-321 

S 

7912200321 

7912200320 

79/U/30 

50-320 H 

7912270483 

7912270475 

79/12/17 

50-296 

8 

7912200325 

7912280205 

79/11/19 

40-8859 

7912270484 

79122704BO 

79/12/10 

50-390 

8 

7912200320 

7918280336 

79/11/30 

50-320 H 

7912270489 

7912270402 

79/12/19 

50-331 

S 

7912280329 

7918800328 

79/11/14 

50-498 0 

7912270490 

7912270407 

79/12/20 

50-325 

B 

79122B0331 

7918800205 

79/11/19 

40-2259 

7912270498 

7912270491 

79/12/21 

50-202 

8 

7912200337 

7918880338 

79/11/30 

50-320 H 

7912270499 

7912270492 

79/12/21 

50-266 

P 

7912200339 

79 18260885 

79/11/19 

40-2259 

7912270500 

7912270495 

79/12/17 

50-266 

F 

7912200342 

7918800330 

79/10/18 

50-320 0 

7912270506 

7912270502 

79/12/19 

50-334 

B 

7912200346 

7918800805 

79/11/19 

40-2259 

7912270509 

7912270503 

79/12/21 

50-270 

8 

7912280348 

7918200340 

79/11/30 

50-320 H 

7912270510 

7912270497 

79/12/14 

50-270 

8 

7912200360 

7912200265 

79/11/19 

40-2259 

7912270520 

7912270502 

79/12/19 

50-334 

8 

7912200361 

7918280353 

79/11/30 

50-320 H 

7912270528 

7912270518 

79/12/20 

50-325 

S 

7912300373 

7918880367 

79/11/30 

50-320 H 

7912270535 

7912270522 

79/12/19 

50-325 

8 

7912280305 

7912280378 

79/11/30 

50-320 H 

7912270536 

7912270526 

79/12/14 

50-324 

8 

7912280392 

7912280379 

79/10/19 

50-320 a 

7912270541 

7912270529 

79/12/19 

50-325 

S 

7912200393 

7913280380 

79/11/30 

50-320 H 
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791S260397 

7912360360 

79/11/09 

50-320 

P 

7912310247 

7912310240 

79/12/14 

50-320 

H 

7913200406 

7912360360 

79/11/09 

50-320 

P 

7912310251 

7912310236 

79/12/10 

50-320 

H 

7913200410 

7912380399 

79/11/30 

50-320 

H 

7912310257 

7912310236 

79/12/18 

50-320 

H 

791 3260422 

7912360415 

79/11/30 

50-320 

H 

7912310250 

7912310236 

79/12/10 

50-320 

H 

79122B0436 

7912860429 

79/12/20 

S0-4B2 

A 

7912310259 

7912310249 

79/12/13 

27-48 


79122B0437 

7912280430 

79/11/23 

50-320 

P 

7912310276 

7912310270 

79/11/13 

50-436 

Q 

79132B0439 

7913280433 

79/11/30 

50-320 

K 

7912310207 

7912310270 

79/11/13 

50-438 

0 

7912280449 

7912260445 

79/11/30 

50-320 

H 

7912310200 

7912310261 

79/11/09 

50-309 

0 

7913380454 

79122B0452 

79/11/30 

50-320 

H 

7912310299 

7912310291 

79/11/30 

70-020 


7918380458 

7913260457 

79/11/30 

50-320 

H 

7912310300 

7912310292 

79/11/15 

50-348 

Q 

79132B04S9 

7913380456 

79/11/30 

50-320 

0 

7912310304 

7912310291 

79/11/30 

70-820 


79123B0461 

7912380460 

79/11/30 

50-320 

H 

7912310311 

7912310291 

79/11/30 

70-880 


79123B046S 

7912380462 

79/11/30 

50-320 

H 

7912310310 

7912310307 

79/11/16 

50-390 

Q 

79122S0470 

7912380468 

79/11/30 

50-320 

H 

7912310320 

7912310291 

79/11/30 

70-680 


7913360476 

7912280472 

79/11/30 

50-320 

H 

7912310331 

7912310325 

79/11/16 

50-395 

Q 

79123604B0 

7918280470 

79/11/30 

50-320 

H 

7912310333 

7912310326 

79/11/16 

50-387 

Q 

7912360483 

7912280461 

79/ 1 1 /ao 

50-320 

H 

7912310330 

7912310336 

79/11/16 

50-302 

Q 

7913360466 

7912380471 

79/ 1 1 /39 

50-2B9 

U 

7912310346 

7912310336 

79/11/16 

50-302 

0 

7913360467 

7912280464 

79/11/30 

50-320 

H 

7912310350 

7912310345 

79/12/24 

50-316 

0 

7912360409 

7913280471 

79/11/29 

50-269 

U 

7912310353 

7912310349 

79/11/14 

50-261 

0 

79123B0492 

7913280471 

79/ 1 1 /29 

50-209 ■ 

U 

7912310357 

7912310354 

79/12/20 

50-317 

a 

7912360493 

7912260471 

79/11/29 

50-320 

U 

7912310359 

7912310348 

79/12/20 

50-10 

p 

7913200507 

7912260503 

79/12/21 

50-296 

S 

7912310360 

7912310358 

79/12/12 

50-312 

p 

7912200513 

7918260509 

79/12/21 

50-259 

S 

7912310374 

7912310371 

79/12/28 

50-336 

p 

7913200514 

7913280510 

79/11/30 

50-320 

H 

7912310377 

7912310366 

79/12/12 

50-330 

0 

7912880524 

7913280521 

79/12/20 

50-315 

R 

7912310304 

7912310303 

79/12/21 

50-368 

B 

7913380525 

7912260516 

79/12/24 

50-344 

P 

7912310306 

7912310366 

79/12/12 

50-330 

G 

7912280527 

7913380523 

79/12/19 

50-310 

R 

7912310393 

7912310303 

79/12/21 

50-368 

B 

7913300530 

7912280517 

79/12/lB 

TOPREP 


7912310394 

7912310391 

79/12/20 

50-244 

F 

7912200530 

7912280516 

79/11/30 

50-320 

H 

7912310390 

7912310396 

79/12/21 

30-267 

R 

7913280535 

7912280516 

79/12/24 

50-344 

P 

7912310399 

7912310303 

79/12/21 

50-360 

0 

7912200537 

7913280534 

79/11/30 

50-320 

0 

7912310404 

7912310303 

79/12/21 

50-366 

S 

7912300540 

7912260532 

79/12/19 

50-395 

8 

7912310406 

7912310403 

79/12/21 

50-847 

8 

7913280551 

7912280543 

79/11/30 

50-320 

H 

7912310400 

7912310401 

79/12/20 

50-416 

R 

7912280552 

7912280544. 

79/12/14 

50-327 

S 

7912310409 

7912310303 

79/12/21 

30-366 

0 

7913280555 

7912280546 

79/12/19 

30-400 

A 

7912310410 

7912310403 

79/12/21 

50-247 

6 

7918280558 

7912280553 

79/11/30 

30-320 

H 

7912310414 

7912310413 

79/12/21 

50-893 

R 

79I2380S6S 

7912280560 

79/12/21 

50-329 

B 

7912310416 

7912310416 

79/12/13 

80-317 

fl 

7913280571 

7912280566 

79/12/20 

50-397 

A 

7912310420 

7912310415 

79/12/27 

50-321 

0 

7912300590 

7912260561 

79/12/17 

50-327 

S 

7912310425 

7912310417 

79/12/26 

50-235 

0 

7912380613 

7912280607 

79/12/19 

50-510 

A 

7912310426 

7912310424 

79/18/17 

50-340 

R 

7913260641 

7913280634 

79/12/17 

50-317 

P 

7912310420 

7912310422 

79/12/20 

50-263 

S 

7912280642 

7912280636 

79/12/14 

50-397 

0 

7912310430 

7912310429 

79/12/20 

50-321 

6 

7913200645 

7912280640 

79/11/14 

27-10 


7912310431 

7912310300 

79/12/27 

50-317 

F 

7912300646 

7912280634 

79/12/17 

50-317 

P 

7912310433 

7912310432 

79/06/00 

50-366 

R 

7912200651 

7912280636 

79/12/14 

50-397 

S 

7912310434 

7912310432 

79/00/00 

30-366 

R 

7912300653 

7912280640 

79/11/14 

27-10 


7912310437 

■ 7912310435 

79/12/06 

50-290 

6 

79122B06S0 

7912280640 

79/11/14 

27-10 


7912310440 

7912310430 

79/12/12 

50-296 

0 

7913380663 

7912260656 

79/11/06 

XPDRTLIC 


7912310441 

7912310436 

79/12/26 

50-255 

s 

7912380667 

7912280640 

79/11/14 

27-10 


7912310444 

7912310442 

79/12/10 

50-290 

6 

7912380674 

7912280672 

79/12/16 

27-40 


7912310449 

7912310445 

79/11/29 

40-4492 


79122B0676 

7912280640 

79/11/14 

27-10 


7912310450 

7912310447 

79/12/06 

50-290 

0 

7912260678 

7912280671 

79/12/07 

50-344 

0 

7912310451 

7912310448 

79/12/20 

50-346 

S 

7912360667 

7918280664 

79/09/25 

HASTE HOT 

7912310454 

7912310453 

79/12/26 

50-293 

S 

7912310004 

7912310002 

79/12/13 

50-206 

0 

7912310455 

7912310452 

79/12/24 

50-312 

0 

7918310006 

7912310002 

79/12/13 

50-206 

0 

7912310461 

7918310456 

79/12/17 

50-366 

p 

7912310024 

7912310014 

79/12/12 

TOPREP 


7912310464 

7912310450 

79/12/27 

50-155 

p 

7912310032 

7912310029 

79/12/17 

PRM 


7912310465 

7912310458 

79/12/27 

50-155 

p 

7912310047 

7912310041 

79/11/09 

50-310 

Q 

7912310467 

7912310459 

79/12/07 

50-290 

0 

7912310058 

7912310054 

79/11/09 

50-322 

0 

7912310466 

7912310462 

79/12/26 

50-366 

8 

7912310065 

'7912310060 

79/11/06 

50-219 

Q 

7912310469 

7912310456 

79/12/27 

50-133 

P 

7912310072 

7912310067 

79/12/07 

50-309 

Q 

7918310473 

7912310450 

79/12/27 

30-155 

P 

7912310076 

7912310067 

79/12/07 

50-339 

Q 

7912310474 

7912310471 

79/12/28 

30-313 

F 

7912310061 

7912310067 

79/12/07 

30-309 

0 

7912310478 

7918310475 

79/12/26 

50-282 

6 

7912310086 

7912310067 

79/12/07 

50-389 

Q 

7912310481 

7912310476 

79/12/27 

50-255 

P 

7912310100 

7912310093 

79/11 /OB 

60-390 

0 

7912310402 

7912310300 

79/12/27 

50-317 

F 

7912310115 

7912310107 

79/11/00 

50-281 

0 

7912310406 

7912310400 

79/12/27 

50-346 

P 

7912310131 

7912310125 

79/11/05 

50-286 

0 

7912310407 

7912310476 

79/12/27 

50-235 

P 

7913310152 

7912310146 

79/12/07 

30-335 

p 

7912310490 

7912310300 

79/12/27 

50-317 

F 

7912310154 

791231014B 

79/12/07 

50-335 

p 

7912310492 

7912310403 

79/12/26 

30-158 

0 

7912310170 

791231016B 

79/12/04 

50-466 

0 

7912310493 

7912310409 

79/12/26 

50-413 

S 

7912310178 

7912310166 

79/12/04 

50-466 

0 

7912310495 

7912310476 

79/12/27 

50-233 

P 

7912310160 

7912310176 

79/11/20 

XPDRTLIC 


7912310496 

7912310306 

79/12/27 

30-317 

F 

7912310183 

7912310168 

79/12/04 

50-466 

0 

7912310501 

7912310476 

79/12/27 

30-235 

P 

7912310225 

7912310218 

79/12/11 

ORO 


7912310502 

7912310308 

79/12/27 

30-317 

F 

7912310227 - 

7912310214 

79/00/23 

ACR8 


7912310304 

7912310497 

79/12/26 

50-409 

0 

7912310233 

7912310216 

79/12/11 

ORO 


7912310506 

7912310499 

79/12/88 

30-200 

P 

7912310336 

7912310230 

79/11/19 

27-47 


7912310506 

7912310476 

79/12/27 

50-233 

P 

7912310239 

7912310214 

79/00/23 

ACR8 


7912310311 

7912310368 

79/12/87 

50-317 

F 

7912310243 

7912310236 

79/12/10 

50-320 

H 

7912310512 

7912310510 

79/12/26 

50-133 

0 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION 

NUMBER 

DATE 

ISSUED 

GUDJECT 

CATEGORY 

ACCESSION 

NUMBER 

DATE 

lESUEO 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

7912310513 

791231047i 

79/12/27 

50-255 

P 

7912310525 

7912310388 

79/12/27 

50-317 

F 

7912310517 

7912310476 

79/12/27 

50-255 

P 

7912310527 

7912310516 

79/12/28 

50-344 

P 

7912310519 

7912310514 

79/12/11 

50-498 

M 

7912310530 

791231O3B0 

79/12/27 

50-317 

F 

7912310520 

7912310516 

77/12/28 

50-344 

P 

7912310534 

79123103BQ 

79/12/27 

50-317 

F 

7912310523 

7912310476 

79/12/27 

50-255 

P 

7912310536 

7912310533 

79/12/27 

50-302 

F 






7912310540 

7912310533 

79/12/27 

50-302 

F 






7912310541 

79123103B8 

79/12/27 

50-317 

F 






7912310544 

79123103BG 

79/12/27 

50-317 

F 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. Application/Coiistniction Stage Documents and Correspondence 

This category follows tlie application from submission to the day preceding the issuance of an 
operating license. It includes all correspondence and documents with substantive technical con- 
tent that do not fall into other specific categories. Included are: 

1. Correspondence and documents relating to unresolved design and construction issues. 

2. Meeting announcements and summaries of meeting discussions on issues of item 1. 

3. Correspondence regarding Preliminary and Final Safety Analysis Reports. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Applicant’s Quality Assurance Manual. 

6. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

7. Federal Register notices that do not apply to other categories. 

8. Information on laws and changes in regulations or policy that affect the status of the applica- 
tion (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc,). 

9. Scheduling of license application submission or review. 

10. Reports of site visits. 

11. Backup technical documents (i.e., topical reports) submitted in support of the application. 

12. Early site review information. 

13. Construction Permit, amendments and correspondence relating to construction permit. 

14. Environmental review information. 

15. Construction permit. 


B. Utility Preliminaiy Safety Analysis Report (PSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by the utility. 

2. Amendments and changes to tlie PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt. 

5. Hazards Summary Report submitted by utility (now designated PSAR). 
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6. Safety Analysis Report submitted by utility (now designated PSAR). 

7. Certificates of Service of PSAR. 


C. Utility Environmental Report (ER), Amendments and Correspondence 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal letters. 

4. Information on sclieduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal Register notice citing availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

, ER. 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), Supplements and 
Correspondence 

1. Draft and Final Environmental (Impact) Statements (DES and FES). 

2. Supplements to DES and FES. 

3. Correspondence relating to the DES or FES. 

4. Comments from otlier federal, state, and local government agencies. 

5. Transmittal letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Notices of availability of above. 

9. Draft of detailed statement. 

E. NRC Safety Evaluation Report (SER), Supplements and Correspondence 

1. Safety Evaluation Report (SER). 

2. Supplements to SER. 

3. Correspondence relating to SER. 
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4. Notices advising of the availability of 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
safety review or safety evaluation. 

8. Transmittal letters. 

9. Comments from other agencies relative to safety review. 

10. NRC-AEC Hazard Analysis Reports (now designated SER). 

F. Security, Medical, Emergency, and Fire-Protection Plans 

All plans in this category are submitted separately. Information submitted for tlie PSAR or FSAR 
is excluded, 

1. Correspondence relating to plans. 

2. Supplements, changes, and revisions to plans. 

3. Fire Hazard Protection Plan and Surveys. 


G. Adjudicatory Correspondence 

This category contains all documents on hearings, Atomic Safety and Licensing Board (ASLB) 
review, and opposition except word-for-word transcripts of ASLB hearings (Category T) and anti- 
trust hearings (Category N). 

1. ASLB hearing and review documents. 

2. Correspondence to and from intervenors. 

3. Correspondence to and from persons writing in opposition to the facility. Those writing for 

information or in support of the facility are in category H. 

4. Board orders and decisions. 

5. Requests to make appearances at hearings. 

6. Transmittal of supporting documents (i.e., SER, FES) to the board. 

7. Federal Register notices regarding hearings. 

8. Requests for a hearing. 

9. Petitions from participants (including petition for request for extension). 

10. Corrections to transcripts. 

11. Professional qualifications, if presented at a hearing. 
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12. Memorandums and orders authorizing issuance of license, changes, and other issuances by 
tlie Atomic Safety and Licensing Board. 

13. Hearing index. 


H. General correspondence 

This category includes documents with little or no bearing on the status of the application or 
license. Items tlrat have no substantive technical content or meaning for the status of the license 
or application are included. 

1. Qualification statements of new employees. 

2. Change of address notifications. 

3. Changes in organization. 

4. Changes in service lists, “Certificate of Service” documents (without a document attached). 

5. NRC requests to applicant for additional copies of documents. 

6. Correspondence from the public in support of or requesting information about the facility. 

7. Letters of “concern” (NOT “opposition”) and response tlrereto. 

8. Correspondence on strictly administrative matters. 

9. Correspondence regarding tire local Public Document Room. 

10. Memoranda to Public Document Room regarding witliholding a document (unaccompanied by 
that document). 

11. Press releases from applicant. 

12. Any other material that fits the criteria given above. 

13. Professional qualifications (resumes). 


I. Financial Information 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 


J. Insurance and Idemnity Information 

1. All correspondence and documentation regarding indemnity and insurance. 

2. Endorsements to insurance policies. 

3. NELPIA - Nuclear Energy Liability Property Insurance information. 
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K. Utility Final Safety Analysis Report (FSAR) and Amendments 

This category is strictly limited to the items listed below. All related correspondence falls in 
category A or P, 

1. Final Safety Analysis Report (FSAR). 

2. Amendments and clianges to the FSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of items. 

5. Hazards Final Summary Report (now designated FSAR). 

6. Certificates of Service of FSAR. 


L. Limited Work Authorization and Related Correspondence 

This category is limited to items issued before tlie construction permit is granted. 

1. Limited Work Authorizations. 

2. Environmental exemptions. 

3. Correspondence relating to 1 and 2. 

4. All information concerning site preparation prior to the issuance of a construction permit. 

M. Antitrust Correspondence 

1. All material concerning antitrust except hearing transcripts (category N) 

2. M\ material marked with an A immediately following tlie docket number. The A signifies 
antitrust proceedings. 


N. Antitrust Hearing Transcripts 

This category contains only word-for-word transcripts of hearing in antitrust matters. In most 
cases they will be marked with an A following the docket number. Related correspondence falls 
In category M. 


O. Advisory Committee on Reactor Safeguards (ACRS) Reports and Correspondence 

1. Correspondence and letter reports relating to ACRS reviews 

2. Correspondence from ACRS 

3. Announcements of ACRS meetings 
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4. Transmittal letters to ACRS 

5. ACRS reports. 


P. Operating License Stage Documents and Correspondence 

This file assumes the position of the application file for general technical items dated on or after 
the issuance of the operating license. It includes: 

1. Operating license, amendments, proposed amendments, and changes. 

2. Technical specifications and changes, 

3. Announcements of issuance of 1 and 2. 

4. Transmittal letters. 

5. All general technical correspondence relating to technical specifications or operating license, 

6. License conditions. 

7. Operator licenses or administrative information bearing on the licensing of operators. 

8. Meeting announcements or summaries of discussions where the main subject is technical 
specifications, operating license, or any technical issue arising after the issuance of the 
operating license. 

9. Correspondence regarding codes (ASME), regulations, laws, or changes in policy that may 
affect plant operation or bear on the operating license. 

10. Information on the Standard Review Plan (SRP). 

11. Results of surveys or tests conducted in accordance witli the technical specifications (NOT 
periodic reports, which fall in category R). 

12. Requests for issuance of operating license. 

13. Requests for copies of items 1 and 2 and responses. 

14. Correspondence on generic technical issues. 

15. Owner’s group meeting announcements and reports. 

16. Orders for modification of license. 

17. Requests for extension date of license or license modification, 

18. Quality assurance information. 

19. Environmental matters (technical). 

20. Emergency core cooling system. 

21. Radioactive waste information. 
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Q. Inspection Reports, IE Bulletins and Correspondence 

1. Inspection reports. 

2. Bulletins and Circulars of NRC Office of Inspection and Enforcement (IE). 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Any correspondence relating to inspection and enforcement that does not specifically relate 
to incidents as defined in category S. 

7. In-service inspections. 

8. Regulatory Operations (RO) Bulletins. 


R. Periodic Operating Reports and Related Correspondence 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual reports (other than financial). 

Periodic environmental monitoring, effluent testing, or similar reports. 
Gray Book Information. 


2 . 

3. 

4. 


Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks of Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5. Correspondence or other documents relating to the above listed items. 


S. Reportable Occurrences, LERs and Related Correspondence 

Diis category contains all materials relating to abnormal, unusual, reportable, nonroutine, or 10 
CFR 50.55e occurrences. Tliis includes: 

1. All 24-hour, 10-day, 30-day, interim, final, and followup reports on these events. 

2. Other related documents. 

NOTE: Also called licensee event reports, incident reports, etc. 
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T. Hearing Transcripts on Non-Antitrust Matters 

This category contains word-for-word transcripts, corrections to the transcript, attachments 
and Vu-Graphs. Examples of non-antitrust matters include: 

1. ASLB hearings. 

2. Commission Meetings. 

3. Commission Briefings. 

4. Telephone conversations. 


U. Congressional/Executive Correspondence 

1. Testimony before Congress. 

2. Preparatory and backup documents for Congressional testimony. 

3. Letters to and from Congress and the Executive Branch. 

4. Responses to letters from members of Congress and the Executive Branch. 

5. Correspondence to and from the NRC Office of Congressional Affairs. 

V. Operator Examinations 

1. NRC Examination Results. 

2. Power Plant Examination Summary Sheet. 

3. Related correspondence. 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 
lOCFR ~ Commission Meeting Records 

™udes?*°'^ documentation pertaining to open and dosed Commission meetings. It 

!• Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commissmn Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official Uanscripts or portions of transcripts of open and closed 

ommission meetings made publicly available in accordance with provisions of lOCFR Part 9 
the Sunshine Act, and Commission policies. ’ 

comTpondence''''"'"'* applicable viewgraphs. staff papers, and staff 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

In documentation pertaining to the responsibilities of the Advisory Committee 

independent advisory committee to the Commission in 

in! "f f 'vidi respect to the hazards of new or exist- 

ng nuclear facilities and the adequacy of related safety standards. The documents in this category 


1 . 

2 . 

3. 

4. 

5. 


Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. ^ ^ 

ACRS meeting announcements; description of meeting agendas. 

ACRS-generated reports, memoranda and correspondence that are publicly available. 

ACRS consultant reports, comments and related correspondence. 

ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 
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COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Commissioners, including: 

1 . Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, sec lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


FOIA - Freedom of Information Act Requests and Releases 

Tills category contains requests for agency records and records released in accordance with tlic 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 
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I&E “ Inspection and Enforcement 

TOs category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 

are preliminary notifications of events (PNOs). ® ^ 

1. I&E Circulars, which describe an event at a licensed facility and ate informational in nature. 

istued"shortv i" "ttture and 

issued snortiy after an event has occurred. 

3. I&E BuUetins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this events 

(PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room MisceUaneous 

c™ gorlr''' ““ ‘"‘P 'h' '“P® of ‘lie other nondocketed 


NUREG - NUREG Reports and Related Correspondence 


SrrdtriSREO^L'ri^r', "'’a'® '’f Co'omisslon which 

wrry the IWREG series code and correspondence pertaining to those reports. NUREG reports 

are accounts of work performed either by the NRC staff or by NRC contractors. ^ 


1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 


2 . 


3. 


b. Tliey present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 


Correspondence from industry, government and interested members of the 
on reports or requesting clarification or interpretation. 


public commenting 


Internal NRC memoranda summarizing meetings or discussions pertaining to the 
the reports. *’ 


content of 


ORG - Correspondence with Other Organizations 

I!!il'^l!!ru »!«' professional organizations and associations; records 

mint- t n P"“‘" “ “cUvlties of NEC's Office of Standards Develop. 

Zt (PRM) irambets that request 

the Commission to take immediate action on some issue. Included are: ^ 

'T'lween NRC and professional associations 
Agencr Inl'rnational Atomic 

Correpondence between NRC's Offtce of Standards Development and other government 

‘■'Suletory responsibility; e.g., EPA lias authority 
to control all radioactive pollutants emitted into the air. ^ 

taternal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Offlee of Standards Development. 

Statements, motions, orders and correspondence dealing witli emergency petitions filed by 
patties on such topics as fire protection and re-analysis of the capacity of operating US 
plants to withstand earthquakes, ® ’ ' 


1 . 


2 . 


3. 


4. 
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NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see tlte REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 

Tliis category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are; 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing wltli petitions filed with the Commission by an outside 

party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 

3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
otliers in favor of or In opposition to the PRM. 

NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains ail documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

Tliese documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 scries. 
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A, Application/Construction Stage 


1. Application submitted by the utility, 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR, 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

I. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M, Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 

P1'21 — Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC Inspection reports of defects cited. 

4. Correspondence specifying appropriate foUow-up actions taken by the Agency. 

QA999 — QuaUty Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
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criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES — Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 
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7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RIU) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Rese^ch Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of resea 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are. 


1. Agendas for quarterly review group meetings, 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemaking? 

This category contains records pertaining to public hearings held on proposed chanps (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 

include: 


1 . 


Designations of the presiding officer and any special directions for the conduct of the hearing. 


2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 


4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 
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SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included arc: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
State and local governments in planning responses to radiological emergencies; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and otlier areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP — Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports, General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports, 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

mdas, summaries, minutes and correspondence pertinent to vendor activities, 
•^’•■■lologies and design criteria. 

ted by utilities that are written by vendors on their behalf and that 
cases, see the categories for the Docket 50 series. 
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WASTE MGT — Nuclear Waste Management 

Tliis category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction witli DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 

3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in tlie Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC — Export and Import Licenses 

This category contains records relating to the Issuance of licenses to export or import nuclear 

facilities and materials. Included are; 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
Inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or Intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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